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June     18.  1838— Bone,  Wm.  H Manager  the  Walker  Mf ur.  Co.,  and 

227  Twenty -third  Av.,  Cleveland,  Ohio. 
May     21,  1884— Booraem,  J.  Van  Vorst..  .  .Engineer-in-Chief,  Havemeyer 
&  Elder,  etc..  Sugar  Refineries,  and  204  Lincoln  Place, 

Brooklyn,  N.  Y. 
May       8  1838— Booth.  Thomas  C.  . .  .T.  C.  Booth,  14  Howard  St.,  and  127 

West  12tli  St.,  New  York  City. 

Mmy     26,  1886— Borden,  Thomas  J.f Pres.  Richard  Borden  Mfg.  Co., 

Fall  River,  Mass. 

May     21,  1884— Boyd,  Jas.  T Constr.  Engineer  Atlantic  Works,  and 

16G  Falmouth  St..  East  Boston,  Mass. 

Nov.     29,  1887— BoTD,  John  T Gen.  Man.  Stearns  Mfg.  Co.,  Erie,  Pa. 

Miiy       8.'  1888— Bray,  Charles  W Sec'y  The  Lloyd  Booth  Co.,  and 

820  E  Federal  St.,  Youngstown,  Ohio. 
Aug.    10,  18S1— Brady.  James.. Man.  &  Treas.  Brady  Mfg.  Co.,  York  and 
I  Washington  Sts.,  ahd  162  Lefferts  Place,  Brooklyn,  N.  Y. 

Nov.    80. 1886— BniGos,  Chas.  C Jones  &  LaughHns,  Pittsburgh,  Pa. 

May     14,  1890— Bristol,  W.  H Assist.  Prof.  Mathematics,  Stevens 

I  *  •  Inst.  Tech.,  Hoboken,  N.  J. 

I  Not     19  1889— Britton.  J.  W Pres.  Britton  Iron  &  Steel  Co. , 

I  *  1516  Euclid  Av.,  Cleveland,  O. 

May     15.  1889— Broadbent,  Charles  L Eng'r  and  Des.  for  Knowles 

Pump  Works,  93  Liberty  St.,  New  York  City. 

May     21,  1884— Broadbbnt,  Sidney Supt.  Dickson  Mfg.  Co., 

Scranton,  Pa. 
May     31.  188 1— Brooks,  Edwin  C.  .  Engineer  Cambridge  W.  W.  Pumping 

Station.  Cambridge,  Mass. 
Nov.     11,  1885— Brooks.  Morgan.  .Sec.  and  Treas.   The  St.  Paul  Gas' Light 

Co.,  and  529  Holly  Av.,  St.  Paul,  Minn. 
I  May     15.  1889— Brooks,  Wm.  B.  .  .Chief  Eng'r  U.  S.  N.,  Richmond  L.  &  M. 

Works,  and  407  E.  Main  St.,  Richmond,  Va. 

•  Vice-President,  1888-90.  t  Manager.  1888-91. 
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May     21,  1884— Bbown,  A.  G Globe  Iron  Works,  Kesten,  Gilnow  Park, 

Bolton,  Lancashire,  England. 
June    18,  1838— Brown,  Albxandeb  E.  .V.  P.  &  Man.  The  Brown  Hoisting 
and  Conveying  Mach.  Co.,  cor.  BelJen  &  Hamilton  Sts., 

and  1151  Prospect  St.,  Cleveland.  O. 

May     14,  1890— Bhown,  Albx.  T Mech.  Exp't,  Smith  Premier  Typewriter 

Co.,  205  Shonnard  St..  Sjrracuse,  N.  Y. 

April     7,  1880— Brown,  C.  H C.  H.  Brown  &  Co.,  FiicUburg,  Mass. 

May     14,  189}— Brown,  Chas.  S \Sapt.»Shop9  &  Inatr.  Mach.  Des.  Rose 

Polytechnic  Inst.,  Terre  Haute,  Ind. 
May     15,  1889— Bbueck,  Henry  T.  .Master  of  Mach'y,  Cumb.  &  Penna.  R.R.. 

Mt.  Savrtge,  Md. 
Jane    20,  1880— Brush,  Charles  F.  .Electrical  Engineer,  71  Ontario  Street, 

Cleveland,  Ohio. 

May     27,  1885— Bulkley,  Henby  W Mech.  Eng*r,  Times  Bailding, 

Park  Row,  New  York  City,  and  E.  Orange,  N.  J. 

Nov.      2,  1883— Bullock,  Milaij  C President  M.  C.  Bullock  Mfg.  Co., 

Rooms  509-510  Phoenix  Bldg.,  13  E.  Jackson  St.,  and 

1187  Washington  BouPd,  Chicago,  III. 

April     7,  1880— Burden.  Jambs  A Pies.  Burden  Iron  Co.,  Troy,  N.  Y. 

June    13,  1883— BuRGDOEPP,  Thbo.  F.  (Life  Member) Pasr*ed  Assist.  Eng. 

U.  c'.  N.,  University  of  Tenn.,  Kiioxville,  Tenn. 

Nov.     19,  1889— Burpee,  Geo.  H Eug.  k  Contractor,  53  Broadway, 

N.  Y.  City,  and  530  Nostraiid  Ave.,  Brooklyn. 

May     21,  1884— BuRU.  John  T Mansion  House.  Brooklyn,  N.  Y. 

May     26,  18i0— Butter  wo  uth,  James.  .  .York  and  Cedar  Streets,  Philadel- 
phia, Pa. 

Nov.      2, 1882— Btllesby,  H.  M Westinghouse  Elec.  Co..  Box  1000, 

Pittsburgh,  Pa. 


May     15,  1889— C4DWBLL,  Wm.  D Agt.  Jackson  Co.,  21  Amory  St., 

Nashua,  N.  H. 

May     21,1884 — Caird,  Robert Managing  Director  Caird  &  Co.,  Ltd., 

5  Newark  St.,  Greenock,  Scotland. 

Apiil     19,  1883)  Caldwell,  Andrew  J Mech.  Eng.,  H.  R.  Worthington, 

May      14,  lS90i  86  Liberty  St.,  N.  Y. 

Aug.    10, 1881— CAjkiPBBLL,  A.  Hamilton.  .Curator  St.  Paul'i*  School,  P.  O. 

Box  370,  C<mcord  N.  H. 
Nov.    11,  1885 1  Campbell,  Andrew  C.  . . .  .CTiief  D'ftsman  Furrell  F.  &  M. 
Nov.     19,  1883 i  Co.,  and  26  N.  Willow  St.,  Waterbury,  Conn- 

Nov.      1,  1883— Campbell,  Geo.  W.  .Constr.  Eng..  19')  Broad  St.,  Newark,  N.J. 

May     14,  1890— Canning,  Wm.  Pitt Chf.  Dftsman.  Mach.  Dept.  Lowell 

Mach.  Shops,  and  6  Belmont  St.,  I^well,  Mass. 

June    18,  1883— Capen,  Thomas  W Chief  D'tsman.  Eraser  &  Chalmers, 

Fulton  &  Union  Sts.,  and  227  Warren  Ave.,  Chicago,  Jll. 
Nov.      1,  1883 — Carpenter,  R.  C. Assoc.  Prof,  of  Exp.  Mechanics,  ^iblay 

College,  Cornell  Univ.,  Ithaca,  N.  Y. 

Nov.     19,  1889— C ARSE,  David  Bradley Gen.  M'g'r.  Greenlee  Bros.  &  Co., 

235-235  W.  l-2th  St.  and  145  Ashland  Boulev.,  Chicago,  111. 
May     21,  1834— Cabb,  C.  A..Ass't  Eng'r  U.  S.  N.,  Navy  Dept.,  Washington,  D.  C. 
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Maj      8,  1888— Oabroll,  Lafatbttb  D.  ..Mech.  Eng.,  care  Carroll  &  Carroll, 

Att'js-at-Law,  Birmingham,  Ala. 
Mmy      14.  18»0— Carter,  Vaux  . .  .Chf.  Dept.  Mech.  Drawing  &  Mach'y, 

34-86  Stuyvesant  St.,  N.  Y.,  and  181  Schermerhom  St.. 

Brooklyn,  N.  Y. 

May     21,  1884 — ^Caetwbioht,  Robej^t C.  &  M.  Eng.,  1  Hawthorne  St., 

Rochester.  N.  Y. 
May     15,  1889— Caby,  Albebt  A.  .Mech.  Eng.  Gary  &  Moen  Co.,  234  W.  29th 

St,  N.  Y.  City. 

May    26,  1886— Cavanagh,  Joseph Eng.  The  Link  Belt  Eng'g  Co., 

Nicetown,  and  18th  and  Vine  Sts.,  Philadelphia,  Pa. 

May     21,  1884 — Chambeblin,  Fbanklin  L Sec'y  The  Variety  Iron  Works  Co., 

51-73  Scranton  Ave.,  and  909  Case  Ave.,  Cleveland,  O. 

Aug.    10,  1881— Chapman,  Luke M.  M.  The  Collins  Co.,  Box  34, 

Collinsville,  Conn- 
Nov.    29,  1887 — Chabnock,  John  Milton.  .Cons,  and  Htg.  Engr.,  16  Dey  St., 

New  York  City. 

Nov,      1,  1883 — Cheney,  Walteb  L Sec'y  Meriden  Mach.  Tool  Co.,  Box 

702,  and  126  Pleasant  St.,  Meriden,  Conn.,  also  55 

Huyshope  Ave.,  Hartford,  Conn. 
Nov.    19,  1889 — Chbibtiaksbn,  Alfred.  ..Mech.  Eng.  &  Supt.  Gun  Works, 

U.  8.  Arsenal,  and  1281  Fifth  Av.,  W.  Troy,  N.  Y. 

Nov.      4,  1880— Chbistensen,  August  C Supt.  Snow  S.  P.  Wks.,  C.  &  L 

Exch.,  and  77  West  Utica  St.,  Buffalo,  N.  Y. 

Nov.     11,  1885— Chbistie,  James Pencoyd  Iron  Works,  Pencoyd,  and 

Wissahickon,  Phila.,  Pa. 

May     15,  1889 — Chbistie,  W.  Wallace Asst.  Eng'r,  Ramapo,  L  W., 

Hillbum,  N.  Y.,  and  203  Summer  St.,  Paterson,  N.  J. 

April     7,  1880— Chubch,  Wm.  Lee* Westinghouse,  Church,  Kerr  &  Co., 

620  Atlantic  Ave.,  Boston,  and  Newton  Centre,  Mass. 
Nor.       4,  1880 — Chubchill,  Thomas  L.  ..Insurance  Inspector,  71  Kilby  St., 

Room  30,  Boston,  and  17  Fifth  St.,  Chelsea,  Mass. 

May      14,  1890— Cit6,  Joseph  D Des.  &  Cons.  Eng.,  Fishkill  Landing 

Mach.  Co.,  Fishkill-on-Hudson,  N.  Y. 

May       8,  1888— Clabk,  Walteb  L N.  Y.  Mgr.  NUes  Tool  Works, 

98  Liberty  St.,  New  York  City. 

May      14,  1890— Clark,  Walton Assist.  Gen.  Supt.  The  United  Gas 

Imp't  Co  ,  813  Drexel  Bldg.,  Phila.,  Pa. 
May     20,  1886— Clabke,  Alfbed.  .  Vice-Prest.  &  Genl.  Mgr.  The  Eastern  Elect. 

Light  &  Storage  Battery  Co.,  Lowell,  Mass. 

Nov.       2,  1882 — Clabke,  Chables  L Cons.  Eng.  &  Patent  Expt.,  55 

Liberty  St.,  N.  Y.,  and  40  Walniit  St.,  East  Orange,  N.  J. 

June     13,  1883— Clabkc,  David M.  M.,  L.  V.  R.  R.,  Hazel  ton.  Pa. 

May      21,  1884 — Clabke,  Samuel  J Supt.  Eng*r.  Prov.  and  Stonington  S.  S. 

Co.,  New  Pier  36,  N.  R.,  and  205  W.  43d  St.,  New  York  City. 

May       14,  1890— Clarke,  T.  C .Corns.  Eng.,  1  Broadway,  N.  Y.  City. 

May       14,  1890— Clawson.  Linus  P Sec'y  Black  &  Clawson  Co.. 

Hamilton,  Ohio. 

Oct.       16,  1888 — Clay,  John  Ridowat Hydr.  Eng.  and  D'tsman,  Smith 

&  Vaile  Co.,  Room  6,  2  East  Third  St.,  Daylon,  O. 

*  Manager,  \ijSi-97. 
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May    26,  1886— Clements,  Wm.  L Industrial  Works,  Bay  City,  Midi. 

June    20,  1880— Cloud,  John  W Mech.  Eng.,  81  White  Building, 

and  996  Main  St.,  Buffalo,  N.  IT. 

Aug.    10,  1881— Cobs,  Z.  B Niles  Tool  Works,  Hamilton,  O. 

April     7,  1880^-CoGGiN,  Frederic  G.*.  .  .Supt.  Calumet  &  Hecla  Stamp  Mills, 

Lake  Linden,  L.  S.,  Mich. 
April     7,  1880— Cogswell,  Wm.  B.  f. .  Gen.  Man.  Solvay  Process  Co.,  25  White 

Building,  Syracuse,  N.  Y. 
May      8,  1888— Cole,  Francis  J.  Chief  D'tsman  Mech.  Dept.  B.  &.  0.  R.  R., 

Mont  Clare,  Baltimore,  Md. 
Nov.      1,  1883— Cole,  J.  Wendell.. Petroit  Emery  Wheel  Co.,  P.  0.  Box 8^ 

and  1217  East  Rich  St.,  Columbus,  Ohio, 

May      8,  1888— Coleman,  Isaiah  B Foundry  and  Mach.  Shop,  State  and 

Church  Sts.,  and  353  West  7th  St.,  Elmira,  N.  Y. 

May     14,  1890— Colkm^n.  John  A Mech.  Eog.  &  Commissiooer  Public 

Works,  Providence,  R.  I. 

May      8,  1888— Coleman,  Wm.  H I.  &  M.  Wolff  and  Coleman, 

261  Dearborn  St.,  Chicago,  lU. 
May     26,  1886— Collier,  R.  B.  Supt.  Columbus  Mach.  Co.,  139  W.  Broad  St., 

Columbus,  Ohio. 

May     26,  1886 — Collins,  Chas.  M Supt.  Studebaker  Bros., 

and  117  E.  Tutt  St.,  South  Bend,  Ind. 

April      7,  1830— Collins.  C.  C 10  Rowland  St.,  Newark,  N.  J. 

April      7.  1880— COLWELL,  AuausTDB  W.  .74  Cortlandt  St.,  and  365  W.  27th 

St..  New  York  aty. 

Nov.       5,  1880— CoMLT,  Georob  N Cons.  Mech.  Eng.,  Edgemoor  Iron 

Works,  Edgemoor,  DeL 

June     13,  1883 }  Conant,  Thomas  P General  Supt.  Constr'n,  United 

Nov.     19, 1889  f  Edison  Mfg.  Co.,  65  Fifth  Ave.,  N.  Y.  aty. 

May      16,  1889— Cook.  A.  S Manuf.  of  Machinery,  Colt's  West  Armory 

Hartford,  Conn 
Nov.     30,  1886- Cook,  Frvdbb[C.  .Consulting  and  Mech.  Eng.,  57  Carondt-let 

St.,  Box  2524,  New  Orleans,  La. 
May      21,  1834— Coolet,  M.  E.  .Prof.  Mech.  Eng.  Univer.-«ity  of  Miclilgan, 

and  82  Packard  St.,  Ann  Arbor,  Micl)« 

April      7,  1880— Coon,  J.  S Prof.  Eng*g  School  of  Tech.,  Atlanta,  Ga. 

April      7,  1880— Cooper,  John  H Mech.  Eng.,  Southwark  Foundry  and 

Mach.  Co.,  4724  Springfield  Ave..  Philadelphia,  Fa. 
April      7,  1880— COPELAND,  Charles  W.t-  .24  Park  Place,  New  York  City. 

and  151  Columbia  His.,  Brooklyn.  N.  Y. 

April      7,  1830— COPKLVND,  Geobgb  M 24  Park  Place,  New  York  City. 

May      21.  1834— Corbktt,  Chas.  H Continentifl  Iron  Works,  and 

428  Lafayette  Ave.,  Brooklyn.  N.  Y. 

Nov.     30,  1836— Corliss,  Willivm Pros.  Corliss  Safe  Mfg.  Co., 

Providence,  R.  I. 

May      14,  1890— Corrt,  Wm Supt.  Hall's  Safe  &  Lock  Cj.,  aun.,  O. 

Oct.      16,  1838— Cornelius.  Henry  Robkbt Mech.  Eng.  Southwark 

F.  &  M.  Co.,  43 J  Washington  ave.,  and  Highland  Ave., 

Chestnut  Hill,  Philadelphia,  Pa. 

*  Manager,  \SS6-S8.  t  Manager,  1880-82. 

X  Treasurer,  Dec.  2, 1881,  to  Nov.  7, 18»4  ;  Vice-President  Not.  7, 1884,  to  Dec.  2, 1888. 
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AprU      7,  1880— Cotter,  John Mt.  Holly.  X.  J. 

Nov.     80, 1886— CoTTHELL,  Calbbrt  B.  .Printing  Presses,  etc..  8  Spruce  St, 

New  York  City. 
Aug.    10,  1881 — CowLES,  William.. Const.  Eug.  &  Naval  Arch't,  45  Broadway. 

New  York  City,  and  434  Eighth  St.,  Brooklyn. 

Aug.     10,  1881— Cox,  J.  D.,  Jr C^en.  Man.  Cleveland  Twist  Drill  Co.,  cor. 

Lake  aind  Kirthind  Sts.,  and  468  Euclid  Aye.,  Cleveland,  Ohio 

April      7.  1880— CoxK.  Ecklbt  B.» Drifiou,  Luzerne  Co.,  Pa. 

May      15,  1889— Ckamp.  Andrew  D.  .Naval  Architect,  Wm.  Cramp  &  Sons, 

Beach  and  Norria  Sts.,  Philadelphia,  Pa. 

Oct.      16.  1888— Cbamp,  Eowih  S Supt.  Eng.  Wro.  Cramp  &  Sons, 

S.  E.  &  B.  Co.,  Beach  and  Ball  Sts.,  Philadelphia.  Pa. 
May     31, 1887 — Cbanb,  William  Edward.  .Chief  En^.  Benedict  &  Burnham 

Mfg.  Co.,  37  Baldwin  Hill,  Waterbnry,  Conn, 
May      37. 1885 — Cbbelman,  Wm.  J. . .  .Engineer  Woodbury  Engine  Co., 

and  119  Ambrose  St.,  Rochester.  N.  Y. 
Nov.     11.  1885— Crbmer,  James  M  . .  .H.  R.  Worthington  Hydraulic  Works, 

So.  Brooklyn,  N.  Y. 
May      14.  1890— Crocker,  John  B.  .  .Supt.  Niles  Tool  Works,  and  1028 

Vine  St.,  Hamilton,  Ohio. 

Aug.     10, 1831 — Crosbt.  Gbobgb  H Crosby  Steam  Qange  and  Valve  Co.. 

95  Oliver  St.,  Boston,  Mass..  and  Elm  Farm,  Albion,  Me. 
May      27,  1885 — Crouthbrb,  James  A. . .  .Coal  and  Iron  Exchange,  Room  6, 
^Cortlandt  and  Church  Sts.,  New  York  City,  and  Astoria. 

L.  L,  N.  Y. 

Nov.     29, 1887— Cbowbll,  Lutreb  C R.  Hoe  &  Co. ,  504  Grand  St., 

New  York  City,  and  174  Hoop  St.,  Brooklyn. 
May  15.  18S9  )  Cruikshvnk.  Barton.  .Pros,  and  Assist.  Man.  Brady  Mfg.  Co. 
May      14,  1890  (  York  and  Washington  Sts.,  and  206  Sa.  teford  St., 

Brooklyn,  N.  Y. 

Nov.     80.  1886— C*ULLEN,  Jambs  K 96  Lake  St.,  Chicago.  111. 

May      21.  1884— CuLLiNGWOBTH,  Geo.  R 49  West  98d  St.,  New  York  City. 

June     18.  188H— CuMMEB,  F.  D. . .  .Cummer  Engine  Co.,  28  Hawthorne  Ave., 

Cleveland.  Ohio. 
May      21, 1884— Cxtmminos,  A.  G.  .Manager  Excelsior  Elect.  Co.,  Walnut  St., 

and  P.  R.  R.,  Harrisburg.  Pa. 

Aug.    10.  1831— CcTETis,  Gram Cons.  Mech.  Eng.,  612  and  613  Lewis  Block, 

Pittsburgh,  Pa. 
April      7,  1880— CusHiNG,  Q.  W. . Supt.  M.  P.  and  Mach'y  U.  P.  Ry.,  Omaha,  Neb. 

May      27,  1885-Dagron,  Jambs  G Eng'r  of  Bridges,  B.  &  O.  Ry., 

Baltimore,  Md. 
Oct       16,  1888— Dallbtt,  W.  P. . . .  Wm.  Sellers  &  Co.,  Incorporated,  16th  and 

Hamilton  Sts.,  and  3206  Summer  St.,  Phila.,  Pa. 

Oct.        7,  1881— Dawforth.  Albert  W Engineer  and  Supt.  Shanghai 

Cotton  Cloth  Mills  Co.,  Shanghai,  China,  also  245  Bridge  St. 

Lowell,  Mass. 

May      26,  1886— Daniels,  Fred.  H Washburn  &  Moen  Mfg.  Co.,  and 

130  Lincoln  St ,  Worcester,  Mass. 
April      7,  1880-Dablet,  E.  C P.  A.  U. 


♦  Ylce-President,  188(>-8L 
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May      14»  1890— Darunoton,  F.  G.  .  .Supt  I.  &  S.  Div.  C.  St.  L.  &  P.  R'y., 

lDdianapo)i9,  Ind« 
May      14.  1890— Uashibll,  W.  W.  .Gen.  Mgr.  Sloss  I.  &  S.  Co..  and  17iU 

St.  near  8th  Are.,  Binnins:hain,  Ala. 

Nov.     80,  1886— Davidsoh,  Marshall  T Paraping  Mach'y,    43  Keap  St., 

Brooklyn,  and  103  St.  James  Place,  BTrlyn,  N.  Y. 

June     20,  1880— Dayibs,  R.  H M.  M.,  Phoenix  Iron  Works,  PljoenixvllJe,  Pa. 

May     14.  1890— Davis,  Chas.  H  . . .  .Cons.  Eng.,  120  Broad wav,  and  576 

Lexington  Ave.,  N.  Y. 

May      14,  1890— Davis,  Chester  B Cons,  and  Hydraulic  Eng.,  549  "  The 

Rookery,"  and  8762  Lake  Ave..  Chicago,  111. 

April      7, 1880— Davis,  David  P Engineer  N.  Y.  Safety  Steam  Power  Co., 

80  Corilandt  St..  New  York  City,  and  Allendale, 

Bergen  Co.,  N.  J. 

May      16,  1889— Davis.  D.  W Snpt.  Buckeye  Eng.  Co.,  and 

258  Lincoln  Ave.,  Salem,  O. 

Nov.      4,  1881— Davis,  B.  F.  C Gen.  Mgr.  Richmond  L.  &  M.  Wk*., 

Richmond,  Va. 
May      27,  1885— Davis,  Isaac  H.  . . .  Westinghouse,  Church,  Kerr  &  Co., 

17  Cortlandt  St.,  N.  Y.,  and  Dorchester,  Mass. 

Nov.       4, 1880— Davis,  Joseph  P Phenix  Coostrn.  Co.,  115  W.  38th 

St.,  Telephone  BMg.,  New  York  City. 

June     18,  1883— DffAH,  Feancis  W Const,  and  Expert  M.  E., 

27  School  St.,  Boston,.  Mass. 
April      7,  1880— Dean B,  Charles  P. . .  .Treaa.  Deane  Steam  Pump  Works, 

Uolyoke,  Mass. 

May      27,  1885— Dbbbs,  J.  C M.  B.  and  Supt.  C.  &  G.  Cooper  &  Co., 

Mt.  Vernon,  Ohio. 
May  14,  1830— Dblanet,  Alexander.  .Mech.  Eng.  Richmond  L.  &,  M.  Wks., 

Richmond,  Va. 
Nov.     11,  1885 1  Dbnt,  Edward  Linthiccm.  . .  .Dent's  Iron  Wks., Water  and 
Nov.     23.  1887  f  8:3d  St.,  and  8101  N  St.,  Waalungion,  D.  C. 

May       4,  1881— DtfirroN,  Jaaibs  E*.  .  Prof.  Exper'l  Mech.  Stevens  Inst  Tech., 

Hoboken,  and  88  Slpp  Ave..  J.  C.  Hts..  N.  J. 
May      14,  1890— Debbtsh ire,  Wm.  H....Mech.  Eng.  with  Bement,  Miles 

&  Co.,  2l8t  and  Callowhill  Sts.,  Phila.,  Pa. 

April      7.  i880— Db  Schweinitz,  P.  B Steel  Works.  Colorado  Coal  and 

Iron  Co.,  South  Pueblo,  Col. 

Nov.     29,  1887— Db  Valin,  Charles  E Clif.  Eng'r  U.  S.  N.. 

1808  New  Hampshire  Ave.,  Washington,  D.  C. 

Nov.     30, 1886— Dicbt,  Elmbr  C Constr.  Eng.,  68-70  W.  Monroe  St., 

and  1225  Lexington  St.,  Chicago,  III. 

May      21,  1884— Dicket,  Wm.  D Supt.  Albany  Street  Iron  Works, 

126  Washington  St.,  New  York  City. 
May      26,  1886— Dingee,  W.  W.  ..  Mech.  Eng.  J.  L  Case,  T.  M.  Co.. 

and  1124  Main  St.,  Racine,  Wis. 

May      21,  1884— Dixon,  Chas.  A Supt.  Newburgh  Steam  Eng.  Worki», 

Newburgh,  N.  Y. 
May     31.  1887— DixoN,  Georob  Edward.   .  .Mech.  Eng'r  The  John  Davis  Co., 

69-79  Michigan  St ,  Chicago,  IlL 


« lUnager,  1889-08. 
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^ov.       6,  1884— Dixon,  Robebt  M.  . .  .Eog.  Safety  Car  Big.  and  Lighting  Co., 

160  Broadway,  New  York  City,  and  21  Walnut  St., 

East  Orange,  N.  J. 
May      27,  1885— Doan*,  Wbc  H.  . .  .Pres't  J.  A.  Fay  &  Co.,  267-285  Front  St., 

Cincinnati,  Ohio. 
May        4,  1881— DoBSON.  W.  J.  M.  .Mech.  Eng.,  96  Albany  Ave.,  Brooklyn,  N.Y. 

May      15,  1889— Dock,  Herman Mech.  Eng.  Schllcter  Jute  Cordage  Co., 

21  N.  Front  St.,  and  904  N.  Broad  St.,  Philadelphia,  Pa. 

May      81 ,  1887— Doddb.  Euhu D'tsman,  Chandler  and  Taylor  Co. . 

164  Broadway  and  956  No.  Delaware  St.,  Indianapolis,  Ind. 

May      21,  1884— DoDOB.  James  M Chief  Eng'r  Link  Belt  Eng'g  Co., 

Nicetown,  and  2027  Arch  St.,  Philadelphia,  Pa. 

Nov.       1,  1883— Donovan,  Wm.  P Manager  Tale  &  Towne  Mfg.  Co., 

152  &  154  Wahash  Ave.,  Chicago,  111. 

May     15, 1889— Doean,  William  S Eng'r  with  H.  B.  Worthington, 

145  Broadway,  and  115  Waverly  Place,  New  York  City. 

MaT     21, 1884— Douglass,  Wm.  M Gen.  Supt.,  Iowa  Barb  Wire  Co., 

Allentown,  Pa. 

May     26,  1886— Downb,  Hbnbt  S 108  Lake  St.,  Chicago,  111. 

May     15,  1889— Dbapbb,  T.  W.  Moboan Chf.  Eng'r,  Atl.  and  Danville  Ry., 

Portsmouth,  and  Atlantic  Hotel,  Norfolk,  Va. 

Oct.      16.  1888— Deewett,  Wm.  A Supt.  Davidson  Stm.  Pump  Co.,  41-51 

Keap  St.,  and  180  Rutledge  St.,  Brooklyn,  N.  T. 

May     15,  1889— Drown,  Fbedebick  Edgbne Architect,  Mech.  and  (*otton 

Mill  EngV,  1.77  Main  St., and  22  Spring  St.,  Pawtaucket,  R.  I. 
May     15,  1889— Dbummond,  D.  D.,  Eng'r  Scoville  I.  W.,  250-254  So.  Clinton 

St.,  and  872  Claremont  Ave.,  Chicago,  111. 

Aug.     10,  1881— Dbummond,  W.  W Pres.  Drummond  Mfg.  Co., 

Louisville,  Ky. 

May     14,  1890— Dbtsdalb,  W.  A Cons.  Eng.,  1681  Arch  St.,  Phila.,  Pa. 

Aug.    10,  1881— Dubois,  A.  Jay  (Ltfe  Member). ,  ,PTot.  Civ.  Eng.  S.S.S.,  Yale 

Univ.,  New  Haven,  Conn. 

June    18.  1888  -Dudley,  Chablbs  B Chemist,  Penn.  R.  R.  Co.,  and 

1219  Twelfth  Ave.,  Altoona,  Pa. 

Nov.      1,  1888 — Duncan,  Jobn Asst.  Supt.  Calnmet  &  Hecla  Mine, 

Calumet,  Houghton  Co.,  Mich. 

Nov.       1,  1888— DtmAND,  Wm.  F Prof.  Mech.  Eng.,  Michigan  Agricul. 

Col.  (Lansing),  Ingham  Co.,  Mich. 
April      7,  1880— DUHFEB,  W.  F.*.  .General  Manager.  Penn.  Diamond  Drill  Co., 

Birdsboro,  Berks  Co.,  Pa. 
May     81,  1887 — Dutton,  C.  Seymoxtb.  . .  .Gen.  Agent  and  Consulting  Eng.  Ham- 
ilton Works,  Wm.  Tod  &  Co.,  and  656  Bryson  St., 

Toungstown,  Ohio. 
Soy.      6,  1884— Dc  Villabd,  Hbnby  A. . .  .Mech.  Eng'r,  Granger  Foundry  and 

Mach.  Co.,  Gaspee  and  Francis  Sts.,  Prov.,  R.  L 

Hay       8,  1888— Easby,  Fbancis  H Mech.  Eng'r  Betts  Machine  Co., 

Wilmington,  DeL 

June     18,  1883— Eastwicx,  Geo  rob  S Louisiana  Sugar  Refining  Co.,     . 

New  Orleans,  La. 

*  Manager,  1888-86. 
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April    19.  1882—Eckaut/W.  R.*.  ...P.  O.  Box  1844,  and  217  Samson  St.,  Rooms 

2  and  8,  San  Francisco,  Cal. 

April      7.  1880— EDrsoN,  Thos.  A.  (Life  Member) Orange,  N.  J. 

Jane     18,  1888>-£d8on,  Jabtis  B  . .  Prop,  and  Mfg'r  Pr«*S8UPe  Record'g  Gaug^ea 
and  Exact  Apparatus,  87  Liberty  St.,  New  York,  acd 
812  Union  St.,  Brooklyn,  N.  Y. 
April     7,  1880— EoLBSTOx,  Thos. .  .Prof.  Metallurgy,  Soliool  of  Mines,  Colatubia 
College,  aud  35  Washington  Square,  West,  New  York  City. 

May     14,  1800~Ehbbt8,  C.  J Mech.  Eug.,  Colt's  Pat.  Fire- Arms  Co.,  and 

68  Wasliington  St.,  Hartford.  Coon. 

May     14,  1890— Ehlebs,  Peter Mfr.  and  constr  ,  170  B'way,  AUiany,  and 

Clinton  Heights,  N.  Y. 
Not.      1,  1888 — Elmes,  Chas.  F.  . .  .Eng.,  Fouuder  and  MachiulHt,  Fulton  and 

Jefferson  Sts.,  Chicag'o,  III. 
April      7,  1880— Ely,  Theo.  N.f. .  .Gen.  Supt.  Motive  Power,  Penu.  R.  R., 

Altoona,  Pa. 

Nov.     19,  1889— Elliott,  W.  E Cbf.  Eng.  Goodrich  Transportation  Co., 

Manitowoc,  Wis.,  also  Chicagfo,  111. 

April     7,  1880— Emery.  Albbut  H Civil  Eng.,  Stamford.  Codd. 

April     7,  1880— Emmiy,  CriAULES  E.J. .  .Consnltlnfir  Eng'r,  22  Cortlandt  St., 

New  York  City,  and  870  Greene  Ave.,  Brooklyn,  N.  Y. 

May     81,  1887— Enoel,  Louis  G Brooklyn  Sag.  Ref.  Co.,  and  288  Clermont 

Ave.,  Brooklyn.  N.  Y. 
Nov.      6,  1884— E WART,  William  D  . .  .Consult.  Eug.  Ewart  Mfg.  Co.,  11  So. 

Jefferson  St.,  Chicago,  111.,  and  Pre^.  Link  Belt 
Eng'g  Co.,  Nicetown,  Philadelphia,  Pa. 
May     81,  1887 — Ewen,  John  Meioob.  . .  .Architectural  Engineer,  Room  1142, 

The  Rookery,  Chicago,  111. 

April      7,  1880— Ewer,  Roland  G Supt.  Penn.  Salt  Mfg.  Co..  Natrona, 

Allegheny  Co.,  Pa. 

April     7, 1880— Fabeb  Du  Faur,  A. .  Room  56  Vanderbllt  Bldg.,  182  Nassau 
St.,  New  York  City,  and  22  Nichols  St..  Newark,  N.  J. 

May     15,  1889— Fairbairn,  W.  U Chief  Inspector  Hartf i»rd  S.  B.  Insp. 

and  Ins.  Co.,  Hyde  Park,  Mmss. 

May     26,  1888 — Falkenau,  Arthur Mech.  Eng.  and  Macht..  11th  St.  and 

Ridge  Ave.,  and  3214  Spencer  Terrace,  Phila.,  Pa. 

Nov.      2,  1832— Farmer,  Moses  G Electrical  Engineer,  Mass., 

and  Newport,  R.  I. 
June    13,  1883 — Fawcett,  Ezra.  .Eng'rand  Prop*r  Alliance  ludustrial  Works, 

Ely  Ave.,  Alliance,  Ohio. 

June    13,  188] — Fay,  Rimmon  C Supt.  Remington  Arms  Co.,  Hion,  N.  Y. 

May     27,  1885— Felton,  Edgar  Conway.  .  .Supt.,  Penn.  Steel  Co.,  Steeltoo,  Pa, 

Oct.      16,  1888— FiCKiNOEB,  P.  J Cbf.  Eng.  Carnegie,  Pliipps  &  Co.. 

Beaver  Falls,  Pa. 

May     15,  1889— Field,  Cobnelius  J Field  Eng'g  Co..  15  Cortlandt  St., 

New  York  City. 

May     26,  1886— Fingal,  Chas.  A Supt.  A.  Sandstrom  &  Co.,  cor. 

Root  and  La  Salle  Stc>.,  Chicago,  HI. 

«  Yice-Prerident,  188&-85.  t  Manager,  1880-S3 ;  Vice-Preaident.  1881-«e. 

%  Vice-Preaideut,  1881-«. 
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AprQ      7,  1880— FiRMSTONB,  FRAins Eiufton,  Pa. 

Maj      21,  1884— FiSHKR,  Chas.  H Caoton,  Mass. 

May      96,  1886— Fitt,  Jambs Supt,  Shipman  Eng.  Co.,  Rochester,  N.  Y. 

Nor.     29,  1887— Fladd.  Fredebick  C.  .  .N.  Y.  Mgr.  StQea  &  Parker  Press  Co., 

208-207  CentTe  St.,  and  203  East  09th  St.,  N.  Y.  City. 

May      15,  1880— FULTHEE,  John  J lostr.  Mecb.  Eog'g,  Lehigh  University. 

and  140  Market  St..  Bethlehem,  Pa. 
XoT.     19,  1889— Fletcher,  Andrew.  .Prest.  and  Treas.  W.  &  A.  Fletcher  Co., 

260  West  St..  andl57  W.  78d  St.,  New  York  City. 

Not.     19.  1889— Fletcher.  W.  H Chf.  Dftsmnn  W.  &  A.  Fletcher  Co., 

266  West  St..  New  York  City. 

Nov.     80,  1886— FoLGEE,  William  Mathew Comm'r  U.  S.  N.,  Head  of 

Ord.  Dept.,  Navy  Yard.  Washington,  D.  C. 

May      26,  1886 — Forbes,  Wm.  Durdbrdale Mech.  Eng'r,  Morristown,  N.  J. 

May      24,  1884— FORD,  John  D Engineer  Corps,  U.  S.  N.,  1622  W.  Lanvale 

St.,  Baltimore,  Md. 
April      7,  1880— FoBNBT,  Matthias  N.  .  .Ed.  B,  B,  and  Engineering  Journal, 

45  Broadway,  and  431  Fifth  Ave.,  New  York  City. 

'  May        4,  1881— Forsyth,  Robert Cbf.  Eog.  Illinois  Steel  Co.,  1085 

♦*  Rookery,"  Chicago,  111 
Nov.       1,  1883— Forsyth.  Wiluam •.  .Mech.  Eng'r  C.  B.  &  Q.  R.  R.,  Aurora,  111. 

May      26, 1886— Foster,  C.  H Eraser  &  Chalmers,  Fulton  and  Union  Sts., 

Chicago,  m. 
May       8,  1888— Foster,  William  A. . .  Snpt.  Mo.  t.  and  Mach'y  Fall  Brook 

^Coal  Co..  and  180  East  3d  St.,  Coming,  N.  Y. 

.  May      26, 1886— Fowler,  Geo.  L 170  Broadway,  New  York  City,  N.  Y. 

May     21,  1884— Fowler,  John Eagle  Brass  Works,  225  Eighth  St., 

Louisville,  Ky. 

Oct.      16,  1888— Fowler,  Perchtal Min'g  and  Cons.  Eng.,  P.  Fowler  and 

Power.  16  St.  Helen's  Place,  London.  E.  C,  England. 

Nov.      6,  1884— Fba3(CIS,  Harry  C Steam  Eng'g  Co.,  704  Arch  St., 

Philadelphia,  Pa. 

May     26,  1886— Francis.  J  as Agent  and  Cliief  Eng'r,  Prop's  Locks  and 

Canals,  Merrimac  River,  22  Broadway,  Lowell,  Mass. 

May     21, 1884— Francis,  W.  H Sec'y  Kensington  Eng.  Wks.  (Ltd.).  Beach 

and  Vienna  Sts.,  and  1732  Master  St..  Phila.,  Pa. 

May     26,  1886— Eraser,  David  R Eraser  &  Chalmers,  Fulton  and  Union 

Streets,  Chicago,  III. 

May     26,  1886— Fraseb,  Norman  D Eraser  &  Chalmers,  Falton  and  Union 

Streets,  Chicago,  HI. 
May     21,  1884— Freblaih),  Francis  T.  .Cons.  Mining  &  Mech.  Eng.,  Bor  23, 

Leadville.  Col. 

May     81,  1887— Febbman,  JOHNTt Eog'r  &  Spec.  Insp.  Assoc.  Factory 

Mat.  Ins.  Co.,  31  Milk  St.,  Boston,  and  Main  St.. 

Winchester,  Mass. 
May     15.  1889— FRENCH.  E.  C. .  .The  Rathban  Co.,  and  Sapt.  Deseronto 

Chemical  Wks  and  Gas  Co..  Deseronto,  Ontario,  Canada. 

34ay     27,  1885— Fbcck,  Abraham  O Frick  Mfg.  Co.,  Waynesboro,  Pa. 

May       4,  1881— Fritz,  John  * Chief  Eng.  and  Gen.  Supt.  Bethlehem  Iron 

Works.  Bethlehem,  Pa. 

•  Manager,  ISeS-m. 
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April     7,  1880— Fuller,  Levi  K.  .  Vice-Prest  and  Supt,  Estey  Organ  Works, 

Bratlleboro,  Vt. 

Nov.    29,  1887— GiGE,  Howard,  Asat.  Eng.  U.  S.  N Bu.  Steam  Eng'g, 

Wai^hington,  D.  C- 

Nov.    30,  1886— Gale,  Horace  B Prof.  Dyn.  Eng'g,  Washington 

Univeraity,  and  8012  Lucas  Ave.,  St.  Louis,  Mo. 
April     7,  1880— Galloupe,  Fbancis  E  . .  Mech.  Eng.,  80  Kilby  Street,  Boston, 

and  Cliff  Ave.,  Winthrop  Highlands,  Mass. 

May       8,  1888— Gantt,  Henry  L Supt.  Casting  Dept.  Midvale  Steel  Wks., 

Nicetown  and  7  E.  Penn  St.,  Gmtn.,  Philadelphia,  Pa. 

May       8,  1888— Garrett,  William Joliet  Steel  Co.,  Joliet,  111. 

May     21,  1884 — Gaunt,  Thomas.  .Gaunt  &  Martinez,  Consult  &  Contr.  Eng'r, 

&  Archit.  Amer.  Filtering  Press  Co.,  115  BVay,  N.  Y.  City. 
May     31,  1887 — Geoghegan,  Stephen  J. Steam  Heating Eng'r,  116  Woo§ter  St., 

New  York  City. 
May     21,  1884— Geer,  James  H..  .Asst.  Eng.  Cambria  S.  &  1.  Co.,  and  58 

Somerset  St.,  Johnstown,  Pa. 
May     14,  1890— Gibbs,  Geo.  .Mech.  Eng.,  C,  M.  &  St.  P.  RR.,  Milwaukee,  Wis. 

May     21,  1884— Giddinos,  CM. President  Sioux  City  F'dry,  Sioux  City,  la. 

AprU     7,  1880— Gill,  John  L.,  Jr 503  Woodland  Terrace,  Philadelphia,  Pa. 

May       8,  1888— Gillis,  H.  A. . .  ..Gen.  Fmn.  Office  M.  M.,  N.  Y.,  L.  E.  &  W. 

RR.,  Elmira,  N.  Y. 
May     15,  1889— Gilmorb,  Robert  J...M'g'r  The  Allen  Fire  Dept.  Supply  Co., 

Providence,  R.  I. 

May     26,  1886— Gobeillf,  Jos.  Leon 26  York  Street,  Cleveland,  Ohio.' 

May     21,  1884— Gold,  Samuel  F Sec  Gold  Car  Heating  Co.,  Bridge  Store 

No.  6,  N.  Y.  City,  and  Englewood,  N.  J. 

June    13,  1883— Good,  Wm.  E Supt.  Southwark  Foundry  &  Mach.  Co., 

430  Washington  Av.,  and  3800  Locust  St.,  Philadelphia,  Pa. 

Nov.     30,  1886— GooDALE,  A.  M Agt  Boston  Mfg.  Co.,  Waltham,  Mass. 

Nov.     30,  1886— GooDFELLow,  Geo M.  M.  Penn.  Steel  Co.,  Steelton,  Pa. 

April     7,  1880— Gordon,  Alex Vice-P.  and  Gen.  Man.,  Niles  Tool  Works, 

Hamilton,  Ohio. 
June    20,  1880— Gordon,  Fred.  W.  .  .Gordon,  Stroebel  &  Laureau,  Mifflin  and 

Meadow  Sts.,  Phila.,  Pa. 
May     26,  1886— Goss.  W.  F.  M..  .Prof.  Prac.  Mech.,  Purdue  Univ.,  Lafayette, 

Ind.,  also  49  Rutland  St.,  Boston,  Mass. 
April     7,  1880— Goubert,  Auguste  A. .  .Treas.  Goubert  MTg  Co.,  32  Cortlandt 
St.,  New  York  City,  and  735  Quincy  St.,  Brooklyn,  N.  Y. 

May     31,  1887— Gould,  W.  V Supt.  C.  B.  Rogers  &  Co.,  Norwich,  Conn. 

May     26,  1886— Gowing,  E.  H Civil  and  Mech.  Eng'r,  70  Kilby  Street, 

Boston,  Mass. 

May     21,  1884— Graham,  J.  S J.  S.  Graham  &  Co.,  Rochester,  N.  Y. 

April     7,  1880 — Grant,  John  J Supt.  Simonds  Rolling  Machine  Co., 

Fitchburg,  Mass. 

May     14,  1890— Graves,  Ebwin Chi.  Eng.,  Camden  Iron  Works,  and  519 

Linden  St.,  Camden,  N.  J. 
May     21,  1884— Gray,  G.  A 481  Sycamore  St.,  Cincinnati,  Ohio. 

*  Vice-Preddent,  1883^. 
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May      14,  1890— Gray,  THOBU8...Prof.  Dynamic  Engineering,  Rose  Polytech- 
nic Inst.,  and  818  W.  7th  St.,  Terre  Haute,  Ind. 

April    19,  1882  )  Qrekne,  Isaac  Chase Green  &  Prunty,  Hope  Brass  Works, 

Not.     80,  1886  )  Baltimore,  Md. 

May      15,  1889— Gbbene,  Stephen.  .Lockwood,  Greene  &  Co.,  Mill  Archts,  and 
Eng*rs,  Rialto  Bldg.,  131  Devonshire  St.,  Boston,  and 

Newton  Center,  Mass. 

May      14,  1890— Geeen,  Samuel  M Mech.  Supt.,  Merrick  Thread  Co., 

Holyoke,  Mass. 

May     21,  1884—Gbbenwood,  J.  H Mech.  and  Hydr.  Eng'r,  146  Water  St, 

and  120  Clinton  St.,  CleTeland,  Ohio. 

Oct.      16,  1888— Gbeoo,  John  H Chf.  D'tsman  Link  Belt  Mach.  Co., 

28  S.  Jefferson  St.,  and  355  W.  Adams  St.,  Chicago,  111. 
May     14,  1890— Gbeooby,  Wm.  .Mfr.  Brass  and  Iron  Fittings  for  Steam  Engine 

Bldrs.,  cor.  Cannon  and  Stanton  Sts.,  N.  Y.City. 

May     15,  1889— Gbiffik,  Euqbxb Capt.  Corps  Eng'rs  U.  S.  A.,  Gen.  Mgr. 

By.  Dept.  Thomson  Houston  Elect.  Co.,  620  Athintic  Ave.,  and  339 

Beacon  St,  Boston,  Mass. 

May     14.  1890— Grimic,  Paul  H .Chf.  Eng., Natl  Starch  (>>., 

Glen  Cove.  L.  I..  N.  Y. 

Nov.       6,  1884 — Gbiknell,  Fbedbbick* Pres.  Providence  Steam  and 

Gas  Pipe  Co.,  Providence,  R.  I. 

Not.     19,  1889— Gbist,  B.  W Gen'l  Supt  and  Eng.  JPcnn'a  Iron  Works, 

Fiftieth  St  and  Merion  Ave.  and  4712  Girard  Ave.,  Phila.,  Pa. 
May     27,  1885— Gbis wold,  Fbank  L.  . .  .Cons.  Eng.,  443  Calle  Peru,  Buenos 

Ayres,  Argent.  Rep.,  S.  A. 

April      7,  1880— Hague,  Chables  A Mech.  Eng*r,  86  Liberty  St.,  H.  R. 

Worthington,  New  York  City  and  Hackensack,  N.  J. 

Aug.     10,  1881— Hall,  Albbbt  Fbancis George  F.  Blake  Mfg.  Co., 

3rd  St.,  K  Cambridge,  and  3  Cordis  St,  Charlestown,  Mass. 
Xov.     19,  1889— Hall,  Willis  E.  .  Asst.  M.  M.  P.  R.  R.  and  Box  505,  Altoona,  Pa. 

Nov.      2,  1882— Halsbt,  F.  A Sherbrooke,  Quebec,  Can. 

May     27,  1885— Hals  BY.  Jas.  T Park  House,  Morristown,  N.  J. 

May     21,  1884— Hamkbr.  Alpbbd  E Supt  Mall.  Iron  Fittings  Co., 

Branford,  Conn. 

^  ay       8, 1888— Ham MBTT.  Hiram  G Mgr.  Estate  F.  W.  Richardson, 

464  Eighth  St,  Troy.  N.  Y. 
Kor.      6, 1884— Hammond  Geo.  W.  .Fiber Manufacturer,  Yarmouth ville,  Me,. 

and  Hote!  Hamilton,  Boston,  Ma.«<s. 
Oct      16,  1888— Hakb.  Fraiol  Ludlam.  .Gen.  Supt.  Phila.  Bureau  of  Water, 
Juniper  and  Filbert  Sts.,  and  1949  N.  18th  St..  Philadelphia,  Pa. 

Nov.      2.  1882— Hand.  S.  Ashton Gen.  Supt  Pascal  Iron  Worlis, 

Morris  Tasker  &  Co..  Icpd..  1601  S.  Fifth  St.,  and 

1620  S.  Broad  St.  Philadelphia.  Pa. 

Maj     15,  1889 — Handren.  John  W Handreu  &  Robins.  Steam  Eng'ra 

and  Dry  Docks.  126  Washington  St..  New  York  City. 

Nov.    80,  1886— Hanson.  Auoustob Cons.  Eng.,  Leonard  &  Izard  C^o., 

Rialto  Bldg..  Chicago.  Hi.,  and  Box  83.  Mapiewood.  HI. 

•Manager.  1887-W. 
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May     31,  1887— Hakdib,  Robert.  . . .  Asst.  Mech.  Eng.,  De  La  Vergne,  Befr. 
Mach.  Co.,  foot  of  E.  188th  St.,  and  1007  E.  Ulst  St., 

New  York  City. 
May     21,  1884— Hikmon,  Orvillb  S.  .Supt.  of  Constr.  for  P.  Lorillard  &  Co., 

Jersey  City,  N.  J.,  and  818  Monroe  St.,  Brooklyn,  N.  Y, 
May     14,  1890— HARBig,  John  H.  .  VIoe-Prest.  and  Gen.  Man.  Worthington 

Pumping  Engine  Co.,  146  Broadway,  N.Y.  City. 

April    19,  1882— Hartman,  John  M Mech.  Eng.,  1235  N.  Front  Street, 

Philadelphia,  Pa. 

Nov.     11,  1885— Hartbhobnb,  William  D Sapt.  Worsted  Department, 

Arlington  Mills,  and  500  Broadway,  Lawrence,  Mass. 
May     21,  1884— Hawkins,  John  T.*  Pres.  Campbell  Printing  PressA  Mfg.  Co., 

Taunton,  Mass. 

May     27,  1885— Hatbs,  Gboroe Hayes  Skylights,  71  Eighth  Avenue, 

New  York  gity. 
May     15,  1889— Hatward,  Fbbd.  H  . .  .Williams  &  Potter,  15  Cortlandt  St., 

New  York  City. 

April     7,  1880— Hayward,  H.  S Sapt.  Motive  Power,  United  Railroads  of 

N.  J.  Div.  P.  R.  R.,  Jersey  City,  N.  J. 

Nov.      2,  1882— Hazard,  Vincent  G D'tsman.  The  Pusey  &  Jones  Co., 

and  602  West  St.,  Wilmington,  Del. 
Nov.     19,  1889 — Heggem,  Charles *0.  . .  .Supt  Eng.  Dept.  Russell  &  Co.  and 

215  E.  South  St.,  Massillon,  O. 

April     7,  1880— Hbmbnwat,  F.  P Ed.  American  Machinist,  96  Fulton  St., 

New  York  aty,  and  109  Palisade  Ave.,  J.  C,  N.  J. 

May     21,  1884— Hbmphill,  James Mackintosh,  Hemphill  &  Co.  (Ltd.), 

foot  12th  St.,  Pittsburgh,  Pa. 
May     27,  1885— Henderson,  Alexander,  Chf.  Eng.  U.  S.  N.,  Navy  Yard, 

Boston,  Mass. 

June    18,  1888— Hennby,  J.  B. 93  Bird  St.,  Boston,  Mass. 

May     21,  1884— Hbnney,  John,  Jr.  . .  .Gen.  Supt..  Mo,  P.,  N.  Y.,  N.  H.  & 

H.  R.  R.,  and  276  Orange  St.,  New  Haven,  Conn. 

Nov.      4,  1880— Hennino,  Gustavus  C Box  22,  Johnstown,  Pa.,  and 

ConBult*g  Eng'r,  18  Cedar  St.,  New  York  C%. 

May     81,  1887— Henry,  William  Thomas C.  and  Mech.  Engineer, 

Fall  Hiver,  Mass. 
May       4, 1881— Henthorn,  John  T.  .Remington  &  Henthorn,  Mech.  Eng'rs, 
P.  O.  Box  1271,  and  148  Westminster  St.,  Room  21, 

Providence,  R.  I. 
Nov.     19,  1889— Herdman  Frank  E.  .M.  E.  Hale  Elevator  Co.,  Calumet  Bld'g, 

189  La  Salle  St.,  Chicago,  and  La  Grange,  HI. 

May     27,  1885— Hebman,  Luowio Cons.  Eng.  and  Expert,  29  Euclid  Ave. 

and  242  Bell  Ave.,  Cleveland,  Ohio. 

May     21,  1884— Herrbshoff,  John  B Herreshoff  Mfg,  Co.,  Bristol,  R.  L 

April      7,  1880— Herrick,  J.  A Room  146  Kemble  Bldg.,  liS  Whitehall  St., 

New  York  aty. 

May     15,  1889— Hbrshey,  Martin  E Supt.  F.  &  M.  Dept.,  Harrisburg 

Car  Mfg.  Co.,  and  81  S.  Third  St.,  Harrisburg,  Pa. 
April     7,  1880— Hewitt,  Wn.f. .  .Vice-Pres.  and  Eng'r  Trenton  Iron  Co., 

Trenton,  N.  J. 

«  Manaf^r,  1886-89.  t  Manager,  1884-87. 
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Nov.       1,  1888— HiBBABD,  Hbnbt  D Supt.  Halnsworth  Steel  Co.  26th  and    ' 

Smallman  Sts.,  and  419  Penn.  Ave.,  Pittsburgh,  Pa., 
also  West  Box  bury,  Mass. 
Not.     19,  188»— Hibbam),  Thomas.  . .  .M.  E.  and  Ch'f  D'ftsraan  Deane  Steam 

Pump  Works,  and  232  Beach  St.,  Holyoke,  Mass. 

Not.       4,  1880— Higgihs,  Miltoh  P Supt.  Washburn  Mach.  Shop, 

and  228  West  St.,  Worcester,  Mass. 

Not.       3,  1888 )  HiGoms,  Samuel Div.  M.  M.,  N.  Y.,  P.  &  O.  BB., 

May     27,  1885)  Meadville,  Pa. 

Not.     29,  1887— Hildbup,  W.  T.  . .  .American  Befrig.  and  Constrn.  Co., 

Box  608,  Harrlsburg,  Pa. 

May       8,  1888— Hiu>bup.  W.  T.,  Jb Supt.  Car.  Whe^  Dept.  Hbg.  Car 

Mfg.  Co. ,  Box  608,  Harrlsburg,  Pa 

June    20,  1880— Hill.  H.  A* 156  Oliver  Street,  Boston,  Mass. 

May     21,  1884— HiLL,  Jambs  W  . .  .M.  M  &  Car  BuUder,  Peoria  &  Pekin 

Union  B*y  Co.,  Peoria,  111. 

May     21,  1884— Hill,  Wabbbn  E V.  P.  ConUnental  Iron  Works, 

Brooklyn.  N.  Y. 
Not.      1,  1883  )  Hill,  William.  .Asst.  Supt.  Collins  Co.,  and  P.  O.  Box  196, 
May      15.  1889  )  CollinBTille,  Conn. 

May       8,  1888— Hillabd,  Chahlbs  J Mech.  Eng.,  Box  283,  Pittsburgh,  Pa. 

May      14,  1890— Hillbs,  T.  Allbn.  . .  Vice-PreH.  The  Hilles  and  Jones  Co., 

Wilmington,  Del. 

June    18,  1888— HiLLMANN,  Gubtat Naval  Architect,  470  Greene  Ave., 

Brooklyn,  N.  Y. 

Aug.     10.  1881— Hobbs,  a.  C Supt.  Union  Metallic  Cartridge  Co., 

Bridgeport,  Conn. 

June    13,  1888— Hob,  Bobebt B.  Hoe  &  Co.,  504  Grand  and  Colombia 

Streets,  New  York  Cty. 
May     26,  1886— Holland,  John.  . . . Agt.  Cocheco  Mfg.  Co.,  and  113  Locust  St., 

Dover,  N.  H. 
April     7,  1880)  HOLLBBITH,  Hkbman  . .  .Expert  &  Sol.  of  Patents, 
^une    13,  18S3^  Boom  48,  Atlantic  Bldg.,  WashiDgton,  D.  C. 

Jane    13,  1883 — Hollinosworth.  Sumner 36  Federal  Street,  and 

5  Fairfield  Street,  Boston,  Mass. 
May     21,  1884— HoixiB,  Iba  N.,  Asst.  Eng.  U.  S.  N. . .  .Union  I.  W., 

San  Francisco,  Cal 
April     7.  1880— HOLLOWAY,  J.  F.f.  .146  Broadway,  Box  2227.  and  230  West 

59th  St..  New  York  aty 

Oct.     16,  1888— Holly,  Frank  W Eng.  and  Supt.  HoUy  Mfg.  Co..  and 

261  High  St.,  Lockport,  N.  Y 

Oct.     16, 1888— HoLMBOE,  Lbomhard  C.  B Chief  D'tsman  Illinois  Steel  Co., 

1088  Bookery.  and  4404  Cottage  Grove  Ave.,  Chicago.  III. 

April     7,  1880— HOLMBS,  Isaac  V Beloit,  Wis. 

April   19,  1882— HOBNio,  Julius  L 7  Mandeville  Avenue, 

Jersey  City,  N.  J. 
Nov.    80,  1886— HoBNUNO,  Gbo.  .Civ.  Hydr'c  and  Mech.  Eng.,  80  East  4th  St., 

Cincinnati,  Ohio,  and  232  Fifth  St.,  Newport,  Ky. 

May     81,  1887— HoBTON,  Jambs  A Supt.  Eng.  *'  Howard  MetaUic 

Brush  Co.,"  12  Pearl  St.,  Boston,  and  Beading.  Mass. 

«  Mumget,  188S-88.  t  President,  1884-85 ;  Manager,  1880-ffl. 
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Nov.      6,  1880— HowABD,  Chahlbs  P James  L.  Hownid  &  C^a, , 

Hartford,  Conzi. 

Maj     26,  1886~HowE,  Hbnkt  M Cone.  Metallurgist. 

287  Marlborough  St.,  Boston,  M«M9. 
Nov.    19, 1880— Howell.  Edwabd  I.  H.  . .  .M.  K,  220  S.  4th  St.,  and 

4686  Gmtn  Ave..  Pbila.,  Pa. 

April    19,  1882— Hugo,  T.  W Gen.  Mgr.  Hartraan  Electric  Co., 

and  221  6tU  Ave..  W.  Dniuth.  Mian. 

May     15,  1889— Hughes,  E.  W.  M Loco,  and  ('ar  Dept.,  N.  W.  State  R'y 

of  India,  and  Fox  Solid  Pressed  Steel  Co.,  1004  The 

Rookerr,  Chicago,  HI. 

May     15,  1889— Humphkby,  John Pres.  and  Oen.  Mgr.  Humphrey 

Macb.  Co.,  and  400  Main  St..  Eeene.  N.  H. 

Nov.      6,  1884— HuMPRRBTB,  Alex.  C Gen.  Supt.  United  Gas Imp*m't  Co., 

818  Drezel  Bldg.,  5th  and  Cbestnat  Sts..  and  Chestoat  Hill, 

Philadelphia,  Pa. 

Nov.    19,  1889— HuHT,  Alfrbd  E Pres.  Pitt^urgh  Redaction  Co., 

95  5th  Ave.,  and  272  Shady  Ave.,  E.  E.,  Pitteburgb,  Pa. 

Nov.    11, 1885 — ^HuNT,  Charles  Waixaoe  (Lffe  Member) 45  Broadway. 

New  York  City. 

Nov.    80,  1886— Hunt,  Jobbph Min.  Eng.  and  Pres.  Ailentown  F.  &  M.  Co., 

8d  and  Walnut  Sts..  Ailentown,  Pa. 
April     7, 1880— Hunt.  Robert  W.*.  .  .Robert  W.  Hunt  &  Co..  Insp.  and 

Cons.  Eng.,  681  **  The  Rookery,"  Chicago,  111. 
May     14,  1890— Hunter,  Geo.  E  . .  .Assist.  Supt.  Elgin  Nat'l  Watch  Co.. 

and  Watch  St.,  Elgin.  HI. 

May     15,  1889— HuNTBR,  J.  S £lrection  Dept   H.   R.   Worthington. 

86  liberty  St.,  N.  Y.  City. 
April     7,  1880 — Hutton,  Frederic  R.  .  Adj.  Prof.  Mech.  Eng.  Schoc4  of  Mines 
Columbia  Coll.  and  Secretary  f  of  the  Society,  13  W. 

8l8t  St.,  New  York  aty. 
May     27,  1885— Hyde.  Charles  E..  .Marine  Eng'r  Bath  Iron  Works.  Bath,  Me. 

Nov.      6,  1884 — IDE,  Albert  L.  . .  .Prop*?  and  Eng.  Ide  Engine  Works, 

Springfield,  111. 

May     15.  1889— Idell.  Frank  E Mech.  Eufir'r.  41  Dey  St.,  New  York  City. 

May       4, 1881— Illtng worth,  Joseph  J Chief  E2ng.  Utica  Steam  Cotton 

Mills,  Utica,  N.  Y. 
May     27, 1885— Insleh,  Wm.  H 50  Spruce  Street.  Newark,  N.  J. 

May     27,  1885 — Jacobi,  Albjort  W.  .  Mech.  Engr.  Judson  Pneumatic  St.  Ry. 
Co.,  45  Broadway,  New  York  City,  and  286  S.  6th  St., 

Newark,  N.  J. 

May     15,  1889— Jacobus,  D.  S Asst.  Prof.  Experimental  Shop  Wk  and 

Mechs.,  Stevens  Institute,  Hoboken,  N.  J. 
May     14,  1890— Jarvib.  Saihjel  E.  . .  .Mech.  Eng.  and  Mecb.  Supt.  Jarvis 

Engine  Co.,  809  Vine  St.,  Lansing,  Mich. 
May     27,  1885— Jenkins.  John.  .  .Milton  Iron  Works  Rolling  Mills,  Milton,  Pa. 

Nov.     11,  1885— Jenkins,  W.  R Jenkins  &  Lingle,  Engrs.  and  Machsts., 

Bellefonte.  Pa 

«  MaDager.  1882-85.  1 1888  to  1880. 
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May     15,  1880— Jbkkb.  William  H Dynamic  Eng'r,  Brookville.  Pa. 

Not.    19,  1889— Jewbtt,  L.  C Erie  City  Iron  Works,  Erie.  Pa.,  and 

140  Warburton  Ave.,  Yonkers,  N.  Y. 

May     14,  1890— Johnsbk,  Cabl  A Chf.  D'fisoian,  H.  R.  Worihiugton 

Hydrauljc  Works,  So.  Brooklyn,  N.  T. 

May     21,  1884— JomreOK,  C.  R. .  .Pres.  and  Gen.  Man.  The  Johnson  RH.  Signal 

Co.,  Bahway,  N.  J.,  and  155  West  58th  St.,  N.  T.  City. 

April     7,  1880— Johnson,  Lbwis Pires.  Johnson  I.  W.  Limited, 

P.  O.  Box  1200,  and  85  Erato  St..  New  Orieans,  La. 

May     14,  1890-^ohn8ON,  Nils Mech.  Eug.,  1458  FraDcia  St..  and  8,103 

So.  Jefferson  Are.,  St.  Lonis,  Mo. 

Not.     19,  1889— Johnson,  Wabbbn  S Eng.  and  Mgr.  Johnson  Elect. 

Service  Co.,  118  Clyboum  St.,  and  2427  Cedar  St., 

Milwaukee,  Wis. 

AprU    19,  1882-JOHN80N,  William 687  F  St.,  N.  W.  Washngton,  D.  C. 

Aug.     10,  1881— JONBS,  David  P Chf.  Eng.  U.  S.  N.  Nav.  Traln'g  Sta., 

'    Newport,  R.  I. 
May     15,  1889 — Jones,  Edward  H.  . .  .E.  H.  Jones  St  Co.,  Eng're  and 

Contractors,  225  River  St.,  and  69  Kennard  St., Cleveland,  O. 
May     14,  1890— J  ones,  Edwin  H.  .Prest.  and  Gen.  Mgr.  Vulcan  Iron  Wks., 

WilkesbH^e,  Pa. 
May     14,  1890— JoNES,  F.  R. . .  .Mech.  and  Elect.  Eug.,  Western  Eng.  Co., 

Kearney,  Nebraska. 

May       4,  1881 — Jones,  Henbt  C Hilles  &  Jones,  1815  Delaware  Ave., 

Wilmington,  Del. 

May     14, 1890 — Jones,  John  T Mining  Supt.  Iron  Mountain.  Micb.,  and 

Prest.  Bessemer  Spike,  Nail  and  Staple  Co.,        . 
40  Dearborn  St.,  Chicago,  111. 

April    7,  1880- Tones,  Washington  ♦ Supt.  Port  Richmond  I.  W., 

2257  Ricbmond  St.,  and  1682  No.  16th  Street,  Philadelphia,  Pa. 
May  26.  1886— J0MB3,  Wji.  H...Pre3t.  and  Gen.  M'ugr  C.  E.  Jones  &  Bros. 

•  28-82  Court  St.,  and  62  Fulton  Ave.,  W.  H., Cincinnati,  O. 

Nov.    29,  1887- Joincs,  Willis  C Mech.  and  Cons.  Eng.,  Jones  &  Mack, 

5  West  4ih  St.,  Cincinnati,  0. 

Nov.    29, 1887— Jobdan,  Samuel  S Hull  D'tsman,  The  Wm.  Cramp  k  Sons, 

S.  &  E.  B.  Co.,  921  Spruce  St.,  Phila.,  Pa. 

Nov.     19,  1889— Kafbb,  John  C.  . .  .Passed  Asst.  Eng.,  U.  S.  N.,  Morgan  Iron 
Works,  9th  St.,  E.  R.,  N.  Y.  City,  and  88  E.  49th  St.,  N.  Y. 

June    18,  1883— Kaffenberger,  Gustav M.  E.  Tbe  Central  Paper  and 

Fiber  Co.,  171  Seneca  St.,  and  183  Waveriy 

Ave.,  Cleveland,  O. 

May     21,  1884— Kane,  John J.  S.  Graham  &  Co.,  and  260  Lyall  Ave., 

Rochester,  N.  Y- 

Nov.    80,  1886— KsBLEB,  Julian  A Genl.  Mgr.  Colorado  Fuel  Co., 

1657  Larimer  St.,  Denver,  Col. 
May     15,  1889— Kkller,  John  A.  .M.  E.  and  D'ftsman  Black  and  Clawson  Co.. 

and  186  No.  C  St.,  Hamilton,  Ohio, 
May     27,  1885— Kelly,  0.  W Supt.  The  O.  S.  Kelly  Co.,  Springfield,  O. 

*  Manager,  1890-81 ;  Vice-President,  1881-188S. 
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Mrj     26,  1386— Kkmpsmith,  Fbank Prest.  Kempsmitli  Mach.  Tool  Co., 

and  881  Robinson  Ave.,  Milwaukee,  Wis. 

May     31,  1887— Kent,  Edmund M.  M.  Cbapin  Mine,  Lock  Box  28, 

Iron  Mountain,  Mich. 
May     15,  1889— Kbnt,  Ellis  0.  .Mgr.  Betbleliem  F.  &M.  Co.,  So.  Bethlehem, Pa. 

April     7,  188a-KKNT,  Wm» Cons.  Eng.,  125  Times  Bldg.,  N.  Y..  and 

Passaic,  N.  J. 
June    20,  1880)  Keppy,  Fr£J>brick  . .  .Supt.  and  Eng.  Warner  Bros., 
May     IfiT,  1889)  79  Gre^ry  St.,  Bridgeport,  Conn. 

May     26,  1886— Kerb,  Walter  C Westinghouse,  Church,  Kerr  &  Co., 

17  Cortlandt  St.,  New  York  City,  and  496  9th  St., 

Brooklyn,  N.  Y. 
June    13,  1888— Kbttell,  Charles  W.  . .  Geo.  F.  Blake  Mfg.  Co.,  Boston, 

and  8  Brewster  Street,  Cambridge,  Mass. 

May     26,  1886— Kimball,  Hiram Mgr.  P.  B.  Dept.  Cleveland,  City  Forge 

and  Iron  Co.,  Cleveland,  Ohio. 
May     27,  18a5— Kinder,  J.  J.  db.  .  .Cons.  Eng.,  901  Walnut  St.,  and  626 

N.  lltb  St.,  Phila.,  Pa. 
Nov.'    80,  188ft— King,  Chajb.  C.   .  .Supt.  C.  W.  Hunt  Co.,  P.  0.  Box  169, 

^  West  New  Brighton,  Richmond  Co.,  N.  Y. 

Aug.     10,  1881— King,  Charles  I Prof.  Mecb.  Prac.  Univ.  of  Wis.,  and 

Madison,  Wis. 

Nov.      6.  1880— KiRBY,  Frank  E. Eng.  Kirby  Bros.,  I>etroit,  Mich. 

Nov.      2,  1882— KiRCHHOFP,  Chables Iron  Age,  66  Duane  St.,  N.  Y.,  and 

869  Union  St.,  Brooklyn,  N.  Y. 
Oct.      16,  1888— Kirk,  Wm.  Addison  Lyle.  .Ludlow  Valve  Co.,  809  Fanning 

St.,  Chattanooga,  Tenn. 

May     26,  1886 — Kibkbvaag,  Peteb Chief  I^tsman  and  Mech.  Eng., 

Wm.  Tod  &  Co.,  Youngstown,  Ohio. 

Aug.    10,  1881— Klein,  J.  F Prof.  Mech.  Eng.  Lehigh  University, 

P.  0.  Box  495,  and  857  Market  St.,  Betblehe|u,  Pa. 
May     14,  1890— Kneass,  Stbickland  L.  .Mech.  Eng.  with  Sellers  &  Co.,  1600 

Hamilton  St.,  and  2228  Pine  St.,  Pbila.,  Pa. 

May     21,  1884— Knigbt,  Chas.  A Babcock  &  Wilcox  Co.,  107  Hope  Street, 

Glafgow,  Scotland. 

Nov.    19,  1889— Knous,  Franklin  F Mfr.  Crochet  Needles,  Greystone, 

Conn. 
Nov.    J^,  1887— Kbause,  Abthur.  .  Arch't  and  Chf.  lytsman  F.  0.  Matthiessen 
&  Wiecbers'  Sugar  Ref.,  Washington  and  Essex  Sts., 
and  185  Summit  Ave.,  Jersey  City,  N.  J. 

May     21, 1884— Ladd,  James  B Mech.  Eng.  t>enn  Steel  Co.,  Sparrows 

Point,  Baltimore  Co  ,  Md. 

Nov.    29,  18S7— Laforgb,  Fred'k  Henry Cb'f  Insp.  Conn.  Mut.  S.  B. 

lupp.  &  Ins.  Co..  Waterbury,  Conn. 

May     15, 1889— Laidlaw,  Waltlr V.  P.  and  Mgr.  Laid'aw  &  Dunn  Co., 

Mirs.  Pumping  Mach.,  Hydr.  Mach.,  etc..  Pearl  and  Plum- 
Streets,  Cincinnati,  Ohio. 
May     81,  1887— Lambert,  Wilbdb  C.  .Mech.  Eng'r,  Room  7.  Mitchell  Bldg.. 
828  Cbapel  St,  and  84  Clark  St.,  New  Haven,  Conn. 

♦  Vice-Preeldenl,  1888-90 ;  Manager,  188!^-^ 
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June    18,  1883— Landrbth,  Oun  H.».  .  .Prof.  Eng'g,  Vanderbilt  University, 

Nashville,  Tenn. 

May     36,  1886— Lank.  HarbtM Prest.  Lane  &  Bodley  Co.,  Cincinnati,  Ohio. 

April    19,  1882— Lank,  J.  8....aen.  Supt.  M.  C.  Bullock  Mfg.  Co., 

Phoenix  BIdg.,  Chicago,  lU. 

Nov.    30, 1886— Lanphear,  0.  A Gen.  Man.  Robb  Closet  Co.,  Main  and 

Keck  St8.,  and  Station  C,  Cincinnati,  Ohio. 

Nov.      2,  1882— Lanza,  Oaktano Prof.  Theor.  &  App.  Mech.,  Dept. 

Mech.  Eng'g,  Mass.  Institnte  of  Techn.,  Boston,  Mass. 
May     14,  1890— Lape,  W.  E.  . .  Mech.  Eng.  Porter  Mfg.  Co.,  Ltd.,  and  407 

Turtle  St..  Syracuse,  N.  Y. 
May       8,  1888— Larkin,  Fbbd.  A.  .Eng'rE.  P.  Allis  &  Co.,and  547  Jackson  St., 

Milwaukee,  Wis. 
May       4,  1881— Laubbau,  Lodis  G.  .Metallurgical  Eng.,  60  Washington  Sq.  So., 

New  York  aty. 
Nov.    80,  1886— Laval,  Geo.  db.  .Chf.  D'ftsnian  Knowles  Steam  Pump  W'ks, 

Warren,  Mass. 

Nov.    30,  1886— Lavkey,  Geo  L M.  E.  Yale  &  Towne  Mfg.  Co.,      - 

152  &  154  Wabash  Ave.,  Chicago,  lU. 

May     27,  1885— Lawrance,  J.  P.  Stuart,  P.  A.  E.,  U.  S.'N Navy  Yard, 

Norfolk,  Va. 
April     7, 1880— Leavitt,  E.  D.f. .  .2  Central  Square,  and  317  Harvard  St., 

Cambridgeport,  Mass. 

May     81,  1887— Leavitt.  Prank  M V.  P.  E.  W.  Bliss  Co.  W'ks. 

17  Adams  St.,  Brooklyn,  N.  Y. 

April    19,  1882— Leman,  William  T Supt.  Acid,  Wax  and  Candle  Depts., 

Tide  Water  Oil  Co.,  P.  O.  Box  220,  and 
Ave.  A  and  Linden  St.,  Bayonne,  N.  J. 

May     14,  1890— Leonard,  Arthur  G Asst.  to  Supt.  M.  P.  and  Rolling 

Stock,  N.  Y.  C.  &  H.  R.  RR.  Co..  Room  14, 
Gmnd  Central  Depot,  N.  Y.  City. 
April     7,  1880— Le  Van.  W.  Barnet.  . .  .Consulting  Eng'r,  8607  Baring  Street, 

Philadelphia,  Pa. 

May     31,  1887— Lewis,  Jambs  F Rand  Drill  Co.,  23  Park  Place,  and 

128  West  69th  St.,  New  York  City. 

May     21,  1884— Lewis.  John  L Ch'rman  &  Gen.  Mgr.  of  Lewis  Foundry  h 

Machine  Co.,  and  Craig  St.,  Pittsburgh,  Pa. 
May     14,  1890— Lewis,  Rollin  C.  W.  .Supt  Springer  Torsion  Bal.  Co.,  147 

8th  St.  ,nnd  14  W.  Hamilton  PI.,  Jersey  City,  N.  J. 
May     21,  1884— Lewis,  Wilfrbd.  .Asst.  Eng.  for  Wm.  Sellers  &  Co.  (Icptd.), 

and  8284  Powelton  Ave.,  Philadelphia,  Pa. 

May     26,  1886— Lieb,  Jno.  W.,  Jr Chf.  Eng.  Edison  E.  L.  Co.,  4  Via  Sta. 

Radegonda,  Milan,  Italy. 

June    18,  1883— Life.  Charles  E Mfr.,  Ill  Holland  Street. 

Syracuse,  N.  Y. 

•    May     27, 1885— Livermore,  Csarles  W Middleshorough,  Ky.,  and 

Athletic  Club,  104  W.  65th  St.,  New  York  aty. 
May     15, 1889— LoCKE,  Warren  S  . . . .  Prof.  Mechanics,  R,  I.  Sch.  of  Design, 

6  Pallas  Street,  Providence,  R.  I. 

•  Vice-Prwldent,  1885-W.  t  President,  1888-83. 
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May     14,  1890— Lodge,  Wm Vlce-Preet.  &  Gen.  Mgr.  Lodge  k  Davis 

Maobine  Wks.,  6tb  St.  &  Eggleston  Ave.,  Cinn.,  0. 
June    30,  1880— Looah,  Wm.  J. .  .Logan  Iron  Works,  Commercial  &  Clay  Sts., 

Brooklyn,  N.  Y. 
April    19,  1883— LORINO,  Charlbs  H.*.  .  .Chief  Eng.  U.  S.  N.,  Navy  Yard, 

N.  Y.,  and  339  Clermont  Ave.,  Brooklyn,  N.  Y. 

Nov.    80,  1886— LxjDLAM,  Jos.  S Agt.  Merrimac  Mfg.  Co.,  Lowell,  Mass. 

April     7,  1880— Ltnb,  Lewis  F M.  E.  Jas.  Beggs  &  Co.,  9  Dey  St.,  and 

807  Grove  St.,  Jersey  City.  N.  J. 

Nov.    30.  1886— McBeide,  James Supt.  N.  Y.  Dye  Wood  Extract  and 

Chemical  Co.,  146  Kent  St.,  Brooklyu,  N.  Y. 
May     15,  1889— McClatchby,  A.  F.  . .  .Chief  D'ftsman  Wabash  R'lw'y, 

Lock  Box  676,  Springfield,  lU. 

May     15,  1889— McDdfpib,  Chables  D Agent  Manchester  Mills, 

Manchester,  N.  H. 
May       4,  1881— McElbot,  Samuel.  .Consulting  Eng'r,  Room  89, 170  Broadway, 

N.  Y.  City,  and  50  Johnson  Street,  Brooklyn,  N.  Y. 

Nov.      3,  1883— MoEwEN.  J.H ...Ridgway,  Pa. 

May       8,  1888— McBae,  John  D Snpt.  Morris  Machine  Wks., 

Baldwinsville,  N.  Y. 

Nov.      1,  1883— MacFablakd,  Walteb  M.,  U.  S.  N Bn.  Steam  Eng'g  * 

Navy  Dept.,  Washington,  D.  C. 

May     14,  1890— Mack,  John  Q.D Mech.  Eng.  Jones  &  Mack,  5  W.  4th  St., 

andll9  W.  6th  St..  Cinn..  0. 

May     14,  1890— McKniNBY,  Robt.  C Sec'y  &  Treas.  Niles  Tool  Works. 

Hamilton,  Ohio. 
Nov.      1,  1883— Mackinnet,  Wm.  C.  .  Supt.  H.  W.  Butterworth  &  Sons,  York 

and  Cedar  Sts.,  and  3316  E.  York  Street,  Philadelphia,  Pa. 

May     31,  1884— Magbudeb,  Wm.  T Prof.  Mech.  Eng.,  Vanderbilt  Univ., 

Nashville,  Tenn. 
May     15,  1889— B£amon,  Wm.  L.'E,  . .  .D'ftsman  and  Mech.  Eng.  Frontier  Iron 
and  Brass  Works,  and  354  Jos.  Campan  Ave.,  Detroit,  Mich. 

May     31,  1884— MAHomr,  James Mech.  Eng.,  345  Broadway, 

New  York  City. 
May     81,  1887 — Maillefebt,  Gustave  Jacques.  .Supt.  Erection  N.  Y.,  N.  H. 

&H.  R.  R.,  and  345  Hallock  Ave.,  New  Haven,  Conn. 
Nov.  11, 1885 — Main.  Chables  T.  .Supt.  Lower  Pacific  Mills,  Lawrence,  Mass. 
Oct.      16,  1888— Manchebtbb.  Alfbed  E.  . .  .C,  C,  C.  &  I.  R.R.  Co.,  Fort 

Wayne,  Ind. 
May     31,  1884— Manwino,  Chab.  H.  .P.  A.  Eng.  U.  S.  N.,  Supt.  Amoskeag  Mills, 

Manchester,  N.  H. 
May     81,  1887 — Mansfield,  Albebt  K . .  Asst.  Supt  Buckeye  Eog.  Co. ,Sa1em,0. 

May     14,  1890— Mabged ant,  Wm.  C Prest.  &  Mgr.  Bentel  &  Margedant 

Co.,  Hamilton,  O. 

May     37,  1885 — Mabtbns,  Febdinand India  Rubber  Comb  Co., 

College  Point,  L.  I. 
May  14,  1890— Mabtinbz.  Manuel  J. .Mech.  Eng.,  115  Broadway,  N.  Y.  Qty. 
Nov.      5, 1880 — Mason,  William.  . .  .Supt,  Eng'r  Winchester  Repeating 

Arms  Co.,  and  15  Dlxwell  Ave,,  New  Haven,  Conn. 

♦  Vlce-Prealdent,  1886-«7. 
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Nov.      1,  1883— Matlack,  David  J. . .  .Supt.  Foundry,  I.  P.  Morris  &  Co.,  and 

^  Langhome,  Bucks  Co.,  Philadelphia,  Pa. 

Nov.      2,  1883— Mattes,  Williabt  F Gen.  Mgr.  West  Superior  Iron  & 

Steel  Co.,  West  Superior,  Wis. 

May     15.  1889— Matticb,  Asa  M P.  A.  E.  U.  S.  N.,  2  C«ntral  Square, 

Cambridgeport,  Mass. 
Aug.     10, 1881— May,  Db  Courot.  .1.  P.  Morris  &  Co.,  and  1280  Spruce  Street, 

Philadelphia,  Pa. 
May     14,  1890— Mellen,  Edwik  D.  .Sapt.  Curtis,  Davis  &  Co.,  184  Broadway, 

and  31  Essex  St.,  Cambridgeport,  Mass. 

May     14.  1890— Mbllik.  Cabl  J Chf.  Dftsman.  Richmond  L.  &  M.  Works, 

and  610  £.  I^eigh  St.,  Richmond,  Va. 

April      7,  1880— Mklvin,  David  N Linoleumville,  Staten  Island,  N.  Y. 

May       4,  1881 — Mbbrick,  J.  VAuaHAir  * Roxborough.  Philadelphia,  Pa. 

Nov.    19, 1889— Mbskbvk,  Johh  W M.  E.  Yale  &  Towne  Mfg.  Co.. 

Stamford,  Conn. 

Nov.      1,  1883— Mbsshier,  Hillabt Supt.  Mo.  P.  Calumet  and  llecla 

Mining  Co.,  Calumet,  Mich. 

April     7,  1880^Mbtoalf,  Wm  f Miller,  Metcaif  &  Parkin.  Pittsburgh,  Pa. 

May     26,  1886— Mbtcalfe,  Henbt Capt.  of  Ordnance,  XT.  S.  A., 

West  Point,  N.  Y. 
May     81, 1887— Mbtcalfb,  Johk.  . .  .Mech.  Eng..  D'tsman,  and  Pat.  Expt., 

Woousocket,  R.  I. 

May     81, 1887— Mbtkb,  J.  G.  Abnold Meoh.  Eng.  Amer,  Jfacht, 

96  Fulton  St.,  N.  Y.,  and  122  Fair  St.,  Paterson,N.  J. 
May     26,  1886— Middlbton,  Harvbt.  .  .Supt.  Mo.  P.  and Mach.  U.  P.  R.R., 

Omaha,  Neb. 
Not.    29, 1887— Milbs,  Frbdbrtck  B.  . .  .Bement,  Miles  &  Co.,  2l8t  and 

CallowbUl  Sts.,  and  1718  Walnut  St..  Philadelphia,  Pa. 
May       4,  1881— Millbb,  Albzandbb.  . .  .Brown  &  Miller,  Hudson  and 

Morris  Sts.,  Jersey  City,  N.  J. 

May     14,  1890— MrLLEB,  Frbd.  J Associate  Editor  American  MaehiniH, 

96  Fulton  St.,  N.  Y.  City. 
May     15,  1889— Mn.LEB.  Jambs  S.  .  •  .Mech.  Eng.  &  Chief  D'fsman  Steams 

Mfg.  Co.,  and  927  E.  21st  St..  Erie,  Pa. 
June    13, 1883— Millbb,  Lrbbbus  B.  . .  .Supt.  The  Singer  Mfg.  Co.,  and 

1025  E.  Jersey  St.,  Elizabeth,  N.  J. 

June    18,  1883— MHiLBR,  Lbwis Aultman,  Miller  &  Co.,  Center  St. 

R'y  Crossing  &  Oak  PL,  Akron  Ohio. 

May       8, 1888— Millbb,  T.  Spbnceb Mech.  Eng.,  96  Liberty  St., 

New  York  City,  and  235  Qaincy  St.,  Brooklyn,  N.  Y. 

May     26, 1886— Millbr,  Waltbb Mech.  Eng.  Globe  Iron  Works, 

85  Liberty  St.,  Cleveland,  Ohio. 

May     26,  1886— MinOT,  H.  P Prop.  Industrial  Mach.  Wks,  and  56  Vine  St., 

Columbus,  Ohio« 

May     21, 1884— MiBXiL,  Thohas  H.,  Jr.  .  .Mech.  Eng.,  SouthwarkF.  &  M.  Co., 

430  Washington  Ave.,  and  838  No.  40th  St.,  Philadelphia,  Pa. 

Not.      1, 1888— Movfat,  Edwabd  S.  .Gen.  Man.  Lackawanna  Iron  and  Coal  Co., 

and  306  Quincy  Ave.,  Scran  ton.  Pa. 

•  Yice-PrMident,  1888-65.  t  Yice-Pre0ident,  1882-81 
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Maj     26,  1886^M0HR,  Louis. . .  .Coos.  Eng'r,  John  Mohr  &  Sod, 

82  t<K42  Illinois  Street,  Chicago,  111. 

Maj     26, 1886— MoNAQHAN,  Wm.  F Eng.  Dept.  U.  8.  HI.  Co., 

Times  Bldg..  and  169  E.  69th  St.,  N.  Y.  City. 

May     15, 1889— Montoomert,  H.  M Chief  D^ftsman  Mach.  Dept. 

N.  Y.  and  N.  E.  R.  R.,  Norwood,  Ma«. 
May     14,  1890— MOORB,  A.  Q. ..Sapt.  &  Engineer  Clnn.  Water  Wks,,  Clnn.,  O. 

May     14,  1890— Moore,  D.  G Vice-Prest.  S.  L.  Moore  &  Sons  Co., 

'<  Crescent  Iron  Wks.,"  Front,  Marshall  &  Fraoklin  Sts., 

Elizaheih,  N.  J. 

May     26,  188^— MooRB.  Enob  L Bng*r  and  Contractor,  Portsmoath,  O. 

Nov.      2,  1882— MooRB,  JoHH  W Chief  Engineer  U.  S.  N..  Navy  Yard, 

Mare  Island.  Cal. 
May     27,  1885)  MoORE,  W.  J.  P. .  Worthington  Pamping  Engine  Co., 
Oct.      16,  1888 )  158  Queen  Victoria  St.,  London,  £.  C. ,  England. 

May     26,  1886— Moray  A,  Wbnsbl Snpt.  Ronton  Foundry  Co., 

89th  and  Winter  St.,  and  5621  Monroe  Ave.,  Chicago,  lU. 
May      8,  1888— Moke au,  Eugene.  .  ..Cons.  Eng.  Siemens-Lungren  Co..  2l8t  St. 
and  Washington  Ave.,  and  Hotel  I^afayette,  Philadelphia,  Pa. 
May       4,  1881— Morgan,  Charles  H.*. .  .Eng.  and  Contr. ,  25  liucoln  St., 

and  28  Catharine  St.,  Worcester,  Mass. 
Aug.    10,  1881— Morgan,  Joseph,  jR.t. .  .Chf.  Eng.  Cambria  Iron  Works, 

and  10  Morris  St.,  Johnstown,  Pa^ 

May     21, 1881— Morgan,  Jambs Supt.  Structural  Dept.  American  Iron  & 

Steel  Co.,  and  2204  Carson  St.,  Pittsburgh,  Pa. 

Nov.      2,  1882— Morgan,  Thomas  R..  Sh.J President  and  Treas. 

Morgan  Eng'g  Co.,  Alliance,  Ohio. 

May     21, 1884— Morgan,  T.  R.,  Je Sec'y.  &  Gen.  Mgr.  Morgan  Eng'g  Co., 

Alliance,  Ohio. 
Nov.      2,  1882— Morris,  Henry  G.§.  .  .Eng'r  and  Mach't,  926  I>rexal  Bldg., 

PhUadelphia,  Pa. 
May     26,  1886— Morrison,  Wm.  A. . .  .Chief  Eng'r,  Lowell  Mfg.  Co., 

P.O.  Box  878,  Lowell,  and  9  Felton  St.,  Cambridge,  Mass. 
May     21,  1884 — Morse,  Chas.  J  as.  . .  .Morse  Bridge  Co.,  TouDgstown,  O., 

and  821  27th  St ,  Denver,  Col. 

May     21, 1884— Morse,  Chas.  M Mech.  Eng.,  228  Pearl  St.,  and 

292  Franlilin  St.,  Buffalo,  N.  T. 
April     7, 1880 — Mortov,  Hemrt|.  .  .Pres.  Stevens  Insl  Tech.,  Hoboken,  N.  J. 

May     27, 1885— Muckl^,  M.  Richards,  Jr Mech.  Eng.,  212  Drexel  BIdg.. 

and  1722  Pine  St..  PhUadelphU,  Pa. 
May     26,  1886 — Mullen,  John.  .  •  .Propr.  and  Qen.  Man.  Shamokin  I.  W., 

Shamokin,  Pa. 
May      14, 1890— Muller,  Edward  A. ..  Vice-Prest.  and  Supt.  The  Bradford 

MUl  Co..  ann.,  O. 
Nov.     11,  1885— MijLLBR,  Maurice  A. . .  .Chf.  D'tsman  and  Mech.  Eng. 

U.  S.  E.  I.  Co.,  Weston  Factory,  and  451  Broad  St., 

Newark,  N.  J. 
May       8,  1888— MBller,  Teilb  H.  .Cons.  Eng.,  Geo.  M.  Newhall  Eng*g  Co., 

186  So.  4th  St..  and  1238  So.  Broad  St.,  Phila.,  Pa. 

^Manager,  18W-87.  t  Vic«-Prerident,  18W-S8.  t  Manager,  1886-88. 

f  Vrice-Ppesident,  1887-89.  I  Vice-President.  188»-84. 
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Nov.    29,  1887— MuNOASTEB,  Waltbb  Jaicics.  . .  .Sapt.  F'dry  and  Mach. 

Works,  and  Queen  Citj  Hotel,  Cumberland,  Md. 
Nor.      4,  1880— MuaPHT,  Edwabd  J. . .  .Mech.  &  ConsuU'g  Eng.  Hartford 

S.  B.  Insp.  &  Ids.  Co.,  aad  15  Capitol  Ave.,  Hartford,  Conn. 

June    18,  1888— MUBRAT,  a  W Murray,  Dougal  &  Co., 

Milton,  Northumberland  Co.,  Pa. 

Nov.      4,  1880— Naolb,  A.  F Mflcli.  Eng.,  Prest.  Nagle  Auto.  Sprinkler 

Co.,  115  Dearborn  Street,  Chicago,  111. 

April     7,  1880— Nason,  Cableton  W.» Prest.  Nason  Mfg.  Co., 

71  Beekman  St..  and  186  E.  16th  St.,  N.  Y.  City. 

Nov.    19,  1889— Natlob,  Bbkbst  W Cons.  Eng.,  149  Broadway,  N.  Y.  City. 

Nov.    29,  1887— Natlor,  John  Saicual Walker  Mfg.  Co.,  iVaverly 

Ave.  and  Breakwater  St.,  Cleveland,  0. 
May      14,  1830— Nbate,  Jos.  S.  . .  .Sec*y.  and  Treas.  Tlie  Walton 

Architectural  Iron  Co.,  Clnn.,  O." 

Nov.      1, 1888 — Nbwcomb,  Chas.  L Supt.  Deane  Steam  Pump  Co..  and 

26-2  Pine  St.,  Holyoke,  Mass. 

May      14,  1890— Nichols,  Franx  L Mecb.  Eng.  and  D'tsman.  Pneura. 

Dyn.  Gun  Co.,  Room  69,  71  Broadway,  N.  Y.  City. 

Oct.      16.  1889— Nicholson,  David  Kibk Asst.  Supt.  Roll'g  Mills, 

Penn.  Steel  Co.,  Lock  Box  9,  Steelton,  Pa. 

Nov.      2,  188:^— Nicholson,  Stephen.  .V.  P.  and  Treas.  Nicholson  &  Waterman, 

Mason  and  Beverly  Sts.,  and  12  George  St.,  Providence,  R.  I. 

April     7.  1830— Nicholson,  W.  T... Prest.  Nicholson  File  Co.,  and  17  Brownell 

St.,  Providence,  R.  I. 

Nov.     19, 1889— NicoiJi,  Char.  U Chf.  Eng.  Ballautine'a  Brewery,  and 

289  High  St.,  Newark,  N.  J. 

May  .  81,  1887— Nicolls,  Jaspbr  Olivbb W.  J.  Nicolls  &  Co., 

216  So.  Third  St.,  Phfla..  Pa. 

Nov.    11,  1885— Nicolls,  Wm.  J Trea3.  Irvona  Coal  Co.,  216  S.  3d  St., 

Philadelphia,  Pa. 

June    20,  1880— Norman,  Geo.  H.  (Life  Member,) 843  Beacon  St.,  Boston. 

Mass. 

June     18, 1888— NOBTON,  Habold  P Asst.  Eng.  U.  S.  N.. 

Bureau  of  Steam  Engineering,  Navy  Dept., Washington,  D.  C. 

Nov.    29,  1886— O'CONNBLL.  John  C Prop'r  Cotton  <\>mpre8S,  and 

110  Moultou  St.,  Montgomery,  Ala. 

April     7,  1880— Odbll,  Wm.  H Mech.  Eng'r,  125  Buena  Vibta  Ave., 

Yonkers,  N.  y. 

May      14,  1890— Otis.  Spbncbr Gen.  Mgr.  Kansas  City  Switch  &  Frog 

Co.,  805  Mercantile  Bldg.,  Kansas  City.,  Mo. 
May     81,  1887— Owen,  Fbbdbrick  N  . .  .a v.  and  Ban.  Eng.,  13  William  St. 

N.  Y.  aty. 

Nov.    80,  1886— Packard,  L Master  Car  Builder  N.  Y.  C.  &  H.  R.  RR. 

Car  Shops,  and  N.  Y.  C.  Ave.,  West  Albany,  N.  1. 

June    13,  1888— Palmer,  .Gboroe  E 64  So.  Canal  Street,  Chicago.  111. 

June    18, 1888— Pankhurst,  John  F Gen.  Man.  Globe  Iron  W'ks,  Centra 

and  Spruce  Sts.,  and  202  Franklin  Ave.,  Cleveland.  O. 


*  Manager,  1880-9S. 
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Nov.      6,  1884— Paktalaoni,  Guido.  . . .  Westlnghoufee  Elect.  Co., 

Amer.  Ceut.  Bldg.,  St.  Loais,  Mo. 

Maj     15,  1889— Park,  Williah  R Supt  and  Mecb.  Eng.  Park  Mfg.  Co., 

84  Beach  St.,  BoAton,  Mass. 
May     26,  1886— Parker,  Chas.  D.  .  .Crompton  Loom  W'ks  and  110  Green  St., 

Worcester,  Mass. 

Not.    11,  1885— Parker,  Charles  H Edward  Kendall  &  Sons,  and 

802  Harvard  St.,  Cambridgeport,  Mass. 
April    19,  1881— Parker,  Walter  Edw^ard.  . .  .Agt.  Pacific  Mills,  and  217 

Haverhill  St.,  Lawrence,  Mass. 

April     7,  1880— Parkhurbt,  E.  G Asst.  Supt.  Pratt  &  Whitney  Co., 

and  50  Sumner  St.,  Hartford,  Conn. 
Aug.    10,  1881— Parks,  Edward  H.  . .  .Mech.  Eng.  Brown  &  Sharpe  Mfg.  Co., 

Providence,  R.  I. 

May     15,  1889— Parsoxs,  Frederick  W Supt.  B.  W.  Payne  &  Sous, 

and  851  Columbia  St.,  Elmira,  N.  Y. 

May     27,  1886 }  Parsoks,  Harrt  de  B Consulfg  Eng.. 

May     81,  1887)  85  Broadway,  Room  70,  N.  Y  City. 

May     21,  1884— Parsons,  Willard  P.. .Walter  A.  Wood  M.  &  R.  Machine  Co. 

Hoosick  Falls.  N.  Y. 
Aug.    10,  1881— Partridge,  Wm.  E.  .Insp.  2d  Dist.  B'd  of  Health.  42  Bleecker 

St.,  New  York  City,  and  Passa'c  Bridge,  N.  J. 
Oct.      16,  1888— Passel.  George  W.  .  .Chf.  D'tsmaa  and  Des.,  J.  A.  Fay  &  Co., 

Cincinnati i  0. 

Nov.      2,  1882— Patton,  Willlam  Hekrt Supt.  Broken  Hill  Mines, 

Broken  HUl,   N.  S.  Wales,  Australia. 

April   19,  1882— Payne,  David  W.  .  .^ Payne  Eng.  Co.,  Elmira,  N.  Y. 

May     21,  1884 — Peabodt,  Cecil  H Associate  Prof.  Steam  Eng*g  Mass. 

Inst.  Tech.,  Boston,  Mass. 

Nov.    19,  1889— Pearson,  F.  S Chf.  Eng.  Elect.  Dept.  West  End  St.  R'y, 

81  Milk  St ,  Boston,  Maes. 
Nov.    29,  1887— Pearson,  Wm.  Ansqn,  Jr.  .Supt.  Boies  Steel  Car  Wheel  Wks., 

620  Adams  Ave.,  Scranton,  Pa. 

Nov.    80,  1886— Pearson,  W.  B Man'g'r  in  Chicago  A.  L.  Ide  &  Son, 

25  Third  Ave.,  Chicago,  111. 

May     14,  1890— Peck,  Staunton  B Assist.  Chf.  Eng.  Link  Belt  Eug'g  Co., 

Nicetown,  Phila.,  Pa. 

Nov.    29,  1887— Peirce,  Wm.  Henrt Supt.  Marine  Installations,  United 

Edleon  Mfg.  Co.,  66  Fifth  Ave.,New  York  aty. 
Nov.     19,  1889— Pendleton,  J.  H.  . .  .Pendleton  &  Thomas.  Expts.  and  Cons. 
Engs.,  121  Nassau  St.,  N.  Y.  aty,  and  601  Hamburg 

Ave..  Brooklyn,  N.  Y- 
May     21,  1884— Pbndbt,  Wm.  Allen.  .Hoffman  Mach.  Co.,  65  Famsworth 

Street.  Detroit,  Mich. 
April  7,  1880— Penney,  Edoar.  . .  .Gen.  Supt.  Frick  &  Co.,  Waynesboro',  Pa. 
May     15,  1889— Penruddock,  J.  H.  . .  .Chf.  D'fsman  Loco.  Shops 

C.  &  a.  T.  R'l'y,  Fort  Gratiot,  Mich. 
May     27,  1885— Perkins,  George  H.  .  .Atlantic  Bef.  Co.,  418  So.  Broad  Street, 

Philadelpliia,  Pa. 

May     14,  1890— Perry,  Nelson  W Elect.  Eng..  288  Auburn  Ave., 

Cinn.,  0. 
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April     7, 1880— Pbkry,  Wm.  A H.  R.  WortWngton,  86-88  Liberty  Street, 

aud  Box  2227,  New  York  City. 
May     27,  1885^Philip8,  Ferdinand.  . .  .Philips  Townsend  Co., 

No.  Penn  Jaoction,  and  505  North  2l8t  St.,  Philadelphia,  Pa. 
Aug.    10,  1881— Phillips,  Franklin.  . .  .Hewes  &  Phillips  Iron  Works, 

Newark,  N.  J. 

Aug.     10,  1881— Phillipb,  Qborgb  H Mech.  Eng.  Hewes  &  Phillips  Iron 

Works,  Newark,  N.  J. 

April     7, 1880— PiCKBRiNO,  TnoHAS  B Pickering  Governor  Co., 

Portland,  Conn. 

Oct.      16,  1888— PiBRCB,  NoRiiAN  M Prest  West  Nashville  Ry., 

89  Baxter  Court,  Nashville,  Tenn. 

Nov.      2, 1882— PiTKTN,  A.  J Schenectady  Loco.  Works,  Schenectady,  N.  Y. 

Jone    18, 1883— Pitkin,  Julian  H.  .  .M.  M.  Wm.  Deering  &  Co.,  Chicaj^o,  III., 

&  P.  0.  Box  158,  Ravenswood,  III. 
Nov.    30,  1886— Plamondon,  Ambrose.  . .  .A.  Plamondon  Mfg.  Co.,  57-67  So. 

Clinton  St.,  Chicago,  ID. 

Nov.    30, 1886— Plamondon,  Chas.  A A.  Plamondon  Mfg.  Co.,  57-67 

So.  Clinton  St.,  Chicago,  ni. 

Nov.     19, 1889— Platt,  Qbo.  H Foreman  Mach'y  Harlem  River  Shops, 

N.  Y..  N.  H.  &  H.  R.  R.,  and  677  E.  184th  St.,  N.  Y.  aty. 

%j— —         "%  K     1QOO  \ 

^J         *  1890  [  ^^^'"'»  John. Cons.  Eng.,  High  Orchard  Road,  Gloucester,  Eng. 

April     7,  1880— Pond,  Frank  H Prest.  Pond  Eng'g  Co.,  709  Market  St., 

St.  Louis,  Mo. 
May     14,  1890— Ponten,  Andbrs . . . . Mech.  Eng.,  85  William  St..  Room  26, 

and  17  W.  80th  St.,  N.  Y.  City. 
May     15,  1889— Poobb,  Townsbnd.  . .  .M.  E.  Coal  Dept.  D.  L.  &  W.  Ra  Co., 

and  1780  Capouse  Ave.,  Scranton,  Pa. 
Nov.     30. 1886— POPB,  Samubl  I.  .S.  I.  Pope  &  Co.,  Steam  Heating,  28  and  30 

Market  St.,  and  798  W.  Monroe  St.,  Chicago,  111. 

Nov.       4, 1880)  PoRTBR,  Holbbook  F.  J Supt.  Bldgs.  &  Grds.,  Columbia 

May     21,  1884 )  College,  41  East  49th  Street,  New  York  City. 

Oct.      16, 1888— PoRTBR,  O.  S.  .Propr.  O.  S.  Porter's  Cotton  Mills,  Covington,  Cb. 
May     14,  1890— Portkrfibxd,  Hbnrt  A. . .  .Engineer  of  Tests,  Carnegie 
Bros.  &  Co.,  Braddock,  Pa.,  and  815  So.  Hiland  Ave., 

Pittsburgh,  E.  E.,  Pa. 
Aug.     10, 1881— PossoNS,  N.  S. . .  .Supt.  Brush  Electric  Co.,  and  615  Case  Ave., 

Cleveland,  Ohio. 
May     26, 1886— Post.  John,  Jr.  . .  .Mech.  Eng'r,  70  Kilby  Street.  Boston,  Mass. 

May     27,  1885— Pottbr,  Charlbs Power  Printing  Presses,  and  43  W. 

7thSt.,Plainfield,  N.  J. 

May     15. 1889— PoTTBR,  Prbdbrick  D Williams  &  Potter,  15  Cortland t 

St.,  and  173  W.  88d  St.,  N.  Y.  City. 

April     7, 1880— PoWBL,  Samxtsl  W 433  No.  6th  St.,  Hamilton,  Ohio. 

April     7, 1880— Pratt,  Francis  A.».  .The  Pratt  &  Whitney  Co.,  Hartford,  Conn. 

April     7,  1880-Pratt,  Nat.  W Treas.  The  Babcock  &  Wilcox  Co.,  30 

Cortlandt  Street,  New  York  aty. 
May    26, 1886— Prbnticb,  Lbon  H.  . ,  .Pres't  L.  H.  Prentice  Co.,  203  and  205 
___^ Van  Buren  St.,  Chicago,  and  Waukegan,  Ills. 

•  Manager.  ISeO-Sl ;  Vice-President,  1881. 
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May     81,  1837— Peentiss,  Fsed.  H Manager  and  Eng'r  N.  T.  Steam  Co., 

2  Cortlandt  St.,  N.  Y.  City. 

May     14,  1890— Pbick,  J.  A Prest.  Scranton  Stove  Works.  Scran  ton,  Pa. 

May     26,  1886— Prindlb,  Edward  T V.  P.  and  Supt.  Prindle 

Mlg.  Co.,  Aurora,  III. 

Not.      5,  1880— Pubbt,  Chas.  W Gen.  Man.  The  Pusey  &  Jones  Co., 

and  1112  Washington  St.,  Wilmington.  Del. 

May     81,  1887— Radford,  Benj.  F Gen.  Man.  Am.  Tool  &  Mach.  Co.,  84 

Kingston  St.,  Boston,  Mass. 

May     21,  1884— Rab,  Chas.  Whttebide P.  A.  Eng.  U.  S.  N.,  Office  Naval 

Intelligence  Bureau  of  Nay.,  Navy  Dept ,  Washington,  D.  C. 

Nov.    80,  1886— Ramsat,  H.  Ashton Consulfg  Eng'r,  406  Second  St., 

Baltimore,  Md. 

May     14,  1890— Raksat,  Jas.  D Asst.  Supt.  Mo.  P.  Calumet  and  Hecia 

Mine,  Calumet,  Mich. 

May     21, 1884— Randolph,  Lihoan  Strotheb Eng^r  of  Tests,  B.  &  O. 

R.R.,  Mt.  Clare,  and  216  W.  Madison  St.,  Baltimore,  Md. 

Nov.      6. 1884— Ratkal,  Alfred  H Qen.  Sapt.  Riclimond  L.  &  M. 

Works,  Richmond,  Va. 

April     7,  1880— Reed,  Edward  M Vice-President,  N.  Y.,  N.  H. 

&  H,  R.  R.  Co.,  New  Haven,  Conn. 

May     14, 1890— Reisb,  George  T Cliief  IVftsman  Niles  Too]  Works, 

Hamilton,  O. 

Aug.     10, 1881— Remiok.  Oliver  P First  Asst.  Eng.  U.  S.  Rev.  Marine, 

U.  S.  S.  *'  Gallatin,"  Boston,  Mass. 
Nov.      2,  1882— Berwick,  Edward  8. .  .Mech.  Eng.  and  Exp't,  19  Park  Place, 

New  York  Qty. 

May     21, 1834— Reyholds,  Edwin Gen.  Supt.  Reliance  Works,  E.  P. 

Allis  &  Co.,  Milwaukee,  Wis. 
May     14, 1890— Rice,  Alva  C.  .Gen.  Supt.  and  Cons.  Eng.  Stillwell  &  Bierce 

Mfg.  Co.,  and  824  W.  4th  St.,  Dayton,  Ohio. 

May     14,  1890— RiCB,  Richard  H Chf.  D7tsman,  E.  D.  Leavitt,  2 

Central  Sq.,  and  5  Ellsworth  Ave.,  Cambridgeport,  Mass. 

April     7,  1880— Richards,  Charles  B.* Prof.  Mechan.  Eng'g  Slieff.  S.  S., 

Yale  Univ.,  and  318  York  St.,  New  Haven,  Conn. 
April     7,  1880— Richards,  Francis  H.  .  .Eng'g  and  Pat.  Offices,  253  Main  St., 

Hartford,  Conn. 

May     15,  1889— Richards,  Geo Broadbeath,  Manchester,  England. 

May     15,  1889— Richmond,  George Mech.  Eng.,  2296  Seventh  Ave., 

New  York  City. 

May     14,  1890— Richter,  Ernst Chf.  D'ftsman  The  G,  A.  Gray  Co., 

and  487  Sycamore  St.,  Cinn.,  O. 

May     81,  1897— Ridgway,  J.  T V.-P.  Star  Rubber  Co.,  Trenton.  N.  J. 

May     14,  1890— Kibsbnberger,  Adam Assist.  Prof.  Mech.  Drawing, 

Stevens  Inst.  Tech.,  Hoboken,  and  44  Union  PI.,  Town  of 

union,  N.  J. 

Oct.      16,  1888- ROBB,  David  Wentworth Mech.  Supt.  A.  Robb  &  Sons, 

P.  &  M.  Works,  Amherst,  N.  S. 

•  Vice-Pre^dent,  1888-90 ;  Manager,  19S0-&. 
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Not.    19, 1889~RoBratTB,  E.  P Supt  and  Elect  Swan  Mfg.  Co.»  Belden 

St..  and  82  OlWe  St.,  Cleveland,  Ohio. 
Maj      8,  1888— BOBBSTB,  QEOBam  J . . .  .Eng.  The  United  Gas  Imprt.  Co., 

812  Drexel  Bldg.,  Phila.,  Pa. 
Not.    80, 1886— Robsbts,  Fbakk  C.  . .  .Civ.  and  Meoh.  Eng.,  Brown  Building. 
Fourth  and  Chestnut  St.^.,  Room  20,  and  8228  Powelton 
Ave.,  Philadelphia;  also  Lewis  Block,  Pittsburgh,  Pa. 
Biay       8,  1888— Robebts,  Pbbcital  Jb.,  Supt.  Pencojd  Iron  Wks.  Pencoyd,  Pa. 

May       8,  1888— R0BKBT8,  William Paper  Mfgr.,  Waltham,  Mass. 

May     81,  1887— Robbbts,  Tbomas  Hebbebt Mecb.  Supt.  C.  &  G.  T.  and 

D.  G.  H.  &  M.  R'ys,  and  68  Alexandrine  Ave.,  Detroit,  Mich. 

May      8.  1888— Robbbtson,  R.  A.,  Jb Treas.  Bldr's.  Iron  Pdry.,  22 

Codding  St.,  Box  218,  Providence,  R.  I. 

June     18,  1888— ROBINBON,  A.  Wblls Mech.  Eng.,  Bucyrus  St'm  Shovel 

and  Dredge  Co.,  Bucyrus,  O. 

April     7,  1880— RoBDreoH,  G.  H 15  Cortlandt  St.,  and  889  W.  67tb  St., 

New  York  City. 
May    27, 1885— Robinson,  J.  M.  . .  .M.  M.  and  Supt.  Mills  Bldg..  15  Broad  St., 

New  York  aty. 

April     7,  1880— Robinson,  8.  W.» Prof.  Mech.  Eng.  Stote  University, 

and  1858  Highland  St.,  Columbus,  Ohio. 

June     18, 1888— RoBT,  Lutheb  A Otis  Steel  Co. .  Cleveland,  Ohio. 

Nov.      6,  1884)  RocBB,  Jobn  A. . .  Man.  J.  A.  Fay  &  Co.,  207-9  Lake  St.  and 
Not.    80,  1886 )  438  Warren  Ave. .  Chicago,  111. 

Not.    19,  188&— Roelkbb,  H.  B Mech.  Eng.,  22  Cortlandt  St ,  and 

548  R  86th  St.,  N.  Y.  City. 
May     21,  1884— Rogbbs,  Wm.  A. .  .Prof.  Physics,  Colby  Univ.,  WatervUle,  Me. 

May       8,  1®8— Rogbbs,  Winfibld  S Supt.  Estate  F.  W.  Richardson, 

464  Eighth  St.,  Troy,  N.  Y.,  and  1408  Third  Ave., 

West  Troy,  N.  Y. 

May     27.  1885 )  Rommbl,  Chables  E Asst  Eng.  U.  S.  N.,  Navy  Dept., 

Nov.     11,  1885  >  Washington,  D.  C. 

May     15,  1889— Ronet,  W.  R  . .  Mecb,  Eng.  Westinghouse,  Church,  Kerr  &  Co. , 

158  Lake  St.,  Chicago,  DL 

May     26,  1886— ROOD,  Vebnon  H Supt.  Jeanesville  I.  W.,  Jeanesville, 

Luzerne  Co.,  Pa. 

Nov.      4,  1880— Root,  Wm.  J Mech.  Eng'r,  H.  R  Wortbington,  86  Liberty 

St.,  New  York  City. 

April     7,  1880— Hose,  Joshua Girton  Lodge,  Park  Road,  East 

Twickenham,  England. 
April    19,  18S2— Rowland,  Thos.  F.  {Life  Member).  .Prest.  Continental  I.  W., 
Station  '*  G,"  Brooklyn,  N.  Y.,  and  829  Madison  Ave.,  N.  Y.  City. 

May     21,  1884— Rowland,  Thos.  F.  ,  Jb Sec.  &  Treas.  Continental  Iron 

Works,  and  Station  "  G,"  and  170  Keap  St..  Brooklyn,  N.  Y. 

Hay     15,  1889— Rotcb,  Habbison  A Geo.  Mgr.  Tbomtson  Elect.  Welding 

Co.,  89  State  St.,  Room  40,  Boston.  Mass. 
May     27.  1885— Rumbi.y,  W.  N.  . V.-P.  and  Supt.  M.  Rumely  Co.,  La  Porte,  Ind. 

Nov.    39,  1887— ^cssKL,  Walteb  S V.-P.  and  Mgr.  Russel  Wheel  and 

Fdy.  Co.,  foot  of  McDougall  Atc.,  and  868  Jefferson  Ato., 

Detroit,  Mich. 


•  Manager,  1881-84. 
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Soy.    80,  1886~RUTH,  WiLBua  M 2  Belvidere,  cor.  8th  and  Orand  Aves., 

Milwankee,  Wis. 

Ma^     15,  1880— RuuD,  Edwin Fael,  Gas  and  Elect.  Eng.  Co.,  Westings 

houae  Bldg.,  Pittsbargli,  Pa. 

Nov.    29, 1887— Sague,  Jambs  Edwabd Dlv.  M.  M.  N.  Y.,  L.  E.  &  W. 

RR.,  Rochester,  N.  Y. 

May     31,  1884— Sancton,  Edwaed  K Sapt.  Penn  Ave.  Works  Dickson 

Mfg.  Co.,  Scranton,  Pa. 

May     8, 1888— Sandbrs,  Nbwbll Prest  &  Mgr.  Chatta.  Plow  Co., 

Chattanooga,  Tenn. 

Nov.    80, 1886— Sanguinetti,  Percy  A 3128  No.  11th  St.,  Philadelphia,  Pa. 

May     26, 1886— Sargent,  John  W CUief  D'ftsman,  Dickson  Mfg. 

Co.,  Scranton,  Pa. 

Jane     18. 1883— Schbffler,  F.  A Qen.  Sapt.  Weatinghouse  Elect.  Co., 

Pittsbargh.  Pa. 
May     27,  1885— Schleicher,  Adolph  W.  .M.  K  Schleicher,  Schumm  &  Co., 

8813  Walnut  Street,  Philadelphia,  Pa. 

May     21,  1884— Schuhminn,  George Supt.  Penn.  Iron  Works,  50th  St 

and  Merion  Ave.,  and  2422  Poplar  St,  Philadelphia,  Pa. 

Nov.     29,  1887— Schumann,  P Prest  and  Gen.  Mgr.,  Tacony  Iron  &  Metal 

Co.,  Tacony,  Phik.,  Pa. 

May     81,  1887— ScHUtTE,  Louis Mech.  Eng.,  12th  and  Thompson  Sts., 

and  1509  N.  17th  St,  Philadelphia,  Pa. 

May     21,  1884 — Schwamb,  Peter Assoc.  Prof.  Mechanism  and  Dir. 

Workshops  Mass.  Inst.  Tech.,  Boston,  also  Arlington,  Mass. 

Oct     16,  1888— Schwanhausseb,  William Gen.  Fmn.  Hyd.  Works, 

H.  R.  Worthington,  So.  Brooklyn,  and  461  Eighth  St., 

Brooklyn,  N.  Y, 

Nov.      2,  1882— Scott,  Irving  M Union  Iron  Works,  P.  0.  Box  2128, 

San  Francisco,  Cal. 

June     18,  1883— Scott,  Clin Mech.  Engineer  and  Prest.  The  Scott  and 

Roberts  Co.j  Wood  Pulp  Mach.,  and  Prop.  Benn.  Mach. 

Works,  Bennington,  Vt. 
May     81,  1887— Scott,  Walter  W.  .D'ftsman  Pneum.  Dyn.  Gun  Co.,  71  B'way, 

and  83  Ege  Ave.,  Jersey  City,  N.  J. 

May       8,  1888— Scovel,  Minor Pres.  The  Scovel  and  Irwin  Const.  Co., 

9  Cole  Bldg.,  Nashville,  Tenn. 
May       8,  1888— Scoville,  H.  H.  .Proper  Scoville  I.  W.,  250-254  So.  Clinton 

St.,  and  152  So.  Sangamore  St,  Chicago,  UL 
May     15,  1889— Scribner,  Charles  W..  .Prof.  Moch.  Eng.  Coll.  Agr.  &  Mech. 

Arts,  Ames,  la. 
May     15,  1889— Sederholm,  Edward  Theodor.  .Mech.  Eng.  Eraser  &  Chalmers, 

and  107  So.  Hoyne  Ave.,  Chicago,  UL 
April     7,  1880— See,  Horace*.  . .  .Eng'r  and  Naval  Arch't,  1  Broadway  and 

48  W.  20th  St,  New  York  City. 

April     7,  1880— See,  James  W Mech.  Eng*r,  Hamilton,  Ohio. 

April     7,  1880— Sellers,  Coleman  f Prof,  of  Eng'g  and  Cons.  Eng., 

8301  Baring  Street  Philadelphia,  Pa. 

•  Preddent,  1887-88.  t  Preddent,  1885-86. 
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Not.      2, 1882— Sellers,  Coleman,  Jr.  .  Asst.  Man.  Wm.  Sellers  &  Co.  (Incp.), 
1600  Hamilton  St.,  and  410  N.  33d  Street,  Philadelphia,  Pa. 

May     2«,  188ft— Sellers,  Morris  ♦ 216  Phenix  Bldg.,  Chicago,  lU. 

April     7,  1880— Sellers,  Willllm 1600  Hamilton  and  1819  Vine  Street, 

Philadelphia,  Pa. 

Nov.     19, 188&— Sewall,  M.  W Pneum.  Dyn.  Gun  Co.,  71  Broadway, 

Room  69,  and  210  Waverley  Place,  New  York  City. 

May       8,  1888 — Shackford,  James  M Chief  D'tsman,  Maoh.  Dept. 

C.  &  A.  R.  R.,  Bloomington,  111. 

Nov.      6,  1884 — Sharp,  Joel  t .  •  • Pres't.  Buckeye  Engine  Co.,  and 

84  Broadway,  Salera,  Ohio. 

May     14,  1890— Shabples,  P.  M Westchester,  Pa. 

May       8,  1888— Shaw,  T.  Jackson Supt.  Eng.  HarUn  &  Hollingswonh, 

and  1403  Van  Buren  St.,  Wilmington,  Del. 

May      14,  1890— SffBLDON,  F.  P Mill  &  Mech.  Eng.  &  Arch.,  65  West- 

minster  St.,  and  47  Parade  St.,  Prov.,  R.  I. 

May     21,  1884— Sheldon,  Thos.  C Supt.  Lancaster  Mills,  Boylston,  Mass. 

Nov.     19,  1889— Sbelmire,  W.  H.,  Jr Pencoyd  Iron  Works,  Pencoyd,  Pa. 

May       8,  1888— Sheppard,  Prank  L Supt.  Mo.  P.  Penna.  Div.  P.  R.  R., 

Altoona,  Pa. 
May      14,  1890— Shikbbll,  Daytd.  . .  .Dft'sman,  Loco.  Dept.  Richmond 

L.  &  M.  Wks.,  arid  417  West  Clay  St..  Richmond,  Va. 
April     7,  1880— Silver,  Wm.  J. . .  .Mech.  Eng'r,  148  West  No.  Temple  St, 

Salt  Lake  City,  UUh. 

Nov.     29,  1887— SiMONDS,  Geo.  F Prest.  Simonds  RoU'g  Mach.  Co., 

Fitchburg,  Mass. 

May     81,  1887— Simpkin,  Wiluam Simpkin  &  Hillyer,  1105  Main  St., 

Richmond,  Va. 
May      26,  1886— Sncs,  Gabdineb  C.  (Life  Member), . .  .Gen.  Mgr.  Armington 

&  Sims  Eng.  Co.,  Prov.,  R.  I. 
June     18,  1883 — Sinclair,  Angus.  . .  .National  Car  and  Locomotive  BuHder, 

Morse  Bldg.,  140  Nassau  St..  New  York  City. 

Nov      29  1887)  Sinclair,  Geo.  M Mech.  Eng.  Ordnance  &  Marine  Forging 

'         '  >•  Dept  Bethlehem  Iron  Wks.,  So.  Bethlehem,  Pa.,  and  8910 

May      14. 1890)  Chestnut  St.,  Phil.,  Pa.. 

May     21,  1884— Skinner,  L.  G Skinner  &  Wood,  Erie,  Pa. 

May     21,  1884— Small,  H.  J Supt.  Mo.  P.,  and  Mach.  So.  Pac.  Ry., 

Sacramento,  Cal. 
Nov.     29,  1887— Smith,  A.  P. .  ..Pat.  Expt.  &  Sol.,  606  Eleventh  St.,  N.  W., 

Washington,  D.  C. 

May     27,  1885— Smith,  C.  A D'tsman  and  Des.  Campbell  Mach.  Co., 

171  Broad  St.,  Pawtucket.  R.  1. 
Nov.     19,  1889— Smith,  Chas.  P. .  .Supt.  U.  S.  Butter  Extr.  Co.,  cor.  Orange 

and  High  Sts.,  and  116  Rector  St.,  Newark,  N.  J. 

May     31,  1887— Smith,  Charles  H.  L Supt.  Union  Porcelain  Works, 

300  Eckford  St.,  and  119  Milton  St.,  Brooklyn,  E.  D.,  N.  Y. 

Aug.    10,  1881— Smith,  George  H Beaman  &  Smith,  117  Harrison  St., 

and  28  Arch  St,  Providence,  R.  I. 
May       4,  1881— Smith,  Horace  S Mgr.  Ulinois  Steel  Co.,  Joliet,  111. 

•  Manager,  1887-60.  t  Ylce-Preeident,  186»-91. 
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June    18,  1889— Smith,  Jessb  M.  .Mech.  and  EL  Eng.  and  Exp*t  in  Pat.  Cases, 
86  Moffat  Block,  and  61  Davenport  St.,  Detroit,  Mich. 

May       4»  1881— Smith,  OBB&iiiN  ♦ Pres't  Perracute  Machine  Company, 

and  Loohwold,  Bridgeton,  K.  J. 

May       8, 1888— Smith,  Scott  A Propr.  Prov.  Oil  Co.,  and  V.-P.  Prov. 

Mat.  S.  B.  Inp.  Co..  Box  1886,  and  282  Greenwich  St., 

Providence,  R.  I. 

April     "7,  1880— Smith,  Siditbt  L Snpt.  Roxbnry  Carpet  Co.,  and 

87  Simmons  Street,  Boston,  Maae. 

May     26,  1886^Smith,  T.  Cabpsntbb Mech.  Eog'r,  212  Drexel  Bldflr., 

8803  Hamilton  St.,  Philadelphia,  Pa. 
May      Ui  1890— Smith,  Thob.  G.,  Jr  .  ..Mech.  Eng.,  care  of  Chas.  R. 

Vincent  &  Co.,  ISCortlandt  St.,  New  York. 
May      14, 1800— Smith,  Walter  W.  .  .Pres.  Smith  &  Vaile  Co.,  Dayton,  Ohio. 

May     21,  1884— Snbll,  Hbnrt  I M.  E.,  185  N6rth  Third  Street, 

and  1510  Centennial  Ave.,  Philadelphia,  Pa. 

May      14,  1890— Snow,  SYLVEBrBB  M Hd.  Dft'sman,  W.  A.  Harris  Stm. 

Eng.  Co.,  827  Gano  St.,  Prov..  R.  I. 

May     16, 1889— Ssow,  Wm.  W Supt.  and  Gen.  Mgr.  Ramapo  Wheel 

and  Foundry  Co.,  Hillbnrn,  N.  Y. 

Nov.     80,  1886— SOROR,  A.,  Jr Mech.  Eng.  and  Exp^t,  Bee  Hive  Bldg., 

Graves  St.,  Rochester.  N.  Y. 

May      14,  1890— Sormborobr.  Edwin  C Engineer  Gordon  Steam  Pump 

Co.,  Hamilton,  O.,  and  180  N.  Division  St.,  Buffalo,  N.  Y. 
May     21, 1884— Sorzano,  Jitlio  Pedkrioo  {Life  Member) ....  Cons.  Qv. 

Eng.,  88  Broadway.  Box  2675,  New  York  City. 
April     7,  1880— SouLB,  Richard  H.  .Assist.  Gen.  Mgr.  Union  Sw.  &  Sig.  Co., 

Swissvale,  Pa. 

Nov.     29,  1887— SofJTHWORTH,  Edwabd  P.  B Mech.  D'tsman 

Penna.  Steel  Co.,  Steelton,  Pa. 
Oct.      16.  1888— SowTEH,  Isaac  Gborob..  . .  .Mech.  Eng.  &  Snpt.  Dry  Dock 
Eug.  Wks.,  48  Orleans  St.,  and  867  E.  Congress  St., 

Detroit,  Mich. 
Oct.      16.  1888— Spakoler.  H.  W.  .P.  A.  E.  U.  S.  N.,  Asst.  Prof.  Dyn.  Eng. 

Univ.  of  Penn..  Philadelphia,  Pa. 

May     21,  1884— Spiers,  James Mech.  Eng'r  Folton  Iron  Works, 

San  Francisco,  Cal. 
May     21,  1884— Spies.  Albert.  . .  .Mech.  Eng.,  22  Cortlandt  St,  New  York 

City,  and  901  Summit  Ave.,  J.  0.  Heights,  Jersey  City,  N.  J. 
May      14,  1890 — Spilsburt,  Edmund  Gtbbon  . .  .Managing  Director 

Cooper,  Hewitt  &  Co.,  Trenton,  N.  J. 

Nov.     29,  1887— Spraoue,  Wm.  T M'n'g'r  Link  Belt  Mach.  Co., 

241  Fenrth  Ave.,  So.  Minneapolis,  Minn. 

Nov.     11,  1885— Spraoue,  William  W Gen.  Frman.  Loco.  Dept. 

C,  R.  I.  &  P.  Ry.  Co.,  and  5817  Wentworth  Avenue, 

Chicago.  111. 

May     21, 1884— Springer,  J.  H.,  Sb. Supt.  Niles  Tool  Work«, 

Hamilton,  Ohio. 

April    19,  1882— Stahl,  Albert  W Asst.  Naval  Constructor,  U.  S.  N., 

Union  Iron  Works,  San  Francisco,  Cal. 
•  Manager,  1888-66 ;  President  of  the  Society,  1889-90. 
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Maj     15,  1889— Stahwood,  Jaic£8  B Mech,  Eng.  and  Director  Tech. 

School,  22  Carlisle  Building,  CincinDati,  and  Auburn 

and  Ey^ns  SU.,  Mt.  Aabiim,  Ohio. 

Mtj     21, 1884— Stabbuck,  Geo.  H U.  S.  Supervising  Inspector  Steam 

Vessels,  Hoom  152  Poet  Office  Building,  New  York  CUjr. 
April     7,  1880— Stsabns,  Albert.  .  Supt.  Church  &  Co.*8  Chemical  Works, 

596  Lorimer  Street,  Brooklyn,  N.  T. 

Jane    18,  1888— Sibarns,  Thomas  B. Mining  and  Mech'l  Eng'r, 

4  Daff  Block,  Denver,  Colorado. 

May     81,  1887— Steel,  Ohables Mgr.  New  Hom^  Sewing  Mach.  Co., 

80  Union  Square,  New  York  City. 

April     7, 1880— Stetson,  Giobgb  R Prest.  New  Bedford  Gas  Co., 

and  55  Bedford  St.,  New  Bedford,  Mass. 

May       8, 1888— Stevbnbon,  AbohtA Standard  Steel  Wks., 

LewistowD,  and  220  So.  Fourth  St.,  Philadelphia,  Pa. 

Not.     80. 1886— 8tewakd,  John  F Mechan.  and  Pat.  Expt., 

Wm.  Deering  &  Co.,  1185  Dunning  Street,  Chicago,  111. 
May     81,  1887— Stewart,  Walter  Grbbnwat.  .Mech.  Eng.  &  Pat.  Atty., 

580  Washington  St.,  and  116  So.  Fifth  St.,  Reading,  Pa. 

Nov.       6, 1884— Stiles.  Normaw  C. Trees.  Stiles  &  Parker  Preps  Co. 

Middletown,  Conn. 
May     81, 1887— 9rii«ucAir,  Francis  Hill.  .210  B.  48d  St.,  New  York  City, 

and  70  DivisSon  ATe.,  Brooklyn,  N.  Y. 

June    18, 1888— Stillvah,  Oscar  B 58  William  Street, 

New  York  City. 

April     7,  1880— Stibltoo,  ALiiAB  ♦ International  Boiler  Co. , 

74  Cortlandi  St.,  New  York  aty. 

May     14,  1890— Stockham,  Wx.  H Snpt.  111.  Mall.  I.  Co.,  581  Duversey 

St.,  and  405  Racine  Ave.,  Chicago,  lU. 

April     7.  1880— Stove,  Hbhrt  B Prest.  Chicago  and  Central  Union 

Telephone  Cos.,  Telephone  BYdg.,  208  Washington 
St,  and  45  Bellevue  Place,  Chicago,  111. 

May     21, 1884— SroifE,  Joseph 85  Milk  St.,  Boston,  Mass. 

May       8,  1888— Strale,  Ali«ak Mech.  Eog'r,  Fraser  &  Chalmers, 

and  207  Park  Ave.,  Chicago,  lU. 
Jaae    18, 1883— Stbattoh,  E.  Platt.  . .  .Marine  &  Cousult.  Eng.,  Surveyor 

I.  &  S.  Hulhi,  for  "  Record  of  Amer  and  For.  Shlpp'g,"  87  William 
St.,  New  York  City,  and  College  Point,  Long  Island.  N.  Y. 

April     7,  1880^-STBOiro,  Geobgb  S Chf.  Eng.  Stroog  Loco.  Co., 

45  Broadway,  New  Yorik  City. 

May     21,  1884— Stutk,  Sbbastiah Mining  &  Mech'l  Eng'r,  Lewis  Bldg., 

P.  O.  Box  112,  Pittsburgh,  Pa. 

May     21,  1884— SmrsTBOM,  KablJ Consult'g Eng'r, 

Lindesberg,  Sweden. 
Mmf       S,  1888— Suplbe,  HehbtH.  . . .  Mech.  Eng'r,  Yale  and  Towne  Mfg.  Co., 

Stamford,  Conn. 
Oct.      18,  1888— SvENSOii,  John. ...Res.  Mech.  Eog.  and  Insp.  West 

Superior  Iron  and  Steel  Co.,  41  Coal  Exchange,  Soranton,  Pa. 

Not.       1,  1888— SwAiK,  Gbobos  F Prof,  of  avil  Eng.  Mass.  Inst,  of  Tech., 

Boston,  Mass. 

•  Manager,  1881-64 ;  Yice-Prcrident,  1885-87. 
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April     7,  1880— SwASBY,  Ahbrosb Warner  &  Swasey,  CleveUnd,  Ohio. 

Maf     27,  1885— SwEBa^BT.  John  M Mech.  Eng^.,  Wheeling,  W.  Va. 

April     7,  1880— ;SwBET,  John  E Straight  Line  Engine  Co., 

Syracuse,  N.  T. 

Nov.    39,  1887— SwiN8CX)E,  Charles M'n'g'r  Clinton  Wire  Cloth  Co., 

Clinton,  Mass. 

April     7,  1880— Tabor.  Habris The  Tahor  Mfg.  Co.,  Ill  Libertj  St., 

New  York  City,  and  120  W.  Grand  St.,  Elizabeth,  N.  J. 

B£ay       4,  1881— Tallman,  Frank  0 Cons.  Mech.  Eng'r,  Beaver 

Falls.  Pa. 
Nov.      1,  1888 — ^Tatnall,  Jambs  Edward.  . .  .Metal In rgiat  and  Engineer, 

Lock  Box '48,  aud  511  Seneca  St.,  So.  Bethlehem.  Pa. 

May     26.  188&— Tatlob,  Fred  W Qen.  Mgr.  Mfg.  &  Inyestment  Co.. 

15  Broad  St.,  N.  Y.  City. 

Nov.    80,  1886— Taylor,  J.  Archie M.  E.  The  Pusey  &  Jones  Co.,  and 

012  Madison  St.,  Wilmington,  Del. 

May     26,  1886— Taylor,  Stevenson V.-P.  and  Qeo.  Supt.  W.  &  A.  Fletcher 

Co.,  266  West  St.,  and  828  West  57th  St.,  New  York  City. 
Nov.    10,  1880— Taylor,  Wabren  H.  . .  .Supt.  Lock  Dept. 

Yale  &  Towne  M'fg  Co.,  Stamford,  Conn. 

May     15,  1880— Tebbell.  Chables  E Box  287,  Waterhury,  Conn. 

May       8,  1888— Thomas,  Charles  W Pendleton  &  Thomas.  Expt.  and 

Cons.  Eng.,  121  Nassau  St.,  New  York  City. 

June    20,  1880— Thomas,  Edwabd  W Agt.  Tremont  and  Suffolk  Mills, 

and  12  ButteHSeld  St.,  Lowell,  Mass. 

Nov.      1,  1888— Thomas,  John Gen.  Supt.  Thomas  Iron  Co., 

Hokendauqua,  Pa. 

June    18, 1883— Thomas,  Samuel Catasauqua,  Pa. 

May     81,  1887— Thomson,  John Mech.  Eng'r  and  Mfr.  Water  Meters  and 

Pr't'g  Mach.,  12  Temple  Court,  New  York  City.,  and  100 
Carlton  Ave.,  Brooklyn. 

April     7,  1880— Thompson,  Charles  T Mech.  Eng.  I.  P.  Morris  Co.,  and 

2247  Richmond  Street,  Philadelphia,  Pa. 

May     26,  1886— Thompson,  Edqub  B Chief  lytsman  C.  &  N.  W.  R'y, 

and  77  Warren  Ave.,  Chicago.  lU. 
May     21,  1884— Thompson,  Edwabd  P  . .  .M.  E.  Sol.  Pat.  &  Cons.  Elect., 
5  Beekmao  St.,  New  York  City,  and  618  Salem  Ave., 

Elisabeth,  N.  J. 

May     21, 1884— Thompson,  Erwin  W M'g*r  Southern  Cotton  Oil  Co., 

Houston,  Texas. 

May     21,  1884-Thorne,  Wm.  H Wm.  Sellers  &  Co.,  Incorporated. 

and  Gowen  Av.,  Mt..  Airy,  Phila.,  Pa. 

May     21,  1884— Thurman,  Galen  E M'g'r  Ainslie,  Cochran  &  Co., 

020  West  Main  St.,  Louisville,  Ey. 
April     7,  1880— Thurston,  Robert  H.*.  .  .Director  Sibley  College, 

Cornell  University,  Ithaca,  N.  Y. 

Nov.    11.  1885— TiLDEN,  James  A. Eng.  and  Supt.  for  Hersey  Bros., 

So.  Boston,  Mass. 
May     31,  1887— ToBBV,  George  A .Supt.  IT.  S.  E.  L.  Co.,  Newark,  N.  J. 

•  Preeldsnt,  1880-8S. 
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May       8, 1888— TOLMAK,  Edward  F Treas.  Wheelock  Eng.  Co.,  and 

18  Catharine  St ,  Worcester,  Maas. 

May     81,  1887  )  Tompkihs,  S Prof.  Prac.  Mech.  aod  Snpt.  Shops, 

May     14,  1880  )  Univ.  of  Tenn.,  Kooxville,  Tenn. 

May     14, 1890— Tobbbt,  Herbert  Gray  (Life  Member),  .U.  S.  Assayer,  U.  S. 
Assay  Office,  80  Wall  St.,  N.  Y..  and  Sterling.  N.  J. 

Not.    20,  1887— TowLB,  Wm.  Mabon Instr.  Mech'l  Eng*g,  and  Fmn.  Mach. 

Shop,  Sibley  Coll.,  Cornell  Uniy.,  and  East  Hill  House, 

Ithaca,  N.  Y. 
May     14,  1800— TowL,  Forrest  M.  .  .Assist.  Eng.  Nat'l  Transit  Co.,  Room  81, 

26  Fway,  N.  Y.,  and  818  Presddeot  St.,  B'klyn. 
Not.      2, 1882— Townb,  Henrt  R.«.  .Pres.  Yale  k  Towne  Mfg.  Co., 

Stamford,  Conn. 

Not.      2. 1883— Towksbnd,  David M.  E.  Bosh  Hill  Iron  Works. 

and  1728  Wallace  St.,  Philadelphia,  Pa. 

May     21,  1884— TRAurwEiir,  Alfred  P Supt.  The  Hendrick  Mfg.  Co., 

Lock  Box  686,  Carbondale,  Pa. 

May       8, 1888— Trbgelleb,  Hskrt Westinghonse  Alr-Brake  Co., 

Pittsburgh,  Pa. 

Not.     10,  1880— TuEMAiNE,  E.  G Assist.  Snpt.  Mach.  Dept.  P.  Lorillard  & 

Cow,  111  First  St.,  and  84  Wayne  St,  Jersey  City.  N.  J. 

May     15,  1880— Teirs,  Jambs Chf.  lyftsman  Corliss  Eng.  Co.,  and 

800  Charles  St.,  Providence,  R.  I. 

Not.    10,  1880— Trillt,  Joseph Chf.  Eng.  U.  S.  N.  NaTy  Yard. 

Portsmouth,  N.  H. 
April     7,  1880— Trowbridge,  Wx.  P.f.  .Prof.  Engineering  Colambia  CoUege. 

40th  St.  k  4th  Ave.,  New  York  City. 

May       8,  1888— Trump,  Charles  N Mech.  Eng'r,  1311  West  18th  St., 

Wilmington,  Del. 
Not.      5,  1880 )  Trump,  Edward  N.  . .  Mech.  Eng.  The  Solvay  Process  Co. , 
May     14,  1800  J  Syracuse,  N.  Y. 

May     81,  1887— Tuttle,  Edgar  G Supt.  Alamo  and  Coahaila  Coal  Cos., 

Box  100,  Eagle  Pass.  Tez.,  and  San  Felipe,  Coahaila,  Mex. 
May     14,  1800— Tni an.  J.  W.  . . .  W.  Broad  and  Indian  Sts.,  and  83  Whittaker 

St.  Savannah,  Ga. 

Not.      1,  1888— UBHUOfo,  Edward  A. .  .Supt^  Blast  Fnm.,  Sloes  Iron  &  S.  Co., 

Birmingham.  Ala. 

Not.    80,  1886— XJucAinf.  Chas.  J M.  E.,  Bemhard,  Ulmann  k  Co.. 

118  Grand  St.,  Now  York  aty. 
April   10,  1883— Underwood,  F.  H.  .  .Pres.  Underwood  Mfg.  Co.,  Tolland,  Conn. 

Not.    80. 1886— Unosr,  John  S Eng'r  Western  Gas  Constr.  Co.. 

Tort  Wayne,  Ind. 

May      8, 1888— Unzicker.  Herman.  . .  .Mech.  Eng.  (Hil,  Bnmlller  k  Unzioker, 

Chicago  I.  W..  Willow  St.  k  Hawthorn  Ato.,  Chicago,  111. 

May     21, 1884— Upson,  Ltman  A Snpt.  Hartford  Carpet  Co., 

^  ThompsonTille,  Conn. 

May      8, 1888— Vaile,  J.  Henry V.-P.  and  Supt.  The  Smith  &  Vaile  Co.. 

Dayton,  Ohio. 

»  Proddeot,  1888-«9 ;  Yice-Pretident,  1884-S6. 
t  Manager.  1880-81 ;  Yice-Preaident,  1881-88. 
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April     7,  1880—)  Vahdkrbilt,  Aabon Supt.  N.  T.  &  Cuba  M.  S.  S.  Co.; 

Maj     21,  1884—  \  118  Wall  Street.  New  York  City. 

Mav     14,  1890— Vi.K  Atta,  Haket Meoh.  En^.  &  Assist.  Supt. 

Rathbone,  Sard  &  Co.,  289  N.  Pearl  St.,  Albany,  N.  Y. 

May     81.  1887— Van  Vmck,  Fjunk Chf.  Eng'r  San  Diego  Cable  Ry.  Co., 

San  Diego,  Cal. 
May     21,  1884— Van  Winkle,  Franklin.  . .  .Cons.  Eng.,  91  Liberty  Street, 

New  York  Qty. 

May     15,  1889— Verastboui,  Albbbt Mech.  Eng.,  116i  Havana  St., 

Hayana,  Cnba. 

Nov.    19,  1889— Vernon,  William  G Goodell  &  Waters.  8103  Chestnut  St., 

Ph!ladelphia,  Pa. 

Nov.    19,  188&— ViCTORTN.  Anthont  . .  .Mech.  and  Cons.  Eng.  Ordnance  Dept., 

Watervli6t  Arsenal,  W.  Troy,  and  148  Blrst  St.,  Troy,  N.  Y. 

May     21,  1884— VooT,  Axel  S Mech.  Eng.,  Penn.  R.  R.  Co.,  Altoona,  Pa. 

May     15, 1889— VooRHBBS.  Philip  R Coaos.-at-Law,  82  Nassau  St., 

and  9  East  10th  St..  New  York  aty. 
Nov.    19,  1889— VoBS,  William  . .  .Ass't  Eng.  Pox  Solid  Pressed  Steel  Co., 

1004  **  Rookery,"  Chicago,  UK 

Nov.    19, 1889— Wagner,  John  R Ass't  to  E.  B.  Ooxe, 

Drifton.  Luzerne  Co.,  Pa. 

Nov.      2,  1882 — Walker,  John Manager  Walker  Manufacturing  Co., 

Cleveland,  Ohio. 
May     21,  1884— Wall,  Edward  B.  . .  .Supt.  M.  P.,  P.  C.  &  St.  L.  R.  R., 

Columbus,  Ohio. 
April  7,  1880—  {  Wallis,  John  BIather. Supt.  Ma  Power  P.  W.  and  B.  R.  R., 
Nov.      1,  1888— i  Philadelphia.  Pa. 

May     26. 1886— Wallis,  Philip Mast.  Mech.  C,  B.  &  Q.  R.  R., 

Beardstown.  Dl. 

Nov.    80,  1886 -Walworth,  Arthur  C Prest.  Walworth  Constr. 

and  Supply  Co.,  184  Congress  St..  Boston.  Mass. 
June    20,  1880— Ward,  W.  E.  .  .Russell,  Burdsall  &  Ward.  Port  Chester.  N.  Y. 

April     7,  1880— WaunEr.  Worcester  R Warner  &  Swasey, 

Cleveland.  Ohio. 

June    20,  1880— Warrbn.  B.  H 169  Falmouth  St.,  Boston,  Mass. 

May     20,  1886— Warren,  John  E Agt.  Paper  and  Pulp  Mills, 

Cumberland  Mills,  Me. 
May     21,  1884 )  -  Warrikoton,  James  N.  . .  .Sec'y  Vulcan  I.  W., 
Nov.     11,  1885 S  80  No.  Clinton  St.,  Chicago,  Dl. 

May     81,  1887— Warrington,  Jbbbb Mech.  Supt.  Nordyke  &  Marmon  Co., 

and  289  Union  St.,  Indianapolis.  Ind. 
May     21,  1884— Waterman.  John  S.  . .  .Biown  &  Sharpe,  and  158  Orms  St., 

Providence,  R.  I. 

May     26,  1886— Watson,  Wx Sec'y  Amer.  Acad.  Arts  k  Sci., 

107  Marlboro'  St.,  Boston,  Mass. 

June    13,  1883— Watts,  Gborob  W Mech.  Eng.  Niles  Tool  Wks.. 

706  Arch  St.,  Pbila.,  Pa. 
Nov.      2,  1882— Webr,  John  Burkftt.  .Prof.  App.  Math.  Stevens  Inst.  Tech., 

Hoboken,  N.  J. 
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Nov.    80,  1886-^Wbbbsb,  Hbnbt,  Jb.  . .  .Deft,  Coal  Mine  Mach.,  Diekaon 

Kfg.  Co.,  Scranton,  and  Dnnmore,  Pa. 
April  7, 1880— Wbbbbr,  Samxtbl  . .  .Hydr.  &  Dyn,  Eng'r,  Cbarlestown,  N.  H. 
April     7,  1880— Wbbbbr.  Samubl  S.^Asst.  Mgr.  Trenton  Iron  Ck»., Trenton,  N.  J. 

May       4,  1881— Wbbb^,  Wixxiak  Oliybb Ghjn.  Supt.  Erie  aty  I.  W., 

and  885  W.  8th  St.,  Erie,  Pa. 

Jnne    13, 1888— Wbb9TBR«  Hobba. Mech.  Eog.  H.  R.  Wortbington, 

95  J^ke  St.,  and  58  Woodland  Ave.,  Chicago,  111. 

May     21,  1884— Wbbstbe,  J.  F Snpt.  Champion  Bar,  Knife  &  Machine  Co., 

Springfield,  Ohio. 
Blay     27, 1885— Wbbotbb,*  John  H.  .Sapt.  Standard  Ref.  Co.,  24  3roa4  Street, 

Boston,  Mass. 

May     15, 1889— Wbbstbb,  WiLLtAM  R C.  £.  and  Bridge  Inspector, 

424  Walnut  St. .  PhUa. ,  Pa. 

Ang.    10, 1881— Wbbks,  Gborob  W.* Agent  Lancaster  Mills,  Clinton,  Mass. 

May     15,  1889— Wbickel,  Hknbt^  . .  .Aspt.  Foreman  Drawing  Room  Yale 

&  Towne  Mfg.  Co.,  and  60  Gardner  Street,  Stamford,  Conn. 
April     7,  1880— Weiohtman,  Wh.  H.  .  .Mech.  Eng.  and  Patents,  Para  Bldg., 
85  Warren  St.,  New  York  City,  and  510  Halsey  St., 

Brooklyn,  N.  Y. 

Not.    19, 1889— Wbllinoton,  A.  M Editor  "  Bng'ng  News"  and  Cons. 

Eng.,  Tribune  B'ld'g,  and  84  Qramercy  Park,  N.  Y.  City. 
May       4, 1881— Wbllban.  Samitbl  T.f. . . .  1080  Wilson  Ave.,  Cleveland,  Ohio. 

April     7, 1880— Wblls.  Ebbn  F Cash'r.  W.  S.  Iron  and  Steel  Co.,  and  at 

W.  S.  Hotel.  West  Saperior,  Wis. 

May     27, 1885— Wra^Lfl,  J*  Lbland Gillis  &  Geoghegan,  116  Wooster  St , 

and  1388  Washington  Ave.,  New  York  City. 

Not.     19, 1889— Wbhdt,  Abthue  F Cons.  Eng.  The  Compania  Huancbaca 

de  Bolivia,  18  Park  Row,  and  Antofagasta,  Chile,  and 
127  E.  9l6t  St.,  New  York  City. 

May     21, 1884— Wbst,  Thomas  D Mgr.  Tiiomas  D.  West  Foundry  Co., 

Cleveland,  Ohio. 
May     21, 1884— WBSTisoHOUBBk  H.  Hebmak  t.  .Oen.  Man.  Westinghouse  Air 
Brake  Co.,  Liberty  Ave.  &  25th  St.,  Pittsburgh,  Pa. 

Nov.      2. 1882— Wbstok,  Eswabd .Elec  Eng.,  645  High  St., 

Newark,  N.  J. 

April     7,  1880^Whbblbb,  F.  Mbbiam G^rge  F.  Blake  Mfg.  Co.,  and 

Wheeler  Condenser  &  Eng'g  Co.,  98  Liberty  St.,  N.  Y. 

City,  and  Montclair,  N.  J. 
Jnne    18, 1888— Whbblbb*  Hbbbbbt  A.  .Adj.  Prof,  of  Mining,  Washington 

University,  St.  I^uis,  Mo. 

Nov.     19, 1889 — Wheblbb,  ScHUTiiEK  S Prest.  Crocker- Wheeler 

Perfected  Motor  Co.,  480-482  W.  14th  St.,  New  York  City. 

April     7,  1880— WnBBLOCK,  JbbohB 25  Elizabeth  St.,  Worcester,  Mass. 

May     21,  1884— Whitakbb,  Ezba  J Chief  Eng.  U.  S.  N.,  U.  S.  RecVg 

Ship  •*  Vermont,"  Navy  Yard,  Brooklyn,  N.Y. 

April   19, 1882— Whitb,  H.  C 16  Dey  St.,  New  York  City. 

June    20,  1880— Whitb,  Josbph  J Pies.  H.  B.  Smith  Machine  Co., 

New  Lisbon,  N.  J. 

•  Ylce-Preddent,  188»<01.  t  Manager,  1885-8&  t  Manager,  1880-98. 
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April   19,  1882— Whits,  MaunsbL Bethlehem  Iron  Co.,  Bethlehem,  Pa. 

Oct.      16, 1888— Whitb,  William,  Jb Mining  Eng.,  85  Fifth  Ave., 

PlttBhoTgh,  Pa. 

May     81,  1887— Whitbhbad,  Gbobgb  E Supt  Nat  &  Bolt  Wkn,  Rhcde 

Island  Tool  Co.,   West  River  St.,  and  299  Broadway, 

Providence,  R.  I. 
May     26,  1886— Whitshill,  Robert.  .Mfg.  Bug's,  Boilerv  and  Refrig.  Mach., 

Grand  Ave.,  Newburgh,  N.  Y. 

Nov.      1, 1888— Whtthax,  Jat  M Prof.  Engineering  Ark.  Ind.  Univ., 

FajrettevUle,  Ark. 
April     7, 1880— Whitihg,  Oxobob  B.  .Mech.  Eng'r,*  Harlan  ft  Hollingsworth, 

Wilmington,  Del. 
April     7, 1880— WHiTiKe,  S.  B  *. . .  .Geo.  Man.  Caiamet  &  Hecla  Mining  Co., 

12  Ashbnrton  Place,  Boston,  and  11  Ware  St., 

Cambridge,  Mass. 

Nov.    29,  1887— Whitlock,  Rogeb  Haddock Prof.  Mech.  Tex.  Stale  Agl 

and  Mech.  College,  CoUege^Sta.,  Brazos  Co.,  Tex. 

May     26,  1886— Whttkbt,  Baxtbb  D Wiochendon,  Mass. 

Nov.    19,  1889— Whittkmobb,  D.  J Chf.  Eng.  C,  M.  &  St.  P.  Ry., 

Room  51,  Chamber  of  Commerce,  and  222  Biddle  St., 

Milwaakee.  Wis. 

May     26, 1886— WHrmBB,  Chab Prest.  &  Gena  Mgr.,  1176  Tremont  St., 

and  50  Wlntbrop  Street,  Boston,  Mass. 

May     21,  1884— Wiohtman,  D.  A Snpt  Pittsburgh  Loco.  Works,  aud 

154  Locust  St.,  Allegheny,  Pa. 

Nov.    19, 1889— WiLBBAHAM,  Thomas Wilbraham  Bros.,  2518  Frankford 

Ave.,  and  Main  and  Wakellng  Sts.,  Frankford,  Phila.,  Pa. 
May     81,  1887— Wnxx)x,  John  F..Eng.  with  J.  P.  Witherow,  Lewis  Block,  608, 

and  6th  Ave.  and  Smithfield  St.,  Pittsbnrgh,  Pa. 

April     7,  1880— Wilcox,  Stbphbn The  Babcock  &  Wilcox  Ca, 

80  Cortlandt  Street,  New  York  City. 

Jane    20,  1880— Wildeb,  Mosbs  G Mf  r.  Volumetric  Regulators, 

816  Cherry  St.,  Philadelphia,  Pa. 

June    20,  1880— Wiley,  Wm.  H  f 58  East  10th  St.,  New  York  City. 

Oct.      16,  1888— Wilkin,  W.  M .Des.  &  Slsman.  Steams  Mfg.  Co.,  Erie,  Pa. 

May     15,  1889— Willcox,  Chables  H.  . .  .Mech.  Eng.  Willcox  &  Glbbs  S.  M. 

Co.,  658  Broadway,  and  82  E.  62d  St.,  N.  T.  City. 

Nov.    19,  1889— WiLiJAMB,  J.  C Foreman  Mach.  Dept.  Jarecki  Mfg.  Co., 

and  145  E.  12th  St.,  Erie,  Pa. 
Nov.      2,  1882— WiLLiAMSOK,  Wx.  C. . .  .Williamson  Bros.  E.  k  B.  Works, 
Richmond  &  York  Streets,  and  1800  N.  16th  St., 

PhiladelphU,  Pa. 
June    18, 1883 — ^Willson,  Fbbdebick  Newton...  .Prof.  Desc.  C^m.  and 

Tech.  Drawing,  Princeton  College, 

Princeton,  N.  J. . 

Nov.    29,  1887— Wilson,  Jameb  Edwabd 1500  Ninth  Ave.,  and  205 

West  122d  St.,  New  York  City. 

May     26,  1886— Wintbb,  Hbbman Const.  Eng.  &  Naval  Architect, 

Pier  11,  N.  R.,  New  York  City,  and  165  Taylor  St., 

Brooklyn,  N.  Y. 

*  Manager,  1860-8S ;  Vice-President,  188S-88.  t  Treaanrer,  1884-80. 
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Ang.     10,  1881— WiTHKBOW,  James  P Eog.  and  Contr.,  Lewis  Block, 

and  6th  Aye.  and  Smithfield  St.,  Pittsburgh.  Pa. 

Nov.     19,  188fr— Wolf,  Otto  C Eng'r  and  Arch.,  Broad  and  Arch  Ste., 

and  1706  Master  St.,  Phila.,  Pa. 

April     7,  1880— WoLPF,  Alfred  B Consult.  Eng..  816  Potter  Building, 

88  Park  Row,  New  York  City. 

Maj     15,  1889— WoHL,  Louis Mecli.  Eng.  Eraser  &  Chalmers,  and 

146  Eugenie  St.,  Cliicago,  III. 

Maj     81,  1887— Wood,  Db  Volson  ♦ Prof.  Eng'g  Steyens  Inst.  Tech., 

Hoboken.  and  Boonton,  N.  J. 

May     14,  1890— Wood,  E.  J Cons.  Eng.  and  Contractor,  248  Broadway, 

N.  Y.,  and  838  Quincy  St.,  B'klyn. 
May     14,  1890— Wood,  Matthew  P.  .Mech.  Eng.,  Snpt.  Douglass  Axe  Mfg. 
Co..  123  W.  2l8t  St.,  N.  Y.,  also  Supt.  Archer  Gas 

Fuel  Process  Co.,  Pittsburgh,  Pa. 

Noy.    19,  1889— Wood,  W.  H M.  E.  with  Bement,  Miles  &  Co.,  21st  and 

Callowhill  Sts.,  Philadelphia,  and  Media,  Delaware  Co.,  Pa. 
April     7,  1880  )  Wood,  Walter.  . . .  Mgr.  for  R.  D.  Wood  &  Co.,  400 
May     14,  1890  f  Chestnut  St.,  Pbila.,  Pa. 

April     7, 1880— Woodbury,  C.  J.  H.t 2d  V.-P.  ManTra'  Mut.  Ins.  Co.,  81 

Milk  Street,  P.O.  Box  112,  Boston,  and  61  Commercial  St., 

Lynn,  Mass. 

June    20, 1880— Woodbury,  L.  S 778  Fourth  Aye..  Detroit,  Mich. 

June    18,  1888— Woods,  Abthub  T Prof.  Mech.  Eng.,  Uniyersity  of  111., 

and  808  W.  Church  St., Champaign,  HI. 
May     26,  1886  — WooDWAED,  Calvin  M.  , .  .Prof.  Math,  and  App.  Mech., 

Washington  Uniy.,  St.  Louis,  Mo. 

May     26,  1886— Woolson,  Obosco  C Mgr.   Amer.  S.  B.  Ins.  Co., 

781  Broad  St.,  and  289  Mt.  Pleasant  Aye.,  Newark,  N.  J. 
May  15, 1889— Wolcott,  Frank  P.. .  .Supt.  Colwell  I.  W.,  and  Carteret,  N.J. 
Oct.      16, 1888— WoBCRBTKR.  Franklin  E.  .Room  47  G.  C.  Sution,  N.  Y.  City. 

Noy.      2, 1882— WoRTHiKGTOK,  Charles  C.} H.  B.  Worthington, 

145  Broadway,  and  29  Fifth  Ave.,  New  York  City. 

May     14,  1890— Wright,  Louis  S Supt.  Link  Belt  Eng.  Co.,  Nicetown, 

and  1804  Wallace  St.,  Phila.,  Pa. 

May     21,  1884— Wright.  John  Q Putnam  Machine  Co.,  115  Liberty  St., 

New  York  aty. 
May     26, 1886— Wyman,  Horace  W.  . .  .Worcester  Drop  Forging  Works, 

80  Bradley  Street,  Worcester,  Mass. 

May     15,  1889— York,  L.  D Supt.  Burgess  Steel  and  Iron  Co., 

Portsmouth,  Ohio. 
Noy.    29,  1887— Yost,  Thomas  Milton.  .Mech.  Eng'r  Am.  Tube  and  Iron  Co., 

Middletown,  Pa. 

May     14,  1890— Zkhndrr,  Cbas.  H Vice-Prest.  and  Gen.  Mgr.  Jackson  & 

Woodin  Mfg.  Co.,  Berwick,  Penn. 

May     21,  1884— Zimhermann   Wif.  F Gen.  Sapt.  U.  S.  E.  L  Co., 

Factory  29  Plane  St,  Newark,  N.  J. 

* VicePrMident,  188P-W.    t Manager,  188S-85 ;  Ylce-Preeident,  1887-60.     t Manager,  1888-86. 
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Associates. 

Nov.      2,  1882— Allbr,  A Mech.  and  Cons.  Engineer,  109  Liberty  Street, 

New  York  City,  and  Richmond  Hill,  L.  L 

Nov.    29,1887— Baoo,  S.  F Sec'y  and  Treas.  Watertown  St'm  Eng.  Co., 

Watertown,  N.  Y. 

June    20,  1880— Bailey,  E.  B Manag*r  The  B.  Horton  &  Son  Co., 

Windsor  Locks,  Conn. 

May       4,  1881— Bailbt,  W.  H Agt.  Am.  Tube  Works,  20  Gold  Street,  and 

913  Seventh  Ave.,  New  York  aty. 

Nov.    19,  188ft— Baldwin^  Wm.  H Youngstown  Rolling  Mill  Co., 

and  1161  McGufley  St.,  Youngstown,  Ohio. 

May     81,  1887-ajioo«8,  Thomas  H Iron  F'der,  708-712  Lake  St.,  and  627 

Prospect  St.,  Cleveland,  Ohio. 

Oct.      16,  188a— BuEKHAM,  Wm Sec'y  and  Treas,  The  Standard  Steel  Wks, 

220  So.  Fourth  St,  and  4801  Spruce  St.,  Philadelphia,  Pa. 

Nov.    19,  1889— Darlino,  Edwin. Supt.  Pawtucket  Water  Works, 

140  Broadway,  Pawtucket,  R.  I. 

Nov.    ao,  1886— Dick,  Johx Mang'r  Phoenix  Iron  Works,  Meadville,  Pa. 

May     15,  1889— Dqdob,  Wallace  H.  . . .  Pros.  Dodge  Mfg.  Co.,  Mishawaka,  Ind. 
May     21,  1884— Douglas,  E.  V 885  Bullitt  Bdg.,  PhUadelphia,  Pa. 

June    13,  1883— Evans,  Edwin  T.  .L.  S.  Transit  Co.,  189  North  St.,  Buffalo,  N.  Y. 

Jan^    is'  l^Hf  ^^^  Charles  H 58  OUve  St.,  New  Haven,  Tonn. 

May     21,  1884— Gibson,  Wm.,  Jb Publisher  Engineering  and  Building 

Record,  227  Pearl  Street,  New  York  City. 

May     81,  1887— Oilkebson,  James  A Oilkenon  Maeh.  Works,  Homer, 

Cortland  Co.,  N.  Y". 

Nov.      1,  1883— Hall,  John  H Gen'l  Manager  Colt's  Pat.  Fire  Arms  Co., 

Hartford,  Conn. 
Oct.      16,  1888 — Hallock,  John  Keese.  .Att*y-at-Law,  8  So.  Park  Row,  and 

328  W.  6th  St.,  Erie,  Pa. 

Nov.    29,  1887— Haskins,  Habby  S Edwin  Harrington,  Son  &  Co.,  1505 

Penn  Ave.,  and  1521  Bouvier  St.,  Philadelphia,  Pa. 

May     31,  1887— Huston,  Chables  L Gen.  Mgr.  Lukens  I.  &  S.  Co., 

Coatesville,  Fa. 

Nov.    29,  1887— Lemoine,  Loub  Rice.  . .  .B.  D.  Wood  &  Co.,  400  Chestnut  St., 

and  Chestnut  Hill,  Philadelphia,  Pa. 

May     26,  1886— Low,  Feed  R .Mech.  Editor  I\)wer,  118  Liberty  St., 

New  York,  and  121  Sumner  Ave.,  Brooklyn,  N.  Y. 

May     15,  1889— McCollin,  Thomas  H.  . .  .Photographic  Chemist,  635  Arch  St, 

Philadelphia,  and  Lansdowne,  Del.  Co.,  Pa. 

Oct.      16,  1888— McFabben,  S.  J Contractor,  111  Water  Street,  Pittsburgh, 

Pa.,  and  Walker  Flats,  McKeesport,  Pa. 
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May     15,  1889— Mageb,  Frank  A Salesman  Electl.  Dept.  The  E.  S. 

Greely  Co.,  5  and  7  Dey  Street,  New  York  City. 
May     14,  1890— March,  P.  G. .  .Mgr.,  Sec.  &  Treas.  Universal  Radial  Drill  Co., 

Third  &  Eggleston  Aves.,  also  Fernbank,  Cinn.,  0. 

April     7,  1880— MiLLKR,  Horace  B American  Maehinisi,  96  Fulton  Street, 

New  York  City. 

April     7,  1880— Moore,  Charles  A Manning,  Maxwell  ft  Moore,  111  and 

118  Liberty  St.,  New  York  City. 

April     7,  1880— MooRB,  Ltcurqus  B.» Ameriean  Machinist,  96  Fulton 

Street,  New  York  City. 

May     81,  1887-^Note,  Albert  A Steam  Eng.  Dept.  Jno.  T.  Noye  Mfg. 

Co.,  Buffalo,  N.  Y. 

May      8,  1888— Pierce,  Walter  L.  . .  .Sec'y  Lidgerwood  Mfg.  Co.,  96  Liberty 

St,  and  158  West  82d  St.,  N.  Y.  City. 
May     14,  1890— Pomsroy,  L.  B.  .  •  .Spec.  R.B.  Agt.,  Carnegie,  Phipps  &  Co., 

Ltd.,  45  B'dway,  N.  Y. 
Nov.      6,  1884— PoRTBB,  Geo.  A. .  .With  Porter,  Jackson  &  Co.,  So.  Chicago,  111. 

May     15,  1889— Raymond,  James  H Pat.  Attorney,  225  Dearborn  Street, 

Cliicago,  and  Eranston,  111. 

May     14,  1890— Redwood,  Iltyd  I Analytical  Chemist,  Queens  Co.  Oil 

Works,  141  Kent  St.,  Brooklyn,  N.  Y. 

Nov.    30,  1886— RuPLEY,  Geo Qea*l  Supt.  Union  Imp't  and  Elevator  Co., 

Daluth,  Minn. 

May     26,  1886— Russell,  CM Sec'y  Rnssell  &  Co.,  Massillon,  Ohio,  and 

Pres.  Standard  Horse  Nail  Co.,  New  Brighton,  Pa. 

Oct.      16,  1888— Selden,  George Pres.  Erie  City  I.  W.,  Erie,  Pa. 

May     15,  1889— Simpson,  George  R.  .  .1st  Asst.  Examiner  U.  S.  Patent  Office, 
No.  30  Patent  Office,  and  714  Eleventh  Street,  N.  W., 

Washington,  D.  C. 

Hay       8,  1888— Smith,  S.  Decatur Iron  Pdry.,  E.  York  and  Moyer  Sts., 

and  1927  Spruce  St.,  Philadelphia,  Pa. 
Jane    20,  1880— Sperry,  Charles.  .Port  Washington,  Queens  County,  L.  I.,  N.  Y. 

May     15,  1889— Stanqland,  B.  F Supt.  Mech.  Ventilation,  Howard  & 

Morse,  45  Fulton  Street,  New  York  City. 
Nov.     19,  1889— Stevens,  E.  A. ..Prest.  Hoboken  Ferry  Co.,  Treas.  Hackensack 

Water  Co.,  8  Newark  St.,  Hoboken,  N.  J. 

Nov.      1,  188S— Stockly,  Geo.  W Pres't  Brush  Electric  Co.,  and  700 

Euclid  Ave.,  Cleveland,  Ohio. 

May     81,  1887— Temple,  W,  C Pittsburgh  Mgr.  Babcock  &  Wilcox  Co., 

Room  408,  Lewis  Block,  and  824  River  Ave., 

Pittsburgh,  Pa. 

May     15,  1889— Tucker,  Willum  B Mech.  Eng.,  225  Broad  Street, 

and  86  Murray,  Elizabeth,  N.  J. 

May     15,  1889— Watsok,  H.  F Paper  Mauuiacturer,  Erie,  Pa. 

May     26, 1886— Wbititey,  Wm.  M. Winohendon,  Mass. 

•  Socntanr,  April  7, 1880,  to  Not.  4,  t880 ;  TreaiuNr,  April  7, 1880,  to  Dec.  3, 1881. 
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Juniors. 

May     15,  1889— Aborn,  Geoege  P D'ftsman  Knowles  Steam  Pump  Works, 

Warren,  Mass. 

May     15,  1889 — Aguilera,  A.,  Je Cons.  Eng'r,  Puerto  Principe,  Cuba. 

NoY.    19,  1889 — Albree,  Chester  B.  .Ornamental  Iron  Works,  20  Market  St., 

and  191  Ridge  Ave.,  Allegheny,  Pa. 
May     14,  1890— Anderson,  Larz  W.  .Assist.  Supt.  Addyston  Pipe  &  Steel  Co., 

Addyston,  0.,  and  76  Pike  St.,  Cinn.,  0. 

May     15,  1889— Anderson,  W.  B Adjunct  Prof.  Eng.  and  Supt.  of  Shops, 

Ark.  Ind.  Univ.,   Fayetteville,  Ark, 

Nov.    80,  1886— Armstrong,  E.  J Straight  Line  Eng.  Co.,  and  887 

Delaware  Ave.,  Syracuse,  N.  Y. 

April    19,  1882 — ^Babcock,  W.  Irving Manager  Chicago  Ship  Bldg.  Co., 

101st  St.  and  Calumet  River,  So.  Chicago,  111. 

May     15,  1889— Bang,  Henrt  A Eng.  Nat.  Water  Purifying  Co., 

145  Broadway,  and  1214  Broadway,  N.  Y.  City. 

May     15,  1889— Barr,  Harrt  P Thomson-Houston  Electric  Co., 

R.  R.  Dept.,  Boston,  Mass. 

Nov.    19,  1889— Basford,  Geo.  M D'tsman,  C.  B.  &  Q.  Ry.,  and  205 

Main  St.,  Aurora,  111. 
and  Parker  Hill  Ave.,  Boston,  Mass. 

May      14,  1890— Bates,  Albbbt  H Student-at-law,  22  Wilshire  Bldg.,  & 

715  Case  Ave.,  Cleveland.  Ohio. 

May     27,  1885— Beach,  Charles  S H.  E.  Bradford  &  Co.,  Lock  Box  124, 

and  910  Main  St.,  Bennington,  Vt. 

May     15,  1889-»-Bird,  William  W Inst'r  in  Stm.  Eng.,  Polytech. 

Institute,  Worcester,  Mass. 

May      14,  1890— Bullock,  Edwin  R Dftsman.  &  Mech.  Eng.,  Conant 

Thread  Co.,  &  15  So.  Union  St.,  Pawtucket,  R.  I. 

May       8,  1888— Burchard,  Anson  W Mech.  Eng.  J.  M.  Ives  Co.,  257  Main 

St.,  Box  8,  Danbury,  Conn. 
April     7,  1880 — Burdsall,  Elwood,  Jr.  .  .Port  Chester,  Westchester  Co.,  N.  Y. 

Nov.    29,  1887— IJuRGBSS,  Isaac  Cubsbro Inspector,  31  Milk  St.,  Boston, 

and  49  Austin  St.,  Hyde  Park,  Mass. 

May       8,  1888 — Burns,  A.  L D'tsman,  Jabez  Bums  &  Sons,  8  Worth 

St.,  New  York  City,  and  297  Halsey  St.,  Brooklyn. 

May      14,  1890— Chubchill,  W.  W Westinghonse,  Church,  Kerr  &  Co., 

17  Cortlandt  St.,  N.  Y. 
May  8,  1888— Cole,  L.  W.M.  M.  Eagle  Square  Mfg.  Co.,  So.  Shaftsbury,  Vt. 
May     81,  1887— Conbad,  Hugh  Vincent.  .  .Rand  Drill  Co.,  28  Park  Place, 

and  N.  Tarry  town.  New  York. 
May      14,  1890— Coopkb,  Henby  R.  . .  .Supt.  Caustic  Dept.  Solvay  Process 

Co.,  and  420  Milton  Ave.,  Syracuse,  N.  Y. 

May       8,  1888— CuBTis,  Ralph  E 209  Juniata  St.,  Trans.  Dept.  Penna. 

Lines,  Allegheny,  Pa. 

May      14,  1890~-Da8HIBLL,  Bbstj.  J.,  Jr. . .  .Cons,  and  Contracting  Engineer, 

6  South  St.,  Baltimore,  Md. 
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May    '  14,  1890— Dawes,  Robt.  ,Fm*n  Macbinlat,  Erie  &  Trenton  Aves..  and] 

8682  Frankford  Ave.,  Phila.,  Pa. 

May     21, 1884— Day,  F.  M Hopedale,  Mai»8. 

Maj      15,  1889— Dbwson,  Edwabo  H.,  Jb.  . .  Dist.  Pmn.  U.  P.  Ry.,  Ellis,  Kan. 

NoF.     80.  1886— Dixon,  W.  P Cooke  L.  &  M.  Co.,  Paterson,  N.  J. 

May      14,  1890— Dinkle,  Jr.,  Gbo  . . . .  Aac^ist.  Eng.,  F.  O.  Mattbiessen  & 

Wiechers,  1«5  Washington  St.,  Jersey  City,  N.  J. 

May       8,  1888— Dock  am,  Edwabd  Hebbebt Asbestos  Pckg.  Co., 

169  Congress  St,  Boston,  Mass. 

Nov.     19,  1889— Dbavo,  Geo.  P Fraser  and  Chalmers,  and  198  Dearborn 

Ave.,  Chicago,  111. 

May      15,  1889— Eablk,  Eooab  P Ordnance  Dept.,  Bethlehem  I.  Co., 

*    South  Bethlehem,  Pa. 

May     15,  1889— Eberhabdt.  F.  L'H (Firm  of  E.  GoiUd  &  Eberhardt). 

and  97  Congress  St.,  Newark,  N.  J. 

May      15,  1889— Edwabds,  V.  E D'tsman,  25  Lincoln  St.,  Worcester.  Mass. 

May    114,  1890— Eilebs.  KAkL  Embich.  .  .Care  of  S.  Bleichr6der,  Bebren  St. 

63,  Berlin,  Germany. 

May       8,  1888 — Firestone,  Joe  F.  . .  F'm'n  Mach.  Shop  Coin  mhos  Buggy  Co., 

and  55  Hoffman  Ave., Columbus,  Ohio. 
Nov.     29.  1887— FOEAN,  Geo.  J. .  .Geo.  F.  Blake  Mfg.  Co.,  Ill  Federal  St., 

Boston,  and  Sanborn  Ave.,  Dorchester,  Mass. 
May     27,  1885— Foster,  Ebnest  fl. . . .  .H.  R.  Worthington  Hydr.  Works, 

86  Liberty  St,  N.  T.,  and  Englewood,  N.  J. 

May     81,  1887— Gabpield,  Alexakdeb  Stanley Box  1641,  Boston,  Mass. 

May       8,  1888 — Glasseb,  Chables,  H ^ Ironwood,  Mich. 

Nov.     19,  1889— Gobton,  Johk  C DMsman,  Yale  &  Towne  Mfg.  Co., 

and  Park  Ave.,  Stamford,  Conn. 

May      15,  1889— Goss,  Edwabd  O .D'ftsman  and  Me9h.  Eng. 

Scoville  Mfg.  Co.,  Waterbury,  Conn. 
May     21,  1884— Guthrie,  Edwabd  B Deputy  City  Eng'r,  Buffalo,  N.  Y. 

May     26,  1886— Hiqqins,  Geo.  F Amoskeag  Manuf.  Co.,  Manchester,  N.  H. 

May       8,  1888— Hildreth,  William  Osgood.  ..D'tsman  Stanley  Mfg.  Co., 

Box  198,  and  21  Essex  St.,  Lawrence,  Mass. 
May       8,  188— Hobabt,  James  C.  . .  .Sec'y  The  Triumph  Cmpd.  Eng.  Co., 

211-219  W.  Second  St.,  and  Price  Hill,  Cincinnati.  Ohio. 

May    15,  1889— Holmes,  Charles  L Mech.  Eng.,  Waterbury,  Conn. 

Nov.     29,  1887— HusON,  Wikfield  S Mech.  Dtsman  &  Des.  Campbell 

P't'g  Press  &  Mfg.  Co.,  and  Box  865,  Taunton,  Mass. 

Nov.     19,  1889^1  ABBCKT,  Alex.  H Supt.  F'd'y  Jarecki  Mfg.  Co.,  Ltd., 

and  French  and  Ninth  Streets,  Erie,  Pa. 

Nov.    19, 1889-JoHK,  Harby  P CTif.  Dftsman  St.  L.  &  S.  F.  Co., 

and  Ozark  Hotel,  N.  Springfield,  Mo. 
May     15, 1889— Johhston,  Edward  B.  .Chief  D'ftsman  Frey  Printing  Co., 

11  and  13  E.  8th  St.,  ancinnati,  Ohio,  and 

Fairfield  Ave.,  Bellevae,  Ky. 
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May     15,  1880— Kiblt,  H.  J Saksmaa  Link  Belt  Eng.  Co.,  49  Dey  St., 

N.  Y.  City,  and  118  Nevins  St..  Brooklyn.  N,  Y. 

May     15,  1889— Laird,  John  A Asst.  Mech.  Eng.  W.  W.  Extension. 

77  K  May  Street,  St.  Loais,  Mo. 

Nov.     80,  188ft— LIDGEBWOOD,  Wm.  Vail Lidgerwood  Mfg.  Co. 

96  Liberty  Street.  N.  Y.  City. 

Oct.      16,  1888— LiPPS,  Hbnrt,  Je Eng'r  M.  W.  R.  «&  D.  K.  B., 

Raleigh,  N.  C. 

Nov.     19,  1889— LocKWOOD,  J.  P lyftsman  Otis  Brothers  &  Co., 

88  Park  Row.  and  2002  Pifih  Ave..  New  York  aty. 

May     15,  1889— Lowe,  William  V Care  of  Parkhill  Mfg.  Co.,  and 

27  Mechanic  St..  Fitchbnrg.  Mass. 

May     81,  1887— Lyall,  William  l* J.  &  W,  Lyall,  540  W.  28d  St., 

aud  867  W.  20th  St.,  New  York  City. 

May      14.  1890— Maqoun,  Henbt  A. . .  .Ch.  D'tsman,  Marine  Dept.  Penna. 

Steel  Co.,  Sparrow's  Point,  Md. 

April      7,  1880-Mabx,  Hbnby Gen  Agt..  The  O.  A.  Gray  Co.,  481 

Sycamore  St.,  Clnn..  O. 

Oct.      16, 1888— McLbod,  Howard  D D'tsman  and  Asst ;  Eng'r  Tests, 

E.  P.  Ellis  &  Co.,  and  cor.  Cass  and  Mason  Streets, 

Milwaakee,    Wis. 

Nov.     29.  1887— Mbbriam,  Hbhbt  P Pnenm.  Dyn.  Gan  Co.,  and 

11  Chariton  Si.,  New  York  City. 

Oct.     16,  1888— Merrill.  Alltmb  Litchfibld Instr.  Mech.  Eng'g 

Ma99.  Inst.  Tech..  Boston,  and  65  Dana  St..  Cambridge,  Mass. 

Oct.     16,  1888— Millbr,  Edward  FxmBEB Instr.  Mech.  Eng'g  Mass. 

'     Inst.  Tech..  Boston,  and  9  Franklin  St., 

Cambridgeport,  Mass. 
May     26,  1886— Moran,  Daniel  E.,  with  Sooysmith  &  Co.,  2  Nassau  St., 

and  26  West  18th  St..  New  York  aty. 

May     81,  1887— Mumford,  Edoar  Huidbkopeb Sapt.  Russel  Wheel 

and  Fdy.  Co.,  and  210  McDoogal  Ave.,  Detroit,  Mich. 

April     7,  1880— Nbptbl,  Eitight 41  Liberty  Street,  New  York  City. 

Nov.     11,  1885— NoBBis,  B.  Van  A.  .Asst.  Eng.  P.  B.  B.  Coal  Co.,  Box  726, 

Wilkesbarre,  Pa. 

Nov.      5,  18dO^OwBN,  Edwabd  H.,  Jr 150  Crescent  St.,  Waltham,  Mass. 

May     15,  1889— Pbrcival,  Georob  S Westingbouse,  Charoh,  Kerr  &  Co., 

17  Cortlandt  St.,  N.  Y.,  and  No.  82  W.  46th  St..  N.  Y.  City. 
Oct.      16,  1888— Pollbdo.  Y.  .Mgr.  Su.  Barbara  Sugar  Works.  Cardenas,  Cuba. 

May     15,  1889— QoiMBT,  William  E John  Patten  Mfg.  Ca, 

Mills  Bldg.,  N.  Y.,  and  81  Oakwood  A  venae,  Omnge,  N.  J. 

May     15,  1889— Bbmt,  H.  O B.  B.  Thomson-Hooston  Elect.  Co.,  and 

118  Franklin  St.,  L.vnn,  Mai>s. 
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May     15, 1889 — Ret!?oli>6.  Gbohob  F M.  C.  Bullock  Mfg.  Co.,  8apt. 

DUun.  Drill  Ezpl.,  Joliannisberg,  S.  Africa,  and  care  of 
O.  B.  RejDoldfl,  Boom  20,  Tribune  BIdg.,  883  Hioman 

Ave.,  Chicago,  also  EyiiDstoD,  111. 

June    20, 1880— Rn>OLBT,  Wk.  Baerett. V.-P.  Springfield  Iron  Co. 

Springfield.  Dl. 
Maj     14,  1890—11088,  E.  L.  ..M.  E.  Cbapman  Valve  Co.,  Indian  Orchard,  Masfi. 

Not.     11,  18^6— BOWLAKD,  Chas.  B Continental  Iron  Works, 

Brooklyn,  N.  Y.,  and  829  Madison  Ave.,  New  Yoik  City. 

Not.    29,  1887— Rowlakd,  Geo Continental  Iron  Works  and 

829  Madison  Ave.,  New  York  City. 

May     15, 1889— Sahukls,  Jokathaj^  H.  .D'ftsman  Williami*,  White  &  Co., 

Moline,  111. 

May     15,  1889— Scholu  Julian  S Fdry  and  MacVn'y  Dept. 

Harriflbnrg  Mfg.  Co.,  and  819  Hauimel  St.,  Harriftborg,  Pa. 

Oct      16,  1888— ScHWABZ,  Fkanz  H lytBrnan  Lower  Pacific  Mills, 

and  219  Essex  St,  Lawrence,  Mass. 

Not.     19.  1889— Sbars,  Wtllaxd  T D'ftsman  Bement,  Miles  &  Co.,  and 

1080  Green  St.,  Phila.,  Pa. 

May     15, 1889— Shbpabd,  Frank  E Mech.  Eng'r.  of  Thomas,  Shepard  & 

Searing,  69  Arapahoe  Bldg,  DenTer,  Col. 

April      7, 1880— Smith,  Albert  W Asst  Prof.  Mecli.  Eng. 

Cornell  University,  Ithaca,  N.  Y. 

May     15,  1889— Smith,  C.  M.  W Instr.  Brooks  Tech.  School,  and 

D'ftsman  and  Des.,  Dankirk  Eng'g  Co.,  and  428 

Central  Ave.,  Dnnkirlc,  N.  Y. 

Oct      16,  1888— SiciTH,  Charles  P IVtsman  and  Designer 

C.  B.  Rogers  &  Co.,  and  52  Church  Stj  Norwich,  Conn. 

May     28,  1886— Stevens,  Wm.  N N.  Y.  Safety  Car  Htg.  &  Ltg.  Co., 

160  B'way,  al>o  97  Pine  St.,  New  York  City. 

May     26,  1836— Stone,  Wilbur  M Asst.  Supt  The  Pratt  &  Cady  Co., 

and  6  Townley  St,  Hartford,  Conn. 
Not.       1,  1883— SuTBR.  George  A..  .Baker.  Smith  &  Co.,  Soutli  Fifth  ATe. 
and  Houston  St,  New  York  City,  and  206  Maroy  Ave., 

Brooklyn,  N.  Y. 

May       8,  1888— Taylor,  Willlam  M Sec'y  Chandler  &  Taylor  Co., 

^   870  West  Washington  St.,  Indianapolis,  Ind. 
May     14.  1890— Thomas,  Edward  O.,  of  Thomas,  Shepard  &  Searing,  Mech. 

&  Elect.  Engs.,  Room  69,  Arapahoe  Bldg,  Denver,  Col. 

May     27,  1885— Torrance,  Kenneth Mech.  Eng.,  H.  B.  Worthlngton, 

95  Lake  St.,  and  261  Dearborn  Ave.,  Chicago,  III. 
Miy     15, 1889— Tbowbbedqb,  Frank  C.  .  .D'ftsman,  Black  &  Clawson  Co., 

108  Basio  St,  Hamilton,  O. 

May     27.  1885l-Van  Duzee,  Habold Con?.  Eng..  480  Walnut  St, 

Room  81,  and  1824  Tioga  St,  Philadelphia,  Pa. 

May       8, 1888— Vebdbr,  Cubtis  H ThomsonHouston  Electric  Co., 

and  113  Franklin  St,  Lynn,  Mafs. 
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May     14*  1890— Waldron,  Fbkd.  A.. . .  .DftsmaD.  Tale  &  Towne  Mfg.  Co., 

and  Myrtle  Ave.,  Stamford,  Conn. 
Nov.    19,  1889— Watt,  S.  P.  .Mecb.  £ng.,  Col  ambus  Much.  Co.,  Colambus,  Ohio. 

Nov.    19,  1889— Whalet,  W.  B.  Smith Charleston  Iron  Works. 

East  Bay  and  Priichard  Sts..  and  d6  Legare,  Charleston,  S.  C. 

May     27,  1885— Whitino,  Chablsb  W Inspector  for  E.  D.  Leavitt, 

2  Central  Sq.,  and  11  Ware  St.,  Cambridgeport,  Mass. 

May     15. 1889— WioaiK,  Wm.  H Supt.  G.  L.  Brownell, 

16  Union  St.,  and  199  Lincoln  St.,  Worcester,  Mara. 
Nov.    29,  1887— WiLKBS.  J.  Prawk  . . .  Sapt.  Mecklenburg  I.  W.,  Charlotte^  N.  C. 
Nov.    11, 1885— Williams,  Habvhy  D.  .  ..Assist.  Prof.  Mecb.  Dr.  and  Maoh. 
Des.  Sibley  Coll.,  Cornell  Univ.,  and  100  Cascadilla  Place, 

Ithaca.  N.  Y.. 

Nov.     19,  1889— WouCESTER,  Vbrnob  P DTtsman  Howe  Scale  Co.,  and 

86  Pine  St.,  Rutland,  Yt . 


Deceased. 

Henbt  R.  Woethinqton. Dec.  17,  1880. 

Theodoee  R.  Scowden Dec.  81,  1881. 

Alexandee  L.  Hollet Jan.  !^,  1882. 

Eeastus  W.  Smith June  12,  1882. 

Petee  Coopee,  Honorary  Member April  4,  1888. 

James  Paeb,  Je April  21,  1888. 

W.K  Seaman July  2,  1883. 

Redmond  J.  Beouoh July  21,  1883. 

C.  W.  Siemens,  Honorary  Member Nov.  20,  1883. 

Henet  p.  Snydee Nov.  25,  1888. 

O.  Hallauee,  Honorary  Member Dec.  5,  1883. 

William  Atwood Feb.  16,  1884. 

WiLMEE  G.  Caetweight Feb.  28,  1884.' 

Theodoee  H.  Risdon May  19,  1884, 

Isaac  Newton Sept.  25,  1884. 

J.  H.  BuENETT Jan.  31,  1885. 

HoeacbLoed Feb.  28,  1885. 

D.  H.  HoTCHEiss April  29,  1885. 

Henei  Teescia,  Honorary  Member Juiie  24,  1885. 

Hbnev  H.  Goeeinoe July  6,  1885. 

WilbueH.  Jones July  29,  1885. 

FeEDEBIC  £.  BUTTEBFIELD Sept.  5,  1885. 

Wm.  Cleveland  Hicks 06t  19,  1886. 

D.  S.  HiNES Nov.  9,  1885. 

Theodoee  Bebonee Jan.  5,  1886. 

Emile  F.  Loiseau April  30,  1886. 

John  C.  Hoadley Oct.  21,  1886. 

Homee  Hamilton Nov.  29,  1886. 

John  B.  Root Dec.  11,  1886. 

Bishop  Abnold Feb.  16,  1887. 

B.  F.  Emkeson  Umocui/«) April  5,  1887. 
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Wm.  KNicoLL July  2,  1887. 

Jackson  Bailbt  iAsaoei<M) July  7,  1887. 

James  Shbwffs July  18,  1887. 

WiLUAM  Wallace  Eakscom Jan.  19,  1888. 

Baenabas  H.  Bastol Feb.  10,  1888. 

H.  P.  Grkgoey July  2,  1888. 

Alfekd  B,  Couch Aug.  2,  1888 

BuDOLPH  Clausius,  Honorary  Member Aug.  24,  1888, 

Willllm  Miller Sept.  21,  1888. 

Daniel  N.  Jones Deo.  10,  1888. 

Cornelius  H.  Delamater Feb.  7,  1889, 

John  Ericsson March  8,  1889. 

Hartet  p.  Gaskill April  80,  1889, 

Alex.  Hamilton,  Jr May  81,  1889. 

Wm.  H.  Scranton June  19,  1889 

HsNRT  Parsons June  20,  1889. 

James  Beoos July  19,  1889. 

John  Coffin .Sept.  8,  1889. 

WM.B.  Jones Sept.  29,  1889. 

Howell  Green Oct.  25,  1889. 

Fred  B.  Rice Dec.  6,  1889. 

Hector  C.  Haybmeter  (Life  Member) Dec.  14,  1889. 

Chas.  A.  AsHBURNER Deo.  24,  1889. 

Horatio  Allen,  Honorary  Member. . ; Dec.  81,  1889, 

Gustate-Adolphe  Hirn. Jan.  14,  1890, 

Chas.  D.  Smith Jan.  28,  1890. 
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RULES 


OF  THE 


AMERICAN  SOCIEH  OF  MECHANICAL  ENGINEERS. 

[AdopM  ITavmber  lUh,  1881] 


OBJECTS. 

Abt.  1.  The  objects  of  the  American  Society  of  MeohinicaIi 
Enoineebs  are  to  promote  the  Arts  and  Sciences  connected  with 
Engineering  and  Mechanical  Construction,  bj  means  of  meetings 
for  social  intercourse  and  the  reading  and  discussion  of  profes- 
sional papers,  and  to  circulate,  bj  means  of  publication  among  its 
members,  the  information  thus  obtained. 

MEMBEBSmP. 

Abt.  2.  The  Society  shall  consist  of  Members,  Honorary  Mem- 
bers, Associates  and  Juniora 

Abt.  3.  Mechanical,  Civil,  Military,  Mining,  Metallurgical  and 
Naval  Engineers  and  Architects  may  be  candidates  for  member^ 
ship  in  this  Society. 

Abt.  4.  To  be  eligible  as  a  Member^  the  candidate  miist  have  been 
so  connected  with  some  of  the  above-specified  professions  as  to  be 
considered,  in  the  opinion  of  the  Council,  competent  to  take  charge 
of  work  in  his  department,  either  as  a  designer  or  constructor,  or 
else  he  must  have  been  conpected  with  the  same  as  a  teacher. 

Abt.  5.  Honorary  Members^  not  exceeding  twenty-five  in  num- 
ber, may  be  elected.  They  must  be  persons  of  acknowledged  pro- 
fessional eminence  who  have  virtually  retired  from  practice. 

Abt.  6.  To  be  eligible  as  an  Associate^  the  candidate  must  have 
such  a  knowledge  of  or  connection  with  applied  science  as  quali- 
fies him,  in  the  opinion  of  the  Council,  to  co-operate  with  enghieert 
in  the  advancement  of  professional  knowledge. 
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Abt.  7.  To  be  eligible  as  a  Junior^  the  candidate  must  have 
been  in  the  practice  of  engineering  for  at  least  two  years,  or  he 
must  be  a  graduate  of  aU  engineering  school. 

The  term  "Junior"  applies  to  the  pi-ofessional  experience, and 
not  to  the  age  of  the  candidate.  Juniors  maj  become  eligible  to 
membership. 

Art.  8.  All  Members  and  Associates  shall  be  equally  entitled  to 
the  privileges  of  membership.  Honorary  Members  and  Juniors 
shall  not  be  entitled  to  vote  nor  to  be  members  of  the  Council 

ELECTION  OF  MEMBEBS. 

Art.  9.  Every  candidate  for  admission  to  the  Society,  excepting 
candidates  for  honorary  membership,  must  be  proposed  by  at  least 
three  members,  or  members  and  associates,  to  whom  he  must  be 
personally  known,  and  he  must  be  seconded  by  two  others.  The 
proposal  must  be  accompanied  by  a  statement  in  writing  by  the 
candidate  of  the  grounds  of  his  application  for  election,  including 
an  account  of  his  professional  experience,  and  an  agreement  that 
he  will  conform  to  the. requirements  of  membership  if  elected. 

Art.  lO.  All  such  applications  and  proposals  must  be  received 
and  acted  upon  by  the  Council  at  least  thirty  days  before  a  regn* 
lar  meeting,  when  the  Secretary  shall  at  once  mail  to  ^each  mem- 
ber and  associate,  in  the  form  of  a  letter  ballot,  the  names  of  can- 
didates recommended  by  the  Council  for  election. 

Art.  11.  Any  member  or  associate  entitied  to  vote  may  erase 
the  name  of  any  candidate,  and  may,  at  his  option,  return  to  the 
Secretary  such  baliot  enclosed  in  two  envelopes,  the  inner  one  to 
be  blank  and  the  outer  one  endorsed  by  the  voter. 

Art.  12.  The  rejection  of  any  candidate  for  admission  as  mem- 
ber, associate,  or  junior,  by  seven  voters,  shall  defeat  the  elec- 
tion of  said  candidate.  The  rejection  of  any  candidate  for  admis- 
sion as  honorary  member  by  ihrte  voters  shall  defeat  the  election 
of  said  candidate. 

Art.  13.  The  said  blank  envelopes  shall  be  opened  by  the 
Council  at  any  meeting  thereof,  and  the  names  of  the  candidates 
elected  shall  be  announced  in  the  first  ensuing  meeting  of  the  So- 
ciety, and  also  in  the  first  ensuing  list  of  members.  The  names, 
of  candidates  not  elected  shall  neither  be  announced  nor  recorded 
in  the  proceedings 

Art.  14. — Candidates  for  admission  as  honorarv  members  shaU 
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not  be  required  to  present  their  claims ;  those  making  the  nomi- 
nations shall  state  the  grounds  therefor,  aud  shall  certify  that  the 
nominee  will  accept  if  elected.  The  method  of  election  in  otber 
respects  shall  be  the  same  as  in  case  of  other  candidates. 

Abt.  15/  All  pei*sons  elected  to  the  Society,  excepting  honorary 
members,  mnst  subscribe  to  the  rules  and  pay  to  the  Treasurer 
the  initiation  fee  before  they  cau  receive  certificates  of  member* 
ship.     If  this  is  not  done  within  six  months  of  notification  of  elec 
tion,  the  election  shall  be  void. 

Abt.  16.  The  proposers  of  any  rejected  candidate  may,  within 
three  months  after  such  rejection,  lay  before  the  Council  written 
evidence  that  an  error  was  then  made,  and  if  a  reconsideration  is 
granted,  another  ballot  shall  be  ordered,  at  which  thirteen  nega- 
tive votes  shall  be  required  to  defeat  the  candidate. 

Abt.  17.  Persons  desiring  to  change  the  class  of  their  member* 
ship  shall  be  proposed  in  the  same  form  as  described  for  a  new 
applicant. 

FEES  AND  BITES. 

Abt.  18.  The  initiation  fees  of  members  and  associates  shall  be 
$15,  and  their  annual  dues  shall  be  $10,  payable  in  advance.  The 
initiation  fee  of  juniors  shall  be  $10,  and  their  annual  dues  $5, 
payable  in  advance.  A  junior,  being  promoted  to  full  membership, 
shall  pay  an  additional  initiation  fee  of  $6.  Any  member  or  as- 
sociate may  become,  by  the  payment  of  $160  at  any  one  time,  a 
life  member  or  associate,  and  shall  not  be  liable  thereafter  to 
annual  dues. 

Abt.  19.  Any  member,  associate  or  junior,  in  arrears  may,  at 
the  discretion  of  the  Council,  be  deprived  of  the  receipt  of  publi- 
cations, or  stricken  from  the  list  of  members,  when  in  arrears  for 
one  year.  Snch  person  may  be  restored  to  membership  by  the 
Council  on  payment  of  all  arrears,  or  by  re-election  after  an  inter- 
val of  three  years. 

0FFIGBB8. 

Abt.  20.  The  affairs  of  the  Society  shall  be  managed  by  a  Coun- 
cil, consisting  of  a  President,  six  Vice-Presidents,  nine  Managers 
and  a  Treasurer,  who  shall  also  be  the  Trustees  of  the  Society. 

All  past  (Ex)  Presidents  of  the  Society,  while  they  retain  their 
membership  therein,  shall  be  known  as  Honorary  Councillors,  and 
shall  be  entitled  to  receive  notices  of  all  meetings  of  the  Council 
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and  may  take  part  in  any  of  its  deliberations ;  they  shall  be  en- 
titled to  vote  upon  all  questions  except  such  as  affect  tho  legal 
rights  or  obligations  of  the  Society  or  its  members. 

Abt.  21.  The  members  of  the  Council  shall  be  elected  from 
among  the  members  and  associates  of  the  Society  at  the  annual 
meetings,  and  shall  hold  office  as  follows  : 

The  President  and  the  Treasurer  for  one  year ;  and  no  person 
shall  be  eligible  for  immediate  re-election  as  President  who  shall 
have  held  that  office  for  'two  consecutive  years ;  the  Vice-Presi- 
dents for  two  years  and  the  Managers  for  three  years ;  and  no 
Vice-President  or  Manager  shall  be  eligible  for  immediate  re- 
election to  the  same  office  at  the  expiration  of  the  term  for  which 
he  was  elected. 

Art.  22.  A  Secretary,  who  shall  be  a  member  of  the  Society, 
shall  be  appointed  for  one  year  by  a  majority  of  the  members  of 
the  Council  at  its  first  meeting  after  the  annuaJ  election,  or  as  soon 
thereafter  as  the  votes  of  a  majority  of  the  members  of  the  Council 
can  be  secured  for  a  candidate.  The  Secretary  may  be  removed 
by  a  vote  of  twelve  members  of  the  Council,  at  any  time  atter  one 
month's  notice  h&s  been  given  him  by  a  majority  of  its  member? 
to  show  cause  why  he  should  not  be  removed,  and  he  has  been 
heard  to  that  effect.  The  Secretary  may  take  part  in  any  of  the 
deliberations  of  the  Council,  but  shall  not  have  a  vote  therein. 
His  salary  shall  be  fixed  for  the  time  he  is  appointed  by  a  majority 
vote  of  the  Council. 

Abt*  23.  At  each  annual  meeting,  a  President,  three  Vice-Presi- 
dentSy  three  Managers  and  a  Treasurer  shall  be  elected,  and  the 
term  of  office  of  each  shall  continue  until  the  end  of  the  meeting 
at  which  their  successors  are  elected. 

Abt.  24.  The  duties  of  all  officers  shall  be  such  as  usually  per- 
tain to  their  offices  or  may  be  delegated  to  them  by  the  Council 
or  by  the  Society.  The  Council  may,  in  its  discretion,  require 
bonds  to  be  given  by  the  Treasurer. 

Art.  25.  The  Council  may,  by  vote  of  a  majority  of  all  its 
members,  declare  the  place  of  any  officer  vacant,  on  his  failure  for 
one  jear,  from  inability  or  otherwise,  to  attend  the  Council  meet- 
ings, or  to  perform  the  duties  of  his  office.  All  such  vacancies 
and  those  occurring  by  death  or  resignation  shall  be  filled  by  the 
appointment  of  the  Council,  and  any  person  so  appointed  shall 
hold  office  for  the  remainder  of  the  term  for  which  his  predecessor 
was  elected  or  appointed;  provided  that  the  said  appointment 
shall  not  render  him  ineligible  at  the  next  annual  meeting. 
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Abt^  26.  Fiye  members  of  the  Council  shall  constitate  a  qnorum ; 
but  the  Ck>ancil  may  appoint  an  Executive  Committee,  or  business 
msj  be  transacted  at  a  regularly  called  meeting  of  the  Council,  at 
which  less  than  a  quorum  is  present,  subject  to  the  approval  of 
a  majority  of  the  Coancil,  subsequently  given  in  writing  to  the 
Secretary  and  recorded  by  him  with  the  minutes.  Absent  mem- 
bers of  the  Council  may  vote  by  proxy  upon  subjects  stated  in  the 
call  for  a  meeting,  said  proxy  to  be  deposited  with  the  Secretary. 

Art.  27.  The  President  on  assuming  office  shall  appoint  a 
Finance  Committee  and  a  Publication  Committee  and  a  Library 
Committee  of  five  members  each.  The  appointment  of  two  mem- 
bers of  each  Committee  shall  expire  at  the  end  of  each  year.  The 
Secretary  shall,  ex  officio^   be  a  member  of  all  three  Committees. 

Abt.  28. — The  Finance  Committee  shall  have  power  to  order 
all  ordinary  or  current  expenditures,  and  shall  audit  all  bills  there- 
for. No  bill  shall  be  paid  except  upon  their  audit.  When  spe- 
cial appropriations  are  ordered  by  the  Society,  they  shall  not  take 
effect  until  they  have  been  referred  to  the  Council  and  Finance 
Committee  in  conference. 

Abt.  29.  It  shall  be  the  duty  of  the  Publication  Committee  to 
receive  all  papers  contributed,  to  decide  which  shall  be  published 
in  the  Transactions^  and  which  shall  be  read  in  full  at  the  meetings. 

Abt.  80.  It  shall  be  the  duty  of  the  Library  Committee  to  take 
charge  of  the  collection  of  all  material  for  the  Library  of  the  S^ 
dety,  and  to  supervise  all  regulations  for  its  use. 


ELBOnOH  OF  OFFICEBS. 

Abt.  31.  At  the  regular  meeting  preceding  the  annual  meeting 
a  nominating  committee  of  five  members,  not  officers  of  the  Soci- 
ety, shall  be  appointed,  and  this  committee  shall,  at  least  thirty 
days  before  the  annual  meeting,  send  to  the  Secretary  the  names 
of  nominees  for  the  offices  fallmg  vacant  under  the  ndes.  In  ad- 
dition to  such  regularly  appointed  committee,  any  other  five  mem- 
bers or  associates,  not  in  arrears,  may  constitute  an  independent 
nominating  committee,  and  may  present  to  the  Secretary,  at  least 
thirty  days  before  the  annual  meeting,  all  the  names  of  such  can- 
didates as  they  may  select.  All  the  names  of  such  independent 
nominees  shall  be  placed  upon  the  ballot  list  with  nothing  to  dis- 
tinguish them  from  the  nominees  of  the  regular  committee,  and 
the  Secretary  shall  at  once  mail  the  said  list  of  names  to  each 
member  and  associate  in  th^  form  of  a  letter  ballot,  it  being  un- 
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derstood  that  the  assent  of  the  nominees  shall  have  been  secnred 
in  all  cases. 

Abt.  82.  In  the  election  of  Vice-Presidents,  each  member  and 
associa^  may  cast  as  many  votes  as  there  are  Vice-Presidents  to 
be  elected.  He  may  give  all  these  votes  to  one  candidate,  or  dis- 
tribnte  them  among  more,  as  he  chooses.  Managers  shall  be 
voted  for  in  the  same  way. 

Abt.  33.  Any  member  or  associate  entitled  to  vote  may  vote  by 
retaining  or  changing  the  names  on  said  list,  leaving  names  not 
exceeding  in  number  the  officers  to  be  elected,  and  returning  the 
list  to  the  Secretary — such  ballot  inclosed  in  two  envelopes,  the 
inner  one  to  be  blank  and  the  outer  one  to  be  indorsed  by  the 
voter.  Ko  member  or  associate  in  arrears  since  the  last  annual 
meeting  shall  be  allowed  to  vote  until  said  arrears  shall  have  been 
paid. 

Art.  34.  The  said  blank  envelopes  shall  be  opened  by  tellers 
at  the  annual  meeting,  and  the  person  who  shall  have  received  the 
greatest  number  of  votes  for  the  several  offices  shall  be  declared 
elected. 

MEETINOS. 

Art.  36.  The  annual  meeting  of  the  Society  shall  be  held  on 
the  first  Thursday  in  November  of  each  year,  in  the  City  of  New 
York,  unless  otherwise  ordered,  at  which  a  report  of  proceedings 
and  an  abstract  of  the  accounts  shall  be  furnished  by  the  Council 
The  Council  may  change  the  place  of  the  annual  meeting,  and 
shall,  in  that  case,  give  timely  notice  to  members  and  associates. 

Art.  36.  Other  regular  meetings  of  the  Society  shall  be  held  in 
each  year  at  such  time  and  place  as  the  Council  may  appoint.  At 
least  thirty  days'  notice  of  all  meetings  shall  be  mailed  by  the 
Secretary  to  members,  honorary  members,  associates  and  juniors. 

Art.  37.  Special  meetings  may  be  called  whenever  the  council 
may  see  fit ;  and  the  Secretary  shall  call  a  special  meeting  at  the 
written  request  of  twenty  or  more  members.  The  notices  for 
special  meetings  shall  state  the  business  to  be  transacted,  and  no 
other  shall  be  entertained. 

Art.  38.  Any  member,  honorary  member  or  associate  may 
introduce  a  stranger  to  any  meeting ;  but  the  latter  shall  not  take 
part  in  the  proceedings  without  the  consent  of  the  meeting. 

Art.  89.  Every  question  which  shall  come  before  the  Society 
shall  be  decided,  unless  otherwise  provided  by  these  rules,  by  the 
votes  of  a  majority  of  the  members  and  associates  presenti  pzo- 
Tided  there  is  a  quorum. 
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Abt.  40.  At  any  regular  meeting  of  the  Society  thirteen  or  more 
members  and  associates  shall  constitute  a  quorum. 

Abt.  41.  Unless  otherwise  ordered,  papers  shall  be  read  in  the 
order  in  which  their  text  is  received  by  the  Secretary.  Before 
any  paper  appears  in  the  Transactions  of  the  Society  a  copy  of 
the  paper  shall  be  sent  to  the  author,  and,  so  far  as  possible,  a 
copy  of  the  reported  discussion  shall  be  sent  to  eveiy  member 
who  took  part  in  the  same,  with  requests  that  attention  shall  be 
called  to  any  errors  therein. 

Art.  42.  The  Society  shall  claim  no  exclusive  copyright  in 
papers  rend  at  its  meetings,  nor  in  reports  of  discussions,  except 
in  the  matter  of  official  publication  with  the  Society's  imprint,  as 
its  Transactions,  The  Secretary  shall  have  sole  possession  of 
papers  between  the  time  of  their  acceptance  by  the  Publication 
Committee  and  their  reading,  together  with  the  drawings  illustrate 
ing  the  same  ;  and  at  the  time  of  such  reading,  or  as  soon  there- 
after as  practicable,  he  shall  cause  to  oe  printed,  with  the  authors' 
consent,  copies  of  such  papers,  "  subject  to  revision,''  with  such 
illustrations  as  are  needed  for  the  Transactions^  for  distribution 
to  the  members  and  for  the  use  of  technical  newspapers,  American 
and  foreign,  which  may  desire  to  reprint  them  in  whole  or  in  part. 
The  policy  of  the  Society  in  this  matter  shall  be  to  give  papers 
read  before  it  the  widest  circulation '  possible,  with  the  view  of 
making  the  work  of  the  Society  known,  encouraging  mechanical 
progress,  and  extending  the  professional  reputation  of  its  members. 

Abt.  43.  The  author  of  each  paper  read  before  the  Society 
shaD  be  entitled  to  twelve  copies,  if  printed,  for  his  own  use,  and 
all  members  shall  have  the  right  to  order  any  i^umber  of  reprints 
of  papers  at  a  cost  to  cover  paper  and  printing  ;  provided^  that 
said  copies  are  not  intended  for  sale. 

Art.  44.  The  Society  is  not,  as  a  body,  responsible  for  the 
statements  of  fact  or  opinion  advanced  in  papers  or  discussions, 
at  its  meetings  ;  and  it  is  understood  that  papers  and  discussions 
should  not  include  matters  relating  to  politics  or  purely  to  trade. 

AMENDMENTS. 

Art.  45.  These  rules  may  be  amended,  at  any  annual  meeting, 
by  a  two-thirds  vote  of  the  members  present ;  provided^  that  writ- 
ten notice  of  the  proposed  amendment  shall  have  been  given  at  a 
previous  meeting. 
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PROCEEDINGS 

OP   THE 

NEW  YORK  MEETING 

(XXth) 

OF  THE 

AMERICAN  SOCIETY  OF  MECHANICAL  ENGINEERS 

Noyetnber  18ih  t6  28d.  1889. 


Local  Committeb  of  Abbanobmbnts  :— S.  W.  Baldwin,  CDas.  Eirchhoff,  Jr., 
J.  P.  Lewis,  J.  F.  flolloway,  Wm.  H.  Wiley,  F.  R.  Hutton. 

First  Day.    Monday,  Novembeb  18th. 

The  XXth  Meeting  of  the  American  Society  of  Mechani- 
cal Engineers  was  also  its  Tenth  Annual  Meeting,  and  was 
opened  by  a  social  reception,  held  in  the  rooms  of  the  Society, 
No.  64  Madison  Avenue,  beginning  at  8.30  on  Monday  evening. 
A  committee  of  ladies  acted  as  hostesses  to  receive  the  mem- 
bers and  their  ladies ;  and  later  in  the  evening  a  collation  was 
served  in  the  rooms  above.  This  reunion  was  tl^  jlrb. «.  f 
kind,  the  Society  having  only  occupied  its  rooms  for  a  short 
time.  The  rooms  had  been  newly  furnished,  and  the  walls 
were  hung  with  pictures,  among  which  was  a  crayon  portrait  of 
Alex.  li.  HoUey,  one  of  the  founders  of  the  Society.  Over  three 
hundred  persons  were  present,  of  whom  more  than  fifty  were 
ladies. 

Second  Day.    Tuesday,  Nov.  19th. 

The  first  session  for  business  was  convened  in  the  Hall  of  the 
New  York  Academy  of  Medicine,  No.  12  West  31st  St,  at  ten 
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o'clock.     The  secretary's  registers  showed  the  following  mem- 
bers in  attendance  during  the  Convention : 

Alberf^r,  Louis  R New  York  City. 

Alden,  Geo.  I Worcester,  Ma-s. 

AllfD,  Francis  B Hartford.  Conn. 

Allison,  Robert Port  Carbon,  Ph. 
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Babcock.  Geo.  H.  {Past  President) New  York  City. 

Backstrom,  G.  L Pbiladelpbin,  Pa. 

Baker,  W.  S.  G.  ( Vic  -President^ Baltimore,  Md. 

Baldwin,  S.  W.  {Manctger) New  York  Ciiy. 

Baldwin.  W.  J New  York  City. 

Ball,  F.  H.  (Manager) Erie.  Pa. 

Barnard,  Geo.  A New  York  City. 

Barnes,  Abel  T . .  .Jamaica  Plain,  Mass. 

Barnes,  D.  L Chicago,  HI. 

Bamburst,  H.  R Erie,  Pa. 

Bassett,  N.  C Yonkers,  N.  Y. 

Bates,  Alex.  B New  York  City. 

Bayles.  Ja?.  C ; New  York  City. 

Beacb,  C.  8 Bt^nnington,  Vt. 

Billings,  C.  E Hartford,  Conn. 

BiDsse.  H.  L Newark,  N.J. 

Bird,  W.  W Worcester,  Mass. 

Bond,  Geo.  M.  {Manager) Hartford,  Conn. 

Booraem,  J.  V.  V Brooklyn,  N.  Y. 

Borden,  T.  J.  ( Vice- President) Fall  River,  Mass. 

Boyd,  Jno.  T Pbiladelpbia,  Pa. 

Brady.  Jas Brooklyn,  N.  Y. 

Brooks,  Morgan  St.  Paul,  Minn. 

Bulkley,  H.  W New  York  City. 

Burdsall,  El  wood.  Jr Portcliester,  N.  Y. 

Burns,  A.  L *. New  York  City. 

Burpee,  G.  H 

Butterworth,  Jas Pbiladelpbia,  Pa. 

Caldwell,  A.  J New  York  City. 

CampbeU,  A.  C Waterbury,  Conn. 

(/artwrigbt,  Robt Rochester,  N.  Y . 

Cary,  A.  A New  York  Ciiy. 

Cbeney,  W.  L Hartford,  Conn. 

Cbristensen,  A.  C New  York  City. 

Cbri^tiansen,  A West  Troy,  N.  Y. 

Christie,  W.  W Hniburn,  N.  Y. 

Clark,  W.  L New  York  City. 

Clarke,  S.  J Nbw  York  City. 

Cloud,  Jno.  W Buffalo.  N.  Y. 

Cole,  L.  W So.  Sbaftsbury,  Vt. 

Coleman,  I.  B Elmira,  N.  Y. 

Colwell,  A.  W New  York  City. 
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Conant,  T.  P New  York  City. 

Conmd,  H.  V New  York  City. 

Corbett.  C.  H .  .Brooklyn.  N.  Y. 

Cornelias,  H,  J Philadelphia,  Pa. 

C*rane,  T.  S Newark.  N.  Y. 

Crane,  W.  E Waterbury,  Conn. 

Cremer,  J.  M Brooklyn,  N.  Y. 

Craikshank,  Barton Brooklvn,  N.  Y. 

CuUingworth ,  Geo.  R New  York  City. 

DaUett,  W.  P Philadelphia,  Pa. 

Darling.  Edwin Pawtacket,  R.  I. 

Davifi,  I.  H Dorchester,  Mass 

Denton,  J.  E Holwkcn,  N.  J. 

Dick.  Jno MeadviUe,  Pa. 

Dickey,  W.  D New  York  City. 

Doran,  W.  S New  York  City. 

Drown,  F.  E Pawtucket,  R.  I. 

Dattoo,  C.  S Yonngstown,  Ohio. 

Eberhardt.  F.  L Newark,  N.  J. 

Edaon,  J.  B New  York  City. 

Emery,  A.  H Stamford,  Conn. 

Engel,  L.  G Brooklyn,  N.  Y. 

Faber  du  F«ur,  A New  York  City. 

Falkenaa,  A Philadelphia,  Pa, 

Field,  C.J Brooklyn,  N.  Y. 

Flidd.  F.  C New  York  City. 

Fletcher,  Andrew New  York  Ciiy. 

Fletcher,  W.  H New  York  Qty. 

Forney,  M.  N New  York  City. 

Fowler,  Geo.  L New  York  City. 

Freeman.  J.  R Boston,  Mass. 

Ganit,  H.  L. PhiladelphU,  Pa. 

Geohegan,  8.  J New  York  City. 

GilkfrsoD,  J.  A New  York  City, 

Gllmore,  R.  J Providence.  R.  I. 

Gobeille,  J.  L ; Cleveland,  Ohio. 

Gold,  8.  J » Englewood,  N.  J. 

God9,  W.  O Waterbury,  Conn. 
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Urinnell.  F.  {Manager) , Providence,  R.  I. 

Hague,  C.  A New  York  City. 

Hallock,  J.  K Erie,  Pa. 

Harmon.  O.  8 Brooklyn,  N.  Y. 

Hawkins,  J.  T.  {Manager) Taunton,  Mass. 

Hayward,  F.  H New  York  City. 

Hazard.  V.  G Wilmington.  Del. 

Hemenway.  F.  F New  York  City. 
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HentUorn,  J.  T  . . Providence,  R.  I. 
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Hewitt,  Win Trenton,  N.  J. 

Hill,  Win CoUinsville,  Conn. 

Hillman,  Gustav City  Island,  N.  Y. 

Hollingsworth,  Sumner Boston,  Mass. 

Holloway,  J.  F.  {Past  President) New  York  City. 

Homig»  J.  L New  York  City. 

Hunt.  C.  W New  York  City. 

Hunt,  R.  W Chicago,  III. 

Hutton,  F.  R.  (Secretary) New  York  City. 

Hyde,  C.  E Bath,  Me. 

Idell,  Frank  E New  York  City. 
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Rogers,  W.  S West  Troy,  N.  Y. 

Russell,  W.  S Detroit,  Mich. 

Russell,  C.  M MassHlon,  Ohio. 

Ruth,  W.  M Fort  Wayne,  Ind. 

Rowland,  C.  B Brooklyn,  N.  Y. 

Rowland,  Qeorge Brooklyn,  N.  Y. 

Schwanhausser,  A.  W .Brooklyn,  N.  Y. 

8cribner,  C.  W Ames,  Iowa. 

See,  Horace  {Past  President) New  York  aty. 

SeUers,  Coleman  (Past  President) Philadelphia,  Pa. 

Shaw,  T.  J Wilmington,  Del. 

Sheldon,  T.  C .....Boylston,  Mass. 

Sinclair, Geo.  M ..Bethlehem,  Pa. 

Simpkin,  Wm Richmond ,  Va. 

Simpson,  Geo.  R Washington,  D.  C. 

Skinner,  L.  G Erie,  Pa. 

Smith,  A.  P Washington,  D.  C. 

Smith,  C.  H.  L Brooklyn,  N.  Y. 

Smith,  Geo.  H Providence,  R.  L 

Smith,  Jesse  M Detroit,  Mich. 

Smith,  Oberlin Bridgeton,  N.  J. 

Smith,  Scott  A Providence,  R.  I. 

Smith,  Sydney  L Boston,  Mass. 

Smith,  T.  Carpenter Philadelphia,  Pa. 

Snell,  Henry  I Philadelphia,  Pa. 

Snow,  Wm.  W Hillburn,  N.  Y. 

Spangler.  H.  W PhUadelphia,  Pa. 

Sperry,  Chas Port  Washington,  N.  Y. 

Stangland,  B.  P New  York  aty. 

Stearns,  Albert Brooklyn,  N.  Y. 

Steel,  Chas. New  York  City. 

Stetson,  Geo.  R New  Bedford,  Mass. 

SUrling,  Allan New  York  City. 

Stratton,  E.  P New  York  City. 

Sunstrom,  K.  J Worcester,  Masf>. 

Buplee,  H.  H Philadelphia,  Pa. 
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Swasdy,  Ambroge Cleveland,  Ohio. 

Sweet,  John  E.  {Past  Prendent) Syracase,  N.  Y. 

Tabor,  Harris New  York  City. 

Taylor,  Stevenson New  York  City. 

TerreU,  C.  E Waterbary,  Conn. 

Thomas,  C.  W Newark.  N.J. 

Thomson,  John New  York  City. 

Thompson,  E.  P New  York  City. 

Thurston,  B.  H.  {Poit  President) Ithaca,  N.  Y. 

Torrance,  Kenneth Brooklyn,  N.  Y. 

Towne,  Henry  R.  {President) Stamford,  Conn. 

Tramwein,  A.  P Carbondale,  Pa. 

Trowbridge,  W,  P New  York  aty. 

Tucker,  Wi  B .,, Newark,  N.  J. 

tJehling,  E.  A Bethlehem,  Pa. 

Ulmann,  C.  J New  York  City. 

Upson,  L.  A Thompsonvilie,  Conn. 

Victorin,  Anthony . .  .West  Txoy,  N.  Y. 

Voorhees,  P.  R New  York  City. 

Ward,  W.  E Portchesler,  N.  Y. 

Warner,  W.  R Cleveland,  0. 

Warren,  B.  H Boston,  Masp. 

Webb,  J.  B Hoboken,  N.  J. 

Webber,  8.  S.. Trenton,  N.  J. 

Webster,  J.  H Boftton,  Masf*. 

Weeks,  Geo.  W Clinton,  Mass. 

Weightman,  W.  H New  York  City, 

Wellman,  S.  T Cleveland,  O. 

Wheeler.  F.  M New  York  City. 

Wheelock,  Jerome. —  Worcester,  Mass, 

Wheeler.  S.  S. New  York  City. 

Weickel,  Henry Stamford,  Conn. 

White,  Joseph  J Philadelphia,  Pa. 

Whitehead,  Geo.  E Providence,  R.  I. 

Whitney,  B.  D Winchendon,  Mass. 

Wliitney.  W.  M Winchendon,  Mass. 

Wiley,  Wm.  H.  (Treasurer) New  York  City. 

Wilkin.  W.  M Erie,  Pa. 

Willcox,  C.  H New  York  City. 

Williamson,  W.  C Philadelphia.  Pa. 

WUPon,  Jas.  E New  York  City. 

Wolff.  A.  R New  York  City. 

Wood,  DeVolson Hoboken,  N.  J. 

Woodbury,  C.  J.  H.  ( Vice-President) Boston,  Mai«s. 

Woolson,  O.  C..., Newark,  N.  J. 

Worthington,  C.  C New  York  Ciiy. 

Wyman,  fl.  W Worctster,  Mafs. 

Total 249. 

There  was  also  a  number  of  guests  present  at  the  sessions,  and 
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a  large  number  of  ladies — over  fifty — was  present  at  the  re- 
unions, and  on  the  excursions  of  the  meeting. 

The  retiring  president,  Mr.  H.  R  Towne,  of  Stamford,  Conn., 
delivered  his  annual  address  in  opening  the  meeting,  and  at  its 
dose  called  the  docket  of  routine  business.  The  first  order 
was: 

THE  ANNUAL  REPORT  OP  THE  COUNCIL. 

The  Council  would  beg  leave  to  present  its  Annual  Beport,  as 
follows : 

It  has  held  seven  meetings  during  the  year  for  the  transac- 
tion of  business,  and  the  following  is  a  summary  of  its  action, 
in  addition  to  the  usual  routine  labor.  A  report  from  the 
Council  in  reference  to  the  invitation  of  the  Engineers  of  Great 
Britain  was  given  at  the  nineteenth  meeting,  in  Erie,  May,  1889. 
The  trip  to  England  has  occurred  since  that  report,  and  the 
Council  has  directed  that  a  brief  account  of  the  courtesies, — 
social  and  professional, — enjoyed  by  the  members  of  the  Soci- 
ety, should  be  published  as  an  appendix  to  the  Volume  of  Tran- 
sactions. 

The  Society  has  moved  during  the  year  from  its  former  quar- 
ters in  the  Stewart  Building,  No.  280  Broadway,  and  now  occu- 
pies the  ground  floor  of  No.  64  Madison  Avenue. 

The  Council  has  directed  that  the  Society's  library  should  be 
opened  during  the  evenings  until  further  notice,  under  the  care 
of  the  Library  Committee. 

The  co-operation  of  this  Society  has  been  requested  in  the 
matter  of  extending  courtesies  to  the  Iron  and  Steel  Institute  of 
Great  Britain,  which  expects  to  hold  a  session  in  this  country  at 
some  future  date  in  1890,  hereafter  to  be  designated. 

The  resolutions  in  connection  with  the  death  of  Capt  Erics- 
son have  been  published  in  the  10th  Volume. 

The  Council  has  also  directed  that  the  Volumes  1,  2,  and  3 
of  the  Transactions,  issued  in  the  early  history  of  the  Society, 
and  now  becoming  scarce,  should  be  disposed  of  only  to  mem- 
bers of  the  Society,  and  at  the  tariff  of  $10  per  volume,  and  that 
an  effort  be  made  to  ascertain  whether  there  is  a  sufficient  de- 
mand for  those  earlier  volumes  to  justify  a  second  edition  of 
them. 

The  unprecedented  growth  of  the  Society  during  the  last 
year,  and  the  increase  of  the  work  in  the  Society's  office  by  rea- 
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son  of  that  growtli,  has  made  necessary  the  employment  of  ad- 
ditional service,  for  which  arrangements  have  been  made. 

The  Council  has  passed  favorably  upon  the  applications  of 
one  hundred  and  seventy-eight  candidates  during  the  Society's 
year.  The  present  membership  of  the  Society,  including  those 
joining  at  this  meeting,  is  1049,  distributed  among  the  grades 
as  follows : 

Honorary  members 17 

life  members 9 

Members 878 

Associates 48 

Janiors 97 

Total 1049 

The  Council  has  directed  that  the  Society  Catalogue  should 
contain  not  only  those  in  active  membership,  but,  also,  in  an  ap- 
pended list,  the  names  of  those  whose  membership  has  termi- 
nated during  the  year.* 

*  It  has  been  tUpagbt  tbat  it  would  not  be  without  interest  if  at  the  Annual 
Meeting  which  completed  the  first  decade  of  the  Society's  historj,  there  should 
be  a  brief  summary  noted  of  the  growth  of  the  Society  since  1880. 

The  total  membership  in  all  grades  in  the  6ucce»sive  issues  of  the  RoU  of 
Members  bas  appeared  as  follows  : 

First  Catalogue,  dated  September  1880 Members. .  .168 

Associates . .  17 
Juniors 9 

189 

Second       "  "    January  1881 Members... 190 

Associates..  17 
Janiors 12 

219 

Third        "  "    January  1882 Members. .  .262 

Associates..  18 
Juniors 14 

294 

Fourth      "  •'    March  1888 Members... 826 

Associates..  19 
Juniors 19 

864 

Fifth         "  "    January  1884 Members. .  .899 

Associates..  21 
Juniors 20 

440 

Sixth         "  "    January  1885 Members. .  514 

Associates..  28 
Janiors 21 

558 
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The  loss,  bj  death,  since  the  last  Annual  Beport  in  Yolume 
X.y  has  been  as  follows  : 

Daniel  N.  Jones Member. 

Cornelias  H.  Delamater. 

John  Ericsson 

HftTvej  F.  Gaskill 

.    W.  H.  Scranton 

Alex.  Hamilton,  Jr 

Wm.  R.  Jones 

Henry  Parsons 

JolinCk)ffln 

Howell  Green 

The  Council  would  also  present  the  Beport  of  its  Tellers  of 
Election  as  follows : 

The  undersigned  were  appointed  a  Committee  of  the  Coun- 
cil, to  act  as  Tellers  (under  Kule  13),  to  scrutinize  and  count  the 
ballots  cast  for  and  against  the  candidates  proposed  for  mem- 
mership  in  the  American  Society  of  Mechanical  Engineers,  and 
seeking  election  before  the  XXth  Meeting,  New  York,  1889. 

The  J  have  met  upon  the  designated  days,  in  the  office  of  the 
Society,  and  have  proceeded  to  the  discharge  of  their  duty. 
They  would  certify  for  formal  insertion  in  the  records  of  the 
Society,  to  the  persons  whose  names  appear  on  the  appended 
list,  to  their  respective  grades.  There  were  460  votes  cast,  of 
which  12  were  thrown  out  because  of  informalities  (the  mem- 
ber voting  having  neglected  to  indorse  the  sealed  envelope). 

AS  HONORARY  MEMBERS. 
Coode,  Sir  John.  Eiffel,  Gustave.  Hirsch,  Joseph. 

Seventh  Catalogae,  dated  January  1886 Members. .  .552 

Associates..  28 
Joniors 80 

605 

Eighth  '•  «*    January  1887 Members..  .653 

Associates..  27 
Juniors 34 

714 

Ninth  '*  "    January  1888 Members... 726 

AFSOciates..  85 
Juniors 48 

804 

Tenth  *'  "    January  1889 Members... 779 

Associates..  87 
Juniors 59 

875 
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Adriance,  Benjamin. 
Alberger,  Louis  R. 
Rates,  Alex.  B. 
Blair  Horatio  P. 
Britton,  J.  W. 
Burpee,  Geo.  H. 
Oarse,  David  Bradley. 
CliristianseD.  Alfred. 
Elliott,  W.  B. 
Fletcher,  Andrew. 
Fletcher,  W.  H. 
Grist,  B.  W. 
Hall.  Willi*  B. 
Heggem,  Charlen  0. 
Herdman,  F.  B. 
Hibbard.  Thomas. 


AS  MEMBERS. 

Howell,  Edward  I.  H. 
Hunt,  Alfred  E. 
Jewett,  L.  C. 
Johnson,  Warren  S. 
Kafer,  John  C. 
Knous,  Franklin  P. 
Meserve,  John  W. 
Naylor,  Ernest  W. 
Nicoll,  Chas.  H. 
Pearson,  P.  S, 
Pendleton,  J.  H. 
Piatt,  Geo.  H. 
Roberts,  B.  P. 
Roelker  H.  B. 
Sewall,  M.  W. 
Shellmire.  W.  H.  Jr. 


Smith,  Charles  F. 
Taylor,  Warren  H. 
Tremain,  E.  E.  G. 
Trilly,  Joseph. 
Vernon,   William  G. 
Victorin.  Anthony. 
Voss,  William. 
Wagner,  John  R. 
Wellington,  A.  M. 
Wendt,  Arthur.  F. 
Wheeler,  Schuyler  S. 
Whittemore.  D.  J. 
Wllbraham,  Thomas. 
WiUiams,  J.  C. 
Wood,  W.  H. 
Wolf,  Otto  C. 


PROMOTION  TO  FULL   MEMBERSHIP. 
Campbell,  Andrew  C.  Conaut,  Thomas  P. 

AS  ASSOCUTES. 
Baldwin,  Wm.  H.  Darling,  Edwin.  Stevens,  E.  A. 


Albree,  Chester  B. 
Basford,  Geo.  W. 
DraTO,  Geo.  P. 
Gorton,  John  C. 


AS  JUNIORS. 

Jarecki,  Alex.  H.  Smith,  Thos.  G. 

John,  Harry  P.  Watt,  S.  P. 

Lockwood,  J.  F.  Whaley,  W.  B,  Smith. 

Sears,  Willard  T.  Worcester,  Vernor  F. 

KespectfuUy  submitted, 

Stephen  W.  Baldwin  )  ^  „ 
Wm.  H.  Wiley,  ) 

The  Council  wotild  also  report  that  it  has  accepted  the 
invitation  received  from  members  resident  in  the  city  of  Cin- 
cinnati, O.,  inviting  the  Society  to  hold  its  Spring  Meeting,  or 
XXIst  Convention,  in  that  city.  May  13th. 

At  the  close  of  the  Beport  of  the  Council,  the  second  order  of 
business  was  the  Beport  of  the  Finance  Committee  of  the  Soci- 
ety, presented  as  follows  : 

The  Finance  Committee  of  the  American  Society  of  Mechan- 
ical Engineers  would  respectfully  report  to  the  Council  the  fol- 
lowing statement  of  receipts  and  expenditures,  on  behalf  of  the 
Society,  which  have  come  under  their  direction  during  the 
Society  year,  from  October  15th,  1888,  to  November  9th,  1883. 
The  receipts  have  been  as  follows : 
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89  00 

844  00 

558  90 

801  19 
28  65 

800  00 

25 

118,581  90 
891  87 
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RECEIPTS  TO  OCT.  31 8T,  1889. 

lultiation  Fce8 ...$1,855  00 

jCarrent  i...  $8,810  00 

^"**  <  Past  aDd  Advance  f 755  91 9.065  91 

Sales 639  85 

Binding 407  65 

Library  Permanent 

Current .' 

Badges 

Eograring 

General  Printing  and  Stationery , 

Life  Membership 

Profit  and  Loss 


Bal .  Nov.  1st,  1 888 

$18,976  77 
There  is-on  deposit  in  savings  banks  to  the  credit  of 
the  Library  Fund $1,812  95. 

EXPENDITURES. 

General  Printingand  Stationery $1,196  84 

Hepiints  and  PublicaUons 8,520  80 

Postage 768  41 

Library 248  00 

Salaries 8.168  58 

Office  Expenses 

Engraving 

Binding 

Meetings 

House  Furnitnre 

Badges 

Traveling 

Rent 

Work  of  Committees 

Contingencies '. 

$18,581  18 
Amount  deposited  in  savings  banks  to  account  of  Li- 
brary Fund 168  25 

Balance  in  treasurer's  hands,  November  8th,  1889 277  84 


868  71 

848  69 

440  80. 

748  55 

487  15 

576  00 

184  15 

997  50 

27  50 

10  00 

$18,976  77 

There  also  remain  uncollected  dues  from  members— all  of 
which  are  donbtless  collectable — to  the  amount  of  $737.75. 
BespectfuUy  submitted 

By  the  Finance  Committee. 

The  report  of  the  Standing  (Committee  of  the  Society  on  the 
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Library  was  presented  by  Mr.  C.  J.  H.  Woodbury,  on  behalf  of 
the  Committee,  as  follows : 

REPOBT  OF  UBRABY  COMMITTEfi. 

The  Library  Committee  presents  herewith  its  Fifth  Annual 
Report  to  the  Society,  as  follows  : 

The  plans  outlined  in  the  original  report.  Vol.  Vlth  of  Trans- 
actions, page  11,  have  been  continued  through  the  year,  and 
with  a  degree  of  success. 

Circulars  were  sent  out  in  the  beginning  of  the  year  with  a 
bill  for  dues  to  those  members  who  had  not  already  subscribed. 
These  circulars  explained  the  scheme  of  the  Committee,  and 
were  accompanied  with  a  form  of  agreement  requesting  contri- 
butions in  any  of  three  forms  : 

(a)  Subscriptions  to  a  permanent  fund  in  payment  of  $10 
and  upward  (in  installments,  if  preferred).  To  this  fund  there 
have  been  subscribed  since  the  last  report,  from  members,  as  fol- 
lows : 

M.  T.  Davidaoii $5  00 

Henry  I.  Snell 10  00 

J.  F.  Firestone 10  00 

Walter  L.  Pierce 50  00 

JohnFrite 10  00 

E.H.  Bennett '. 10  00 

•  ' ' 

ToUl 105  00 

(6)  Subscriptions  to  an  amount  of  two  dollars  to  the  Fund  for 
Current  Library  Expenses,  payable  as  an  increase  to  the  Dues, 
and  at  the  same  time.  To  this  there  have  been  responses  since 
the  last  report,  VoL  X.,  from  : 

E.  H.  Bennett.  W.  C.  FIndd.  H.  Tregelles, 

Francis  C.  Blake,  Wm.  Garrett,  C.  H.  Veeder, 

A.  W.  Belcher.  H.  G.  Hammett.  PhlHp  WalUa. 

W.  B.  CoiarsweU.  J.  C.  Hobart,  W.  H.  Wiley, 

J.  J.  DeKinder.  Louw  R.  Lemoine,  W.  E.  Ward. 

Joe  F.  Firestone,  C.  H.  Morgan.  8.  S.  Webber. 

W.  A.  Foster,  T.  H.  Roberts. 

There  are  therefore  180  members  now  regularly  contributing 
to  this  fund  by  this  plan  of  a  small  increase  in  the  dues,  and  it 
is  urged  that  others  should  also  co-operate  in  the  further  exten- 
sion of  this  plan,  and  thus  induce  a  widespread  interest  in  the 
growth  of  the   library.     The  expenses  against  this  Fund   for 
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Current  Maintenance  are  for  binding  and  other  incidental  expen- 
diture. Any  excess,  after  these  charges  are  met,  will  be  devoted 
to  the  purchase  of  additional  Yolumes.  The  total  available 
annual  income  from  this  fund  is  now  $363. 

(c)  Direct  contributions  of  books  and  papers  of  value.  Under 
this  subdivision  there  have  been  many  responses  during  the 
year. 

The  following  list  contains  contributions  not  catalogued  in 
the  previous  reports : 

THE  COPELAND  GIFT. 

Bargh's  "  LiDk  Motion  and  ExpaDsion  Gear." 
Colbum  &  Maw's  "  The  Water  Works  of  London." 
"  Mechanics'  Magazine  and  Engineers'  Journal." 
•*  The  Engineer/'  Vol.  82. 
"  Prac.  Mechanics'  Journal,"  Vols.  2  and  8. 
Warren's  '*  Machine  Construction  and  Drawing." 
Thomson's  '*  Heat  and  Electricity." 
"  Prac.  Mechanics'  Journal,"  Vol.  8. 
"  Mechanics'  Magazine  ".for  1851. 
Wicksteed's  "  The  Cornish  Engine." 
'*  Mechanics'  Magazine,"  Vol.  8. 
Burgh's  "  The  Compound  Engine." 
'*  Journal  of  the  Franklin  Institute  "  for  1855  and  1856. 
Warr's  "Dynamics." 

Edwards's  **Catecliism  of  the  Marine  Steam  Engine." 
Long  ^  BueU's  **  The  Cadet  Engineer." 
Hughes's  **  Water  Works  for  Gties  and  Towns." 
Bourne's  "Recent  Improvements  in  the  Steam  Engine." 
Bourne's  "A  Hand-Book  of  the  Steam  Engine." 
Clague's  "On  the  Architecture  of  Machinery." 
Peak's  "Rudiments  of  Naval  Architecture." 
Bourne's  "Catechism  of  the  Steam  Engine." 
Larkin's  "  Practical  Brass  and  Iron  Founders'  Guide." 
Salter's  "  Economy  In  the  Use  of  Steam." 
.    Tumhall's  "  Compound  Engine." 
Glynn's  "  Cranes  and  Machinery." 
Robinson's  "Explosions  of  Steam  Boilers." 
Laikin's  "  Practical  Brass  and  Iron  Founders'  Guide." 
Colbum's  "  Locomotive  Engine." 
BueU's  "  Safety  Valves." 
C.  W,  Williams'  "  Combustion  of  Coal." 
Bilgram's  "  Slide  Valves." 
Bacon's  "  Richards'  Steam  Indicator." 
"  Mechanics'  Journal "  for  1851  to  1857. 
Johnson's  "  Practical  Draughtsman." 
Burgh's  "  Modem  Marine  Engineering." 
Pugin's  "  Gothic  Architecture,"  8  volumes. 
Fairbaim  on  *  *  Cast  and  Wrought  Iron." 
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AQohinc1o8s*s  ''Link  and  Valve  Motiozis/' 

Pugin  &  LeEeux's  '*  Arcbiteclure  and  Antiques  of  Nonuandy." 

Hotcbkioson's  *'  Strength  of  Cast  Iron." 

Tredgoldon  "Heat." 

"        "  "  Locomotive  Engines."    2  volume?.    Text  and  plates. 

•*        "  '•  Steam  Navigation."    2  volumes. 
Ewbank's  **  Hydraulics  and  Mechanics." 
Elliott's  **  European  Light-House  Systems." 
Isherwood's  "Engineering  Precedents."    2  volumes. 
**The  ArUsaa."    Several  volumes. 
GreenougU'tf  "Polytechnic  Journal." 

*•  The  Imperial  Cyclopcedia  of  Machinery."    Text  and  plates. 
Bourne*s  '*  Treatise  on  the  Steam  Engine." 
<'  Clarli's  Railway  Machinery."    Text  and  plates. 
Benjamin's  "  The  Architect  and  House  Carpenter," 
Hann  &  Jenner's  "  Steam  Engine  for  Practical  Men." 
Lardner  on  "  The  Steam  Engine." 
Parker's  **  Glossary  of  Architecture." 
Together  with  an  extensive  series  of  back  volumes  of  the  "Journal  of  the 
Franklin  Institute  "  and  "  Van  Xostrand's  Magazine." 

During  the  year  the  Society  has  been  able,  by  the  courtesy  of 
Prof.  A.  MacLay,  of  Glasgow,  to  complete  its  series  of  "  The 
Engineer,"  of  London.  Its  file  of  "  Engineering  of  London  "  is 
now  complete,  except  Vols.  I  and  II.,  still  lacking.  In  the  "  Jour- 
nal of  the  Franklin  Institute,''  gaps  occur  as  follows :  all  preyi- 
ous  to  1854  ;  from  1860  to  1869. 

Of  "Van  Nostrand's  Engineering  Magazine,"  the  series  of 
thirty-five  volumes  is  complete  from  1869,  when  it  was  inaugu- 
rated, till  the  end  of  1886,  when  its  publication  was  merged  into 
that  of  another  journal. 

The  following  is  a  brief  resume  of  the  finances  of  the  Library 
Fund: 

There  has  been  actually  paid  in  as  cash  to  the  Library  Perma- 
nent Fund  and  reported  in  previous  reports  of  the  Treasurer  and 
Finance  Committee : 

For  the  year  1884-85 $408  40 

•'    "      *•    1885-86 110  00 

"    "      "    188^-87 145  CO 

"    "      "    1887-8S: 05  00 

**     "       "        "       (gift  of  Philadelphia  Committee)  .. .  i06  86 

**    "      "    1888-89 89  00 

"     "      '*        •'       (transfer  from  current  fund) 70  25 

Intere.st  account  previously  rendered $117  08 

Interest  to  July  1. 1880 61  26 

178  U 

Total 11,811  85 
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To  the  fand  for  onrrent  expenses  the  payments  have  been  as 
follows : 

For  the  year  1884-^^5 $164  CO 

*'    "      "    1885-86 254  00 

'•    "      "    1880-87 266  25 

o    "      ««    18!>7-f8 aOl  00 

"    •'      *'    1888-89 ,..  386  00 

Total  carrent  Expeupe  Fand $1,322  12 

Total  Peimanent  Fund 1,811  85 

Grand  total $2,688  47 

The  sQms  which  were  not  to  be  immediately  ex- 
pended were  put  in  savings  banks  by  order  of 
the  Committee,  and  have  been  there  accuma- 
lating  interest,  as  the  abovf  memorandum 
indicates. 

The  disbursement:!  on  account  of*  the  Library 
Funds  for  the  purchase  of  books  and  binding 
of  exchanges  and  periodicals,  has  amounted  in 
previous  years  to $408  27 

Add  expenditure  this  year 248  00 

Total  expendittire $741  27 

Transferred  from  Current  to  Permanent  Fund. .       79  25 

^ — —       820  52 

So  that  in  the  savings  banks  is  a  balance  of $1,812  95 

as  per  the  Report  of  the  Finance  Committee 
given  elsewhere. 

The  following  is  a  list  of  exchanges  which  are  continually  on 
file  in  the  library : 

SOCIETIES,  AMERICAN. 
American  Society  of  Ovil  Engineers.  New  York  City. 
American  Institute  of  Mining  Engineer?,  New  York  City. 
American  Institute  of  Electrical  Engineers,  New  York  City. 
Associated  Engineering  Societies,  St.  Louis,  Mo. 
Boston  Society  Civil  Engineers,  Boston,  Mass. 
Society  of  Arts,  Boston,  Mass. 

Canadian  Society  Civil  Engineers,  Montreal.  Canada. 
CiTil  Engineers'  Association  of  Kansas,  Wichita,  Kan. 
Engineers'  Club  of  Kansas  City,  Kant^as  City,  Mo. 
Engineers'  Society  of  Western  Penna.,  Pittsburgh,  Pa. 
Engineers*  Club  of  Phila.,  PhUa.,  Pa. 
FrankUn  Institute,  Phila.,  Pa. 

Indiana  Society  Civil  Engineers  and  Surveyors,  ttemington,  Ind. 
Master  Car  Builders'  Association,  New  York  City. 
U.  S.  Naval  Institute,  Annapolis,  Md. 

SOCIETIES,  FOREIGN. 
Iron  and  Steel  Institute,  London,  England. 
Institute  Engineers  and  Shipbuilders  of  Scotland,  Glasgow,  Scotland. 
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Institution  Civil  Engineers  of  Great  Britain,  London,  England. 

Institution  Mechanical  Engineers  of  Great  Britain,  L.ondon,  England. 

Institution  Ciyil  Engineers  of  Ireland,  Dublin,  Ireland. 

Ingenoirs  Foreoginens  Forbandlinger,  Stockholm,  Sweden. 

Liverpool  Engineering  Society,  Liverpool,  England. 

Mining  Institution  of  Scotland,  Hamilton,  Scotland. 

N.  E.  Coast  Inst.  Eng.  and  Shipbuilders,  Newcastle-on-T^ne,  England. 

North  of  Eng.  Inst,  of  Mining  and  Mech.  Eng.,  Newcastle-on-Tyne,  Eng. 

Polytechnic  Society  of  Norway,  Kristiana,  Norway. 

Society  des  Ingenieurs  Civils  France,  Paris,  France. 

Annales  du  Conservatoire  des  Arts  et  Metiers,  Parin,  France. 

JOUBNALS,  AMERICAN. 

American  Machinist,  New  York  City. 

American  Engineer,  Chicago,  111. 

American  Journal  of  Railway  Appliances,  New  York  City. 

American  Miller,  Chicago,  111. 

Boston  Journal  of  Commerce,  Boston,  Mass. 

Chicago  Journal  of  Commerce,  Cliicago,  III. 

Engineering  News,  New  York  City. 

Engineering  and  Mining  Journal,  New  York  City. 

Electric  Power. 

Electrical  Review,  New  York  City. 

Fire  and  Water,  New  York  City. 

Industrial  World,  Chicago,  III. 

Mechanics,  Philadelphia,  Pa. 

Manufacturers'  Gaaette,  Boston,  Mass. 

National  Car  Builder,  Ndw  York  City. 

Power,  New  York  City. 

R.R.  and  Engineering  Journal,  New  York  City. 

Railway  News,  New  York  City. 

R.R.  Gazette,  New  York  City. 

Stevens  Indicator,  Hoboken,  N.  J. 

The  Locomotive,  Hartford,  Conn. 

The  Locomotive  Engineer,  New  York  City. 

JOURNALS,  FOREIGN. 

Architektu'  a'  Inienyru*,  Prague,  Bohemia. 

Engineering,  London,  England. 

Engineer,  The  London,  England. 

Electric  Review,  London,  England. 

Giornal  del  Genlo  Civile,  Rome,  Italy. 

Glaser's  Annalen,  Berlin,  Germany. 

Indian  Engineering,  Calcutu,  E.  I. 

Iron,  London,  England. 

Industries,  London  and  Manchester,  England. 

L'lndu^tria,  Milan,  Italy. 

Practical  Engineer,  Manchester,  England. 

Proceedings  Royal  Teoh.  Mech.  Laboratory  of  In^tr. 

Stahl  und  Eisen,  DQsseldorf. 
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The  Transactions  of  the  Society  may  also  be  found  in  the  fol- 
lowing institutions,  to  whose  libraries  they  are  regularly  sent 
either  as  donations  or  in  return  for  certain  publications  issued 
by  them : 

Steyens  Inst.  Tech.,  Hoboken,  N.  J. 

Fiisk  University,  Nashville,  Tenn. 

Vanderbilt  University,  Nashville,  Tenn. 

Royal  Technical  lostitation  of  Rfs«9aich,  Charlottenbnrg,  Germany. 

The  Yorkshire  College,  Leeds,  England. 

Arkansas  Industrial  University,  Fayetteville,  Ark. 

Barean  of  Naval  Intelligence,  U.  8.  N.,  Washington,  D.  C. 

Ohio  State  University,  Columbus,  Ohio. 

American  Institute,  New  York  City. 

Rensselaer  Polytechnic  Institute,  Troy,  N.  Y. 

Sibley  College,  Cornell  University,  Ithaca,  N.  Y. 

University  Library,  Cornell  University,  Ithaca,  N.  Y. 

Uniyersity  of  Illinois,  Champaign,  HI. 

U.  S.  N^val  Observatory,  Washington,  D,  C. 

U.S.  Patent  OflSce,  Scientific  Library,  Washington,  D.  C. 

U.  S.  Patent  Office  Library,  London,  England. 

Massachusetts  Inst,  of  Technology,  Boston,  Mass. 

(Society  of  Arts.) 
Conservatoire  des  Arts  et  Metiers,  Paris,  France. 
Free  Public  Library,  Worcester,  Mass. 
Purdue  University,  Lafayette,  Ind. 
University  College,  London. 
University  of  Michigan,  Ann  Arbor,  Mich. 
Columbia  College  Library,  New  York  City. 
Lehigh  University,  Bethlehem,  Pa. 
McGill  University,  Montrenl,  Can. 
Iowa  Agricultural  College,  Ames,  Iowa. 


The  Committee,  in  concluding,  would  call  the  attention  of  the 
Society  to  the  proposed  opening  of  its  library  during  the  evenings 
of  the  week,  between  the  hours  of  7  and  10.30,  in  order  that  the 
Ubrary  and  its  contents  be  made  as  useful  as  possible  to  those 
whose  engagements  during  business  hours  would  prevent  them 
from  making  use  of  it,  conveniently,  at  such  times.  The  opening 
in  the  evening  is  something  of  an  experiment,  involving  a  certain 
outlay  for  fuel,  light,  and  service,  and  it  will  remain  to  be  seen 
whether  the  use  by  the  members  of  the  facilities  furnished  them 
vill  warrant  the  continuance  of  the  evening  opening  of  the  rooms. 
The  rooms  will  not  be  open  on  New  Year's,  Fourth  of  July, 
Thanksgiving,  or  Christmas  evenings. 

The  President. — I  would  add  just  one  word  to  what  Mr.  Wood- 
bury has  statedj  to  call  attention  to  the  fact  that  our  library 
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fund  is  growing  hopefully,  and  chiefly  from  the  contributions  of 
two  dollars  per  annum  from  members  who  have  notified  the 
Secretary  of  their  willingness  to  pay  that  small  sum  each  year 
until  they  notify  him  to  the  contrary.  In  this  way  the  fund  is 
increasing  without  any  trouble  to  any  one  and  with  a  very  small 
additional  charge.  All  members  who  take  interest  in  the  library 
fund,  and  who  can  afford  to  do  so,  can  do  no  better  work  for  it 
than  to  notify  the  Secretary  that  they  are  willing  to  have  this 
small  sum  of  two  dollars  per  year  assessed  upon  them. 

The  Committee  on  Standard  Flanges  of  Pipe  reported  pro- 
gress. 

The  Committee  on  Duty  Trials  of  Pumping  Engines  reported 
progress,  and  that  they  hoped  their  full  report  would  be  ready 
for  the  Spring  meeting. 

The  Committee  on  Uniform  Test  Pieces  and  Methods  of  Test 
reported  provisionally  through  Prof.  Thurston,  for  the  Chairman. 
This  report  embodies  not  only  certain  of  the  recommendations 
of  the  Committee,  but  also  a  translation  made  by  Gus.  C.  Henning, 
reporter  of  the  Committee,  of  the  conclusions  reached  at  the 
Conferences  at  Munich,  in  September,  1884,  and  at  Dresden, 
1886,  relative  to  uniform  methods  of  procedure  in  testing  building 
and  structural  materials.  This  translation  is  the  first  which  has 
been  made  of  these  resolutions  and  will  be  published  at  the  close 
of  the  papers  of  this  meeting  as  one  contributed  to  it.  The  re- 
port of  the  Society's  Committee  will  itself  be  presented  later, 
when  the  Committee  has  been  advised  by  certain  members  of  the 
Society,  who  may  have  then  had  the  opportunity  to  study  the 
suggestions  made  in  Germany,  and  so  that,  if  possible,  their  rec- 
ommendations may  partake  more  of  an  international  character. 

The  President,  under  the  rules,  appointed  Messrs.  Webster 
and  Hill  as  tellers  to  count  the  ballot  for  officers  to  be  elected  at 
this  time,  such  tellers  to  report  later  in  the  session. 

The  Committee  of  the  Society  appointed  at  the  Erie  meeting, 
in  May,  1889,  to  consider  the  question  of  requesting  the  consti- 
tution of  a  govermental  bureau  for  the  recording  of  standards, 
reported,  through  Mr.  Coleman  Sellers,  the  following : 

COMMITTEE  REPOBT. 
To  the  President : 

We,  yoar  committee  appointed  at  the  Erie  meetiag  to  take  under  considera- 
tion the  subject  of  a  Govermental  Bureau  for  the  record  of  Standards,  beg  leave 
to  report  as  follows  : 

Fir9i.     We  give  our  earnest  recommendation  to  the  project,  and  advise  that 
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it  \b  a  subject  to  wbidi  the  Society  can  with  propriety  lend  its  utmost  aid  and 
encoaragement  ; 

Second,  We  present  herewith  a  resolution  looklnp^  to  the  uppointment  of  a 
committee  to  farther  the  matter  of  Congressional  lefrislation  on  the  subject,  and 
looking  alpo  to  practical  operations  under  the  legislation  in  case  the  same  should 
be  secured,  and  we  recommend  the  passage  of  the  resolution  ; 

Third,  We  present  herewith  a  resolution  giving  the  Society's  approval  of 
the  installation  of  snch  a  Qoyermental  Bureau,  the  object  of  this  latter  resolution 
being  to  provide  the  above  committee  with  the  Society 's  endorsement  of  the  pro- 
ject, and  we  recommend  the  passage  of  the  resolution  ; 

Fourth.  We  present  herewith  the  draft  of  an  Act  of  Congress  looking  to  the 
establishment  of  the  desired  bureau,  and  suggest  substantially  such  an  Act  as  the 
basis  of  the  operations  of  such  committee. 

Respectfully  submitted, 

James  W.  Sfe, 
Coleman  Sbllers. 
Obcrlin  Smith. 

The  Committee's  first  series  of  resolutions  was  then  pre- 
sented for  adoption  by  the  Society,  and  was  carried  in  the  form 
below  : 

BESOLUnONS. 

Resolved,  by  the  American  Society  of  Mechanical  Engineers  : 

First,  That  a  committee  of  three  be  appointed  by  the  President,  such  com- 
mitteeto  be  known  as  the  Committee  of  Standards  ; 

Second.  That  when,  from  any  reason,  vacancies  arise  in  such  Committee, 
the  PreMdent  shall,  on  notice  tliereof,  fill  such  vacancy  by  appointment  under 
the  Rules ; 

Third.  That  it  shall  be  the  duty  of  such  Committee  on  Standards  to  use  all 
reasonable  efforts  to  secure  such  Congressional  legislation  as  will  provide  a 
Governmental  Bureau  of  record  wherein  may  be  entered  respectably  recognized 
and  approved  Standards,  for  the  promotion  of  uniformity  in  the  products  of  arts, 
in  technical  customs,  and  in  nomenclature  ; 

Fourth.  That  in  the  event  of  such  legislation  being  secured  and  such  bureau 
being  provided  for,  it  shall  become  the  duty  of  such  Committee  on  Standards  to 
file,  on  behalf  of  this  Society,  applications  for  the  entry  of  such  Sundards  as  the 
Society  may  hereafter  from  time  to  time  approve  for  record  ; 

Fifth.  That  properly-certified  bills  for  postage,  stationery,  and  other  expenses 
incurred  by  such  Committee  of  Standards  in  its  efforts  to  procure  the  Congressional 
legislation  herein  loolted  to,  be  paid  out  of  the  funds  of  the  Society  in  amounts 
limited  at  the  discretion  of  the  CounciL 

The  second  series  of  resolutions,  which  was  thought  to  com- 
mit the  Society  to   an  opinion  or  policy,  and  which  would  be 
transmitted  as  introducing  the  proposed  bill  to  Congress,  was  as 
follows,  after  suggested  amendments  were  made  by  the  meeting 
and  accepted  by  the  Committee  : 
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RESOLUTIONS. 

Resolved,  by  the  American  Society  of  Mechanical  Euf^ineers,  having  more 
thaD  one  thoasand  members  engaged  in  the  manufacturing  industries  of  the 
country  and  in  allied  professional  pursuits  : 

First,  The  time  has  arrived  when  practical  Standards  of  uniformity  based  on 
a  common  understanding  are  essential  to  industrial  busir.ess  and  professional 
pursuits ; 

Second.  A  large  number  of  practical  Standards  of  respectable  recognition 
and  approval  are  now  in  use,  but  without  authentic  record  ; 

Third.  Systemetic  procedures  in  the  matter  of  recording  such  approved 
Standards  would  tend  toward  the  inauguration  of  many  other  greatly  needed 
Standards,  tending  toward  uniformity  and  interchangeability  of  merchantable 
products,  in  improved  codes  and  signals,  and  in  scientific  nomenclature. 

Fourth.  Provision  should  be  made,  under  Govermental  auspices,  for  a  place 
of  record  for  Standards  having  respectable  recognition  or  approval  regarding 
their  fitness  for  such  record. 

The  Discussion  on  the  adoption  of  this  series  of  resolutions 
was  opened  by  Mr.  Kent 

Mr.  William  Kent,  —  I  do  not  wish  this  resolution  to  be 
hastily  put  and  carried  without  a  full  appreciation  of  the  fact 
that  in  passing  it  in  its  present  form,  we  will  violate  an  estab- 
lished precedent  of  the  Society,  which  is,  that  in  a  meeting  like 
this,  no  resolution  shall  be  passed  which  commits  the  Society  to 
an  opinion.  That  question  has  been  debated  two  or  three 
times  in  the  history  of  the  Society,  and  for  four  or  five  years  at 
least,  we  have  had  the  practice  and  the  custom  established,  that 
the  Society  should  pass  no  resolution  which  would  commit  the 
Society  to  an  opinion  on  any  subject.  I  merely  make  this 
statement  so  that  if  members  vote  for  the  resolution  they  will 
vote  with  a  knowledge  that  this  resolution  is  an  exception  to 
the  custom.     I  have  no  other  objection  to  the  resolution. 

Mr.  Coleman  Sellers. — It  seems  to  me  that  this  differs  from  any 
of  the  questions  which  have  been  under  debate  heretofore.  It 
is  one  which  does  not  involve  a  great  deal  of  responsibility  for 
the  members.  It  is  one  in  regard  to  which  their  minds  should 
be  made  up  very  quickly.  While  I  perfectly  agree  with  the 
wisdom  of  delay  in  legislating  on  matters  of  opinion  which  has 
been  advocated  and  now  expressed  by  the  last  speaker,  I  think 
that  with  justice,  this  subject  might  be  acted  upon  at  once  and 
save  some  time. 

The  President. — ^I  think  it  would  be  proper  to  qualify  the 
statement  made  by  Mr.  Kent  to  this  extent — that  the  Society 
has  repeatedly  taken  ground   in  the  past  that  it  would  not 
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endorse  any  definite  standard  or  recommendation,  and  permit  it 
to  go  forth  to  the  world  as  the  "  Standard  of  the  American 
Society  op  Mechanical  Engineers."  But  no  such  action  is  con- 
templated in  the  measure  now  under  consideration.  It  is 
simply  that  this  Society  shall  certify  to  a  Bureau  of  the  Gov- 
ernment that  such  and  such  a  standard  is  worthy  of  record, 
leaving  it  entirely  open  to  any  one  to  use  that  standard  or  not 

Mr.  Sellers. — This  proposition,  however,  does  not  even  go  so 
far  as  you  now  state.  It  only  announces  that  the  Society  thinks 
it  wise  to  have  standards,  and  that  it  wotdd  be  convenient  to 
have  some  place  where  those  standards  can  be  recorded,  and  the 
Society  is  committed  to  no  particular  line  of  action*  It  is  not 
asked  to  endorse  any  opinion  or  method.  It  is  more  limited 
even  than  the  President  has  shown  it  to  be. 

Pro/.  R.  H.  Thurston, — ^Without  expressing  an  opinion  (which 
I  actually  haven't  yet  formed  distinctly)  in  regard  to  this  whole 
matter,  I  would  call  the  attention  of  the  Chairman  of  the  Com- 
mittee to  the  first  line  of  Section  2,  in  the  Act  which  has  been 
prepared,  reading  "  each  application  for  the  entry  of  a  standard 
must  show  the  approval  of  an  organized  association  of  indi- 
viduals, respectably  representative  of  some  art,  industry,  pro- 
fession, or  branch  of  trade,  or  vocation  concerned  with  such 
standard,  or  of  the  head  of  some  department  of  the  government, 
etc.;"  which  would  seem  to  be  an  indication  that  the  Com- 
mittee had  presumed  that  societies  like  this  would  express 
themselves  positively  regarding  matters  of  this  sort. 

I  am  not  at  all  sure  that  it  is  not  a  wise  thing  to  do.  On  the 
other  hand,  I  have  not  thought  the  matter  over  sufficiently  long 
to  be  convinced  that  it  is  the  right  thing  to  do ;  and  I,  for  one, 
would  prefer  very  much  to  have  it  go  over  until  all  members  of 
the  Society,  including  myself,  could  have  time  to  give  it  more 
thought.  I  feel,  myself,  some  serious  doubt  as  to  the  advisabil- 
ity of  proceeding  with  precipitation  in  the  matter ;  and  I  am 
not  sure  that  I  am  yet  confident  that  our  Society  ought  to  pro- 
ceed at  alL  I  am  certainly  not  committed  against  it;  but  I 
think  we  should  move  rather  carefully ;  and  I  have  refrained 
from  taking  some  action,  which  I  had  originally  propos.ed  to 
take,  looking  to  the  promotion  of  work  of  the  Committee,  simply 
for  the  reason  that  I  feel  some  doubt  in  regard  to  the  whole 
matter,  and  I  would  like  to  have  time  to  remove  those  doubts 
in  my  own  mind. 
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Prof.  Selkra. — I  think  it  is  always  objectionable  to  act  hastily, 
but  of  coarse  this  subject  impresses  me  differently  perhaps 
from  the  way  it  may  impress  others,  having  thought  it  over  with 
the  Committee.  It  is  a  matter  in  which  I  feel  deep  interest, 
knowing  the  position  which  America  has  already  taken  in 
regard  to  systems  of  standards.  Every  scientific  society  in  this 
country  occupies  much  of  its  time  and  effort  promoting  uni- 
formity by  means  of  standards.  You  know  what  the  Franklin 
Institute  has  done,  and  other  societies.  Sir  Joseph  Whit- 
worth  came  to  this  country  at  the  time  of  the  Exhibition  in  the 
Crystal  Palace,  and  upon  his  return  to  England  he  told  of  the 
difference  between  America  and  England,  and  of  the  great  facil- 
ity here  in  obtaining  work  made  to  standard  ^izes  at  that  early 
day.  He  said  that  there  was  not  at  that  time  in  England  a 
place  where  sashes  and  doors  could  be  made  to  standard  sizes  ; 
that  every  architect  has  his  own  notions  of  proportions,  and  the 
same  was  true  as  to  the  glass  to  be  put  into  the  sash.  But  feel- 
ing sure  the  subject  will  commend  itself  to  all  members  of  the 
Society,  I  am  perfectly  willing  that  this  should  remain  over 
until  Thursday,  to  give  time  for  consideration. 

Prof.  Thurston. — If  the  Chairman  approve,  then  I  will  make 
the  motion  that  the  matter  be  laid  on  the  table,  to  be  taken  up 
as  the  special  order  on  Thursday.  As  offering  a  suggestion  to 
those  members  who  have  not  perhaps  thought  so  much  of  the 
matter  as  some  of  the  rest  of  us  have,  I  would  remind  them  that 
this  Society  has  taken  the  lead,  in  a  certain  sense,  in  the  cre- 
ation of  a  number  of  standards,  but  it  has  not  resulted  in  the 
committing  of  the  Society,  or  any  of  its  members,  in  any  matter 
of  doubt ;  but  it  has  been  accomplished  by  appointing  commit- 
tees of  experts,  who  study  the  matter  carefully  in  the  light  of 
the  knowledge  which  they  themselves  possess,  and  who  report 
what  in  their  opinion  is  a  proper  method  of  procedure,  not  in 
asking  legislation  perhaps,  but  in  doing  the  work  assigned. 
Such  was  the  Committee  of  our  Society  on  the  testing  of  boilers. 
There  we  had  certain  members  of  the  Society  presenting  simply 
their  opinion  ;  members  who  may  be  expected  to  have  as  much 
knowledge  of  the  subject  as  any,  and  whose  opinions  have  some 
weight  with  the  profession.  The  report  is  allowed  to  go  out, 
carrying  the  weight  of  the  opinion  of  those  who  present  it,  and 
of  those  who  subsequently  endorse  it ;  the  Society  as  a  body  does 
not  commit  itself  to  any  opinion,  and  does  not  take  the  attitude 


Digitized  by 


Google 


NEW  YORK  MKKTING.  25 

that  it  has  any  right  to  express  a  definite  opinion  in  regard  to 
matters  of  detail  of  that  kind. 

I  do  not  wish  to  be  understood  as  objecting  at  all  to  the  woi'k 
of  this  Committee.  On  the  contrary,  I  think  that  the  object 
which  they  have  in  view  is  an  eminently  desirable  one,  and  I 
hope  to  see  a  practical  way  found  of  attaining  it.  All  I  ask  is 
that  members  may  have  ample  time  to  think  the  matter  over 
with  care ;  so  that  each  shall  know  what  he  does  think,  and 
which  way  he  may  finally  best  vote. 

Mr,  Oberlin  Smith. — ^I  second  the  resolution  to  postpone  this 
matter  until  Thursday.  I  think  it  is  better  that  we  should  all 
look  over  the  copies  of  this  resolution  and  form  an  opinion  and 
be  prepared  to  offer  amendments  that  seem  desirable  ;  and  as  we 
have  a  large  and  representative  meeting  I  would  particularly 
deprecate  passing  it  over  until  the  Spring  convention,  because  it 
is  a  matter  of  great  importance  that  should  be  voted  on  now. 
As  Dr.  Sellers  has  remarked,  it  is  not  committing  the  Society  in 
any  important  sense,  and  we  have  no  law,  at  any  rate,  against 
voting  on  a  question  of  this  kind  at  our  meetings.  The  matter 
in  question  is  one  that  should  be  brought  before  Congress  this 
session,  early  in  December,  so  that  it  will  not  be  crowded  out  in 
the  Spring  as  so  many  important  bills  are  ;  bills  which  members 
of  Congress  are  perfectly  willing  to  pass,  but  do  not  have  time 
enough  left  for.  If  this  can  be  settled  by  Thursday  or  Friday, 
and  properly  put  before  Congress  early  in  the  session,  we  will 
have  a  chance  of  its  passing  this  winter,  which  will  put  forward 
this  important  reform  a  year  at  any  rate. 

[At  this  point  the  motion  to  lay  on  the  table  was  put  and  carried,  and  the 
discussion  wa:*  adjourned  until  Thursday.  When  the  subject  was  resnmed,  the 
debate  was  opened  by  Prof.  Coleman  Sellers.] 

Mr.  Coleman  Sdlers. — It  may  be  well  to  state  for  the  infor- 
mation of  those  members  who  have  not  carefully  read  the  pro- 
posed action  of  the  Society  that  this  plan  of  Mr.  See's  to  organize 
a  Bureau  in  Washington  for  the  record  of  standards  is  one  that 
does  not  commit  the  Society  to  any  standard  or  commit  them  to 
any  opinion  in  regard  to  particular  standards.  I  do  not  think 
there  can  be  any  difference  of  opinion  as  to  the  one  principle 
that  is  involved  in  it,  that  is,  of  having  in  Washington,  at  the 
seat  of  Government,  some  record  of  all  the  proposed  standards 
that  may  be  offered.  We  find  now  that  for  the  want  of  some 
accessible  published  statement  of  the  attempts  of  various  socie- 
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ties  and  indiyiduals  to  arrange  and  systematize  their  output  that 
there  is  apt  to  be  confusion,  and  work  done  by  different  societies 
and  different  organizations  seems  to  clash.  As  for  instance,  at 
the  present  time  I  have  learned  since  I  have  been  in  this  room 
to-day,  that  while  in  England  there  is  an  attempt  made  through 
the  Board  of  Trade  to  have  a  law  passed  making  it  illegal  to 
make  any  attachment  to  gas  meters  other  than  those  that  are  of 
the  form,  size,  dimensions,  pitch,  etc.,  of  threads  prescribed  by 
them  for  the  standards  of  meter  connections,  and  that  the  same 
thing  was  being  done  in  America  without  any  knowledge  at  all  of 
what  was  being  done  in  England ;  it  so  happens  that  the  actions 
of  the  two  peoples  interested  in  this,  almost  coincide,  and  that 
there  is  scarcely  any  difference  between  them  at  alL  There  is,  in 
fact,  so  little  difference,  that  if  at  the  present  time  the  American 
people  interested  in  this  one  question  should  push  their  system  to 
the  fore  and  have  it  established  in  America  as  the  standard,  there 
is  but  very  little  doubt  that  the  slight  discrepancies  would  be 
acceded  to  by  the  people  of  Great  Britain,  and  the  standard  of 
America  would  be  adopted  in  England.  We  might  as  well  be  in 
advance  of  the  world  in  these  things  as  to  follow  the  lead  of 
others.  You  know  perfectly  well  that  this  Society  recommended 
the  Briggs  standard  for  pipe  threads,  but  still  there  is  confusion 
in  regard  to  ii  It  has  not  been  thoroughly  carried  out.  It  is 
possible  to  have  this  all  done  in  a  better  way,  if  any  person 
interested  in  the  subject  knows  exactly  where  to  go  for  the  infor- 
mation. Now,  what  is  proposed  by  this  Committee  on  standards 
is  that  any  organized  society  as  a  society  of  civil  engineers,  or 
a  gas  society  or  a  society  of  electrical  engineers,  or  the  Franklin 
Institute,  or  any  other  institute  recommending  a  standard,  that 
that  standard  shall  be  recorded  in  the  Patent  Office  at  Washing- 
ton upon  the  payment  of  a  certain  fee,  say  a  fee  of  fifteen  dol- 
lars. It  is  then  published  in  the  proceedings  of  the  patent  office 
in  the  Gazette,  so  that  everybody  having  access  to  the  Gazette 
will  know  exactly  what  is  done.  It  does  not  by  law  compel 
people  to  adopt  these  standards.  Nobody  is  compelled  to  adopt 
them,  but  it  is  safe  to  trust  to  the  good  common  sense  of  the 
American  people  to  select  the  fittest  from  them  all  and  adopt 
that  which  is  the  best  It  enables  one  to  know  where  he  can 
find  the  information  which  is  of  the  most  importance  in  this  par- 
ticular branch.  We  do  not  ask  the  Government  to  give  us  such 
service  for  nothing.     We  say  that  this  shall  only  be  done  upon 
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the  payment  of  a  fee  whicli  is  more  than  sufficient  to  compen- 
sate for  the  record  and  the  publication.  Nor  do  we  ask  this 
Society  to  commit  itself  to  any  question  except  the  one  thing, 
that  it  is  desirable  to  have  some  one  place  where  these  things 
can  be  recorded,  precisely  as  it  is  when  you  take  out  a  copyrighi 
You  must  deposit  in  the  library  at  "Washington  two  copies  of  the 
book  you  publish,  and  everybody  knows  that  it  is  possible  to  find 
in  Washington  a  duplicate  of  what  has  been  copyrighted.  So  if 
this  plan  is  carried  out,  it  will  be  possible  to  know  at  once  what 
has  been  done  in  reference  to  standards  by  applying  to  the 
Gk)vemment  Department  I  hope,  in  presenting  it  in  that  way, 
there  will  be  no  difference  in  regard  to  the  principle  involved. 
There  may  be  a  difference  of  opinion  in  regard  to  the  method  of 
accomplishing  the  object.  It  may  be  that  the  Committee  has  not 
presented  the  best  plan.  I  believe  some  changes  may  be  made 
to  advantage.  I  have  even  heard  that  it  is  proposed  to  im- 
prove it  very  much  by  prefixing  a  preamble  to  the  act  of  Con- 
gress, and  I  hope  that  some  one  will  present  such  a  preamble 
and  do  everything  to  make  the  action  of  this  Committee  stronger 
than  it  is  at  present 

Mr.  Kent. — ^I  am  entirely  in  favor  of  the  proposed  Standard 
Bureau.  I  think  the  act  to  be  passed  by  the  House  of  Repre- 
sentatives and  the  Senate  is  all  right,  except  that,  if  passed  in 
its  present  form,  the  American  Society  of  Mechanical  Engineers 
may  find  difficulty  some  day  in  agreeing  upon  a  standard,  and 
the  question  might  be  raised  whether  a  minority  of  the  Mechani- 
cal Engineers  should  be  able  to  prevent  the  adoption  of  a  stand- 
ard. Professor  Sellers  has  said  that  the  American  Society  of 
Mechanical  Engineers  has  adopted  the  Briggs  Table  or  system 
for  pipe  threads. 

Mr.  Sellers. — Recommended  it,  I  understood. 

Mr.  Kent. — They  have  not  recommended  it  at  alL  The  Ameri- 
can Society  of  Mechanical  Engineers  deliberately  refused  to 
recommend  that  standard,  and  took  the  same  action  concerning 
it  that  they  did  in  regard  to  the  report  of  the  Boiler  Test  Com- 
mittee, and  refused  to  recommend  any  standard  whatever  of  any 
kind  or  to  express  any  opinion  whatever  as  a  Society  on  any  sub- 
ject. This  question  was  very  thoronghly  discussed  at  the  Atlan- 
tic City  meeting,  where  the  question  came  up  of  the  Society 
approving  the  report  of  the  Boiler  Test  Committee.  It  was 
finally  resolved  not  to  approve  the  report,  not  to  disapprove  it. 
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but  to  receive  the  report  and  order  it  printed  without  any  expres- 
sion either  of  approval  or  disapproval  The  report  goes  before 
the  world  signed  by  five  members  who  were  the  Committee,  and 
the  Society  is  in  no  way  responsible  for  that  report,  except  that 
it  authorized  it  to  be  printed  in  the  transactions,  together  with 
the  debate  on  ii  The  same  question  was  raised  when  the  report 
of  the  Pipe  Thread  Committee  was  presented,  and  it  was  re- 
solved not  to  approve  that  report,  not  to  disapprove  it,  but  to 
order  the  report  printed.  As  was  well  stated  at  the  time  of  the 
discussion  of  the  Boiler  Test  Committee,  the  formal  report  pre- 
sented by  the  committee  of  five  men  who  are  acknowledged  and 
appointed  by  the  Society  as  experts  in  any  particular  branch, 
will  carry  greater  weight  than  an  expression  of  an  opinion  by  a 
majority  vote  of  a  meeting  held  in  some  city,  at  which  there 
is  not  one-tenth  of  the  Society  present,  and  not  one  twentieth 
expert  in  the  particular  subject  reported  on. 

The  proposed  Act  of  Congress  states  that  an  application  for 
registration  of  a  standard  must  show  the  approval  of  an  organ- 
ized association  of  individuals  or  the  head  of  some  department 
of  Government  or  the  Chancellor  of  the  Smithsonian  Institution. 
The  American  Society  of  Mechanical  Engineers  is  one  of  these 
organizations.  We  have  already  established  a  precedent,  that  we 
will  not  recommend  anything,  will  not  try  to  force  a  standard  or 
a  rule  or  law  upon  any  body  of  men  whatever,  or  upon  the  coun- 
try; but  that  the  Society  will  appoint  committees  to  make 
researches  to  bring  in  their  reports,  and  will  order  these  reports 
printed  in  its  transactions  if  it  thinks  them  worthy  of  it,  but  it 
will  not  place  itself  on  record  as  trying  to  enforce  a  standard- 
Now,  I  would  suggest  that  this  act  be  amended  by  the  insertion 
of  the  clause  in  the  second  line  of  Section  2,  after  the  word  "  in- 
dividuals," "  or  a  regularly-appointed  committee  of  such  associa- 
tion."    That  will,  I  think,  eliminate  all  the  difficulties. 

Mr.  Sellers. — I  would  accept  that  amendment  without  any 
hesitation,  at  all ;  and  if  in  our  own  Society  we  could  limit  the 
action  of  these  proposed  committees  in  this  manner,  that  we 
should  definitely  authorize  their  publication  of  a  proposed 
standard,  not  thereby  committing  the  Society  to  it  at  all,  we 
should  thus  assure  some  control  over  the  number  of  standards  to 
be  adopted.  That  is,  while  we  do  not  commit  ourselves  to  any 
particular  standard,  we  should  certainly  have  the  right  to  say 
whether  one  of  our  committees  should  have  the  right  to  publish 
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it  Now,  this  plan  does  not  commit  any  one  to  the  adoption  of 
these  standards,  nor  does  it  commit  the  Society  in  any  way ; 
but  if  this  clause  is  added,  it  will  add  very  much  strength  to  the 
whole  act,  and  at  the  same  time  free  us  from  some  embarrass- 
ment in  the  matter. 

Mr.  Gto.  M.  Bond. — As  I  understand  it,  the  word  "recogni- 
tion "  applies  to  public  recognition,  which  would  obtain  before 
the  approval  o^  and  not  directly  connected  with  any  action  by 
the  American  Society  of  Mechanical  Engineers. 

Standards  might  be  found  to  be  of  public  utility  before  the 
Committee  had  anything  to  do  with  them,  and  in  that  way  be 
first  brought  to  the  notice  and  have  the  approval  of  this  Commit- 
tee ;  so  that  the  word  '*  recognition,"  as  it  there  appears,  would 
not  imply,  by  any  action  we  may  now  take,  an  endorsement  by 
this  Society.  I  would  also  suggest  that  the  word  "  such  "  be  in- 
serted before  the  word  ** record"  in  the  resolution. 

Hie  President — The  action  taken  by  this  Society  under  our 
present  rules  would  be  rather  in  the  nature  of  an  approval  of  a 
standard  as  one  fit  for  record,  not  necessarily  as  endorsing  the 
standard  per  se. 

Prof.  Thurston. — As  bearing  upon  this  matter  of  amendment, 
as  well  as  the  original  motion,  I  would  suggest  that  the  action 
has  hitherto  been :  not  the  approval  by  a  committee  of  a  certain 
scheme,  but  the  presentation  by  a  committee  of  the  best  that 
they  have  been  able  to  prepare,  in  the  light  of  their  knowledge 
at  the  date  of  their  presentation;  and,  presenting  it  in  that 
form,  they  simply  say,  ''  this  is  the  best  we  have  been  able  to 
do,  and  we  wish  to  put  it  on  record ;"  those  who  believe  it  de- 
sirable will  accept  it ;  those  who  do  not,  will  not  approve  it.  No 
individual  or  society  is  committed  to  the  scheme  ;  but  it  never- 
theless represents  a  standard  toward  which  idl  may  work  as 
may  be  deemed  best.  The  result  will  naturally  be  that,  if  we 
do  succeed  in  finding  a  method  that  is  practical  and  useful, 
those  most  interested  in  the  matter  will  accept  it  gladly,  and  it 
would  become  by  general  practice  an  •accepted  standard ;  and 
this  is  the  only  way  by  which  a  standard  can  be  made.  It  re- 
quires no  endorsement  by  us,  and  should  have  none,  I  think. 

Mr.  Philip  R.  Voorhees. — The  motion  before  the  Society,  if  I 
apprehend  it  correctly,  is  to  adopt  the  resolution  proposed  by 
the  Committee.  It  seems  that  there  is  a  diversity  of  opinion  as 
to  the  propriety  of  passing  this  resolution  as  a  resolution,  in 


Digitized  by 


Google 


30  PKOCEEDINGS   Of   THE 

view  of  the  fact  that  it  commits  the  Society  to  an  opinion.  It 
has  occurred  to  me  that  perhaps  a  solution  of  the  difficulty 
might  be  reached  at  the  proper  time,  in  discussing  the  act 
itself — that  then  the  substance  of  this  resolution,  which  cer- 
tainly very  clearly  puts  the  necessities  of  the  case,  might  be 
embodied  in  a  preamble  to  the  act  itseli  If  this  is  done,  it 
might  avoid  debate  as  to  the  propriety  of  committing  the 
Society  to  the  expression  of  an  opinion.  At  the  proper  time  I 
would  therefore  move  that  the  substance  of  the  resolution  which 
I  have  embodied  in  almost  its  identical  language,  be  inserted 
as  a  preamble  to  the  act.  Then  the  source  from  which  such 
language  emanates  will  be  known,  and  we  will  have  the  advant- 
age of  setting  forth  the  necessity  so  clearly  put  by  the  gentle- 
men of  the  Committee. 

I  have  some  hesitancy  in  making  the  motion  in  this  form,  be- 
cause I  must  move  this  in  lieu  of  the  resolution  now  before  the 
meeting,  nor  did  I  want  to  take  so  advanced  a  position  until 
there  had  been  some  further  discussion  on  the  resolution,  but  I 
will  make  the  motion  with  this  explanation  to  the  gentlemen 
assembled. 

I  will  move,  therefore,  that  in  lieu  of  this  resolution,  that  its 
substance  be  embodied  in  the  act  as  a  preamble  thereto,  which 
reads  thus : 

"Whereas  practical  standards  of  uniformity  based  upon  a 
common  understanding  are  essential  to  industrial  business  and 
professional  pursuits,"  etc. 

The  President. — ^If  the  meeting  will  accept  a  suggestion  from 
the  Chair,  the  simplest  procedure  will  be,  first,  to  pass  the  reso- 
lution which  has  been  offered  by  Dr.  Sellers,  then  after  that  to 
pass  a  motion  to  the  effect  that  the  resolution  be  incorporated  as 
a  preamble  in  the  draft  for  the  act  of  Congress  to  be  submitted  by 
the  Committee  for  Congressional  action.  It  would  then  read  in 
the  preamble,  "  Whereas,  the  American  Society  of  Mechanical 
Engineers  has  adopted  a  resolution  to  the  effect  that  in  the 
opinion  of  this  Society,  having  over  one  thousand  members,"  and 
so  on,  following  with  each  of  the  clauses  of  the  resolutions  as 
passed. 

After  one  or  two  verbal  amendments  were  suggested  by  the 
members  and  accepted  by  the  Committee,  the  vote  was  taken  on 
the  amended  resolutions  as  they  appear,  and  the  resolutions 
were  passed.     The  act,  as  amended  by  prefixing  the  preamble 
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proposed  by  Mr.  Voorliees  and  accepted  by  the  Committee,  is  in 
their  hands  for  presentation  to  Congress.  Its  substance  will 
appear  in  their  later  report 

The  Chair  announced  as  the  Society's  Committee  on  Stand- 
ards under  the  resolutions : 

Messrs.  Jaiues  W.  Set* Hamilton,  O. 

CoLemsii  Sellers Plnladflphia.  Pa. 

Philip  R.  Voorliees New  York  City. 

The  amendment  to  the  rules  of  the  Society  proposed  by  Mr. 
Woodbury  and  duly  recorded  at  the  Erie  meeting  in  May,  1889, 
under  the  rules  for  amendments,  and  which  had  been  distrib- 
uted in  printed  form  in  advance  of  the  meeting,  was  now  taken 
up  and  passed.  The  amendment,  as  modified  from  its  first  form, 
to  conform  to  the  requirements  of  the  laws  under  which  the 
Socieiy  is  incorporated,  is  as  follows : 

Proposed  Amendment 

TO  THE 

Hvuu  OF  THB  American  Society  of  Mechanical  Engineers. 

Article  30. 

The  affairs  of  the  Society  shall  be  maDa^^  bj  a  Council,  consisting  of  a  Presi- 
dent, six  Vice-PresldeDts,  nine  Managers,  and  a  Treasarer,  who  shall  also  be  the 
Trnstees  of  the  Society. 

All  past  (Ex)  Presidents  of  the  Society,  while  they  retain  their  membership 
thereio,  shall  be  known  as  honorary  Councillor?,  and  shall  be  entitled  to  receive 
notices  of  all  meetings  of  the  Council,  and  may  take  part  in  any  of  its  delibera- 
tions ;  they  shall  be  entitled  to  vote  upon  all  questions  except  such  as  affect  the 
legal  rights  or  obligations  of  the  Society  or  its  members. 

Article  21. 

The  members  of  the  Council  shall  be  elected  from  among  the  members  and 
asvociates  of  the  Society  at  the  annual  meetings,  aud  shall  hold  oiBce  as  follows  : 

The  President  and  the  Treasurer  for  one  year  ;  and  no  person  shall  be  eligible 
for  immediate  re-election  as  President  who  sball  have  held  that  office  for  two 
consecutive  years ;  the  Vice-Presidents  for  two  year*",  and  the  Managers  for 
three  years  ;  and  no  Vice-President  or  Manager  nball  be  eligible  for  immediate 
re-election  to  the  same  office  at  the  expiration  of  the  term  for  which  he  was 
elected. 

2Tie  President — I  think  it  proper  to  say  a  word  further  in 
explanation  of  the  change  which  has  been  made,  the  object  of 
which  is  to  give  continuity  and  permanence  to  the  Council  to  a 
greater  degree  than  exists  at  the  present  time.  The  past  Presi- 
dents of  the  Society  comprise  those  members  who  have  had 
the  greatest  experience  in  its  administration  at  one  time  or 
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another.  It  is  believed  that  the  addition  of  the  past  Presidents 
to  the  Council  will  contribute  both  qualities  I  have  mentioned, 
namely,  continuity  and  unity  of  policy  and  precedent  as  well  as 
knowledge  of  and  experience  in  its  past  doings. 

Ex-President  Coleman  Sellers  now  took  the  Chair,  by  request 
of  President  Towne,  in  order  that  the  latter  might  present  to  the 
meeting  the  following  preamble  and  resolutions : 

WJureas,  There  are  now  In* existence  four  associations  of  American  engiDeers, 
each  representing  one  branch  of  the  profession,  and  each  serving  a  attef ul  pur. 
pose ;  and 

Whereaa,  Many  members  of  the  existing  societies  are  desirous  that  a  new 
organization  should  be  created  wliich,  without  superseding  or  disturbing  those 
already  in  existence,  will  be  broader  and  more  comprehensiye  than  auy  of  ibem, 
and  thus  more  representative  and  national ;  and 

Whereas,  It  is  believed  that  the  result  thus  outlined  may  be  accomplished 
without  any  encroachment  on  the  autonomy  of  the  exibting  organizations,  and 
without  any  impairment  of  their  distinctive  character  ;  aud 

Whereas,  It  is  especially  desirable,  in  view  of  the  contemplated  international 
exhibition  in  1892,  that  there  should  be  some  organization  broadly  representa- 
tive of  American  engineers,  and  thas  qualified,  in  their  behalf,  to  receive  and 
entertain  the  foreign  engineers,  who,  it  is  hoped,  will  then  visit  the  United 
States ;  and 

Whereas,  The  desirability  and  feasibility  of  closer  relations  between  the  mem- 
bers of  the  existing  organizations  were  demonstrated  by  Ihe  experience  of  those 
who  took  part  in  the  joint  excursion  of  American  engineers  to  Europe  in  the 
summer  of  1889. 

Therefore  he  it  Resolved : 

1.  That  the  American  Socibtt  op  Mbcsanical  Engineers  views  with 
favor  all  efforts  tending  to  establish  more  intimate  relations  between  the  exist- 
ing engineering  societies,  and  to  develop  a  national  organization  of  American 
Engineers ; 

2.  That  to  promote  this  object  the  Council  be  hereby  requested  to  communi- 
cate the  substance  of  these  resolutions  to  the  officers  of  the  other  engineering 
societies,  and  to  invite  them  to  unite  in  a  discussion  of  the  subject,  and  in  an 
endeavor  to  reduce  it  to  proper  form  for  submission  to  the  consideration  of  the 
membership  of  each  society  ; 

8.  That  to  this  end  the  Council  be  further  requested  to  appoint  a  committee 
of  three  members  to  represent  this  Society  in  any  such  conferences,  to  consider 
the  whole  subject  herein  referred  to,  aud  to  report  the  result  of  their  labors  to 
the  next  meeing  of  the  Society. 

Mr.  Totvne. — Several  times  during  the  past  three  or  four 
months,  both  in  this  society  and  in  our  sister  societies  of  civil 
and  mining  engineers,  mention  has  been  made  of  the  possibility 
of  some  closer  union  between  the  engineering  societies  of  the 
United  States.  The  suggestion  arose  most  naturally  from  the 
necessity  for  such  action  among  those  members  of  the  several 
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societies  who  took  part  in  the  excursion  to  Europe  last  summer. 
The  ease  with  which  a  union  was  accomplished  then,  and  the 
happy  results  which  followed  from  it  during  the  trip,  suggested 
to  many  of  us  that  something  of  the  same  kind  might  be  done 
upon  a  larger  and  more  permanent  scale.  "With  that  in  mind, 
the  foregoing  preamble  and  resolutions  were  offered :  I  hope 
there  will  be  some  discussion  of  this  subject  It  is  one  of  large 
scope.  I  think  the  meeting  would  be  very  glad  to  hear  the  opin- 
ions of  some  of  those  older  members  of  the  Society  who  took 
part  in  the  excursion  of  last  summer.  Professor  Thurston,  for 
example. 

Frof.  B.  H.  Thurston. — Unfortunately,  for  me,  I  was  not  with 
the  committee  of  three  hundred  and  sixty  during  all  its  pere- 
grinations of  the  last  summer.  But  I  know  something  about 
what  was  done  by  them.  The  suggestion  which  has  just  been 
made,  in  these  resolutions,  is  one  which  was  first  made  in  sub- 
stance many  years  ago.  It  was  one  of  the  many  great  plans  for 
the  benefit  of  the  profession  which  were  suggested  and  urged  by 
Alexander  HoUey.  Long  before  his  death,  he  was  endeavoring 
to  secure  the  approval  of  the  active  and  leading  members  of  the 
several  societies  of  engineers  for  the  carrying  out  of  just  such  an 
idea,  in  the  general  form  of  that  which  has  now  been  presented. 
ffis  belief  was  that  if  he  could  secure  a  union  of  the  active  and 
the  leading  members  at  least,  of  all  the  great  societies  ;  such  as 
would  constitute  an  academy  of  engineering,  or  an  institution  of 
engineering ;  some  association,  in  definite  form,  of  all  the  best 
men  of  all  the  societies,  and  as  many  others  as  could  be  induced 
to  join, — that  the  result  would  be  the  securing  of  a  bond  of  sym- 
pathy and  of  union  in  professional  work  among  these  societies 
which  could  not  fail  to  have  very  valuable  results.  If  I  am  not 
mistaken,  he  secured  the  appointment  of  a  committee,  in  each  of 
two  or  more  of  the  societies,  whose  duty  it  was  to  endeavor  to 
secure  action  looking  toward  such  union.  The  plan  never  took 
complete  form ;  but  it  was  talked  over  by  Mr.  HoUey,  and  by  his 
friends,  frequently  for  a  period  of  several  years  before  his  death, 
and  has  as  frequently  come  up  since,  in  various  connections,  in  the 
several  societies.  The  experience  of  that  joint  convention  which 
was,  by  an  accident  as  it  were,  held  last  summer  in  the  visit  of 
the  several  societies  of  engineers  going  together  to  their  friends 
on  the  other  side  of  the  water,  led  to  the  revival  of  this  idea  in 
substantially  the  same  form,  and  that,  as  we  have  just  been  told, 
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has  led  to  its  presentation  here.  It  seems  to  me  that  any  one 
who  has  given  any  thought  to  the  great  work  which  lies  before 
us,  as  an  association  of  specialists  in  engineering,  will  be  pre- 
pared to  approve  the  general  scheme.  What  form  it  may  be 
practicable  to  give  it,  cannot  to-day  be  decided.  But  a  properly 
constituted  committee  would,  I  have  no  doubt,  be  able  to  pre- 
sent some  scheme,  in  time,  when  the  matter  had  been  sufficiently 
thought  over  by  the  members  of  the  various  societies,  which 
would  lead  to  some  such  action  as  is  here  proposed,  and  which 
seems  to  me  to  outline  one  of  the  grandest  purposes.  Such  a 
union  would  be  of  enormous  advantage  to  the  members  of  the 
several  societies,  and  to  the  societies  as  independent  bodies,  as 
well  as  to  the  profession  at  large,  and  to  the  whole  country.  I 
should  myself  be  very  strongly  inclined  to  urge  that  such  a 
committee  be  formed,  and  I  shall  hope  that  if  a  committee  be  so 
constituted  here,  it  will  find  committees  from  other  societies 
ready  to  meet  it  more  than  half  way  in  its  work,  and  that  ulti- 
mately we  may  find  a  way  of  bringing  all  of  these  great  societies 
into  common  union  for  all  those  purposes  which  are  appropriate 
to  all  alike. 

Mr.  Oberlin  Smith. — As  one  of  the  committee  spoken  of,  who 
went  abroad  last  summer,  I  want  to  testify  to  the  feeling  which 
seemed  to  be  general  among  the  members  of  that  party,  in 
favor  of  just  such  a  combination  or  union  of  forces,  as  this. 
I  know  that  the  social  and  professional  intercourse  between 
members  of  the  different  societies,  during  their  trip,  has  greatly 
forwarded  any  movement  of  this  kind  which  may  come  up. 
"Whether  we  shall  be  able  to  do  it  immediately  or  not,  there  cer- 
tainly is  more  chance  than  there  was  a  year  ago.  I  am  heartily 
in  favor  of  something  of  the  kind,  though  I  did  not  know  it  was 
coming  up  this  morning.  I  am  very  glad  that  it  has  come  up. 
I  think  those  of  us  who  have  been  to  England,  France  and  Ger- 
many, and  have  seen  the  condition  of  the  engineering  societies 
there,  will  be  still  more  in  favor  of  it,  on  account  of  the  example 
they  are  setting  us — especially  in  the  case  of  the  British 
Institution  of  Civil  Engjineers,  having  nearly  five  thousand 
members.  In  this  society,  although  the  name  is  "  Civil,"  the 
members  are  not  all,  by  any  means,  nor  a  majority  of  them,  what 
we  know  as  civil  engineers  here.  They  are  simply  non-military 
engineers.  They  are  engineers  of  all  branches — men  who  build 
bridges,  roads  and  canals ;  and  men  who  make  steel,  and  who 
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build  boats  and  engines ;  men  who  do  engineering  work  of  all 
kinds,  who  are  mining  engineers,  hydraulic  engineers,  and  elec- 
trical engineers.  These  men  together  form  the  "  Institution  of 
Civil  Engineers,"  all  working  together  in  a  civil  way,  trying  to 
aid  each  other  in  every  way  they  possibly  can,  and  forming  a 
great  society  of  power  and  influence — one,  moreover,  which  is 
not  split  up  into  warring  factions,  in  any  way  whatever.  I  do 
not  see  how  it  would  have  been  possible  for  American  engin- 
eers to  receive  the  magnificent  ovation  which  they  did  receive, 
had  the  invitations  come  from  small  societies  merely.  I  do  not 
see  how  we,  in  1892  (or  1893,  or  1900),  can  exjpect  to  invite  these 
men  over  here  properly,  and  have  a  "  respectable  recognition 
and  approval "  of  that  invitation  by  them,  unless  it  comes  from 
some  common  source,  some  kind  of  a  union  of  societies.  Of 
course,  there  might  be  a  temporary  committee  appointed  from 
the  different  societies,  to  invite  them  ;  but  it  would  not  have  the 
force  which  a  more  regularly  organized  Commission,  or  Joint 
Society,  or  Academy  would  have.  It  is,  I  think,  particularly 
desirable  at  this  time  that  we  should  do  something  of  the  kind, 
and  that  no  time  should  be  lost,  so  that  a  definite  policy  may  be 
settled  upon  at  the  next  spring  and  summer  meetings  of  the 
various  societies,  in  order  that  such  an  invitation  may  be  sent 
in  time,  and  plenty  of  time.  Of  course,  this  is  not  the  only 
object  in  forming  this  union.  "We  must  look  to  our  own  inter- 
ests, the  interest  of  American  engineers  in  every  way,  and  what- 
ever we  do  now,  rather  in  a  hurry  perhaps,  that  we  may  extend 
this  invitation  abroad,  will  redound  to  our  own  benefit  during 
all  the  coming  years. 

Mr.  O.  C.  Woolson. — ^I  understood  Mr.  Towne  to  suggest  that 
the  committee  consist  of  three  from  this  Society.  It  strikes  me 
that  that  is  entirely  too  smalL  Large  bodies  move  slowly,  but 
doesn*t  it  seem  that  three  is  rather  a  small  number  to  consider 
a  matter  of  this  great  importance  ? 

Mr.  Tovme. — To  answer  the  suggestion :  Mr.  Woolson  has 
said  very  correctly  that  large  bodies  are  awkward,  and  are  not 
rapid  in  their  work.  If  each  of  the  other  societies  responds,  we 
will  then  have  a  committee  of  twelve,  which  I  think  is  quite  as 
large  as  could  do  any  effective  work,  and  it  is  to  be  borne  in 
mind  that  the  work  of  the  committee  is  by  no  means  final  or 
conclusive.  It  is  simply  preliminary.  Its  object  will  be  merely 
to  ascertain  what  are  the  views  ot  the  four  societies,  and  then 
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for  each  to  report  the  result  of  its  investigation  to  its  own 
society.    It  is  provisional  work,  rather  than  anything  final. 

Mr.  J,  F.  HoUovxiy. — ^As  one  of  a  great  many  who  were  obliged 
to  stay  at  home  last  summer,  I  did  not  have  an  opportunity  of 
knowing,  as  those  who  were  abroad  did,  of  the  necessiiy  for  such 
an  organization.  I  think,  very  likely,  they  found  it  was  a  very 
great  improvement  over  there,  to  have  all  the  engineers  grouped 
together.  The  definition  which  Mr.  Smith  gives  of  the  term 
civil  engineers  is  somewhat  new  to  most  of  us,  because  that  term 
in  this  country  denotes  a  distinct  class  of  engineers,  and  I  think 
the  name,  British  "  Institution  of  Civil  Engineers,"  conveys  by 
its  title  the  idea  that  it  is  composed  of  the  same  class  of  people  as 
are  the  civil  engineers  in  this  country ;  but  if  they  are  an  asso- 
ciation of  all  engineers,  I  can  understand  that  they  must  have  a 
very  large  power,  and  exert  a  very  great  influence.  In  this 
country  the  distinctions  are  quite  different,  and  we  are  classified 
by  the  special  profession  which  we  follow.  And  I,  for  one, 
while  I  heartily  agree  with  the  idea  of  a  committee  to  investi- 
gate the  matter,  and  to  formulate  some  plan,  and  present  it  to 
the  Society,  have,  I  confess,  very  great  respect  for  the  growing  so- 
ciety— the  American  Society  of  Mechanical  Engineers.  They 
have  done  a  great  deal  in  the  short  time  they  have  been  in  exis- 
tence, and  we  have  great  hopes  of  their  future,  and  I  do  not  want 
to  see  them  sunk  into  another  society  in  which  they  shall  not 
have  in  the  future  the  position  that  they  certainly  would  be 
entitled  to,  and  which  they  already  have  in  the  industrial  pro- 
gress of  this  country.  I  agree,  as  I  say,  in  the  idea  that  we 
should  investigate  the  matter,  and  if  any  possible  plan  can  be 
thought  of,  in  which  we  can  all  in  a  general  way  join  together 
in  some  one  society,  well  and  good.  But  I  still  think  we  have 
our  own  place.  We  have  our  own  business  to  do ;  and  I  think 
we  are  perhaps  as  well  fitted  as  anybody  else  to  fill  our  own 
place  and  situation,  and  meet  the  opportunities  that  are  con- 
stantly presented  to  us.  The  place  of  the  Mechanical  Engin- 
eers is  a  very  broad  one,  and  a  very  wide  one,  and  I  think  that 
this  society  is  coming  up  rapidly  to  take  that  place,  and  I  do 
not  want  to  see  it  overshadowed  by  any  other.     (Applause.) 

Mr.  Oberlin  Smith. — I  speak  again  only  because  Mr.  Hollo  way 
misunderstands  me.  I  had  no  idea  of  suppressing  this  society  or 
any  other,  nor  of  sinking  them  into  a  new  and  common  society. 
I  simply  spoke  of  the  organization  over  there  which  was  enabled 
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to  inyite  us  as  they  did  and  treat  us  as  they  did.  I  do  not  see 
that  any  academy  of  engineering  or  whatever  it  may  be,  as  pro- 
posed by  Mr.  Towne,  and  elsewhere  by  Mr.  Kent,  will  take  away 
the  individuality  of  the  other  societies  at  all.  It  will  only  help 
them  in  their  work.  Of  course,  we  do  not  yet  know  in  what  form 
this  matter  will  be  finally  crystallized. 

Another  point :  in  speaking  of  the  word  "  civil "  as  meaning 
non-military,  I  only  referred  to  the  origin  of  the  word,  and 
did  not  mean  to  convey  the  idea  that  we  do  not  want  military 
and  naval  gentlemen  with  us.  Indeed,  some  of  our  most  accom- 
plished and  practical  brethren  are  military  and  naval  engineers ; 
and  it  happens  also  that  they  are  largely  engaged  in  helping  us 
in  the  arts  of  peace.  Our  society  should  embrace  all,  whether 
they  are  known  as  civil,  mining,  mechanical,  electrical,  naval,  or 
military  engineers.  "What  we  want  in  our  coming  greatest  and 
most  important  society  of  all,  are  engineers — simply  engineers. 
We  do  not  want  all  the  adjectives,  some  of  them  not  very  logical 
in  their  derivation. 

Mr.  Jesse  M,  Smith. — I  am  heartily  in  sympathy  with  this 
union  proposed  by  the  resolution  of  Mr.  Towne,  and  I  would 
Hke  to  see  it  extended  even  farther  than  Mr.  Towne  has  sug- 
gested. Let  it  include  all  scientific  societies,  that  the  day  may 
arrive  when  we  shall  have  in  New  York  or  some  other  metropolis 
of  the  country  a  home  for  scientific  societies  where  every  society 
can  come  in  its  turn  and  hold  its  conventions,  and  have  a  home 
which  is  respectable,  and  a  library  which  shall  be  worthy  of  con- 
sultation and  everything  really  desirable.  The  idea  which  Mr. 
Oberlin  Smith  has  stated,  as  regards  the  Institution  of  Civil 
Engineers  of  Great  Britain,  has  been  carried  out  to  a  still  further 
extent  in  the  Society  of  Civil  Engineers  of  France.  The  Society 
of  Civil  Engineers  of  France  is  made  up  not  only  of  what  are 
the  civil  engineers, — that  is,  engineers  from  civil  life, — ^but  the 
engineers  from  civil  life  are  very  largely  engaged  in  military  and 
naval  pursuits,  as  is  instanced  by  M.  Garnier,  who  has  done  so 
much  for  the  present  armament  of  the  French  cruisers  and  the 
•  land  guns,  as  was  shown  by  the  Paris  Exposition.  I  feel,  there- 
fore, that  there  should  be  a  society  of  engineers  in  this  country 
— not  of  mechanical  engineers,  civil  engineers,  mining  engineers, 
or  any  other,  but  of  engineers — not  that  this  Society  should  over- 
shadow all  the  others,  but  that  each  specialty  shall  have  its  own 
work  to  do  and  do  it  as  it  has  done  in  the  past.     And  that  there 
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shall  be  a  society  over  all  the  others  consisting  of  all  the  others, 
and  that  they  should  be  united  so  that  their  actions  shall  have 
weight,  so  that  when  we  are  in  a  position  to  invite  our  brothers 
from  the  other  side  that  we  will  do  it  as  a  national  society  of 
engineers,  and  that  the  full  weight  of  brotherhood  can  be  extended 
to  them  in  that  way. 

Prof.  Coleman  Seders. — ^When  I  was  proposed  for  membership 
in  the  British  Institution  of  Civil  Engineers,  I  made  the  objection 
that  I  was  not  in  the  ordinary  sense  of  the  term  a  civil  engineer, 
having  been  most  of  my  life  engaged  in  mechanical  engineer- 
ing. Sir  Frederick  Bramwell,  who  was  vice-president  of  the 
society,  pointed  out  to  me  that  by  the  constitution  of  the  society 
there  was  no  such  limit  as  that  usually  applied  to  the  term 
"  civil  engineer,"  and  he  showed  me,  too,  that  very  many  of  their 
presidents  in  succession  had  been  the  great  mechanical  engineers 
of  England.  The  same  men  had  also  been  presidents  of  the  Insti- 
tution of  Mechanical  Engineers  of  England.  More  than  three- 
fourths  of  the  papers  read  before  the  so-called  Institution  of 
Civil  Engineers  of  England  are  papers  devoted  entirely  to  ques- 
tions of  dynamical  engineering,  and  the  succession  of  lectures 
delivered  before  them  has  been  such  as  has  not  been  of  use  to 
the  bridge  buUder  and  constructor  of  railroads  so  much  as  to 
those  who  had  to  do  with  the  matter  in  motion,  and  in  view  of 
the  fact  that  the  so-called  Institution  of  Civil  Engineers  in  Eng- 
land is  an  association  simply  of  engineers,  it  is  rather  unfortu- 
nate that  any  adjective  is  attached  to  the  title  at  alL 

Mr.  Towne. — We  have  with  us  Mr.  R  W.  Pope,  the  secretary 
of  the  American  Institute  of  Electrical  Engineers,  and  we  would 
all  be  glad  to  hear  briefly  from  him  the  sentiment  on  their  part 
in  regard  to  the  matter. 

Mr.  R.  W.  Pope, — I  have  been  secretary  of  the  Institute  of 
Electrical  Engineers  since  18*5,  and,  while  of  course  I  have  no 
authority  to  speak  as  representing  that  body  in  an  official 
sense,  I  am  well  aware  of  the  sentiment  of  a  great  many  of  our 
officers  and  members  in  regard  to  the  subject  before  you.  There 
are  some  points  in  relation  to  this  matter  which  have  not  been 
spoken  of,  and  are  not  recognized  as  they  should  be.  One  of  the 
most  important  is  the  fact  that  engineers  and  scienti£c  men  as  a 
bo.dy  have  not  that  influence  in  public  matters  that  they  should 
have.  I  refer  more  particularly  to  municipal  affairs.  It  appears 
to  me,  and  has  for  some  time,  that  municipal  government  to  a 
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great  extent  should  be  a  matter  of  engineering  rather  than  of 
politics.  In  national  affairs,  however,  it  is  proper  to  consider 
political  and  economic  questions.  In  the  local  government  of 
cities,  the  condition  of  the  streets  and  water  works,  the  public 
lighting,  underground  work,  abd  all  things  of  that  nature  are 
engineering  problems,  and  we  are  well  aware  that  when  any  of 
these  matters  come  up  before  the  ordinary  Common  Council  or 
Board  of  Aldermen,  composed  of  politicians,  they  do  not  grapple 
with  these  questions  as  an  engineer  would.  Speaking  of  engin- 
eers particularly,  I  would  say  that,  although  there  are  various 
branches  of  them,  each  branch  borders  on  the  other.  There  are 
civil  engineers  and  mechanical  engineers  and  electrical  engineers 
and  mining  engineers,  and  there  are  architects,  whose  work 
approximates  that  of  the  civil  engineer,  and  who  should  have 
some  knowledge  of  electricity,  sufficient  at  least  to  enable  them 
to  specify  the  proper  material  to  be  used,  instead  of  simply 
insisting  on  the  use  of  lead-covered  wire,  as  is  now  frequently  the 
case. 

You  have  in  your  society  about  twenty-five  of  our  members — 
twenty-five  electrical  engineers,  who  are  also  mechanical  engineers. 
That  is  not  such  a  very  large  number,  but  it  is  well  understood 
in  electrical  engineering  that  there  can  be  no  thoroughly  first- 
class  electrical  engineer,  unless  he  is  well  grounded  in  mechani- 
cal engineering.  He  must  understand  mechanical  engineering 
in  order  to  become  thoroughly  equipped  to  practise  his  profes- 
sion, and  it  also  behooves  mechanical  engineers  to  give  attention 
to  electrical  matters  in  connection  with  their  own  work.  The 
movement  in  question  is  one  which  appears  to  me  to  be  in 
accordance  with  the  tendency  of  the  times,  which  is  to  concen- 
trate work  of  various  descriptions.  A  complete  engineering 
hbrary  in  New  York  should  cover  all  electrical  subjects  and  all 
mechanical  subjects,  and  what  we  consider  civil  engineering 
subjects.  In  order  to  make  an  electrical  library,  we  should  have 
a  library  of  mechanical  .engineering.  But  it  is  a  matter  of 
twenty-five  or  thirty  thousand  dollars  to  get  even  a  good  elec- 
trical library.  I  have  the  same  files  of  technical  journals  in  my 
office  that  your  secretary  has  in  his,  and  nearly  the  same  that 
civil  engineers  have.  I  went  so  far  in  this  matter,  at  one  time, 
as  to  suggest  to  your  secretary  the  propriety  of  organizing  in 
Hew  York  what  I  termed  a  society  of  societies — a  working  board 
of  officers  of  the  different  engineering  societies — in  order  to 


Digitized  by 


Google 


40  PROCEEDINGS   OF  THE 

exchange  views  as  to  the  conduct  of  society  work,  and  the  intro- 
duction of  uniform  methods,  so  that  in  case  of  any  business 
coming  up,  similar  to  the  European  excursion  last  summer,  the 
different  boards  could  work  together  in  harmony ;  the  machinery 
being  already  in  existence,  it  would  be  merely  necessary  to  set  it 
in  operation.  Now,  I  think  we  would  be  wise  in  profiting  by  the 
experience  of  our  British  brethren.  As  I  understand  it,  the 
Institution  of  Civil  Engineers  is  the  leading  body,  other  organi- 
zations being  the  mechanical  engineers,  the  electrical  engineers, 
etc.  The  Institution  of  Electrical  Engineers  in  England  numbers 
over  one  thousand  members.  It  has  a  greater  membership  than 
your  society  of  mechanical  engineers  here.  They  meet  in  the 
building  of  the  Civil  Engineers,  and  are  in  harmony  with  them. 
Some  of  the  best  electrical  papers  read  in  England  have  been 
read  before  the  Institution  of  Civil  Engineers.  You  will  see, 
therefore,  that  a  leading  society,  even  as  strong  as  the  British 
Institution  of  Civil  Engineers,  does  not  overwhelm  the  others. 
The  others  are  strong,  in  spite  of  there  being  a  leading  society. 
I  think,  gentlemen,  that  this  is  a  question  requiring  thorough 
examination,  and  I  feel  at  liberty  to  say  that  whatever  may  be 
the  result,  the  American  Institute  of  Electrical  Engineers  would 
be  very  glad  to  send  a  committee  to  consider  it. 

Mr,  W.  S.  Rogers, — I  have  thought,  for  a  long  time,  that  the 
time  was  not  far  away  when  the  electrical  engineer  and  the  me- 
chanical engineer  would  be  drawn  very  closely  together,  and  I 
am  impressed  with  that  more  and  more  every  day.  If  there  is 
anything  like  a  plan  proposed  to  organize  a  new  society,  I  can 
mention  some  experiences  with  profit.  I  received  a  letter  a 
short  time  ago  from  a  young  man,  and  incidentally  he  told  me 
that  he  did  belong  to  one  of  the  societies,  and  that  he  did  not 
like  it.  He  said  it  seemed  to  him  that  what  they  were  after  was 
his  fee,  and  what  he  was  after  was  knowledge.  He  was  not  get- 
ting it  as  he  wanted  it.  He  went  on  to  state  that  he  was  trying 
to  fit  himself  to  become  a  member  of  the  American  Society  of 
Mechanical  Engineers,  as  he  thought  there  he  would  gain  the 
counsel  and  assistance  and  knowledge  which  would  fit  him  to  do 
some  good  in  this  world.  I  can  only  hope  that  in  planning  to 
form  this  new  society  any  committee  will  go  very  slowly  and  go 
carefully,  and  let  the  American  Society  of  Mechanical  Engineers 
hold  the  leading  place  or  equal  leading  place  in  it.  At  the  same 
time,  I  don't  wish  to  be  understood  as  being  opposed  to  any 
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organized  method  of  uniting  the  yarious  societies,  provided  it 
helps  in  practical  knowledge,  and  the  American  Society  of 
Mechanical  Engineers  is  properly  recognized. 

Mr,  Wm.  Kent. — There  is  one  phase  of  this  subject  which  has 
not  been  touched  on.  I  believe  that  the  American  Society  of 
Civil  Engineers  are  trying  to  enlarge  themselves  by  annexing 
the  various  local  societies  in  Gleveland,  Pittsburg,  St.  Louis,  and 
other  places.  I  see  in  the  papers  that  those  societies  are  con- 
sidering the  desirability  of  affiliating  themselves  to  the  American 
Society  of  Civil  Engineers  as  chapters.  These  local  societies 
are  composed  of  mechanical,  civil,  electrical,  and  all  the  other 
kinds  of  engineers  in  one  body.  I  understand  that  the  American 
Society  of  Civil  Engineers  propose  to  consolidate  these  various 
societies  into  the  civil  engineers  as  their  chapters,  and  so  become 
a  grand  society  like  the  British  Institution  of  Civil  Engineers  ; 
but  I  will  not  raise  the  question  whether  that  will  be  as  desir- 
able as  the  proposed  form  of  the  new  society,  which  has  been 
brought  out  in  the  resolution  by  Mr.  Towne. 

I  had  the  honor,  in  1886,  to  read  a  paper  at  the  meeting  in 
Buffalo  of  the  American  Association  for  the  Advancement  of 
Science,  entitled :  "  A  Proposal  for  an  American  Academy  of 
Engineering,"  and  in  which  this  whole  subject  was  treated  just 
about  as  we  have  heard  here.  It  was  published  in  Van  NostrancTs 
Magazine  for  October,  1886.  It  discusses  this  question  of  an 
academy  of  engineering  composed  of  the  best  members  of  the 
three  societies — the  mining,  mechanical,  and  civil  engineers' 
societies — and  all  others — the  army  engineers  and  naval  engin- 
eers, the  sanitary  and  electrical  engineers.  One  of  its  objects 
was  to  promote  harmony  between  the  naval  and  army  engineers 
and  the  engineers  in  civil  life. 

J/r.  Towne. — Use  has  been  made  by  one  or  another  of  the 
speakers  of  the  terms  "  merging  "  or  "  consolidation  "  or  "  union  " 
of  the  societies,  implying  that  the  existing  organizations  would,  m 
some  way,  be  obliterated.  If  the  resolution  is  carefully  read,  it 
will  be  seen  that  nothing  of  that  kind  is  contemplated.  On  the 
contrary,  the  statement  is  made  that  the  autonomy  of  the  existing 
societies  shall  be  most  carefully  preserved,  and  the  conviction 
expressed  that  it  is  possible,  while  preserving  that  autonomy, 
stiU  to  have  something  which  will  effect  a  union  of  members  of 
the  various  societies,  and  something  which  will  be  more  thor- 
oughly national  than  anything  we  have  at  the  present  time. 
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But  the  scope  of  the  whole  motion  is  simply  that  a  committee 
be  appointed,  that  the  other  societies  be  invited  to  confer  with 
that  committee,  and  that  the  committee  report  at  a  later  meeting 
to  the  society  whether  it  deems  any  action  desirable,  and  if  so, 
of  what  kind,  so  that  the  matter  may  then  come  before  the  soci- 
ety in  form  for  clear  understanding  and  discussion. 

The  resolution  was  carried.  The  Committee  was  subsequently 
appointed  to  consist  of  Messrs.  Towne,  Thurston,  and  Sellers. 

At  the  close  of  the  business  session  of  the  first  morning,  the 
professional  papers  were  t^ken  up  and  were  read  in  abstract, 
where  full  presentation  would  have  required  more  time  than  the 
five-minute  limit  allowed  in  cases  where  the  papers  had  been 
printed  and  distributed  in  advance. 

The  paper  by  Prof.  V.  Dwelshauvers-Dery,  of  Liege,  Belgium, 
honorary  member  of  the  Society,  on  the  "  Properties  of  the  Vapor 
of  Water,"  was  prepented  by  Prol  R  H.  Thurston  and  discussed 
by  Messrs.  Spangler  and  Denton ;  that  by  Prof.  Horace  B,  Gale, 
on  "  Theory  and  Design  of  Chimneys,"  was  discussed  by  Messrs. 
Babcock,  Denton,  Kent,  and  Peabody;  that  by  Prof.  E.  H. 
Thurston,  on  the  "Philosophy  of  Multiple  Cylinder  or  Com- 
pound Engines,"  was  discussed  by  Messrs.  Denton,  Ball,  and 
Wheeler. 

After  these  papers,  the  Secretary  made  some  announcement  as 
to  the  excursions  of  the  week,  presented  the  invitation  from  the 
Electric  Club  of  New  York  to  have  the  members  use  the  rooms 
of  that  club  during  their  stay,  and  also  one  from  Mr.  C.  J.  Field, 
of  the  Society,  to  have  a  party  visit  the  plant  of  the  Edison 
Company,  in  Brooklyn.     A  recess  was  taken  till  the  afternoon. 


The  second  session  for  papers  was  convened  at  half-past  two 
o'clock  in  the  same  place.  Prof.  C.  H.  Peabody  read  his  two 
papers  together,  on  "  Flow  of  Steam  Through  Orifices,"  and  "  An 
Experimental  Study  of  Different  Types  of  Calorimeters,"  and 
they  were  discussed  by  Messrs.  Babcock,  Faber  du  Fauer, 
Spangler,  Denton,  and  McBride ;  that  by  Mr.  L.  S.  Eandolph,  on 
"  Cost  of  Lubricating  Car  Journals,"  was  discussed  by  Messrs. 
Denton,  Woodbury,  Almond,  Partridge,  Kogers,  and  Dick ;  that 
by  Mr.  E.  F.  C.  Davis,  on  "  Steam  Pipes  for  Collieries,"  by 
Messrs.  Nason,  Allison,  Sweet,  Smith,  Minot,  Faber  du  Fauer, 
Woolson,  and  McBride  ;  that  by  D.  K.  Nicholson  on  "  Boiling 
Steel  Bails,"  by  Messrs.  Hunt  and  Gannt;  that  by  Mr.  C.  J.  H. 
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Woodbury,  on  "  Methods  of  Beducing  the  Fire  Loss,"  by  Messrs. 
Griimell,  Bogers,  McBride,  Sweet,  Towne,  Laforge,  Campbell, 
and  GobeiUe.  After  announcements,  the  meeting  adjourned  till 
Thursday  morning. 

Thihd  Day,  Thubsday,  Novembeb  21st. 

The  third  session  for  papers  was  called  to  order  at  No.  12 
West  Thirty-first  Street,  at  ten  o'clock  in  the  morning. 

The  report  of  the  tellers  to  count  the  ballot  for  officers  for  the 
ensuing  year,  was  as  follows  : 

Votes. 

For  Pre8ideDt Oberlin  Smith  received 426— scattering  7 

"    Vice-Presidents. .  .Joel  Sharp  **       482 

...Geo.  W.  Weeks     "       436 

**  **  ...De  VolflonWood    **       448—  "        2 

For  Managers Jas.  E.  Denton        '*       440 

C.  W.  Ntson  "       433 

*'  *'  H.  H.  We-tinghoase  received. .  486 — scattering  1 

For  Treasurer Wm.  H.  WiJej  received 488 

Informal  votes  rejected 18 


J.  H.  Webster,  )  «,  „ 
Wm.  Hill,  [  ^^^^- 


The  papers  of  the  session  were :  by  Mr.  F.  W.  Parsons, 
"Indicator  Bigging  for  Compound  Engines,'*  discussed  by 
Messrs.  Spangler,  Sellers,  and  Smith ;  by  Mr.  C.  T.  Main,  on 
"  Comparatiye  Cost  of  Steam  and  Water  Power,"  discussed  by 
Mr.  8.  Webber ;  by  Prof.  D.  S.  Jacobus,  on  **  General  Solution  of 
the  Transmission  of  Force  in  a  Steam  Engine,"  discussed  by 
Messrs.  Denton,  Oberlin  Smith,  Bond,  and  Scott  A.  Smith ;  by 
Mr.  S.  J.  MacFarren,  on  "  Street  Eailway  Car  Gear  for  Modern 
Speeds,"  discussed  by  Mr.  Eogers. 

After  these  papers  and  business,  the  recess  was  ordered  till  the 
^itexnoon. 


The  fourth  and  concluding  session  for  papers  was  called  to 
order  at  half-past  two  in  the  same  place. 

The  papers  were  those  by  Professor  Webb,  on  "  The  Compari- 
son of  Indicators,"  discussed  by  Messrs.  Spangler,  Suplee,  and 
Thurston ;  by  Mr.  Holloway,  on  "  How  to  Use  Steam  Expan- 
sively in  Direct-acting  Pumps,"  discussed  by  Messrs.  Suplee* 
Webb,  Denton,  Thurston,  Emery,  and  Hague ;  by  Prot  W.  H. 
Bristol,  on  "  A  New  Recording  Pressure  Gauge,"  illustrated  by 
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apparatus,  and  discussed  by  Messrs.  Hague,  Edson,  and  Wolff; 
by  Mr.  Oberlin  Smith,  on  "  Graphical  Analysis  of  Beciprocating 
Motions,"  discussed  by  Messrs.  Emery,  Bond,  Jesse  M.  Smith, 
Leavitt,  Spangler,  and  Suplee ;  and  the  two  papers  of  Prof.  J.  E. 
Denton.  The  one.  on  "Indicator  Cards  of  the  Pawtucket 
Engine,"  was  discussed  by  Messrs.  Emery,  Hague,  Oberlin  Smith, 
Wolff,  Henthorn,  Webb,  Thurston,  Wood,  and  Kafer ;  and  the 
other,  on  the  "  Performance  of  a  Double  Screw  Ferry-Boat,"  was 
illustrated  by  lantern-slides,  and  was  preceded  by  an  introduc- 
tion by  Col.  E.  A.  Stevens,  as  associate-author.  This  paper  was 
to  have  been  read  on  the  boat  whose  performance  it  recorded, 
but  on  account  of  an  accident  to  the  boat  it  was  put  at  the  close 
of  this  day's  session.  It  was  discussed  by  Messrs.  Wood,  Taylor, 
Emery,  Kent,  Hague,  Holloway,  Webb,  and  Hyde.  It  had  be- 
come so  late  before  the  beginning  of  this  paper,  not  originally 
allotted  to  this  session,  that  before  its  presentation  the  president 
called  for  certain  matters  of  business  of  whose  presentation  he 
had  been  advised.  The  following  series  of  resolutions  were  then 
presented,  seconded,  and  carried  with  acclaim  : 

To  the  Local  Committee : 

Realizing  that  the  success  of  this  meetiDg  is  largely  due  to  the  efficient  ser- 
vices of  the  local  committee,  whose  untiring  efforts  have  caused  so  much  pleas- 
ure to  those  members  of  the  Society  who  have  been  so  fortunate  as  to  be  in 
attendance;  therefore  be  it 

Resolved :  That  we  tender  our  heartfelt  thanks  and  appreciation  to  the  mem- 
bers  of  the  local  committee,  and  especially  to  Mr.  James  F.  I^ewis,  whose  skill 
as  a  navigator  brouglit  us  safely  through  Hell-Qate,  after  having  given  un  a 
glimpse  of  the  lurid  fires  beyond, — at  Wbitestone. 

To  the  Patronesses  of  the  **  House-warming  ** : 

The  visiting  members  and  guests  of  the  American  Society  of  Mechanical 
Engineers  feel  that  the  brilliant  success  of  the  **  house-warming"  reception,  at 
the  new  rooms  of  the  Society,  was  due  to  their  presence  and  refining  influence. 

We  desire  to  express  our  appreciation  of  the  results  of  their  taste  in  the 
artistic  arrangements  of  the  rooms,  and  trust  that  future  meetings  will  be  graced 
by  the  presence  of  the  ladies  in  yet  increasing  numbers. 

To  the  Engineers*  Club  : 

The  American  Society  of  Mechanical  Engineers  hereby  expresses  to  the 
Engineers'  Club  its  appreciation  of  the  courtesies  on  the  occasion  of  its  twentietli 
meeting ;  to  the  board  of  managers,  for  the  reception  at  the  club-house  ;  and 
^  the  house  committee,  for  the  extension  of  the  privileges  of  the  club. 

We  avail  ourselves  of  this  opportunity  to  extend  fraternal  greetings  to  the 
Engineers*  Club,  with  best  wishes  for  its  continued  prosperity. 

To  Henry  Morton,  Ph.D. : 

It  is  always  pleasant  to  acknowledge  courtesies  extended  by  othera,  and 
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doubly  80  wbeo  the  liost  is  so  honored  and  distinguished  a  member  of  our  organ- 
ixation  as  is  the  president  of  the  Stevens  Institute  of  Technology. 

It  givra  us  the  greatest  pleasure  to  acknowledge,  at  this  time,  the  hospitality 
of  Dr.  Morton,  in  entertaining  the  members  of  the  Society  and  their  friends  on 
the  excarsion  in  New  York  Bay,  and  this  will  be  added  to  the  remembrance  of 
prerioas  hospitality  received  at  his  hands. 

To  the  Board  of  Managers  of  the  American  Institute  Fair : 

The  American  Society  of  Mechanical  Engineers  wish  to  thank  you  sincerely 
for  tbe  generous  invitation  extended  to  its  members  to  vi^it  the  fair  of  the  Insti- 
tute, and  witness  one  of  those  exhibitions,  which  have  so  long  fostered  the 
mechanic  arts. 

To  Col.  E.  A.  Steveni,  President,  and  0.  W.  Woolsey,  Superintendent  of  the  Eoboken 
Ferry  Company, 
For  their  courteous  Invitation  to  make  an  excursion  on  the  new  double-screw 
ferry-boat  Bergen,  the  American  Society  of  Mechanical  Engineers  desire  to  ex- 
press their  thanks. 

I  To  LUut.'Col,  Wm.  B,  King,  U.S.A.,  and  Officers  of  the  U.  S.  School  of  Engineers 

and  Kxperime^itdl  JStation  at  WiUctt*s  Point : 
Tbe  members   of  the  American  Society  of  Mechanical  Engineers  desire  to 
make  acknowledgment  of  your  attentions  in  extending  to  our  society  an  oppor- 
tunity of  examining  the  Museum  and  the  apparatus  for  the  application  of  science 
to  tbe  art  of  defense. 

As  members  of  a  society  of  civilians  we  wish  to  express  our  profound  grati- 
tude for  those  arrangements  which  caused  the  explosion  of  dynamite  to  be  made 
at  safe  distances  from  our  honorable  bodies. 

To  W,  F.  Pinkham,  Esq.,  and  the  Central  Forge  Works : 

The  American  Society  of  Mechanical  Engineers  extends  its  thanks  for  the 
opportunities  given  to  its  members  of  witnessing  the  operations  carried  on  at 
your  establishment 

To  the  President  and  Directors  of  the  Singer  Manufacturing  Company : 
Among  tlie  various  incidents  connected  with  the  meetings  of  our  Society,  the 

visits  to  manufacturing  establishments  are  always  instructive  and  entertaining, 

and  we  cannot  too  fully  expresiS  our  appreciation  of  the  courtesy  which  makes 

sueh  visits  possible. 
We  desire  to  extend  to  you  our  fullest  thanks  for  the  privileges  afforded  us  to 

examine  your  great  establishment,  and  to  convey  our  acknowledgment  of  the 

▼alue  of  the  opportunity  thus  afforded  us. 

To  the  Electric  Club: 

The  American  Society  of  Mechanical  Engineers  desire  to  express  their  sincere 

thanks  to  the  Board  of  Managers  of  the  Electric  Club  for  their  hospitality  in 

«\ending  the  courtesies  of  the  Electric  Club,  during  the  twentieth  meeting  of 

1^\s  Society. 

It  iti  a  matter  of  oongiatulation  that  those  who  have  scientific,  mechanical,  and 

f  commercial  interests  in  applications  of  electricity,  are  provided  with  such  an 

emioeatly  oseful  organisation  as  the  Electric  Club. 
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To  Dr.  SerbeH  G.  Torrey  : 

The  American  Society  of  Mechanical  Engineers  desires  to  acknowledge  with 
thanks,  the  invitation  of  Dr.  Herbert  G.  Torrey,  Director,  to  visit  the  United 
States  Assay  Office,  daring  the  twentieth  meeting  of  the  Society. 

To  C.  A,  Gt'Ucom  Esq.,  PreHderU  of  the  Inman  and  InterncUional  SUamship 
Company : 
The  American  Society  of  Mechanical  Engineers  desire  to  give  most  sincere 
thanks  for  the  invitation  to  visit  the  steamsliip  CUp  of  Paris y  and  for  tlie  hos- 
pitality gracing  the  occasion,  which  also  affords  to  many  of  oar  members  an 
opportunity  to  revisit  this  queen  of  the  Atlantic  fleet,  of  which  they  have  sach 
enjoyable  recollections. 

At  the  close  of  these  resolutions,  the  following  was  presented 
and  adopted : 

Besolvedt  That  this  Society  approve  of  the  liolding  in  this  country,  in  1802,  of  a 
World's  Fair  commemorative  of  the  four  hundredth  anniversary  of  the  discovery 
of  the  country  by  Columbus. 

After  this  resolution  had  been  put,  the  Chair  spoke  as  fol- 
lows : 

The  President. — With  this  session  terminates  the  twentieth 
meeting  of  this  Society,  and  it  marks  the  close,  also,  of  the  most 
successful  year  of  its  existence.  One  or  two  words  I  would  like 
to  add  as  to  our  future  development,  and  especially  in  regard  to 
the  preparation  of  papers  for  our  meetings.  It  is  urged  again, 
on  behalf  of  the  Council,  that  a  larger  proportion  of  our  mem- 
bers should  participate  in  the  preparation  of  papers  to  be  read 
at  our  meetings,  and  especially  that  these  papers  should 
embody  the  results  of  personal  practice  or  experiment.  We 
wish  to  strengthen  that  side  of  our  transactions  which  relates 
to  the  accumulation  of  actual  experience  in  practice,  or  the 
results  of  actual  experimental  investigations,  to  supplement  the 
other  side,  which  relates  to  the  theory  of  our  profession.  It  is 
also  well,  I  think,  to  call  attention  to  the  great  value  in  such 
papers  of  having,  at  their  close,  a  brief  summary  giving  their 
results  in  a  condensed  form.  One  or  two  of  the  papers  pre- 
sented at  this  meeting  have  had  an  appendix  of  this  kind,  and  I 
think  you  will  agree  with  me  that  such  a  summary  adds  greatly 
to  the  value  of  any  scientific  paper,  especially  for  future 
reference. 

It  should  not  be  forgotten  that  three  years  ago  the  Society 
decided  that  its  sessions  should  be  open  for  the  reception  and 
discussion  of  papers  relating  to  economic  subjects,  as  well  as 
those  relating  directly  to  engineering,  and  that  such  papers  of 
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that  kind  as  have  been  presented  heretofore  have  proved  inter- 
esting and  valuable.  It  is  to  be  hoped  that  others  of  the  same 
character  will  be  presented  hereafter. 

It  is  desirable,  also,  that  there  should  be  a  more  general  par- 
ticipation in  the  discussion  of  papers,  and  that  a  larger  number 
of  the  members  present  at  each  meeting  should  take  part  in  the 
oral  discussions  of  the  papers  submitted  by  members.  In  that 
connection  I  will  refer  to  the  device  which  has  caused  some 
amusement  at  this  meeting,  the  alarm  bell  of  the  Secretary,  and 
will  recommend  that  it  should  be  continued  at  our  future  meet- 
ings simply  as  an  automatic  reminder  of  the  lapse  of  time.  All 
of  us,  when  we  get  on  our  feet,  are  apt  to  lose  consciousness  of 
the  passing  of  time,  and  in  that  way  it  becomes  very  difficult 
for  the  presiding  officer  to  hold  the  members  to  the  rules 
adopted,  the  wisdom  of  which  rules  has  now  been  proved  by 
three  years  of  use  at  six  successive  meetings.  It  has  been 
demonstrated  beyond  question  that  a  close  adherence  to  those 
rules  means  not  only  fair  play,  by  giving  the  authors  of 
papers  coming  late  on  the  docket,  and  those  who  wish  to  dis- 
cuss such  papers,  opportunity  to  do  so,  but  also  tends  to  make 
the  whole  of  our  sessions  more  interesting  and  valuable. 

Finally,  I  wish  to  thank  the  members  of  the  Society  for  the 
cordial  support  they  have  given  me  during  the  past  year,  to 
assure  them  of  my  warm  appreciation  of  it,  and  to  express  the 
hope  that  my  friend  and  successor,  Mr.  Smith,  may  have  a  continu- 
ance of  the  same  kindness  at  their  hands.  I  will  now  announce 
that,  after  the  reading  and  presentation  of  views  relating  to  the 
following  paper,  the  twentieth  session  of  the  Society  will  close. 

The  suggestion  has  been  made  that  a  committee  of  three  be 
appointed  to  call  on  his  Honor,  Mayor  Grant,  to  inform  him  of 
the  action  that  has  been  taken  here. 

Mr.  Oberlin  Smith — I  will  make  a  motion  that  a  committee  of 
three  be  appointed  to  wait  on  the  Mayor  of  New  York,  and  pre- 
sent to  him  the  resolution  just  passed  regarding  the  interna- 
tional exhibition. 

The  motion  was  seconded. 

Mr,  Hdgtte, — It  occurs  to  me  that  we  have  several  Western 
members,  and  it  might  be  well  to  present  the  resolution  to  the 
Mayor  of  Chicago  as  well. 

The  President. — ^I  presume  it  is  the  wish  of  those  who  have 
suggested  the  matter  that  the  interest  of  our  society  in  this 
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projeict  should  be  communicated  to  all  who  are  endeavoring  to 
bring  about  the  holding  of  an  international  exhibition. 

Mr,  Oberlin  Smith. — I  accept  the  amendment  for  St  Louis, 
Chicago,  Washington,  and  the  centre  of  population. 

The  President. — The  question  is  now  upon  the  appointment  of 
a  committee  at  this  end  of  the  line. 

The  motion  was  carried,  and  the  Society  adjourned  at  the 
close  of  the  final  paper. 

Excursion  Days. 

The  week  of  the  Convention  was  mostly  rainy,  but  on  the  two 
days  devoted  to  excursions  the  sun  shone  brilliantly. 

Wednesday,  November  20th,  was  devoted  to  a  trip  on 
the  East  Eiver,  of  New  York,  to  Willett's  Point,  on  Long 
Island.  There  the  Society  were  the  guests  of  Lieut  Col.  W.  R. 
King,  U.  S.  A.,  who  is  at  the  head  of  the  post  and  in  charge  of 
the  governmental  training  and  experiments  on  harbor  defense. 
The  party  was  escorted  over  the  laboratory  and  museum  build- 
ings and  to  the  gun  which  is  wound  with  electric  cable  to  make 
it  into  an  immense  electro-magnet  Luncheon  was  served  on 
the  boat,  and  after  it  was  over,  three  torpedoes  were  fired  under 
water  near  the  wharf,  that  the  enormous  effect  of  such  explo- 
sions might  be  witnessed.  On  the  return,  a  stop  was  made  at 
the  works  of  the  Central  Forge  Works,  at  Whitestone,  where 
the  members  were  guests  of  Mr.  C.  F.  Pinkham.  On  Wednes- 
day evening,  by  the  invitation  of  the  Board  of  Managers  of  the 
Engineers'  Club  of  New  York,  a  reception  was  tendered  to  the 
Society  at  their  club-house,  at  No.  10  West  29th  Street  Dur- 
ing the  evening  a  handsome  collation  was  served. 

On  Friday  it  had  been  planned  that  the  screw  ferry-boat  Ber- 
gen of  the  Hoboken  Ferry  Co.  should  convey  the  party  for  a 
trip  on  the  Hudson  Eiver,  which  would  also  give  the  members 
a  chance  to  inspect  the  working  of  the  boat  The  failure  of 
one  of  the  boiler-furnaces,  however,  made  this  entertainment 
impossible,  and  instead  of  it,  the  Society  accepted  the  invita- 
tion of  the  Singer  Manufacturing  Co.  to  visit  their  sewing  ma- 
chine manufactory,  and  the  plant  of  the  Babcock  &  Wilcox  Co., 
building  boilers,  at  Elizabethpqrt,  N.  J.  The  same  steamer 
{Laura Jf.  Starin)  conveyed  the  party  to  the  Company's  wharf, 
and  after  luncheon  on  the  boat  tendered  to  the  party  by  Dr, 
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Henry  Morton,  President  of  the  Stevens  Institute  of  Technol- 
ogy, the  visit  to  both  seriei^  of  shops  was  made. 

On  Thursday  evening,  the  guests  and  members  visited  in  con- 
siderable numbers  the  Fair  of  the  American  Institute,  to  which 
complimentary  tickets  had  been  supplied  by  the  courtesy  of  its 
Board  of  Managers. 

On  Saturday  morning  the  Inman  and  International  Steamship 
Company  gave  the  Society  the  entree  to  its  fastest  vessel,  the 
City  of  Paris.  Opportunity  was  given  to  see  its  luxurious  pas- 
senger appointments,  and  to  visit  its  engine-room  with  great 
thoroughness.  A  complimentary  luncheon  was  served  in  the 
saloon,  with  toasts  and  speeches  at  its  close. 
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a^CLViii. 
PRESIDENTS  ADDHESS,  1889. 

By  Henrt  R.  Towne,  Stamford,  Conn. 

(President  1888-8!).) 

[Revised  from  Stenographic  Report.] 

In  opening  the  twentieth  meeting  of  the  Society,  and  the  one 
which  marks  the  completion  of  the  tenth  year  of  its  existence, 
it  is  fitting  that  the  first  words  of  the  presiding  officer  should  be 
those  of  congratulation  upon  the  prosperity  and  welfare  which 
have  marked  the  development  of  the  Society  during  the  past 
year.  It  is  surely  a  source  of  sincere  satisfaction  to  all  of  us 
that  the  Society  has  grown  during  the  last  year  so  well  and  so 
strongly,  not  merely  in  numbers,  but  in  other  senses,  and  in 
some  directions  which  even  more  closely  concern  its  usefulness 
and  ultimate  strength.  There  is,  fortunately,  no  law  which  re- 
stricts the  president  in  his  choice  of  the  subject  to  be  discussed 
in  his  annual  address,  and  availing  of  that  fact,  I  propose  to 
touch  upon  three  topics  of  present  interest,  relating  to  matters 
which  have  occurred  during  the  past  year,  or  which  are  active 
in  the  minds  of  most  of  us  at  the  present  time.  They  will  be, 
first,  the  joint  excursion  of  American  Engineers  to  Europe  last 
summer ;  second,  the  contemplated  International  Exhibition  in 
1892  ;  and  third,  a  brief  resume  of  the  affairs  of  the  Society. 

THE  JOINT  EUROPEAN  EXCURSION. 

During  the  past  year  there  has  taken  place  an  occurrence  un- 
precedented in  the  annals  of  American  engineering  societies.  A 
party,  consisting  of  three  hundred  and  sixty,  including  their 
guests,  went  abroad  as  guests  in  the  first  instance  of  the  Insti- 
tution of  Civil  Engineers  of  Great  Britain,  and  subsequently  as 
guests  of  similar  organizations  in  France  and  in  Germany.  It 
happened  that  the  inception  of  the  excursion  came  from  the 
Institution  of  Mechanical  Engineers  of  Great  Britain  and  was 
extended  to  this  society  as  being  its  nearest  sister  on  this  side 
of   the  ocean.     But  as  soon  as  the  matter  became  noised  in 
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England,  the  Institution  of  Civil  Engineers,  which  is  there  the 
parent  society  of  all  of  their  engineering  associations,  immedi- 
ately claimed  the  right  and  privilege  of  becoming  the  hosts  of 
the  occasion,  and  of  extending  the  invitations  to  each  of  the 
three  or  four  engineering  societies  on  this  side.  It  followed 
from  this  that  the  formal  invitation  came  directly  to  each  of  our 
American  societies  from  the  Institution  of  Civil  Engineers.  The 
most  active  part  in  promoting  the  project  on  this  side  was  borne 
by  this  Society,  but  the  other  societies  soon  recognized  the  im- 
portance of  the  matter,  and  all  worked  harmoniously  together 
for  the  common  result.  It  is  to  be  hoped  that  the  temporary 
union,  which  thus  arose,  may  be  the  precursor  of  another, 
larger,  and  more  permanent  union  among  our  American  engin- 
eering societies. 

The  start  was  made  on  the  25th  of  May  on  the  steamer  City 
of  Richmond^  carrying  one  hundred  and  seventy  members  of  the 
party,  consisting  almost  wholly  of  members  of  this  society  and 
of  the  American  Institute  of  Mining  Engineers.  That  vessel 
had  been  chartered  by  our  party  expressly  for  the  occasion  and 
carried  no  other  saloon  passengers.  The  response  to  the  invi- 
tation was  so  large,  however,  that  the  overflow,  beyond  what  that 
steamer  could  accommodate,  necessitated  other  arrangements, 
and  so  another  party  of  one  hundred  and  five  followed  on  the 
steamer  City  of  New  York  on  the  the  29th  of  May.  There  were 
still  others  who  came  in  scattering  groups,  and  some  were 
already  on  the  other  side. 

The  voyage  of  the  City  of  liichmond  is  a  memory  which  all  of 
OS,  who  had  the  privilege  of  taking  part  in  it  will  ever  recall 
with  the  greatest  pleasure.  It  was  harmonious  from  beginning 
to  end.  A  committee  was  organized  on  the  second  day  after 
sailing,  and  had  sessions  every  day  of  the  voyage — indeed  long 
sessions,  because  there  was  much  work  to  be  done  in  prepara- 
tion for  the  affairs  to  be  carried  out  on  the  other  side,  more 
than  any  of  us  had  realized.  The  members  of  the  party,  both 
ladies  and  gentlemen,  soon  became  well  acquainted,  and  the  voy- 
age came  to  resemble  a  large  yachting  party  rather  than  an  or- 
dinary trip  across  the  Atlantic. 

We  reached  Liverpool  on  Tuesday,  June  4th,  and  before  we 
had  set  foot  on  English  soil  received  a  foretaste  of  English  hos- 
pitality. There  came  out  to  meet  us  in  the  Mersey  a  tender 
carrying  a  committee  of  the  local  reception  committee  at  Liver- 
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pool,  headed  by  Mr.  Alfred  Holt,  their  chairman  (himself  reputed 
to  be  the  largest  individual  ship-owner  in  the  world),  Mr.  Dag- 
lish,  Mr.  West,  and  a  number  of  other  gentlemen.  They  boarded 
our  ship  and  greeted  us  with  words  of  hearty  welcome,  took 
charge  of  us  during  the  landing,  facilitating  our  passage  of  the 
Customs  authorities,  and  from  that  time  until  we  left  Liverpool 
were  ceaseless  in  their  endeavors  for  our  comfort  and  enjoy- 
ment. 

The  Ciiy  of  New  York  arrived  two  days  later,  in  the  early 
morning,  and  with  that  day  began  the  regular  excursions  which 
had  been  planned  for  our  entertainment  Our  hosts  in  Eugland 
were  the  Institution  of  Civil  Engineers.  The  individual  mem- 
bers taking  part  in  the  entertainment,  most  of  whom  came  ex- 
pressly to  Liverpool  to  greet  us,  were  the  president.  Sir  John 
Coode,  Sir  Frederick  Bramwell,  Sir  Lothian  Bell,  Sir  James 
AUport,  Mr.  Adamson,  Sir  Henry  Bessemer,  Sir  Geo.  Bruce,  Mr. 
Cowper,  and  many  others  which  I  will  not  take  time  to  name ; 
but  among  them  all  no  name  made  itself  more  familiar  to  us,  or 
will  ever  be  more  warmly  remembered,  than  that  of  the  secre- 
tary, Mr.  James  Forrest. 

It  became  necessary  for  the  party,  comprising,  as  it  did,  mem- 
bers of  this  Society,  of  the  civil  engineers,  and  of  the  mining  en- 
gineers, together  with  a  few  members  of  the  electrical  engineers, 
to  create  some  kind  of  an  organization  which  should  represent  the 
united  party  during  its  travels  in  Europe.  A  joint  committee  was 
appointed  to  accomplish  this  purpose,  and  the  result  of  their 
labors  was  the  selection  and  recommendation  of  the  following 
list  of  officers,  who  were  unanimously  elected  by  the  joint  party : 
Mr.  Whittemore  as  honorary  chairman,  Mr.  Henry  K.  Towne 
as  chairman ;  and  as  officers  or  associates :  Mr.  Chanute^  Mr. 
Woodbury,  Mr.  Clarke,  Professor  Hutton,  Mr.  Wiley,  Mr. 
Dempster,  Mr.  Kent,  Mr.  Archbald,  Mr.  Baldwin,  Mr.  Fisher, 
Mr.  Hawkins,  Doctor  Torrey,  Mr.  Bond,  Mr.  Forsyth,  Mr.  Ober- 
lin  Smith,  and  Mr.  D'Invilliers.  The  treasurer  was  Mr.  Hunt ; 
the  honorary  secretary,  Mr.  Emery ;  the  secretary,  Mr.  Kirch- 
hoff.  It  is  an  evidence  of  the  cleverness  with  which  the  nomin- 
ating committee  did  its  work,  that  out  of  the  twenty-one  names 
above,  there  are  thirteen  who  are  members  of  the  Society  of 
Civil  Engineers,  thirteen  who  are  members  of  the  Society  of 
Mechanical  Engineers,  and  nine  who  are  members  of  the  Insti- 
tute of  Mining  Engineers.  The  joint  committee  proved  acceptable, 
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and  accomplished  its  work  satisfactorily,  although  the  work 
proved  to  be  much  larger  than  would  have  been  appreciated 
beforehand,  and  demanded  a  great  deal  of  time  and  care. 

Our  first  full  experience  of  English  hospitality  came  at 
Liverpool  in  the  form  of  a  dinner  given  by  Sir  John  Coode  at 
Liverpool,  the  evening  after  the  City  of  New  Yat'k  arrived,  to  a 
few  of  the  officers  of  the  joint  party,  followed  during  the  evening 
by  a  conversazione  at  the  Town  Hall,  given  by  the  Mayor,  Mr. 
Cookson,  and  attended  by  the  whole  of  our  party  and  a  great 
number  of  ladies  and  gentlemen  from  Liverpool — a  most  bril- 
liant assemblage. 

The  next  morning  we  divided  into  two  parties,  one  going  to 
the  Mersey  Docks  under  the  guidance  of  officers  of  the  Dock 
Estate,  who  have  charge  of  the  most  vast  and  expensive  system 
of  dock  construction  in  the  world,  the  extent  of  which  is  simply 
marvelous,  and  to  us,  in  America,  utterly  unknown.  The  tides 
in  Liverpool,  and  indeed  all  around  the  English  coasts,  average 
nearly  thirty  feet  in  height,  entirely  precluding  the  use  of  a 
wharf  system  such  as  we  have  here,  and  necessitating  the  put- 
ting of  all  vessels  into  docks  c4osed  by  gates  which  are  only 
opened  for  about  an  hour  at  high  water. 

The  other  party  went  through  the  Mersey  Tunnel,  a  great 
work  connecting  Liverpool  with  Birkenhead,  which  has  been 
recently  completed  under  the  guidance  of  Mr.  Bowlandson,  the 
engineer,  and  then  to  the  Laird  ship-yards,  where  five  hundred 
and  seventy-six  vessels  have  been  built  within  the  last  thirty 
years.  They  were  entertained  at  a  magnificent  luncheon  served 
in  a  tent  on  Mr.  Laird's  grounds,  and  then  visited  one  of  the  great 
steamers  for  the  Hamburg  line  then  being  built, — a  sister  ship 
of  the  Augusta  Victoria,  —and  finally  were  brought  back  to  Liver- 
pool, arriving  at  the  great  landing  stage  which  is  used  for  ten- 
ders and  ferry-boats  to  deliver  their  passengers  upon,  said  to  be 
the  greatest  floating  structure  in  the  world,  and  having  a  total 
length  of  two  thousand  and  sixty-three  feet. 

The  next  day  the  party  divided  again ;  one  section  going  to 
Crewe,  the  location  of  the  great  constructive  works  of  the 
Loudon  and  Northwestern  system,  corresponding  to  Altoona  on 
the  Pennsylvania  system,  where  they  make  steel  rails,  build 
locomotives,  and  conduct  most  of  the  mechanical  operations  of 
the  line.  The  extent  of  those  works  is  probably  familiar  to  all 
of  you,  but  it  is  interesting  to  note  that  the  capital  of  that  great 
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corporation  is  $528,000,000,  with  an  annual  revenue  of  $51,000,000, 
and  with  60,000  employees.  It  is  also  interesting  to  note  that, 
even  in  that  snug  little  island,  one  railway  system  can  control 
and  operate  2,500  miles  of  line.  The  Crewe  works  cover  116 
acres  of  land,  of  which  36  are  under  roof. 

The  other  section  of  the  party  on  that  day  went  to  Horwich, 
on  the  line  of  the  Lancashire  and  Yorkshire  Railway,  and 
inspected  a  similar  plant  there,  but  one  even  more  interesting 
than  that  at  Crewe,  in  this  respect, — that  while  Crewe  has 
grown  up  almost  from  the  commencement  of  railway  operations 
in  England,  and  is  to  some  extent  a  patchwork,  although  a  vast 
and  most  highly  organized  one,  the  new  plant  of  the  Lancashire 
and  Yorkshire  Railway,  at  Horwich,  is  entirely  new,  has  been 
built  within  the  last  three  years,  was  laid  out  and  organized  by 
commencing  with  a  clean  sheet  of  paper  and  an  unbroken  piece 
of  ground  admirably  chosen,  and  has  a  series  of  vast  buildings 
designed  harmoniously,  with  reference  to  their  intended  uses, 
and  in  the  light  of  the  best  and  latest  modern  experience, 
including  that  of  Crewe.  The  mechanical  engineer  of  that 
system,  Mr.  Aspinall,  who  has  charge  of  the  Horwich  works, 
although  a  ycrunger  man  than  Mr.  Webb,  the  presiding  genius 
at  Crewe,  is  his  equal,  apparently,  in  talent  and  organizing 
capacity,  and  working  as  he  does  with  this  newer  and  more 
modern  plant,  is  making  a  record  which  certainly  will  be  a  good 
second  to  that  of  Crewe.  In  the  manufacturing  department, 
where  they  make  the  smaller  products,  such  for  example  as 
their  switch  and  signal  apparatus,  Mr.  Aspinall  has  introduced 
a  great  deal  of  American  machinery  and  American  methods  of 
manufacture,  and  it  seemed  to  me  that  the  place  compared  favor- 
ably with  any  private  establishment  I  have  ever  visited.  These 
works  cover  85  acres  of  ground  of  which  13J  are  under  roof. 

In  the  evening  of  that  day  the  two  parties  united  at  Man- 
chester, where  a  reception  and  banquet  were  tendered  us  at  the 
Town  Hall,  presided  over  by  the  Mayor  of  Manchester,  and 
attended  by  a  great  many  of  the  prominent  citizens.  It  was  a 
delightful  occasion,  and  even  more  elaborate  than  the  reception 
at  Liverpool 

The  next  day  the  party  visited  the  great  ship  canal  which  is 
being  constructed  between  Manchester  and  Liverpool,  35  miles 
in  length,  the  contract  price  for  which  is  $28,000,000,  where 
15,000  men  are  employed,  which  is  to  pass  the  largest  ocean 
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steamer,  and  which,  although  it  has  been  only  a  short  time 
under  construction,  is  to  be  completed  in  January,  1892,  and 
evidently  will  be. 

The  next  week,  being  the  Whitsuntide  Holiday  or  recess,  was 
utilized  for  efxcursions  not  connected  with  the  engineering  part 
of  our  visii  The  party  broke  up  into  two  groups,  one  going 
through  North  Wales,  the  other  through  the  Midland  counties 
and  both  reuniting  in  London.  It  is  fitting  to  remark  at  this 
place  that  all  through  the  trip  the  courtesies  extended  to  the 
American  engineers  by  English  railway  officials  were  marked 
and  generous  to  the  greatest  extent.  The  London  and  North- 
western system  gave  free  transportation  from  Liverpool  to 
London,  including  a  return  privilege  at  whatever  time  the 
holder  of  the  ticket  desired,  and  other  systems  followed  later 
when  the  party  had  reached  London  and  made  excursions  from 
that  point. 

On  Thursday,  the  13th  of  June,  those  wonderful  eight  days  of 
hospitality  in  London  began  with  a  choral  servite  in  Westmin- 
ster Abbey,  conducted  by  Dean  Bradley,  who  gave  an  address 
of  welcome  to  our  American  party ;  then  a  brief  visit  to  the 
Houses  of  Parliament  and  in  the  afternoon  a  reception  by  the 
Institution  of  Civil  Engineers.  The  latter  was  opened  by  an 
address  of  welcome  from  Sir  John  Coode,  the  president,  the 
words  of  which  have  been  beautifully  illuminated  and  framed, 
and  presented  to  this  society,  and  also  to  our  sister  societies 
here,  by  the  Institution  of  Civil  Engineers,  one  copy  of  which  is 
hung  in  our  new  rooms.  Our  party  was  especially  fortunate 
in  having  with  it  at  that  time  one  of  our  oldest  and  most  hon- 
ored members,  to  whom  was  committed  the  duty  of  replying 
to  the  address  of  welcome  from  Sir  John  Coode,  and  who  did 
it  in  a  manner  which  more  than  fulfilled  our  expectations.  Pro- 
fessor Thurston's  admirable  address  On  that  occasion  was  one 
for  which  all  of  our  party  felt  grateful  and  of  which  all  of  us 
were  proud. 

In  the  evening  of  that  day  a  dinner  was  given  to  the  party, 
by  the  Institution  of  Civil  Engineers,  in  the  old  and  historic 
Guild  Hall  of  London,  a  building  which  we  were  told  had  never 
before,  within  memory,  been  used  for  any  purpose  not  directly 
connected  with  the  civic  hospitality  of  the  City  of  London.  It 
was  a  great  compliment.  The  dinner  was  elegant  beyond  easy 
expression  and  wa    dignified  and  notable  in  every  particular. 
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Among  the  guests  of  the  occasion  were  the  American  Minister, 
Mr.  Bobert  Lincoln,  Sir  Edward  Thornton,  Lord  Armstrong, 
Arch-Deacon  Farrar,  Dean  Bradley,  Sir  Henry  Bessemer,  Sir 
William  Thompson,  Mr.  Lattimer  Clarke,  Sir  James  Douglass, 
Mr.  Gilchrist,  Mr.  Mather,  Sir  E.  J.  Reed,  Professor  Unwin,  and 
a  great  many  others  whose  names  are  familiar  on  this  side  of 
the  Atlantic  as  well  as  on  the  other.  One  of  the  pleasing  inci- 
dents of  the  evening  was  the  address  given  by  Mr.  Lincoln, 
which  was  worthy  of  the  occasion  and  able  throughout,  and 
at  the  close  of  which  he  gave  utterance  to  a  sentiment,  espe- 
cially complimentary  to  us,  and  typical  of  the  character  of  our 
times  and  of  the  change  in  sentiment  which  is  taking  place  in  the 
world.  Addressing  our  united  party  of  engineers,  English  and 
American,  he  said  that  "engineers  throughout  the  world  are 
doing  more  than  any  other  agency  at  the  present  time,  to  bring 
about  the  brotherhood  of  the  nations,  and  to  render  superfluous 
such  oflSces  as  that  which  I  now  have  the  honor  of  holding." 

The  next  da^  was  devoted  to  visits  to  the  docks  and  gas-works, 
to  drainage-works,  to  the  great  Tower  bridge  now  building  across 
the  Thames,  to  Greenwich,  to  the  Yarrow  ship-yard,  to  various 
engineering  works,  and  by  a  fraction  of  the  party,  to  a  visit  to 
Lambeth  Palace,  where  the  Archbishop  of  Canterbury  received 
the  guests  and  conducted  them  personally  through  the  edifice. 
On  the  following  day,  June  15th,  we  were  taken  by  special  train 
over  the  Great  Western  Railway  to  Windsor,  where  the  Queen 
had  given  special  permission  for  our  party  to  go  through  the 
palace,  and  to  see,  not  only  those  parts  which  are  usually  open 
to  the  public,  but  also  the  private  apartments,  which  were  ex- 
ceedingly interesting.  A  small  fraction  of  the  party  went  on  that 
day  to  the  grounds  of  Mr.  Boulton,  at  Totteridge,  where  they 
witnessed  a  remarkable  presentation  of  the  "  Midsummer  Night's 
Dream,"  given  in  the  open  air.  The  evening  of  the  day  concluded 
with  a  reception  tendered  to  our  party  by  Lord  Brassey  at  his 
beautiful  house  in  London,  where  we  saw  many  of  the  wonderful 
curios  which  were  collected  by  himself  and  the  late  Lady  Brassey 
during  their  yachting  tours  around  the  world.  The  following 
day  was  a  Sunday,  and  on  the  next  day,  Monday,  the  party  went 
in  the  morning  to  see  the  Royal  Palaces  in  London — St  James's 
and  Buckingham.  It  was  one  of  the  coincidences  of  this  visit 
that  we  were  greeted  there  with  the  strains  of  Yankee  Doodle 
and  Hail  Columbia,  the  day  being,  as  one  of  our  party  recalled* 
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the  anniversary  of  the  battle  of  Bunker  Hill.  On  the  aftemocn 
of  this  day  Lady  Burdett-Coutts  gave  a  garden-party  and  recep- 
tion at  her  London  residence.  The  following  day  was  devoted 
to  a  trip  to  water- works  and  pumping-plants,  to  Hampton  Court 
Palace  and  Bushy  Park,  and  the  day  following  to  similar  visits 
to  railway  stations  and  the  great  plant  of  the  London  Electric 
Supply  Corporation,  the  ladies  going  to  the  flower-show  of  the 
Royal  Botanic  Society;  and  a  party  of  our  members,  unfortunately 
a  small  one,  able  to  avail  of  the  privilege,  spent  the  day  in  a 
visit  to  the  residence  of  Professor  Tyndall,  who  had  invited  as 
large  a  party  as  his  house  was  capable  of  entertaining.  Those 
who  went  received  at  his  hands,  I  am  told,  a  most  cordial  and 
delightful  reception,  and  it  is  pleasing  to  mention  a  fact,  which  I 
also  learned  from  those  who  were  fortunate  enough  to  be  there, 
that  the  response  made  over  the  luncheon  table  to  the  remarks 
of  Professor  Tyndall  by  our  honorary  chairman,  Mr.  Whittemore, 
were  eloquent  and  beautifully  fitting  to  the  occasion.  Other 
hospitalities  were  extended  to  individual  members  of  the  party 
on  occasions  which  did  not  admit  of  their  being  made  general. 
One  or  two  of  the  London  clubs  gave  admission  to  our  members, 
as  had  also  been  done  in  Liverpool,  and  in  every  way  the  hospi- 
tality of  our  English  cousins  was  cordial  beyond  any  mere  words 
of  expression.  I  think  that  all  of  our  party,  in  undergoing  these 
experiences,  realized  that  while  there  was,  of  course,  a  large 
amount  of  personal  hospitality  underlying  it,  and  still  more  of 
professional  welcome,  the  true  motive  prompting  these  manifes- 
tations from  our  English  friends  was  that  of  deep  and  sincere 
cordiality  towards  America  and  Americans.  This  was  made 
evident  to  us  throughout  the  whole  of  our  English  experience, 
and  it  struck  me  that  the  feeling  of  kinship  on  the  part  of  the 
English  toward  us  is  even  greater  at  the  present  time  than  the 
corresponding  feeling  which  we  entertain  toward  them.  We 
Americans  look  back  to  England  as  the  mother  country,  and  as 
such  have  for  it  the  warmest  feeling  of  affection,  but  on  the  part 
of  Englishmen  there  can  be,  of  course,  no  corresponding  feeling 
toward  this  country.  The  fact  of  the  kinship  of  the  two 
peoples,  however,  I  believe  is  more  real  to  Englishmen  at  the 
present  time  than  it  is  even  to  us,  and  I  think  that  they  realize 
more  clearly  than  we  the  fact  that  together  we  constitute  the  two 
branches  of  the  great  Anglo-Saxon,  English-speaking  race,  which, 
in  accomplishment,  especially  in  the  industrial  world,  is  at  pres- 
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ent  easily  the  leader  among  the  nations  in  the  march  of  civili- 
zation. 

On  June  20th  our  English  friends  again  put  us  on  a  magnificent 
special  train,  and  many  of  them  accompanied  us  on  it,  via  the 
London,  Chatham  and  Dover  Bailway,  to  Dover,  and  from  there 
by  a  special  steamer  across  the  English  Channel  to  Calais.  Oar 
crossing  was  on  a  beautiful  sunny  day,  with  bright  sparkling 
water,  and  with  no  cause  for  discomfort 

Upon  landing  on  French  soil,  we  again  had  an  immediate 
greeting  of  hospitality  from  our  new  hosts,  represented  by  mem- 
bers of  the  French  Society  of  Civil  Engineers,  who  had  come 
from  Paris  for  the  purpose.  Again  we  were  placed  on  a  special: 
train,  tendered  by  the  Northern  Bailway  of  France,  and  taken 
to  St.  Omer  and  Fontinettes,  to  see  a  new  and  unusual  canal- 
lift  which  had  just  been  completed  there,  and  thence  on  to  Paris- 
Our  hosts,  during  our  French  visit,  were  composed  almost 
entirely  of  members  of  the  French  Society  of  Civil  Engineers, 
headed  by  M.  Eiflfel,  the  president  this  year,  M.  Brull,  a  past 
president,  M.  Contamin,  who  is  the  principal  engineer  of  the 
wonderful  machinery  palace  at  the  Exhibition,  which  has  recent- 
ly been  awarded,  I  believe,  the  prize  of  20,000  francs,  tendered 
by  an  American,  for  that  feature  of  the.  Exhibition  which,  in  the 
opinion  of  a  special  committee,  appointed  to  make  the  award, 
represented  the  highest  accomplishment  and  greatest  useful- 
ness. The  committee's  award  was  ?*  the  designers  and  build- 
ers of  the  wonderful  machinery-hall,  a  building  having  a  span  of 
330  feet,  and  a  length  of  about  1,500  feet.  The  other  membera 
of  the  reception  committee  were,  M.  Jousselin,  M.  Banderali, 
M.  Pontzen,  M.  Alphand,  who  is  the  dii'ector-general  of  the 
Exhibition  ;  M.  Gamier,  the  world-famous  architect ;  M.  Haton 
de  la  Goupilli^re,  who  is  the  head  of  the  £cole  des  Mines  in 
Paris ;  M.  Gottschalk,  M.  Charton,  and  many  others.  A  few 
members  of  the  joint  committee  were  privileged  to  be  the  guests 
at  a  small  but  most  delightful  dinner  given  at  one  of  the  restaur- 
ants in  the  Exhibition  grounds,  by  a  gentleman  whose  name 
has  been  too  little  associated  with  this  wonderful  excursion, 
Mr.  James  Dredge,  of  London,  the  editor  of  the  journal  Engin- 
eering,  and  one  of  the  leading  representatives  of  the  English 
section  of  the  late  Paris  Exhibition.  All  of  our  societies  are 
indebted  more  to  Mr.  Dredge  than  to  any  other  one  person, 
for  inaugurating  the  excursion,  for  enlisting  English  and  French 
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interest  in  it,  and  for  contributing  'to  the  success  of  the  whole 
nndertaking.  One  member  of  our  party,  the  treasurer  of  this 
Society,  Mr.  Wiley,  knows  the  facts,  but  they  are  not  yet  fully 
appreciated  even  by  the  members  of  our  party  abroad ;  and 
I  repeat  that  no  amount  of  thanks  which  we  can  express  or  ten- 
der to  Mr.  Dredge  would  cancel  the  obligation  which  we  owe  him. 

On  Saturday,  the  22nd  of  June,  our  party  went  to  the  Exhibi- 
tion under  the  conduct  of  members  of  the  French  JSociety,  and 
were  taken  through  a  portion  of  it,  and  then  to  the  Eiffel 
Tower,  after  ascending  which,  we  were  entertained  at  a  luncheon 
on  the  lower  platform  of  the  Tower,  presided  over  by  M.  Eiffel, 
the  president  of  the  French  Society,  and  attended  very  numer- 
ously by  members  of  the  French  Society  and  guests,  including 
Mr.  Whitelaw  Beid,  the  American  Minister,  and  General  Frank- 
lin, our  Commissioner  to  the  Exhibition. 

It  would  perhaps  be  encroaching  too  much  on  your  time  to 
review  the  Paris  Exhibition.  The  subject  is  too  large  to  be 
properly  dealt  with  in  the  time  I  could  ask  of  you.  It  is  worthy 
of  note,  however,  that  the  chief  factor  in  the  success  of  that 
Exhibition  is  its  engineering.  It  is  the  engineer  who  has  done 
the  most  notable  things  in  it ;  the  engineer  who  has  made  possi- 
ble almost  every  great  feature  in  it ;  and  of  course  it  is  the 
engineer  who  has  been  called  upon  to  carry  out  the  plans  of  the 
architects  and  designers.  There  was  great  dispute  in  Paris  at 
first,  as  to  the  wisdom  'of  erecting  the  Eiffel  Tower,  but  that  dis- 
cussion has  been  closed  by  the  logic  of  facts.  Whether  the 
Tower  is,  or  is  not,  a  thing  of  beauty,  will  remain  a  matter  of 
opinion.  Personally,  it  seemed  to  me  a  fitting  monument  of  the 
great  industrial  fair,  that  was  there  being  held.  It  is  certainly 
graceful,  wonderful,  and  interesting.  As  to  its  utility,  there  can 
be  no  question.  That  has  been  settled  by  the  fact  that  it  has 
paid  for  itself  during  the  period  of  the  Exhibition,  and  any 
structure,  erected  under  industrial  conditions,  may  justly  be 
assumed  to  be  successful,  if  within  a  reasonable  time  it  appears 
that  it  can  earn  a  fair  return  upon  the  investment.  A  further 
reason,  however,  for  considering  it  a  useful  structure  is  the  fact, 
that  to  ascend  the  Tower,  and  to  then  behold  the  wonderful 
panorama  which  is  spread  out  before  those  who  do  so,  is  cer- 
tainly ample  compensation  to  any  one  for  the  brief  time  and  lit- 
tle trouble  required,  and  is  in  itself  a  justification  for  the 
erection  of  the  structure. 
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Our  stay  in  Paris  included  many  other  visits, — to  the  great 
sewers,  to  the  Gobelin  Tapestry  Works,  to  M.  Pasteur's  labora- 
tory, to  the  ]£cole  des  Mines,  to  the  great  omnibus  and  cab  com- 
panies, to  the  sewerage  and  pumping-stations,  to  Sevres  Porce- 
lain Works,  and  so  on.  The  social  features  of  our  entertainment 
in  Paris  included,  besides  what  I  have  already  mentioned,  recep- 
tions to  a  part  or  the  whole  of  our  joint  party,  by  President 
Carnot,  by  the  Prefect  of  the  Seine,  and  by  the  Municipal  CounciL 
It  was  a  pleasant  feature  of  our  reception  at  the  latter  place,  that 
one  of  the  speakers  on  our  side.  Professor  de  Garay,  of  the  City 
of  Mexico,  a  member  of  the  American  Society  of  Civil  Engineers, 
and  an  accomplished  scientist  and  gentleman,  responded  most 
eloquently  in  the  French  language,  as  was  also  done  by  other 
members  of  our  party  on  other  occasions.  The  Institution  of 
Mechanical  Engineers,  which  had  been  the  first  to  extend  an 
invitation  to  us  to  visit  England,  happened  to  have  their  summer 
meeting  in  Paris,  just  at  the  close  of  our  stay  there,  and  ex- 
tended to  those  of  our  members  who  remained,  an  invitation  to 
their  dinner,  and  to  their  sessions,  so  that  English  hospitality 
followed  us  even  on  French  soiL  Then  came  the  disbanding 
of  the  party,  some  returning  home,  others  going  south,  and  a 
considerable  number  going  into  Germany,  where  we  afterward 
heard  of  them  as  receiving  hospitality  even  more  overwhelming 
than  that  which  had  greeted  us  either  in  England  or  in  France. 
Still  others  of  us  came  back  to  London,  and  a  very  small  num- 
ber, seven  only  being  obtainable,  were  privileged  to  take  part  in 
a  small  but  unique  entertainment,  given  by  Mr.  Dredge,  again 
our  host,  in  order,  as  he  supposed,  to  enable  us  to  present  a 
handsome  silver  loving-cup  to  Mr.  James  Forrest,  as  a  token  of 
appreciation  from  the  members  of  the  party  to  him,  for  what  he 
had  done  for  us  during  our  visit  abroad.  The  committee  having 
the  matter  in  charge,,  however,  appreciated  that  Mr.  Dredge  was 
entitled  to  a  loving-cup  as  well  as  Mr.  Forrest,  and  two  cups 
were  prepared,  each  suitably  inscribed.  Each  of  the  two  recipi- 
ents knew  that  the  other  was  to  be  presented  with  a  cup,  but 
neither  knew  that  he  was  to  receive  one  himself,  and  there  was 
a  very  pleasant  and  amusing  denouement  when  the  second  cup 
came  out 

On  July  22d  a  number  of  our  party  again  came  together  and 
for  the  last  time  accepted  the  hospitality  of  the  Midland  Rail- 
way and  a  special  car  to  Derby,  and  were  the  guests  there  of 
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Mr.  John  Noble,  the  general  manager  of  the  company,  and  seve- 
ral of  their  directors.  After  a  handsome  luncheon  in  the  direc- 
tors' room,  we  visited  their  works,  which  are  similar  to  those  at 
Crewe,  although  not  quite  so  large,  and  ended  the  day  by  reach- 
ing Liverpool  in  preparation  for  the  homeward  voyage.  The 
party  which  reassembled  in  this  way  at  Liverpool  numbered 
more  than  fifty,  and  came  home  together  on  the  City  of  Paris, 
reaching  New  York  just  three  minutes  too  late  to  break  the  ocean 
record.  The  rest  of  the  party  came  home  in  scattering  groups, 
but  more  than  fifty  of  us  came  together  once  more  in  this  city 
on  the  25th  of  August,  to  be  the  recipients  of  hospitalities  at  the 
hands  of  some  of  our  friends  at  home,  at  the  Engineers'  Club,  in 
29th  street,  where  a  handsome  dinner  was  given  to  the  returning 
guests,  a  proceeding  which  was  likened  to  heaping  coals  of  fire 
on  our  heads,  the  hosts  being  those  who  had  not  been  able  to 
participate  in  the  pleasures  which  we  had  just  returned  from  en- 
joying. And  so  jended  an  excursion  remarkable  in  every  sense 
of  the  word,  absolutely  unique  and  without  precedent,  and  one 
which  will  ever  be  a  delightful  memory  to  those  whose  privilege 
it  was  to  take  part  in  it. 

THE    international    EXHIBITION. 

The  second  topic  of  which  I  wish  to  speak  this  morning  is 
that  of  the  contemplated  International  Exhibition  in  1892.  To 
be  worthy  of  the  occasion  and  of  the  people  which  it  is  to  repre- 
sent, it  must  be  grand  beyond  question,  an  event  without  prece- 
dent in  the  world.  Its  chief  function  will  be  to  exhibit  to  the 
nations  of  the  world  the  industrial  accomplishments  of  a  people 
which,  at  that  time,  will  number  seventy  millions,  and  who,  pro- 
portionately to  their  numbers,  exceed,  in  producing  eflSciency  and 
power,  any  other  people  of  the  world.  The  exhibition  must 
therefore  be  worthy  of  the  nation,  worthy  of  the  occasion,  and 
worthy  of  comparison  with  its  predecessors.  The  latter  re- 
quirement is  one  not  easily  fulfilled  in  view  of  what  has  just 
been  accomplished  across  the  water  in  that  wonderful  city  of 
Paris.  It  may  be  possible  for  American  engineers  and  American 
architects  to  equal  the  achievements  of  the  French  in  the  exhi- 
bition which  they  have  just  closed,  but  it  will  be  impossible  for 
us  to  exceed  them.  We  may  equal,  we  may  possibly  even  sur- 
pass them,  in  the  mechanical  features  of  the  fair,  but  we  cannot 
hope,  in  this  generation,  to  rival  the  accomplishments  of  the 
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Frencli  in  the  artistic  qualities  which  are  so  marked  a  feature  of 
the  Paris  Exhibition.  It  is  one  of  the  benefits  which  should 
accrue  to  us  from  having  the  exhibition  here  that  it  will  give 
further  stimulus  to  the  artistic  sense  in  our  people,  and  will  help 
to  set  on  foot,  and  to  give  greater  vitality  to  that  quality  in  the 
development  of  our  arts  and  industries.  International  exhi- 
bitions are  typical  of  this  age.  They  began,  practically,  with 
that  of  London  in  1851,  where  there  were  18  acres  under  roof, 
and  have  been  developed  since  in  a  series  of  similar  exhibitions, 
each  of  which  has  exceeded  its  predecessor  in  extent  and  beauty. 
There  came  next,  the  Paris  Exhibition  of  1855,  with  29  acres ; 
then  London  in  1862  with  22  acres  ;  Paris  again  in  1867  with  38 
acres  and  10,000,000  of  visitors ;  Vienna  of  1873,  which  is  the 
only  exhibition  in  the  series  that  was  not  a  thorough  success ; 
theil  the  Philadelphia  Exhibition  of  1876,  with  48  acres  and 
8,000,000  of  visitors ;  Paris  in  1878  with  its  62  acres  of  buildings 
and  12,000,000  of  visitors ;  and  finally  Paris  .in  1889,  with  72 
acres  of  buildings  and  25,000,000  of  admissions. 

The  exhibition  soon  to  be  held  in  this  country,  if  held  under 
right  conditions,  will  require  an  area  under  roof  of  85,  90  or 
possibly  100  acres.  And,  again  if  held  under  right  conditions, 
will  witness  an  attendance  probably  reaching  30,000,000,  and 
possibly  40,000,000.  These  figures  are  difficult  to  comprehend* 
They  represent  a  gigantic  undertaking  the  scope  and  success  of 
which  has  not  yet  been  appreciated  by  those  who  are  discussing 
its  inception  and  possibilities.  It  is  one  of  the  duties  of  engin- 
eers, in  the  discussion  of  the  project,  that  these  facts  should  be 
clearly  brought  out  and  better  understood. 

It  is  interesting  to  consider  the  probabilities  concerning  an 
exhibition  to  be  held  here  in  the  near  future,  in  the  light  of  the 
facts  of  1876.  The  Centennial  Exhibition  in  Philadelphia  was 
held  after  a  long  period  of  commercial  and  industrial  depression, 
when  the  country  was  still  using  a  paper  currency  and  had  not 
resumed  specie  payments,  when  our  national  debt  was  still  a 
heavy  burden,  when  the  country  was  in  many  respects  still  pro- 
vincial, when  our  population  was  43,000,000  and  our  railroad 
mileage  about  76,000.  The  conditions  in  1892  will  be  far  differ- 
ent. So  far  as  we  can  foresee,  an  exhibition  held  in  1892  or  1893 
will  crown  a  long  period  of  industrial  and  commercial  activity. 
Specie  payments  have  been  resumed  and  our  national  debt  de- 
creased nearly  one-half,  the  industries  of  the  nation  are  more 
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vigorous  than  ever  before,  the  country  vastly  developed  and  far 
less  colonial ;  our  intercourse  with  foreign  nations  greatly 
strengthened,  and  by  that  time  our  railroad  mUeage  will  be 
nearly  double  what  it  was  in  1876,  and  our  population  at  least 
seventy  millions.  I  think  it  is  a  fact  which  admits  of  no  discus- 
sion that  it  is  the  wish,  as  it  certainly  is  the  interest,  of  this 
nation,  that  the  exhibition,  when  held,  shall  be  international ; 
and  here  lies  the  kernel  of  the  discussion  as  to  where  it  shall  be 
held.  There  is  no  question  but  what  a  great  exhibition  can  be 
created  in  Chicago,  or  in  St.  Louis,  or  even  in  Washington,  as 
well  as  in  New  York,  but  it  is  a  grave  question  as  to  whether  an 
exhibition  held  in  any  of  those  places  can  be  made  international 
in  the  sense  that  it  can  be  in  this  city.  So  far  as  determined  by 
activity,  earnest  effort  and  transparent  desire  to  have  the  event 
take  place  within  its  limits,  Chicago  easily  claims  priority,  and 
all  of  us  should  unite  in  admiring  the  earnestness,  vigor  and 
zeal  with  which  Chicago  has  set  to  work  to  secure  the  exhibi- 
tion within  her  boundaries.  But  the  question  should  not  be  con- 
sidered or  determined  upon  grounds  so  narrow  as  those  which 
relate  merely  to  the  doings,  or  the  failure  to  do,  of  one  city  or 
community.  The  event  is  certainly  national ;  we  want  it  also 
to  be  international.  Sectional  interest  and  local  pride,  still  more 
local  jealousies,  should  therefore  be  laid  aside,  and  each  one 
who  has  any  interest  in  the  matter,  or  any  opinions,  or  who  can 
participate  in  the  discussion  and  settlement  of  the  question, 
should  consider  it  in  the  light  of  a  national  affair,  and  should 
seek  that  the  ultimate  decision  shall  be  made  in  such  manner  as 
will  best  promote  the  interests  of  the  nation,  and  not  with  refer- 
ence to  those  of  any  one  locality.  As  to  the  selection,  viewed 
in  this  light,  there  seems  to  me  to  be  no  room  for  discussion.  In 
the  first  place,  to  foreign  peoples  New  York  represents  the  nation 
to  an  unfortunately  large  extent.  The  remedy  for  this  will  come 
in  time,  from  greater  intercourse  between  them  and  us,  but  it 
will  not  be  hastened  by  attempting  to  hold  an  exhibition  to 
which  we  invite  foreign  nations  at  a  point  one  thousand  miles  or 
more  from  our  seaboard.  To  do  this,  on  the  contrary,  will  be  to 
erect  a  barrier  which  will  have  the  effect  of  excluding  a  large 
proportion  of  foreign  exhibitors  and  visitors.  Our  facilities  for 
travel  are,  we  may  grant,  adequate  to  carrying  from  New  York 
to  Chicago  or  St  Louis  and  back  again,  without  hindrance,  all 
who  may  come,  but  that  fact  is  not  known  to  the  people  on  the 
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other  side  of  the  Atlantic,  as  we  know  it  here,  nor  can  we  make 
it  known  or  make  them  believe  that  such  is  the  case.  To 
invite  them  to  come  here  with  their  exhibits,  and  to  then  travel 
a  thousand  miles  from  our  seaboard,  will  be  equivalent  to  invit- 
ing them  to  stay  at  home. 

The  claims  of  New  York  as  a  fitting  place  in  which  to  hold 
this  exhibition  are  too  numerous  to  be  easily  recited,  and  yet  I 
think  it  worth  while  briefly  to  refer  to  them.  In  the  first  place 
the  site  which  has  been  selected  is  beyond  dispute  more  beauti- 
ful by  nature,  and  is  already  more  highly  adorned  by  art,  than 
any  in  which  any  other  of  the  great  world's  fairs  has  ever  been 
held.  I  make  that  statement  unqualifiedly  and  without  reserve. 
No  one  of  these  great  exhibitions  has  ever  been  held  at  a  sea- 
port. We  have  here,  surrounding  this  island,  the  most  beauti- 
ful waterways  in  the  world.  The  location  chosen  is  so  high  as 
to  command,  from  almost  any  point  of  it,  most  beautiful  views, 
but  from  any  elevation  artificially  created  upon  that  site,  most 
especially  from  any  tower  that  may  be  erected,  there  will  be 
commanded  a  vista  of  land  and  water  absolutely  without  rival  in 
any  of  the  great  cities  of  the  world.  The  facilities  for  communi- 
cation between  the  city  and  that  site,  and  between  the  innumer- 
able summer  resorts  within  a  radius  of  twenty-five  miles  around 
New  York,  are  such  as  to  give  the  benefit  of  hotel  and  lodging 
accommodation  already  in  existence  which  is  probably  adequate 
to  any  demand  which  would  be  put  upon  it,  but  which  is  capa- 
ble of  easy  and  indefinite  extension  before  that  time  shall  come. 
In  addition,  however,  is  an  immense  facility  for  still  adding  to 
these  accommodations  by  resort  to  floating  hotels,  utilizing  for 
that  purpose  the  river  and  harbor  boats  which  will  be  required 
to  carry  people  to  and  from  points  along  the  various  water  fronts. 
The  facility  for  reaching  New  York  from  the  interior  of  the 
country  is  greater  than  that  of  any  other  one  of  our  seaboard 
cities.  The  facility  for  reaching  it  from  Europe  is  absolutely 
unrivaled.  All  of  the  other  cities  combined  do  not  possess 
shipping  communications  at  all  equal  to  those  already  estab- 
lished from  New  York.  It  is  not  a  correct  index  of  the  suita- 
bleness of  a  locality  to  strike  a  long  radius  from  its  center  and 
to  count  the  population  within  the  circle  described,  if  in  so 
doing  the  same  rule  be  applied  to  this  city  and  its  facilities  on 
the  eastward,  or  its  water  communications,  be  ignored.  An 
attempt  has  been  made  in  that  way  to  demonstrate  that  a  greater 
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population  is  within  easy  reach  of  certain  inland  cities,  but  in  so 
doing  the  fcwjt  has  been  ignored  that  from  New  York's  eastern 
front,  which  represents  no  population,  stretch  forth  the  immense 
and  constantly  increasing  lines  of  communication  which  link 
together  the  New  World  and  the  Old. 

There  are  many  current  events  which  emphasize  the  import- 
ance to  the  country  of  holding  the  proposed  exhibition;  the 
Pan-American  Congress,  now  in  session,  the  avowed  object  of 
which  is  to  foster  closer  relations  with  our  neighbors  to  the 
south,  the  creation  of  our  new  navy,  the  interest  manifested 
throughout  the  Union  that  our  mercantile  marine  should  be 
resuscitated,  the  desire  which  all  of  our  manufacturers  evidence, 
that  the  markets  open  to  their  products  should  be  enlarged  and 
extended  beyond  the  boundaries  of  the  country,  and  the  fact, 
which  both  of  our  political  parties  have  plainly  recognized,  that 
we  are  outgrowing  our  industrial  childhood  and  are   rapidly 
approaching  a  point  where  protection,  which  has  done  so  much 
to  foster  our  industries,  is  no  longer  needed  to  the  same  extent 
as  in  the  past,  a  recognition  of  which  fact  will,  in  the  near  future, 
enable  us  to  enter  in  competition  for  the  markets  of  the  world  on 
better  terms  than  we  have  ever  done  before.    All  of  these  facts 
illustrate  and  emphasize  the  desirability  to  this  people  of  com- 
ing into  closer  communication  with  the  nations  on  the  other  side 
of  the  Atlantic.     The  Centennial  of  1876  was  a  great  blessing  to 
this  country  as  an  educator  of  our  own  people,  and  the  wonder- 
ful development  of  the  artistic  element  in  our  own  industries 
which  resulted  from  it  has  been  beneficial  to  an  extent  not  easily 
exaggerated.    The  value  of  the  exhibition  now  to  be  held  should 
be  of  a  different  kind,  however.    While  it  also  will  help  to  edu- 
cate us  in  a  similar  manner,  I  believe  that  its  greater  value  will 
be  in  educating  the  people  of  other  countries  to  a  better  knowl- 
edge of  the  industrial  accomplishments  of  this  nation,  and  to 
the  fact  that  the  United  States  has  become  one  of  the  buying 
markets  of  the  world,  one  in  which  the  buyers  of  all  countries 
are  interested  and  concerned,  and  of  which  they  need,  in  their 
own  interests,  far  better  and  larger  knowledge  than  they  have  at 
the  present  time..    In  no  way  can  we  put  that  knowledge  before 
them  better,  and  interest  them  more  in  understanding  it,  than  by 
holding  an  exhibition  which,  as  I  have  said  before,  shall  be 
international,  and  which  shall  attract  to  it  the  largest  possible 
number  of  visitors  from  the  other  countries  of  the  world. 
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But  how^is  such  an  exhibition  to  be  created  ?  and  when  can  it 
be  held  ?  The  Paris  Exhibition  of  the  present  year  had  at  its 
head  M.  Alphand,  who  has  been  identified  with  each  of  the  pre- 
ceding great  exhibitions  there,  and  who  has  for  forty  years  been 
.  intrusted  with  the  management  of  the  great  parks  and  the  con- 
stantly recurring  fetes  of  Paris.  He  had  associated  with  him 
M.  Berger,  who  had  been  the  administrator  of  six  preceding 
expositions.  Its  art  exhibit  was  in  charge  of  M.  Mt*ry,  who  was 
in  charge  of  the  great  Paris  Salon  for  many  years.  Its  archi- 
tectural features  were  largely  directed  by  M.  Garnier,  the  archi- 
tect of  the  Paris  Opera  House,  a  man  of  world-wide  reputation, 
and  its  en'^ineering  department  had  in  its  leadership  such  men 
as  Eiffel,  Contamin,  and  Charton.  Even  with  the  leadership 
and  help  of  such  men  as  these,  and  of  an  army  of  them — ^the  list 
of  officials  of  the  Paris  Exhibition  covers  many  pages  of  a  printed 
book — even  under  such  leadership  as  this,  how  long  did  it  take 
Prance,  with  all  her  resources  and  all  her  readiness  for  such 
ivork,  to  accomplish  the  exhibition  which  has  just  been  closed  ? 
Pour  and  one-half  years.  That  is  the  length  of  time  which 
passed  from  the  enactment  of  the  first  law  decreeing  that  the 
'exhibition  should  be  held  until  its  accomplishment ;  fifty-four 
months,  to  state  it  otherwise.  It  is  interesting  to  note  othei 
figures  relating  to  the  time  required.  The  first  credit  of  100,000 
francs,  and  the  first  advertisement  for  designs  for  buildings 
were  issued  forty-five  months  in  advance  of  the  date  of  open- 
ing. The  financial  scheme  was  promulgated,  full-fledged  and 
complete,  and  the  executive  staff  organized,  thirty-four  months 
in  advance,  and  after  all  of  this  long  period  of  preparation,  under 
the  leadership  of  the  ablest  men  of  the  nation,  the  time  required 
for  actual  construction  was  thirty  months.  We  have  now  remain- 
ing before  the  first  of  May,  1892,  twenty-nine  months.  It  is  the 
duty  of  the  American  engineer  at  the  present  time,  in  connection  taith 
this  enterprise^  to  say  to  tlie  people  of  the  nation  that  it  cannot  be  done 
in  1892 ;  toe  mtist  take  more  time.  It  is  possible,  beyond  question, 
for  New  York  or  Chicago,  or  any  of  our  great  cities,  to  hold  an 
exhibition  in  1892,  and  to  make  it  huge  and  showy,  heterogeneous 
and  discreditable  ;  but  that  it  can  be  done  in  any  manner  worthy 
of  the  nation  and  of  the  occasion.,  in  the  short  period  of  twenty- 
nine  months,  and  especially  that  it  should  have  grafted  into  it 
any  reasonable  amount  of  artistic  excellence,  which  will  make  us 
not  ashamed  to  have  it  compared  with  what  has  been  acoom- 
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plished  at  Paris,  is,  in  my  opinion,  simply  impossible.  And  if  I 
am  right  in  that  view  of  it,  I  beg  to  suggest  to  the  members  of 
the  profession  that,  in  discussing  the  subject  everywhere,  this 
fact  should  be  stated,  together  with  the  reasons  on  which  it  is 
based,  as  soon  and  as  fully  as  possible.  Sentiment  is  the  only 
reason  for  attempting  to  have  the  exhibition  in  1892.  In  every 
other  respect  it  would  be  better  if  held  later.  And  surely  senti- 
ment in  this  connection  should  be  made  secondary  to  success. 

To  indicate  the  possible  benefit  of  such  an  exhibition,  not 
merely  to  the  locality  in  which  it  takes  place,  but  to  the  nation 
at  large,  I  have  put  together  a  few  of  the  many  statistics  relat- 
ing to  the  Paris  Exhibition  of  1889.  The  cost  of  admission  in 
Paris  averaged  about  ten  cents ;  it  was  more  at  first,  and  less 
at  the  close  of  the  exhibition.  Ten  cents  in  Paris  represents 
easily  thirty  cents  in  America,  taking  into  account  the  difference 
in  rate  of  wages  and  the  different  values  of  money,  and  espe- 
cially the  fact  that  our  working  people  are  better  off,  far  more 
ready  to  spend  money  for  such  things,  and  far  more  accustomed 
to  travel  than  the  corresppnding  classes  in  France.  The  aver- 
age attendance  at  the  Paris  Exhibition  was  125,000  per  day,  and 
on  Sundays  300,000.  The  maximum  on  any  one  day  was  405,- 
000  persons.  The  total  attendance  was  25,000,000.  The  finan- 
cial facts,  briefly,  were  that  the  original  estimates,  made  with 
the  most  wonderful  comprehensiveness,  intended  to  outline  in 
advance  every  detail  of  receipt  and  expenditure,  to  appropriate 
a  definite  amount  for  each  item  of  construction  and  expense,  and 
to  rigidly  hold  the  administration  to  expenditures  within  those 
limits, — those  estimates  were  originally  forty-three  millions  of 
francs,  and  were  subsequently  increased  to  forty-six  and  a  half 
millions  of  francs.  But  the  enormous  attendance,  especially  dur- 
ing the  latter  part  of  the  exhibition,  increased  the  receipts  some 
eight  millions  of  francs,  nearly  all  of  which  is  profit,  which 
amount  will  be  divided  among  the  contributors  to  the  initial 
fund.  The  Eiffel  Tower  cost  six  and  a  half  millions  of  francs  to 
build,  and  its  net  receipts  during  the  exhibition  happened  to  be 
just  the  same  amount,  leaving  the  property  fully  paid  for,  in  the 
ownership  of  the  present  company,  with  a  concession  for  twenty 
years,  during  which  time  the  profits  will  revert  to  them.  The 
railways  entering  Paris  carried,  during  the  exhibition,  five  mil- 
lions more  passengers  than  they  did  in  the  corresponding  period 
ot  18^8,  an  increase  of  fourteen  per  cent.     The  octroi,  or  local 
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duty  on  merchandise  carried  into  the  city  for  the  first  nine 
months  of  1889,  was  greater  by  two  millions  of  dollars  than  dur- 
ing the  previous  year,  a  direct  return  to  the  city  for  its  contribu- 
tion to  the  cost  of  the  exhibition  buildings.  The  omnibuses  and 
tramways  carried  fifteen  millions  more  passengers  than  in  1888. 
The  river  boats  carried  twenty  millions  more,  or  double  the 
number  of  the  previous  year.  The  Circular  Bailway  around  the 
city  carried  thirty  thousand  people  per  day  more  than  in  1888, 
and  the  net  earnings  of  the  six  leading  French  railways  increased 
during  the  exhibition  period,  as  compared  with  the  year  before, 
$10,900,000.  It  is  estimated  that  of  the  visitors  to  the  city  of 
Paris  five  millions  were  French  people,  and  six  and  one-half 
millions  foreigners,  the  latter  being   much   the  more  liberal  1 

spenders.     One  authority  estimates  that  the  money  expended  ] 

by  visitors  in  the  city,  French  and  foreign,  was  $358,000,000 ;  , 

but  another  and  more  conservative  authority,  which  I  prefer  to  j 

accept,  places  the  amount  at  $250,000,000.     Either  of  these  j 

amounts  represents  an  enormous  sum.     There  were  sixty  thou-  j 

sand  exhibitors ;  there  were  seventy  congresses  held  in  Paris  j 

during  the  summer;    and  the  whole  affair  was   most  truly   a  ^ 

national  glory.  j 

The  American  engineer,  as  I  have  told  you,  has,  at  the  pres-  ' 

ent  time,  in  my  opinion,  a  first  duty  in  reference  to  the  contem- 
plated exhibition ;  that  is,  to  tell  his  countrymen  that  it  cannot  i 
be  properly  held  in  1892,  and  that  we  should  have  at  least  one  | 
more  year  in  which  to  make  preparation  for  it,  and  this  without  I 
any  reference  to  the  locality  in  which  it  is  held.  The  engineer,  j 
whenever  it  shall  be  held,  must  bear  the  chief  burden  of  prepa- 
ration and  construction,  and  the  profession  at  large,  civil,  | 
mechanical,  electrical  especially,  and  even  mining  engineers,  are  ^ 
all  concerned  to  see  that  this  exhibition,  when  it  takes  place, 
shall  be  made  worthy  of  the  nation.  The  work,  of  which  they 
will  each  have  to  do  their  share  in  the  preparation,  planning  and 
construction,  will  be  large  and  profitable  to  them,  both  in  the 
immediate  employment  it  will  afford,  and  still  more  in  the  pro- 
fessional experience  which  it  will  afford,  and  in  the  professional 
intercourse  it  will  bring  with  brother  engineers  from  other  parts 
of  the  world.  And  in  this  connection  we  must  remember,  espe- 
cially those  of  us  whose  privilege  it  was  to  take  part  in  the 
excursion  of  last  summer,  that  one  of  the  obligations  which  will 
come  with  the  exhibition,  when  it  is  held,  will  be  to  act  as  hosts 
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to  our  English,  our  French,  and  our  Glerman  friends,  who,  we 
then  hope,  will  reciprocate  the  visit  which  we  have  made  to 
them  this  year. 

THB  SOCIETY. 

The  last  subject  to  which  I  will  refer,  and  which  I  can 
treat  more  briefly,  relates  to  the  affairs  of  our  own  society. 
This,  the  younger  in  the  sisterhood  of  American  engineering 
societies,  had  its  conception  in  February,  1880,  at  an  informal 
meeting  of  which  the  lamented  A.  L.  HoUey  was  chairman ;  and 
at  the  risk  of  encroaching  more  than  is  reasonable  upon  your 
time,  I  cannot  forbear  quoting  a  few  sentiments  from  the  address 
which  he  made  at  that  time,  which  seem  to  me  to  be  especially 
fitting  and  interesting  in  the  light  of  events  which  have  occurred 
between  then  and  npw.     He  said  : 

'  "It  aeems  very  remarkable  that  an  institatloD  of  meclmnical  eDgineering — 
which  tmdeilies  all  engineering— has  not  long  ago  been  organized  in  this  country 
of  xuecbanical  engineers.  I  confeps  that  in  tliinking  oyer  the  mnge  of  mechanical 
engineering,  with  reference  to  our  proposed  society,  I  was  astoni^hed  at  its  mag- 
nit  ade.     I  had  never  realized  it  before 

"  I  would  not  underrate — I  could  not  too  highly  magnify — the  wide  and  pro- 
found scientific  knowledge  employed  in  locating  and  planning  these  vast  works 
of  ciyil  engineering — the  canal,  the  harbor,  the  railway,-  the  tunnel,  the  pier,  the 
breakwater — I  only  emphasize  the  fact  that  our  own  profe^sion  of  mechanics  and 
dynamics  underlies  their  construction  and  utilization — it  is  the  intei mediate 
power  between  nature  on  thn  one  hand,  and  the  artificial  strut ture  and  the 
artificial  work  done  on  the  other  hand. 

*' Should  the  architect  and  the  civil  engineer  pay  that  the  mere  molding  and 
assembling  of  members  is  not  worthy  of  a  profe.-isional  name  and  status;  the 
mechanical  engineer  may  reply  that  the  mere  calculation  of  strains  from  well- 
known  formulsB,  and  the  mere  grouping  of  conventional  forms  is  no  more  worthy. 
The  genius  that  reaches  the  harmony  of  perfect  construction  and  perfect  beauty 
(wbicb  are  interchangeable  t^rros)  in  Nntuie's  inert  materials,  may  not  be  loftier 
than  that  which  as  perfectly  utilizes  and  governs  her  wild  and  capricious 
forces. 

"We  should  also  briefly  consider  the  advantages  and  character  of  our  pro- 
posed organization. 

"  FHrst,  *Vhe  most  obvious  advantage  is  the  collection  and  diffusion  of  definite 
and  inach  needed  information,  by  means  of  papers  and  discussions. 

**  Second,  A  lens  obvious,  but  it  sterns  to  me,  a  more  important  advantage  of 
organ isatioi:,  is  the  general  pers^mal  acquaintance  thus  promoted,  among  engin- 
eers and  the  butine^  men  associated  with  them.  It  is  being  found  out  that 
fifty  men  can  impart  more  information  to  one  man  than  the  one  cau  impart  to  the 
fifty. 

••  nird.  The  habit  of  writing  and  discu->sing  technical  papers  is  of  very  great 
importance.  It  engenders  habits  of  thought,  at  once  rapid  and  accurate.  Any 
man  can  work  better  who  can  formulate  the  merits  and  defects  of  work.     .    .     . 
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**  Finally,  the  rapid  and  hpaHhy  growth  of  the  society  will  Iarg*'ly  depend  on 
the  character  of  the  first  few  years'  papers.  With  men  of  work  and  of  note  for 
early  officers,  and  a  ^foodly  number  of  really  imporunt  and  well-written  papers 
at  the  Btait,  the  success  of  the  Society  of  Mechanical  Engineers  is  as^ared." 

Holley*8  prediction  has  been  fulfilled,  but  it  devolves  upon  us 
to  carry  on  the  work,  if  we  can,  to  do  even  better  in  the  future 
than  in  the  past. 

On  November  5th,  1880,  the  first  regular  meeting  of  the  Society 
took  place  under  the  presidency  of  Professor  Thurston,  with  a 
membership  then  of  189.  At  the  same  time  the  membership  of 
the  Society  of  Civil  Engineers  was  611,  and  that  of  the  Institute 
of  Mining  Engineers,  843.  All  have  prospered  in  the  interval, 
but  none  more  so  than  we.  Our  membership  to-day  is  1,048,  that 
of  the  Civil  Engineers,  1,280,  and  that  of  the  Mining  Engineers, 
who  require  no  professional  qualification,  1,986.  The  aggregate 
of  all  three  Societies  is  something  over  4,000,  or  with  the  new 
and  younger  Society  of  Electrical  Engineers,  probably  4,500.  It 
is  interesting  to  note  that  the  membership  of  the  Institution  of 
Civil  Engineers  of  Great  Britain  is  5,728,  and  that  their  increase 
for  last  year  was  198,  ours  being  173. 

During  the  year  which  has  just  closed  the  Society  has  moved 
into  new  offices,  at  No.  64  Madison  Avenue,  far  more  suited  to 
its  work  and  efficiency  than  any  it  has  yet  occupied,  a  change 
which  will  undoubtedly  increase  its  usefulness,  especially  as  to 
the  library.  Our  meetings  are  held,  however,  not  in  the  Society's 
rooms,  nor  always  in  this  city,  but  at  points  scattered  throughout 
the  country ;  and  in  my  opinion  that  policy  should  be  rigorously 
adhered  to,  and  our  meetings  held  constantly  at  new  points  in 
order  that  the  membership  in  all  parts  of  the  country  may  have 
the  privilege  of.  attending  them,  and  that  our  membership  may 
be  increased  in  all  directions  and  thus  be  thoroughly  national 
and  not  local  Local  organizations  exist  already,  and  are  to  be 
encouraged  as  affording  facility  for  frequent  meetings  and  the 
discussion  of  matters  of  local  interest,  but  it  is  to  be  hoped  that 
ultimately  they  may  become  chapters  of  the  larger  society. 
And  in  this  connection  I  wish  briefly  to  refer  to  the  fact  which 
was  mentioned  more  than  once  during  our  European  trip  of  last 
summer,  and  which  seems  to  be  striking  deeper  and  deeper  root 
into  the  minds  of  the  members  of  all  of  our  societies,  namely> 
that  the  time  is  approaching  when  it  will  be  both  desirable  and 
possible  to  create  some  new  organization  which,  without  in  any 
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way  interfering  with  or  diminishing  the  autonomy  and  useful- 
ness and  individuality  of  the  existing  societies,  shall  unite  in 
one  larger  and  more  thoroughly  national  organization  the  older 
and  leading  members  of  each  ;  a  society  which  shall  include  in 
its  ranks  the  best  representatives  of  American  engineering,  and 
of  which  membership  will  be  a  valued  privilege  and  one  which 
will  convey  distinctly  an  understanding  of  high  professional 
character  on  the  part  of  those  who  are  in  its  ranks.  Especially 
is  this  desirable  with  reference  to  its  bearing  upon  our  relations 
to  engineers  from  other  countries,  and  for  this  reason  it  is  to  be 
hoped  that  some  such  organization  may  be  accomplished  before 
the  proposed  international  exhibition,  when  we  hope  and 
believe  that  large  numbers  of  foreign  engineers  will  come  to  this 
country  as  the  guests  of  American  engineers. 

Finally,  as  to  the  Society,  it  seems  to  me  that  notwithstanding 
the  success  which  has  been  achieved  in  the  past,  and  the  large 
fulfillment  we  have  made  of  Holley's  prediction  and  hope,  there 
is  still  room  for  further  improvement,  especially  in  our  methods 
of  business,  in  the  care  with  which  we  edit  our  transactions  and 
publications,  and  in  the  providing  of  means  and  facilities  for 
undertaking  special  investigations,  as  is  done  by  the  English 
societies,  and  as  cannot  often  be  done  by  private  individuals,  and 
for  which  purpose  funds  should  be  provided,  for  the  building  up 
of  our  library  (a  matter  which  will  be  touched  upon  by  the  Jl.ibrary 
Committee  in  its  report  later),  and  in  general  for  stimulating 
and  increasing  the  usefulness  of  this  society  of  engineers.  All 
of  these  are  among  the  duties  devolving  upon  the  members,  far 
more  than  the  mere  effort  to  increase  our  numbers,  which  are 
growing  as  rapidly  as  is  healthful,  and  we  cannot  do  better,  all 
of  us  who  have  the  interest  of  the  Society  at  heart,  than  to 
remember  that  in  such  ways,  and  especially  in  the  effort  to 
elevate  the  character  of  our  transactions  and  to  contribute 
papers  covering  original  investigations  and  matters  of  profes- 
sional value,  we  will  most  efficiently  bear  our  share  in  bringing 
about  the  result  which  we  all  so  earnestly  desire,  namely,  the 
lurther  growth  in  prosperity  and  usefulness  of  the  Society  of 
which  we  are  members. 
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CCCLFX. 

TABLE  OF  THE  PROPERTIES  OF  STEAM— THEIR  USE 
IN  STUDY  OF  STEAM-ENGINE  EXPERIMENTS.* 

Br  V.  DirXLSHAUTEBS^DERT,  Lisos,  BklgiuH. 
(Honorary  Member  of  the  Society.) 

INTRODUCTION. 

M.  V.  Dwelshauvers-Dery,  the  distinguished  head  of  the 
School  of  Mines,  at  Li^ge,  Belgium,  has  recently  given  much 
attention  to  the  study  of  the  exchanges  of  heat  occurring  in  the 
cylinder  of  the  steam-engine,  resulting  in  losses  of  energy  of 
serious  amounts,  as  illustrated  by  the  experiments  of  Watt,  of 
Clarke,  of  Him,  and  of  Isherwood.  In  the  course  of  this  work, 
he  has  devised  an  exceedingly  interesting  and  useful  method  of 
exhibiting  the  process  of  exchange  occurring  in  any  given  case 
in  which  the  data  have  been  made  available  by  experiment,  and 
has  given  graphical  constructions  representing  this  action  and 
its  effects.  He  has  also,  recently,  prepared  a  set  of  steam 
tables  to  be  used  in  the  course  of  such  work  ;  which  tables  he 
has  kindly  consented  to  lay  before  the  American  Society  of 
Mechanical  Engineers.  These  tables  are  here  presented,  the 
measures  being  given  in  British  units,  and  in  such  form  as  may 
best  facilitate  the  calculations  to  be  made  from  data  obtained  in 
formal  trials  of  the  steam-engine. 

The  text  accompanying  the  tables  embodies  a  succinct  expo- 
sition of  the  theory  of  M.  Him,  whose  views  and  methods  are 
closely  followed  by  the  author  of  the  tables,  and  two  examples 
are  given,  illustrating  the  method  of  M.  Dwelshauvers.  Ap- 
pended, also,  is  a  plate  in  which  is  exhibited  the  complete 
graphical  construction  of  the  process  and  results,  as  devised 
by  the  distinguished  author,  our  colleague,  and  showing  the 
quantity  of  heat,  and  of  equivalent  work  produced ;  the  quan- 
tity lost  by  the  cylinder  walls,  and  the  amount  of  the  remain- 

*  Translated  fr.iui  the  French  in  tUe  oflBce  of  the  Societv. 
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bg  losses.      The  total  of  these   several  quantities  measures 
'  the  amount   of  heat  and  of  energy  supplied  to  the  engine. 

This  "  diagram  of  exchanges/'  as  its  author  calls  it,  may,  also, 
not  improbably,  prove  to  be  of  very  great  value  to  the  engineer 
seeking  to  determine,  in  advance  of  the  construction,  the  prob- 
able demand  of  a  proposed  engine  doing  a  specified  quantity  of 
work.  The  problem  of  discovering  the  methods  and  the  laws  of 
wastes  occurring  through  the  interaction  of  the  steam  and  the 
enclosing  surfaces  of  the  steam  cylinder  is,  to-day,  the  one 
important  problem  in  the  theory  of  the  engine.  This  problem, 
attacked  mathematically  by  Grashof,  and  experimentally  by  a 
dozen  well-known  engineers,  is  exhibited  and  illustrated  by  the 
graphical  work  of  Dwelshauvers  in  such  manner  as  is  likely  to 
prove  of  real  assistance  in  promoting  the  final  complete  solu- 
tion. The  author  of  the  paper  and  of  these  tables  has  been  a 
very  old  friend  of  Him,  whose  work  has  been  familiar  to  him 
from  its  inception  and  has  been  closely  followed  from  the  begin- 
ning. His  papers  have  done  much  to  make  useful  the  work  of 
the  great  physicist  and  engineer  who  has  given  us  so  much 
valuable  data,  and  this  process  of  treatment  is  not  the  least 
important  of  his  accomplishments. 
Those  who  are  specially  interested  in  this  subject  can  get 
I  still   more  complete  ideas  of  the  method  and  of  the  results 

!  of  its  application  by  studying  the  paper  of  M.  Dwelshauvers- 

j  Dery  recently  issued  by  the  British  Institution  of  Civil  Engin- 

eers (No.  2403  A."!  on  the  trials  of  Mr.  Bryan  Donkin's  engine. 
It  will  be  seen  that  the  method  consists  in  the  application  of 
the  processes  here  indicated  to  the  computation,  from  the 
measurement  of  the.  indicator-diagram,  of  the  quantities  of  heat 
lost  by  the  steam  in  the  engine  in  the  three  principal  directions 
of  expenditure :  transformation  into  mechanical  energy ;  waste 
by  way  of  the  metallic  surfaces  of  the  interior  of  the  cylinder  ; 
thermodynamic  and  thermal  losses  in  other  directions.  By  this 
method  of  study  of  the  work  of  Mr.  Donkin,  it  is  found  that  the 
jacket  does  not  always  produce  a  flow  of  heat  into  the  engine,  a 
result  probably  suspected  by  every  expert  observer  and  experi- 
enced engineer  having  much  acquaintance  with  the  steam- 
engine,  but  probably  never  before  so  completely  proved.  The 
fact  accounts  for  the  very  diverse  testimony  often  given  respect- 
ing the  action  and  efficiency  of  the  jacket  The  process  pur- 
sued by  our  author  enables  us  to  divide  the  engine  into  its  two 
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parts,  treating  the  two  ends  of  the  cylinder  separately,  and  dis- 
covering, through  the  examination  of  their  differences,  many 
facts  not  otherwise  obtainable.  A  distinction  never  before 
quantitatively  made  is  that  of  the  positive  and  the  negative  flow 
through  the  surfaces  receiving  beat,  and  through  those  restor- 
ing heat.  In  some  cases,  the  one  area  and  quantity  is  the 
greater,  in  others  the  other.  Thus  the  jacket  may  sometimes 
produce  marked  economy,  while  in  other  cases  it  may  produce 
none  or  may  even  cause  loss.  We  find,  also,  that  the  jacket 
may  produce  economy  by  simply  preventing  external  losses, 
giving  absolutely  no  heat  to  the  steam,  but  simply  preventing 
its  losing  as  much  as  it  otherwise  would,  at  the  critical  instants 
of  transfer  to  the  metal  of  the  cylinder.  It  is  easy  to  show,  by 
this  or  other  methods,  that  the  use  of  the  jacket  is  ordinarily 
advantageous  by  preventing  transfer  of  heat  to  the  metal  o£  the 
cylinder  during  admission,  and  that  the  function  of  the  jacket  is 
usually  substantially  completed  at  the  close  of  this  period,  and, 
consequently,  that  the  engine  of  large  diameter  and  small 
stroke,  a  given  volume  being  demanded,  and  with  a  jacket  on 
its  heads,  has,  ideally  at  least,  an  advantage,  economically,  a 
fact  which  has  probably  been  suggested  by  many  familiar  data 
to  many  engineers. 

These  comments  are  presented  to  the  society  in  the  hope 
that  the  work  of  the  distinguished  author  of  these  tables  may 
become  more  familiar  to  members  generally,  and  that  they  may 
become  useful  to  all  who  are  engaged  in  the  study  and  investi- 
gation of  the  efficiencies  of  the  steam  and  other  heat  engines. 
The  writer  esteems  it  a  pleasure  and  an  honor  to  have  been 
permitted  to  make  this  presentation. 

B.  H.  Thubston. 

PROPERTIES  OF  STEAM. 

1.  It  would,  perhaps,  be  useful  to  those  who  are  studying  the 
steam-engine,  to  present  to  them  tables  of  saturated  steam  more 
complete  than  they  are  ordinarily  made.  Such  tables  are  in 
existence  in  French  units,  and  they  have  been  translated  into 
the  British  equivalents,  making  use  of  the  fundamental  data 
taken  from  most  reliable  authorities.  No  attempt  has  been 
made  to  obtain  a  precision  beyond  dispute.  The  attempt  has 
not  been  to  make  a  learned  disquisition,  but  simply  a  useful 
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paper.    The  author  will  feel  entirely  satisfied  if  this  end  is 
attained. 

2.  It  wiU  be  supposed  that  the  reader  is  familiar  with  the 
properties  of  dry  and  saturated  steam  as  well  as  those  of  water 
under  corresponding  pressure  at  a  given  temperature.  It  will 
be  sufficient,  then,  to  recall  them  succinctly :  When  steam  is 
saturated  under  a  given  pressure,  it  has  a  temperature  and  a 
density  which  are  known.  For  example,  steam  at  sixty  pounds 
pressure  per  square  inch  has  a  temperature  of  292°.52  F.,  and 
a  pound  of  that  vapor  occupies  a  volume  of  7.0328  cubic  feet ; 
or  again,  a  cubic  foot  of  that  steam  weighs  0.14219  lbs.  These 
figures  are  given  in  the  table  in  the  following  order : 

The  first  column  gives  the  pressure  of  the  steam,  j),  in  pounds 
per  square  inch. 

The  second  column  gives  the  same  pressure,  P,  in  pounds  per 
square  foot ;  that  is  to  say,  P  =  144  p. 

The  third  column  gives  the  temperature  in  degrees  Fahrenheit. 

The  fourth  column  gives  the  volume  of  a  pound  of  saturated 
dry  steam  expressed  in  cubic  feet. 

The  fifth  column  gives  the  weight  of  a  cubic  foot  of  dry  satu- 
rated steam  at  the  pressure  given  in  the  first  column  and 
expressed  in  pounds. 

3.  The  five  following  columns  give  in  British  thermal  units 
the  different  quantities  of  heat  to  which  the  following  names  are 
given : 

qy  heat  of  water  under  the  pressure,  p,  of  the  first  column 
and  at  the  corresponding  temperature,  f,  of  the  third  column. 
It  is  the  number  of  British  thermal  units  contained  in  a  pound 
of  water  at  the  temperature,  <,  and  the  pressure,  jo,  taken  above 
that  amount  of  heat  which  is  contained  in  water  at  the  tempera- 
ture of  melting  ice ;  t.  e.  +  32°  F.  From  this  definition,  if  the 
number  of  thermal  units  is  sought  which  is  necessary  to  raise 
the  temperature  of  a  pound  of  water  from  102^09  to  233^02, 
look  out  in  the  sixth  column  the  values  of  q  which  correspond. 
That  is,  5o  =70.09  and  q^  =  202.32,  and  the  difference  qi-qo  = 
132.13  thermal  units  will  be  the  required  answer. 

p,  interior  latent  heat  of  a  pound  of  dry  saturated  steam :  that  is 
to  say,  the  heat  which  corresponds  to  the  work  necessary  solely 
to  overcome  the  internal  molecular  forces  which  hold  the  mole- 
cules at  the  distances  at  which  they  must  be  while  the  mass  is 
in  a   liquid  state,  in  order  to  bring  them  to  -the  distances  at 
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which  they  will  be  found  when  the  mass  is  in  the  condition  of 
saturated  steam. 

A  P  u  is  the  exterior  latent  heed  of  a  pound  of  steam  gener- 
ated under  the  constant  pressure  P  pounds  per  square  foot, 
while  the  piston  sweeps  through  the  volume,  u.  This  demands 
explanation.  The  exterior  latent  heat  has  been  measured 
under  the  following  conditions :  a  pound  of  water  is  put  in  a 
cylindrical  vessel  at  a  temperature  f,  and  in  the  cylinder  is  a 
piston  which  exerts  on  the  surface  of  the  water  a  pressure  of  p 
pounds  per  square  foot,  corresponding  to  t  degrees  for  saturated 
steam.  To  give  precision  to  the  discussion,  let  f  =  292.52. 
The  table  gives  P  =  8,640  pounds  per  square  foot.  In  this 
condition,  the  pound  of  water  occupies  a  volume,  (f.  Heat  is 
furnished  in  a  measured  quantity.  Then  the  piston  rises  in  the 
cylinder,  the  temperature  of  the  water  remains  unchanged,  but 
the  water  evaporates  little  by  little  until  there  is  nothing  but 
dry  and  saturated  steam  at  the  pressure  P,  and  the  tempera- 
ture t.  At  this  instant,  stopping  the  experiment,  the  volume  t/, 
traversed  by  the  piston,  is  measured  and  expressed  in  cubic 
feet.  Hence  follows  naturally  cr  -¥  u=v.  Where  r,  as  above, 
denotes  the  volume  occupied  by  the  pound  of  saturated  steam 
at  the  pressure  P,  experiment  shows  that  P  =  8,640  pounds  per 
square  foot,  and  t  =  292^.52. 

a  ^  0.0160;  u  -=  7.0168  cubic  feet 

Whence  we  conclude  that  the  heat  furnished  has  done  a  work 

P  u  foot  lbs.  to  raise  the  piston  against  the  exterior  pressure,  and 

since  each  thermal  unit  corresponds  to  772  foot  pounds  it  follows 

that  the  heat  which  disappeared  by  doing  this  exterior  work 

P  u 
is  denoted  in  thermal  units  bv  „„ci,  which  becomes  A  P  u\i 

"  772 

^~772' 

r  is  the  total  latent  heat  of  a  pound  of  dry  saturated  steam ; 
that  is  to  say,  it  is  the  sum  of  the  two  preceding  quantities, 

r  =  p  +  -4  P  w. 

It  is  the  total  heat  which  disappears  in  the  operation  of 
vaporization  under  constant  pressure,  concerning  which  refer- 
ence has  just  been  made ;  heat  which  has  become  latent  since 
the  temperature  has  remained  constant  as  well  as  the  pressure. 
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Finally  A  is  the  total  heat  of  a  pound  of  dry  saturated  steam. 
It  includes  the  heat  of  the  water  and  the  latent  heat  of  the 
steam  formed  under  a  constant  pressure. 

From  this  follows : 

If  then  a  pound  of  water  is  taken  at  32  degrees,  and  is  exposed 
to  constant  pressure  under  a  piston  amounting  to  P  pounds  per 
square  foot,  and  if  heat  is  furnished  in  measurable  quantities, 
the  temperature  of  the  water  will  at  first  increase  until  t  corre- 
sponds to  Py  and  the  piston  will  only  have  moved  a  very  little ; 
afterwards  the  temperature  will  remain  stationary  and  the  pis- 
ton will  rise  until  all  the  water  has  become  steam.  In  this  com- 
plete operation  there  has  been  expended  a  quantity  of  heat 
which  is  known  by  the  name  of  total  heat,  and  is  ordinarily 
designated  by  the  letter  A. 

4.  If  now  the  above  operation  was  carried  further,  the  temper- 
ature of  the  steam  would  rise  at  the  same  time  that  the  piston 
continued  to  rise,  and  there  would  be  expended  for  each  degree 
of  increase  of  temperature  per  pound  of  steam,  a  quantity  of  heat 
Cp,  to  which  the  name  is  given  of  specific  heat  at  constant  pres- 
sure. This  quantity  varies  with  the  pressure,  but  in  practical 
applications  no  risk  is  run  of  sensible  error^  if  it  is  made  equal 
to  0.48  thermal  units  for  steam  gas.  If  A'  is  called  the  total  heat 
of  a  pound  of  superheated  steam  at  i  degrees,  and  which  would 
be  saturated  at  t  degrees, 

A'=  A  4-0.48(^-0 (1-) 

5.  Mixture  of  saturated  water  and  steam. — In  steam-engines  dry 

and  saturated  steam  may  be  said  never  to  occur.    It  is  nearly 

always  wet  or  mixed  with  water,  and  rarely  superheated.     In 

order  that  a  mixture  of  water  and  steam  may  be  well  defined,  its 

composition  or  percentage  of  dryness  must  be  given  in  addition 

to  the  pressure.     To  make  this  matter  more  lucid,  suppose  a 

mixture  of  an  entire  weight  of  M  lbs.,  and  which  contains  m 

lbs  of  pure  saturated  steam,  and  therefore  M  —  m  lbs.  of  water 

at  the  pressure  p  and  the  temperature  t  given  in  the  tables  as  cor- 

Tesponding.    As  soon  as  p  is  given,  the  tables  give  at  once  all 

the  quantities,  P,  f,  v,  d,  q,  p,  APv,  r,  A.     But  the  ratio  -^ ,  that 
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is  to  say,  the  percentage  of  dryness  which .  is  ordinarily  repre- 
sented by  the  letter  a:,  is  independent  of  these  quantities,  and 
must  be  one  of  the  experimental  data,  or  else  amongst  the  data 
must  be  the  two  quantities  M  and  m, 

6.  The  name  of  interned  heat  of  a  mixture  of  saturated  water  and 
steam  is  given  to  the  heat  contained  in  this  mixture  above  that 
contained  in  the  same  weight  of  water  at  32°  F.,  whatever  may 
be  the  procedure  by  which  the  mixture  has  been  raised  to  its 
actual  condition.  We  will  designate  this  quantity  of  heat  by  U. 
It  is  made  up,  obviously,  of  the  heat  of  the  water,  31q,  and  of 
the  external  heat  of  the  steam,  m  p.    Hence  : 

U=Mq-\-mp (2.) 

The  interned  heat  of  M  lbs.  of  superheated  stearrty  occupying  a  vol- 
ume V  cubic  feet  under  a  pressure  of  P  lbs.  to  the  square  foot, 
is  given  by  an  empirical  formula : 

Cr  =  857ilf+0.003872Pr    ....     (3.) 

7.  When  a  mixture  of  water  and  steam  is  acting  in  the  cylinder 
of  a  steam-engine,  if  its  total  weight  remains  constant,  its  com- 
position and  temperature  are  varying  at  each  instant,  and  for  two 
reasons :  there  is  heat  required  for  the  exterior  work,  and  there 
is  heat  transferred  to  and  from  the  metaL  Every  theory  which 
does  not  take  account  of  this  last  phenomenon  is  fallacious  and 
useless.  The  practical  theory  which  we  hope  to  present  in  order 
to  show  the  use  of  the  tables  ha«  been  made  to  take  account  of 
this  action.  It  should  be  remarked,  at  the  outset,  that  the  inter- 
nal heat  of  the  mixture  at  work  in  the  steam  cylinders  must  vary 
at  each  instant,  and  according  to  an  obvious  law.  Under  the 
conditions  existing  after  the  points  of  cut-off  in  an  engine,  the 
mixture  at  the  beginning  contains  U^  thermal  units,  and  at  the 
end  there  is  only  U^  thermal  units,  U^  being  less  than  P^^.  This 
is  because  it  has  given  up  Ta  thermal  units  to  do  the  exterior 
work,  and  Ra  thermal  units  to  heat  the  metal  of  the  cylinder. 
There  must,  therefore,  necessarily  exist  the  relation  Z7o  —  J7i  = 
Ta  +  i?rf. 

And  whatever  be  the  elements  designated  by  0  and  1,  the  same 
conditions  will  exist  unless,  during  the  period  considered,  new 
steam  gets  into  the  cylinder,  bringing  additional  thermal  units, 
or  unless  some  steam  leaks  out,  carrying  with  it  certain  ther- 
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mal  units.    In  these  cases  it  will  be  necessary  to  take  account 
in  the  equation  of  the  units  brought  in  or  removed. 

8.  Practical  theory  of  the  steam-engine, — The  object  of  this  theory 
is  to  study  the  steam-engine  as  it  is,  that  is  to  say,  to  explain  the 
phenomenon  met  with  in  an  engine  trial.  The  general  principles 
will  be  brought  out,  but  there  will  always  be  in  mind  a  single 
cylinder  engine  rather  than  a  compound. 

9.  Working  Regime, — A  calorimetric  experiment  on  a  steam- 
engine  demands  that  it  should  be  running  at  its  regular  rate, 
that  its  velocity  should  be  constant,  that  the  pressure  of  steam, 
the  point  of  cut-off,  of  compression,  the  back  pressure,  the  lead, 
etc.,  etc.,  and,  in  fact,  all  these  quantities  should  be  constant. 
Since  this  ideal  is  impossible  to  attain,  it  should  be  reached  as 
closely  as  possible  and  the  means  calculated,  which  will  be  suf- 
ficiently exact  when  the  length  of  the  test  is  long  enough.  In 
what  follows  it  will  be  supposed  that  the  two  strokes  of  the  piston, 
which  constitute  a  revolution,  are  identical  in  all  respects,  so 
that  but  one  stroke  will  be  considered. 

10.  The  perfect  regime  necessarily  presvpposes  that  the  steam 
and  the  metal  are,  at  the  end  of  the  stroke  of  the  piston,  identically  in 
the  same  thermal  conditions  as  at  the  beginning.  It  follows  that  at 
each  stroke  of  the  piston,  the  sum  of  the  quantities  of  heat  which 
the  steam  receives  in  the  cylinder  is  equal  to  the  sum  of  the 
quantities  of  heat  which  it  loses  there  ;  and  the  sum  of  the  quan- 
tities of  heat  which  the  metal  receives  is  equal  to  the  sum  of  the 
quantities  of  heat  which  it  loses.  These  fundamental  principles 
are  general,  but  the  application  that  we  shall  make  of  them 
has  particular  reference  to  single  cylinder  engines.  Experi- 
ence must  give  the  necessary  figures  to  determine  all  these 
quantities  of  heat  thus  brought  into  the  cylinder  with  the  steam, 
or  caiTied  off  to  the  condenser  with  the  steam,  those  which  dis- 
appear to  do  the  exterior  work,  those  which  the  metal  has 
extracted  from  the  steam  to  pass  outside  by  radiation,  or  those 
which  a  jacket  would  have  furnished  to  the  steam  through  the 
Dietal,  the  heat  which  is  found  in  the  steam  remaining  in  the 
cylinder  at  the  moment  where  cut-off  occurs,  and  where  the  com- 
pression begins,  etc,  etc.  The  calculation  and  plotting  of  the 
%ires  given  by  a  trial  have  for  their  end  to  add  the  diagram 
of  exchanges  of  heat  to  the  diagram  of  pressures. 

11-  Here  are  the  data  on  this  subject,  which  experiment  must 
furnish. 
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An  indicator  diagram,  completed  by  marking  on  a  proper  scale 
the  volnme  of  the  clearance,  r,  measured  experimentally  on  the 
machine  itself.  The  illustration  hereafter  shows  the  quantities 
which  the  diagram  and  the  special  data  of  the  machine  ought  to 
furnish.     It  is  not  by  accident  that  the  atmospheric  line  has  not 


been  indicated,  since  it  is  only  of  use  to  obtain  the  line  of 
vacuum,  0  X,  which  is  drawn  below  the  first  at  a  distance  which, 
on  the  scale  of  the  diagram,  represents  the  barometric  pressure 
existing  during  the  triaL 

12.  Measures  taken  directly  from  the  machine  have  given  the 
following  volumes,  expressed  in  cubic  feet : 


t',  volume  of  the  clearance  space. 

Fo,      "      occupied  by  the  steam  at  the  point  of  cut-off. 

Fi,      "  "  "  "  "      end  of  expansion. 

Fa,      "  "  "  "  "  "     exhaust 

Ts,      "  "  "  "  "  "   the  compression. 

V,,      "  "  "  "         "  "     "  stroke. 

F^  =  ( Fj  —  t?)  4-  (  Fo  —  v)  is  the  volume  swept  through  during 
admission. 

Frf  =  Fi  —  Vo  is  the  volume  swept  through  during  expan- 
sion. 

Fa  -=  ( F4  -  Fj)  +  ( F4  -  F,)  is  the  volume  swept  through  during 
exhaust. 
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Ve=  Fi  —  Fj  is  the  volume  swept  through  during  the  compres- 
sion. 
Vf=  r4  —  V  is  the  volume  swept  through  during  a  stroke. 

On  the  diagram  the  following  pressures  are  measured  in 
lbs.  per  square  foot : 

P09  pressure  at  the  end  of  admission. 
P„        "  "  "     expansion. 

Pj,         "  "  "     exhaust. 

Pa,        "  "  "     the  compression, 

as  well  as  pressure  and  back  pressure  at  any  moment,  so  as  to 
enable  to  calculate  the  areas  of  the  diagram,  or  the  work  corre- 
sponding to  these  areas  in  foot  pounds,  reducible  to  thermal 
units  by  dividing  by  772. 

Ta'=  area  bBAab  is  the  work  in  thermal  units  during  the 
admission  before  the  beginning  of  the  stroke. 

Ta  =  area  hBDdb  is  the  work  in  thermal  units  during  the 
admission  forward  stroke. 

Ta=  Ta*^Ta  is  the  work  in  thermal  units  during  the 
admission. 

T^  =  area  dDEed  is  the  work  in  thermal  units  during  the 
expansion. 

TJ  =  area  eEFfe  is  the  work  in  thermal  units  during  the 
exhaust  before  the  end  of  the  forward  stroke. 

re"=»rea  fFCcf  is  the  work  in  thermal  units  during  the 
exhaust,  backward  stroke. 

T^  =  iTe"-*  T^*  is  the  work  in  thermal  units  during  the  exhausi 

Tc  =  area  cCAac  is  the  work  in  thermal  units  during  the  com* 
pression. 

Tf  =  area  hBDEFfb  =  T^  +  T^  +  T^  is  the  work  in  ther- 
mal units  during  the  forward  stroke. 

T^  =  SLTea/FCABbf  =  T,"  +  7;  +  Ta"  is  the  work  in  ther- 
mal units  during  the  backward  stroke. 

T=  Ty-  T^=  ABDEFCA  is  the  indicated  work  in  thermal 
units  corresponding  to  a  stroke  of  the  piston. 

13.  Note :  The  steam  has  done  a  work  which  is  not  indicated 
on  the  diagram  ;  it  is  that  which  is  represented  by  the  area 
aAKka  and  which  is  necessary  to  accomplish  the  compression 
of  the  steam  in  the  clearance  in  order  to  give  it  a  pressure 
equal  to  that  of  the  steam  coming  in  the  cylinder.  Because  the 
magnitude  of  this  work  is  not  known,  it  will  be  counted  in  the 
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heat  exchanged  between  the  steam  and   the  metal  during  the 
admission. 

14  There  is  another  thing  upon  which  an  uncertainty  exists, 
and  that  is  the  composition  of  the  mixture  of  steam  and  water 
which  remains  within  the  cylinder  at  the  moment  when  exhaust 
ceases  and  compression  begins.  M.  Him  has  triumphantly 
shown  that  in  his  experiments  and  in  general  it  must  bo  sup- 
posed that  at  this  instant  the  mixture  contains  nothing  but 
steam  dry  and  pure,  all  the  water  which  covered  the  walls 
having  been  vaporized  and  expelled  into  the  condenser  during 
the  exhaust.  This  will  be  admitted,  and  thence  our  calculation 
can  ascertain  the  weight  M^  lbs.  of  steam  acting  during  the 
compression.  In  fact  the  volume  V^  of  steam  in  cubic  feet  can 
be  ascertained  from  the  d'a;jram,  and  its  pressure  Pa  at  this 
instant.  From  the  tables  the  value  of  6^  is  deduced  which  is  the 
weight  in  pounds  per  cubic  foot,  and  the  expression  will  follow : 

M,=  V,6, (4) 

15.  Experiment  must  further  give  the  following  data:  the 
weight  Ma  pounds  of  steam  which  passes  into  the  cylinder  at  each 
stroke  of  the  piston  and  its  degree  of  dryness  x  or  the  weight  m 
of  pure  steam  which  is  contained  therein  as  well  as  the  boiler 
pressure.  This  datum  will  serve  to  calculate  the  heat  which 
the  steam  brings  with  it  for  each  stroke  of  the  piston  in  the 
cylinder.  It  will  be  called  Q  thermal  units.  From  what  pre- 
cedes, its  value  will  be 

^  =:  m  A  -f  (if  -  w)  g (5) 

In  this  expression  A  and  q  are  given  by  the  tables  at  the  line 
which  corresponds  to  the  pressure  of  steam  in  the  boiler. 

16.  During  the  expansion,  the  weight  of  the  mixture  in  action 
in  the  cylinder  is,  therefore, 

(Ma  +  J/c). 
and  during  the  compression,  Mc. 

Hence  if  the  steam  is  saturated  its  internal  heat  will  be  as 
follows :  during  the  expansion 

Z7=(iy;,+  jtf;)g  +  mp (6) 

During  the  compression 

U  =  McQ  +  m  p. 
If  the  steam  is  superheated  make  use  of  formula  3. 
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17.  If  there  is  a  steam  jacket  the  water  which  comes  from  the 
condensation  is  weighed  after  it  has  been  cooled,  and  its  weight 
will  be  ascertained  per  stroke  of  piston.  Let  it  be  called  M^  lbs. 
This  steam  is  condensed  under  the  mean  pressure  of  the  boiler, 
which  is  ascertained  by  trial  and  by  calculation.  For  each  pound 
the  jacket  will  have  furnished  r  thermal  units  given  in  the  table 
opposite  the  pressure.  The  jacket  has  then  furnished  Q'  thermal 
units,  and 

Q'  =  M,r. (7) 

If  the  jacket  is  filled  up  with  anything  other  than  steam,  the 
heat  brought  in  will  be  evaluated  in  an  appropriate  manner  per 
piston  stroke,  and  will  still  be  called  Q'. 

18.  Part  of  the  heat  brought  in  by  the  jacket  will  have 
penetrated  through  the  metal  and  reached  the  steam ;  another 
part  wiU  have  gone  outside  and  is  lost  by  radiation.  The  radia- 
tion per  piston  stroke  should  be  evaluated  experimentally.  For 
example :  introducing  steam  into  the  jacket,  or,  if  there  is  no 
jacket,  into  the  cylinder  while  the  machine  is  at  rest,  and  keeping 
it  there  during  a  sufficient  interval,  knowing  afterwards  the  dur- 
ation of  a  piston  stroke  during  the  trial  which  is  studied,  the 
quantity  of  heat  lost  by  radiation  can  be  deduced  therefrom  for 
each  stroke.     It  will  be  called  E  thermal  units. 

19.  When  the  engine  is  condensing,  the  weight  of  water  is 
measured  which  leaves  the  condenser,  and  from  this  is  deduced 
the  weight  of  cold  water  M^  lbs.  which  has  been  introduced  into 
the  condenser  for  each  stroke.  Its  initial  temperature  U  is 
measured  and  its  final  temperature  t/k  The  tables  give  the  heats 
of  the  water  qi  and  j/ which  correspond.  Hence  the  heat  rejected 
per  piston  stroke  by  the  cold  water  is  ascertained  C  thermal 
units  by  means  of  the  equation 

C=M,iq^-q,). (8) 

20.  Finally  in  the  condenser  is  the  weight  Ma  lbs.  of  water 
which  comes  from  the  condensed  steam  and  which  is  at  the 
temperature  t^  if  the  condensation  is  effectuated  by  injection, 
and  at  the  temperature  ty  if  by  a  surface  condenser.  It  fol- 
lows that  a  second  part  of  the  heat  rejected  into  the  condenser, 
which  may  be  called  c  thermal  units,  will  be  determined  by  one 
of  these  two  formulae, 

c=MaqfOTC  =  Maq/ (9) 
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The  heat  rejected  in  the  condenser  will  be  the  sum  or 

(C  +  c) (10) 

When  there  is  no  condensation  of  the  steam  this  heat  rejected 
in  the  atmosphere  cannot  be  evaluated  direct,  but  the  same 
name  will  be  kept  for  it  and  the  same  notation. 

21.  From  what  precedes,  the  vapor  which  works  in  the  cylin- 
der carries  there  Q  thermal  units  at  each  piston  stroke.  It 
receives  from  the  jacket  Q'  —  E  thermal  units.  It  loses  T  ther- 
mal units  to  overcome  the  exterior  work,  and  it  carries  with 
itself  into  the  condenser  ((7  + c)  thermal  units.  As  the  regime 
is  reached  the  sum  of  all  these  quantities  of  heat  is  zero.  (See 
paragraph  No.  10.) 

Hence  follows  the  first  fundamental  equation  of  the  practical 
theory: 

e-f  e'-^~^-(C+c)=o 
or 

Q+Q'=T+{C+c)  +  E. (I) 

When  there  is  condensation  all  the  quantities  which  enter  into 
this  equation  are  given  experimentally.  This  equation  can  only 
serve  in  this  case  as  a  check.  If  the  second  number  should  differ 
too  much  from  the  first  it  would  mean  that  the  trial  had  been 
badly  conducted.  Without  condensation  this  equation  can 
serve  to  determine  the  value  of  the  rejected  heat  ((7+ c),  but 
the  means  of  checking  is  not  direct. 

22.  Because  the  engine  is  in  working  regime  the  metallic  walls 
of  the  cylinder  reach  always  the  same  temperature  at  the  end 
of  the  cycle  that  they  had  at  the  beginning.  The  conclusion  is 
that  the  sum  of  the  quantities  of  heat  received  and  given  out  by 
the  metal  at  each  stroke  is  equal  to  zero.  The  quantities  of 
heat  received  or  given  up  by  the  metal,  or,  in  other  words,  ex- 
changed between  the  metal  and  the  steam,  will  be  designated  in 
a  general  way  by  the  letter  B  when  they  are  expressed  in 
thermal  units.  The  subscript  indicates  the  phase  during  which 
the  exchange  is  measured.     Hence: 

Ba  thermal  units  is  the  quantity  of  heat  exchanged  between 
the  metal  and  the  steam  during  admission. 

Ba  thermal  units  is  the  quantity  of  heat  exchanged  between 
the  metal  and  the  steam  during  expansion. 
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jSe  thermal  units  is  the  quantity  of  heat  exchanged  between 
the  metal  and  the  steam  during  exhaust. 

Re  thermal  units  is  the  quantity  of  heat  exchanged  between 
the  metal  and  the  steam  during  compression. 

Rai  Rdy  Re  will  have  positive  sign  when  the  heat  passes  from 
the  steam  to  the  metaL  Re,  on  the  other  hand,  is  positive  when 
the  heat  passes  from  the  metal  to  the  steam. 

In  general,  Re  and  Ra  are  positive,  and  Ra  is  negative  ;  that  is 
to  say,  that,  generally,  the  steam  warms  the  metal  during  the 
compression  and  admission,  and  the  metal  gives  up  its  heat  to 
the  steam  during  the  expansion ;  but,  with  a  gas  flame  jacket,  it 
has  already  been  found  that  the  metal  received  from  outside 

sufficient  quantity  of  heat  to  superheat  the  steam  even  during 
admission.  Whatever  it  may  be,  the  exchange  which  takes  place 
while  the  cylinder  has  no  communication  with  the  condenser 
will  be  called  Byw     It  follows  from  this  definition  that — 

Ry=Re^Ra  +  Ra. (11.) 

The  entire  exchange  for  one  stroke  of  the  piston  can  be  called 
R  without  exponent,  and,  therefore, — 

R  =  Ry-  R,  =  Rc  +  Ra^  Rd-^ey-      •      •     (12.)    ' 

This  total  exchange  would  be  zero  if  there  were  no  heat  to 
the  amount  denoted  by  E,  which  passes  through  the  metal,  and 
is  lost  by  radiation  outside  in  the  cases  when  the  machines 
"were  jacketed.  For  these  latter,  necessarily,  R  =  E,  When  the 
jacket  furnishes  Q'  thermal  units  as  a  total,  there  will  go  E  out- 
wards and  —  R  inwards  ;  whence,  Q'  =  E  +  (—  R). 

The  second  fundamental  equation  of  the  practical  theory  can 
then  be  written  as  follows : 

R^E-  Q\ov  Rj^+  Q'  =  E+  Re'y 
or,  again,— 

Re  +  Ra  +  Rd=Re-^{E-Q\    .    .    .    (H.) 

23.  The  quantities  which  are  designated  by  these  initial  let- 
ters E  are  not  given  directly  by  experiment ;  they  must  be  cal- 
culated, which  requires  four  new  equations,  in  which  R^  Ray  Ray 
-fie  ^U  be  the  unknown  quantities.  For  the  equations  concerning 
the  expansion  and  the  compression  they  are  easy  to  write,  since 
the  weight  of  fluid  in  action  is  constant.     The  fluid  is  enclosed 
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in  the  cylinder,  and  cannot  receive  thermal  units,  except  from 
the  metal,  or  give  them  out,  except  to  the  metaL  As  we  have 
seen  in  equation  No.  7,  where  Uo  and  Ui  represent  the  internal 
heat  of  the  steam  at  the  commencement  and  at  the  end  of  ex- 
pansion, we  shall  have 

Similarly,  the  internal  heat  of  the  fluid  at  the  commencement 
of  compression  was  Uf.  The  heat  Tc  resulting  from  the  work  of 
compression  is  added  to  this,  and  this  sum  ought  to  preserve  for 
the  steam  the  heat  denoted  by  CT^,  and  also  to  give  Be  thermal 
units  to  the  metal ;  whence, 

£4  +  ^c  =  C^s  +  Be. 

In  the  matter  of  the  periods  of  admission  and  exhaust,  the 
problem  is  complicated  by  the  fact  that  the  steam,  in  coming  into 
the  cylinder,  carries  thither  thermal  units  to  the  amount  Q,  and, 
in  leaving  the  cylinder,  it  carries  out  (C  +  c)  thermal  units,  to 
drop  them  into  the  condenser,  or  dissipate  them  in  the  outer  air. 
From  whence  we  draw  the  conclusion  that  for  the  admission 

U^^Q  =  U,+  Ta+Ba; 

and  for  the  exhaust, 

U,  +  B,-^  Te=  U,  +  {C+c). 

These  last  four  equations  can  be  written  as  follows,  and  adding 
to  them  the  preceding  ones,  we  have 

g    +(^'  =  r  +(C+c)  +  ^    .     ...  (I.) 

B,^Ba  +  Ba-'Be  =  B=E'-Q'     .    .  (H.) 

Ba=U,^Q  ^Uo-Ta (HL) 

Ba=Uo-U^-T^ (IV.) 

B,=  U^  +  (C  -\-c)-lh-T,   .    .    .    .  (V.) 

Be^U.^Us^T, (VI.) 

24.  In  connection  with  Bq,  the  remark  should  be  made  that  its 
quantity  does  not  represent  solely  the  exchange  of  heat  between 
the  vapor  and  the  metal.  There  is  heat  given  out  by  the  steam 
to  compress  that  which  under  low  pressure  filled  the  waste 
spaces  at  the  end  of  the  exhausi  This  heat,  which  is  not  shown 
by  the  indicator,  is,  according  to  these  equations,  an 'integrant 
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part  of  that  which  we  have  called  Ba>  In  reference  to  V^  it 
should  be  remembered  that  it  has  been  obtained  by  the  hy- 
pothesis that  at  the  commencement  of  compression  there  is  only 
in  the  cylinder  steam  which  is  dry  and  saturated. 
*  25.  The  object  of  the  calculations  in  our  theory  is  to  obtain 
the  values  of  B^  Ra^  Ba,  Be,  Bf,  and  to  represent  these  values 
graphically.  For  this  purpose  the  same  scale  is  adopted  for  the 
exchange  of  heat  as  for  the  diagrams  of  pressure,  and  in  the  fol- 
lowing manner :  Ta  represents  a  certain  number  of  thermal  units 
lost  by  the  steam  while  the  piston  is  generating  the  volume  Va 
cubic  feet.  In  like  manner  Ba  represents  the  thermal  units  lost  by 
the  steicm  while  the  piston  sweeps  through  the  same  volume. 
The  value  of  Ta  is  represented  on  the  diagram  by  a  surface  whose 
length,  representing  Va,  is  the  base.  If  the  pressure  during  ad- 
mission was  constant  and  equal  to^a,  this  diagram  would  be  a  hor- 
izontal line  at  the  height  which  is  represented  hjpa,  and  the  area 
would  be  rectangular  and  equal  to  paVa'    If  Pa  is  counted  in 

772  ^ 
pounds  per  square  foot,  thenpaVa  =  772 T^ ;  whence ^a  = — pr-^. 

'a 

Similarly  a  height  r^  can  be  calculated  such  that 


r„F<.  =  7727?,,, 

whence 

,  _772i2„. 

a—        XT        9 

also,  in  like  manner, 

772/2<, 

7725, 

_  1T2R, 

26.  If  i\iQ  exchanges  are  positive,  that  is  to  say,  if  it  is  the 
steam  which  furnishes  heat  to  the  metal,  the  ordinates  r  will  be 
carried  above  the  axis  in  the  forward  stroke,  and  below  in  the 
backward  stroke.  If  the  exchanges  are  negative,  that  is  to  say,  if 
it  is  the  metal  which  furnishes  heat  to  the  steam,  the  ordinates  r 
are  carried  below  the  axis  for  forward  stroke,  and  above  it  for  the 
backward.  In  a  trial,  of  which  mention  will  be  made  hereafter, 
Ba  has  been  found  positive ;  B^  negative  ;  B^  negative  ;  and  Be 
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positive.     Then  the  diagram  of  exchanges  will  have  the  form 
shown  in  Figure  4 : 
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27.  The  positive  exchange  io  represented  by  the  surface 
covered  with  hatchings  from  left  to  right.  The  negative  transfer 
is  represented  by  the  surface  with  hatchings  through  right  to 
left.  The  difference  of  these  two  surfaces  thus  distinguished 
would  be  zero  if  there  were  no  heat  lost  by  external  radiation  or 
received  from  a  jacket.  In  the  example  hereabove  there  was  a 
loss.  On  the  preceding  diagram  we  have  added  a  straight  line 
MN,  drawn  in  alternate  dots  and  lines  at  a  height  such  that  the 
surface  OMNfO  represents  Rf  =  Rc  +  Ra  +Rd-  This  is  the  loss 
due  to  the  action  of  the  walls.  The  straight  line  PQ  is  at  such 
a  height  that,  at  the  same  scale,  the  surface  OPQfO,  of  which 
the  contour  is  edged  by  hatchings,  represents  the  positive  work 
Tf  of  the  pressure  of  the  steam. 

In  order  to  institute  a  comparison  of  all  engines  among  each 
other  of  whatsoever  dimensions  or  mode  of  action,  we  refer  all 
the  quantities  to  one  pound  of  steam  employed.  We  will 
show  the  method  by  treating  an  example. 
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APPLICATION  L 

28.  The  dimensions  taken  directly  from  the  machine  give  the 
following  volumes  expressed  in  cubic  feet : 

V  =    0.1766  and  therefore  : 

Vo=    2.8183  Va=    2.6417 

V,  =  17.3051  Va  =  144868 

r,  =    1.4127  K  =  15.8924 

n='  0.1766  Vc=    1.2361- 

r,  =  17.3051  Vr  =  17.1285 

Then    the  measures  taken  on  the   mean  diagram  give    the 
pressures  in  pounds  per  square  foot  and  the  work  in  thermal 

units: 


Pouods  per  f  qnare  foot. 

Thermal  Uuite. 

P„=7858 

T„"=   0 

P,  = 1175 

T„'  =  29.76 

P,  =   340 

Ta  =  29.76 

P,  =  1270 

Ta  =  54.37 

T,'  =   0 

T,"=    8.73 

Te  =   8.73 

T,  =   0.91 

Tj.  =  8413 

T„  =    9.64 

T  =  74.49 

The  other  data  from  experiment  are  the  weight  of  wet  steam 
delivered  from  the  boiler,  J^  =  0.5807   lbs. 

The  weight  of  pure  steam  which  it  con- 
tains, 7/1  =  0.574]     " 

And  the  weight  of  water  in  it,  if-.m=  0.0066     " 

The  mean  pressure  in  the  boiler,  P  =  10180      "  sq.ft. 

The  tables  give  for  this  pressure,  the 
total  heat  of  the  steam  per  lb.,  A  =  1174.47    t.  u. 

The  heat  of  the  water  per  lb.,  g  =  27405 


it  i( 


The  heat  carried  to  the  cylinder  is  calculated  by  the  formula 

Q  =  mX  +  {Ma-m)q. (5) 

which  gives 

Q  =  67426  +  1.81.  Q  =  676.07. 
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Other  data. 
Weight  of  cold  water  of  condensation  per 

stroke, 
Initial  heat  of  this  water  per  lb., 
Final  heat  of  this  water  after  condensation 

per  lb.. 
By  calculation  C=  M^{qf  q^), 

The  exterior  radiation  per  stroke, 

29.  To  verify  the  trial  by  equation  (I). 
T=    7449 
((7  H-c)  =  590.79 


M,=    19.6502  lbs. 
qi  =    29.70  t.  u. 

q^=  58.05  " 
C=  557.08,  " 
c=    33.71,   " 


(7+ c  =  590.79  t.u. 
E=      7.94    " 


Q  =  676.07 
678.22 


E=      7.94 


The  error     2.85 

which  is  0.42  per  cent. 


Total     673.22 
a  very  close  approximation. 

To  calculate  the  weight  of  steam  which  remains  in  the  clear- 
ance when  the  exhaust  is  just  closed,  the  data  will  be 

Vi  =  1.4127  cubic  feet,  and  P,  =  340  lbs.  per  square  foot 
From  the  tables  the  weight  of  a  cubic  foot  is  deduced : 

(^2  =  0.00675  lbs. 
whence 

^2  =  Fa  <^t  ~^c  =    0.0095  lbs. 

Whence  the  weight  of  fluid  in  action  during  expansion 

(i4  +  ife)  =  0.5902. 

The  weight  of  fluid  in  action  during  compression 

M,  =  0.0095  lbs. 

30.  The  following  calculations  are  made  by  means  of  the 
tables  in  order  to  determine  the  values  of  internal  heat  of  the 
fluid,  which  we  have  called  respectively  Uq^  Ui,  [Zg,  U^. 


Data 

Data 

Given  by  the  table.-^. 
Given  by  the  tables, 
(iiven  by  tbe  tables. 

Calculated 

Calculated 

Calculated 

Calculated 


Vo 
Po 

^0 


To. 


Po  = 

Wo  = 

maPo  = 

(Ma  +  Mc)qi  = 


u,. 


2.8188 

Fi                  =.-  17.8051 

Taia 

P,                   =        1175 

0.13009 

<5i                   =  0.02180 

255.64 

qx                    =     152.35 

834.58 

Pi                    =r     1)15  85 

0.3G66 

Wi                  -     0.3773 

805.98 

7w.Pi               =     345.55 

151.47 

(if,+  Jf0^i=       89.92 

457.48 

Ux                 =     435  47 
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Data 

Data 

Giyen  by  the  tables. 
Given  by  the  tables. 
Given  by  the  tables. 

Calculated 

Calculated 

Calculated 

Calculated 


P. 


U^. 


1.4127 

V, 

840 

P, 

0  00675 

dn 

100.48 

9» 

956  68 

P* 

0.0095 

mt 

9.09 

MtPt 

0.95 

Mcq, 

10.04 

Ut 

Ut. 


0.1766 

1270 

0.02345 

155.95 

913.02 

0.0041 

3.74 

1.4» 

6.22 


31.  The  calculation  of  the  exchanges  denoted  by  R  are  made 
according  to  the  formulas  (IIL),  (IV.),  (V.),  and  (VL),  by  means 
of  the  preceding  data. 


Ra  =  5.22  +  676.07  -  457.43  -  29.76. 
R^  =  457.43  -  435.47  -  54.37. 
R,  =  10.04  +  590.7ii  -  435.47  -  8.73. 
R,  =  10.04  -  5.22  +  0.91. 

Whence, 

R^=R^  +  Ra^  Ra  =  5.73  +  194.10  -  32.41. 
Re+E  =  J56.63  +  7.94  =  164.57  =  ^^  -  2.85. 


Themuil  Unitt. 

Ra  =  19410. 
Ra=-32AL 
R,  =  156.63. 
7?,  =  5.73. 


i?^=  167.42. 


32.    It  is  apparent  that  the  percentage  of  steam  in  the  mixture, 
which  was  x  =.t7o[j7  =  0.989  before  entering  the  cylinder,  has 

During  the 


fallen  to  iCo  =  Trtri^ru^  =0.621  at  the  end  of  admission 
\j.Dv\rA 


expansion  this  value  rises  to  a*i  = 


0.3773 


=  0.689.     There  was. 


0  5902 
therefore,  an  evaporation  of  0  0107  lbs. 

At  the  beginning   of    the    compression   the   steam  is   sup- 
posed to  be  dry  x^  =  l  and  m-a  =  0.0095.    At  the  end  //ig  =  0.0041 


and  a%  = 


0.0041 


nooQ*;  ~  0.432.     Hence  the  effect  of  compression  •has 

heen  a  condensation  of  0.0054  lbs. 

33.  With  a  view  of  comparing  the  diagrams  of  steam-pressure 
and  pressure  equivalent  to  the  heat  exchange  for  all  engines,  all 
heat  quantities  are  referred  to  a  well  defined  unit,  namely, 
1179.12  thermal  units,  the  total  heat  of  1  lb.  of  steam  at  6  atmos- 
pheres, or  88.2  lbs.  per  sq.  inch,  which  is  about  an  average  of 
the  pressures  used.  The  total  heat  used  per  stroke,  divided  by 
the  total  heat  of  one  pound  of  steam,  is  termed  the  toeight  of  steam 
^coUy  expended.     We  denote  it  by  tt  lbs. 


Then 


^  "  1179.12'       1179.12 
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according  as  the  jacket  has  furnished  Q  thermal  units  or  has 
been  out  of  action. 

Now  to  trace  the  diagrams  let  a  constant  base  be  taken  two 
inches  in  length  (or  50  millimetres  in  metric  units)  which  repre- 
sents the  volume  which  has  been  called  F^  that  is  to  say,  the 
volume  swept  through  by  the  piston  in  one  stroke.     The  qnan- 

rp  T> 

tities  of  heat      or  — ,  considered  during  the  time  that  the  piston 

is  generating  this  volume  V  can  be  expressed  in  lbs.  per  sq.  ft 

per  lb.  by  the  expressions 

772  T      ^mR 
—  f^  and  fjT 

But  to  bring  them  to  the  same  units  for  all  engines,  the  divi- 

V 
sion  must  be  made  not  by  V,  but  by  the  ratio  -j^  ,  which  is  the 

same  thing  as  multiplying  the  preceding  expressions  by  Vj, 
The  ordinates  of  the  diagrams  will  be  then  proportional  to  the 
values  of  the  expressions 

772  T^  ,         772i?^ 
Yr  \f        ana         — jf  Vf. 

Nothing  prevents  the  representation  of  these  quantities  at  an 
agreed  scale.  A  suitable  one  is  one  millimetre  for  10,000 
units.  In  the  example  which  has  been  treated  there  will  result 
successively, 

Q  =  676.07  Tt  =  ^^  =  0.5734. 

.       ZZ?^  Yj^  =  259,794  -^^  ^«  rr  _  i  aaA  Aon 

772  T. 


86,550 

772  r 

12,668 

772  n  XT 

16,977 

772  7> 

112,113 

^F„  '^- 

X,U«7%,%^U. 

772  R,  ^ 

-  51,592. 

772  R,  ^ 

"227,282. 

72i?  p._. 

106,901. 

772  R, 

223,106. 
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34.  The  diagram.  Fig.  1,  hereafter,  has  been  drawn  from  these 
data. 

The  height  of  the  rectangle  whose  area  represents  lia  is  169.4 
millimetres. 

The  height  of  the  rectangle  whose  area  represents  Ra  is  5.2 
millimetres. 

The  height  of  the  rectangle  whose  area  represents  R^  is  22.7 
millimetres. 

The  height  of  the  rectangle  whose  area  represents  Re  is  10.7 
millimetres. 

The  height  of  the  rectangle  whose  area  represents  Rf  is  22.3 
millimetrea 

For  the  diagram  representing  the  work  7J,,  Ta,  etc.,  the  form 

given  by  the  indicator  itself  is  retained  as  much  as  possible, 

and  indeed  attention  is  called  to  the  following  method  of  getting 

the  ordinates  which  correspond  to  a  given  pressure.     In  the 

•       772  T^    XI.    *    .      772  T  .    ,,  ,, 

expressi       — pr  F^,  the  factor  — y^  represents  lbs.  per  sq.  ft 

Hence  it  is  apparent  that  it  is  enough  to  multiply  the  pressure 

expressed  in  lbs.  per  sq.  ft  by  -^ ,  or  to  divide  by  ^,  to  obtain 

the  height  of  the  ordinate  which  will  represent  it  at  the  desired 
scale  for  the  diagram.  For  example,  the  pressure  at  the  com- 
mencement of  expansion  was  7,852  lbs.  per  sq.  ft,  and  at  the  end 

of  expansion  it  was  1,175  lbs.  per  sq.  ft     The  ratio -^  =      ' 

=  29.872.  Hence,  to  represent  the  pressure  at  the  beginning 
we  should  have  234,555  lbs.  per  sq.  ft.,  and  at  the  end,  35,100 
lbs.  per  sq.  ft,  which  would  be  in  millimetres  in  height,  23.5 
ftBd  3.5.     The   mean  heights  representing  the  works   are  as 

follows : 


T„  26.0  millimetres. 

T„    8.7 

(( 

T„     1.3 

« 

T„    1.7 

(( 

7^  11.2 

(( 

35.  A'o/^.— The  preceding  figures  may  be  translated  imme- 
diately in  metric  measures  by  multiplying  them  by  the  co-efficient 
O.305,  so  that  the  quantities  in  kilogrammes  per  square  metre 
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per  kilogramme  after  multiplication  by  V}  cubic  metres  become 
as  follows : 

Ba,  516798  n,  79237  Po,  234734 

i?rf,    15786  7^^,26398  P^,    35100 

B„    69321  Te,    3864  P^,    10156 

7i*e,    32605  T,,    5178  Ps,    37937 

iJy,    68047  ?>,  34194 

Hence  it  appears  that  if  a  study  of  a  trial  has  been  made  in 
metric  measures,  to  obtain  a  diagram  which  can  be  superposed 
on  that  which  would  have  resulted  had  the  calculations  been 
made  in  English  measures,  it  will  be  enough  to  represent  3050 
units  in  metric  measures  by  one  millimetre  of  height. 

Application  XL 

36.  The  dimensions  taken  directly  from  the  machine  are 
in  cubic  feet. 

V  =  0.0457 

Vo  =  0.2879  Va  =  0.2422 

y,=  0.4197  Frf  =  0.1318 

.     Fa  =  0.1298  Ve  =  0.4373 

Fa  =  0.0517  Fe  =  0.0781 

r,  =  0.4934  Vj^  =  0.4477 

The  measurements  on  the  indicator  diagram  have  given : 

Po  =  3370  lbs.  per  sq.  1  T'a  =  0.0187  th.  un.  T'e  =  0.1833  th.  tin. 

Pi  =  2448  "  Ta  =  1.2290     "  T',  =  0.4071     " 

P2=    886  "  Ta  =1.2103     "  T,  =0.2238     " 

P3  =  2246  "  Ta  =0.4683     "  T^  =0.1413     " 

whence         7>  =  1.8806,  T^  =  0.5671,  T  =  1.3135. 

Experience  would  add  the  following  data  :  the  weight  of  steam 
used  at  each  piston  stroke,  Ma  =  0.020  lbs.  This  steam  is  dry 
and  at  the  pressure  of  the  boiler,  8064  lbs.  per  sq.  ft.  The  exter- 
nal radiation  is  E  =  0.5  thermal  units. 

37.  The  water  of  condensation  was  not  measured,  nor  its  tem- 
perature before  and  after  condensation.  Hence  the  verification 
pointed  out  by  equation  (I.)  cannot  be  made,  since  the  quantity 
{C  4-  c)  is  not  known.  Similarly  the  equation  ( F.)  cannot  give 
the  value  of  B^, 

In  this  case  we  use  another  method,  necessary,  moreover,  when 
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there  is  no  condensation.  This  method  is  based  on  the  hypothe- 
sis that  the  heat  furnished  by  the  walls  during  exhaust,  or  R^y  is 
entirely  used  in  evaporating  the  water  mixed  with  the  steam 
at  the  moment  when  exhaust  began.  If,  then,  Ma  is  the  weight 
of  steam  coming  from  the  boiler,  Mc  the  weight  of  steam  remain- 
ing in  the  cylinder  when  the  exhaust  ceases,  and  mi  the  weight 
of  pore  steam  contained  in  the  mixture  at  the  moment  where 
exhaust  begins,  the  weight  of  hot  water  present  in  the  mixture 
at  this  moment  will  be 

The  internal  heat  necessary  to  vaporize  this  water  at  the 
pressure  Pi  is  what  we  have  called  p,,  and  calling  ^i  the  value 
of  R„  calculated  according  to  the  hypothesis  of  the  author,  the 
Take  results : 

R,  =  {Ma  tM,-  m,)  A      ....      (Vn.) 

The  value  of  ((7  +  c)  is  deducted  from  the  equation  {V)  by 
replacing  Z7i  by  its  value  (i/^  +  Mc)  qi  +  m,Pi.  This  value  will 
be  designated  by  (Ci  4-  c). 

(t;  +  c)  =  i?, +  i7i-27;+  T,, 

Ci-f  c)  =  {Ma  +  Mc-nii)  A+  {Ma  +  M,)  qi  +  miPi  -  M^  {q^'rp^)  +  T, 

(Ci  -^c)  =  Ma  {qi  +  A)  +  Afe  [{qi  +  a)  -  fe  +  a)]  +  T^  (VHI.) 

The  value  of  (CJ  +  c)  can  be  determined  and  introduced  in  the 
equation  I.  when  experiment  has  given  what  is  necessary  to  cal- 
culate the  quantities  which  are  found  in  the  second  member  of 
the  equation  VEIL     Here  are  the  calculations  : 

i/;  =  wi2  =  Fjc^,;  and  Pj  =  886. 
The  tables  give 

(^2  =  0.01670 ;  moreover  V^  =  0.1298, 

ifc  =  0.00217 ; 

J,  =  139.63  ;  A  =  925.85 ; 

J,  +  A  =  1065.48. 

Pi  =  2448, 


then 

and  moreover, 

whence 
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it  is  found  in  the  tables, 

J,  =  188.41 ;  A  =  887.63  ; 

whence 

i    ji  +  p,  =  1076.04 

Whence  we  find  successively 

Kiqi  +  a)  =  21.5208, 

M,  [(?!  +  Pi)  -  (3,+  P,)J  =  0.0229. 

From  experience, 

2'.  =  0.2238. 
Whence  (VHl): 

(C,  +  c)  =  21.5208  +  0.0229  +  0.2238  =  21.7675. 

Now,  to  make  the  verification  indicated  by  the  equation  (I),  Q 
must  be  calculated,  or  since  the  steam  is  dry  when  it  comes 
from  the  boiler,  Q  =  M^^-  The  pressure  being  8.064  lbs.  per 
sq.  ft.,  the  tables  give  A.  =  1169.80  and  consequently 

Q  =  MA  =  0.02  X  1169.80  =  23,3960. 
Among  the  data  we  have 

T=    1.3135, 
E=    0.5000; 
Adding  to  it 

(Ci  +  c)  =  21.5208, 
we  shall  have 

iCi  +  c)+  T+  ^=23,3343. 

The  difference  between  this  and  Q  is  0.0623,  or  about  {  per 
cent 
From  what  has  immediately  preceded  we  can  deduce  Ui  and  C,, 

Ui  =  {Ma  +  if,)  ?i  +  mi  p,  =  0.02217  x  188,41  +  m,  x  887.63. 

and  TO,  =  Fi  <y,  =  0,4197  x  0.04352  =  0.01827, 

whence  U^  =  4.1770  +  16,2170  =  20.3940. 

But  Ut  =  J/c  (9,  +  a)  =  2,3121, 

Let  us  now  compute  U^  and  U^.  Since  Pa  =  3370,  the  tables  give 

#0  =  0.05877,    j»  =  205.62,    po  =  874.20. 

whence  •  nio  =  Fo  *«  =  0.01692, 

C/o  =  (Ma  +  M,)  3o  +  Wo  /3o  =  4.5586  +  14,7915  =  19.3501, 
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B  The  tables  give  for  Pj  =  2246 : 


d,  =  0.04013,  j8  =  183,92,  p,  =  891,12 ;  and  F,  =  0.0517 

whence  m,  =  V^6^=:  0.00207 ;  it  follows  that  the  steam  is  wet 
since  it  contains  0.00207  of  steam  and  0.00010  of  water.  Hence 
we  have 

C;  =  JTe  ?8  +  w»8  P8  =  0.3991  +  1.8446  =  2.2437. 
Finally,  computing  the  values  of  the  exchanges  of  heat  B, 

Iia=Uz'^  Q-  1^0-  Ta=  5.0793, 

Ba=Uo-U,-  Ta=  -  1.5122, 

i?.  =  Z7,  +  (0  +  c)  -  fTi  -  T,  =  3.2151, 

i?,  =  £r,  -  Z7s  +  r,  =  0.2097, 

whence                                                    Itf  =  3.7768. 

Tracing  now   the  diagram   of  exchanges,  we  will  first  com- 
pute 7t; 

whence  we  derive  the  products 

772  T  ^      ,  772  B  ,. 

which  give  finally  the  figures  in  the  following  table : 

i?a  365,299  Ta  87,044  Po  76,088 

Ba  199,864  Ta  61,891  Pi  55,235 

B,  128,066  T,  8,914  P,  19,991 

Re  46,770  Tc  31,514  P,  50,677 

Bj^  146,945  3>  73,169 

The  diagram  (Fig.  2)  is  traced  from  these  figures.  It  appears 
that  it  differs  in  a  striking  manner  from  diagram  Fig.  1.  In- 
deed, the  absolute  work  per  pound  of  steam  is  in  the  first  case 
represented  by  112,113,  and  in  the  second  by  73,169.  Their 
»tio  is  1.53,  and  the  injurious  action  of  the  cylinder  walls  is 
^,106  in  the  first  case,  and  in  the  second  146,945,  a  ratio  of 
1.62. 
I{  the  actual  work  obtained  from  the  total  steam  expended  is 

compared  in  the  two  cases,  we  obtain 


la  the  first  case,  S^  II  0.124, 
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and  in  the  second, 

afterwards,  first  case, 

and  second  case, 

It  should  be  noted  that  also 
in  the  first  case 

and  in  the  second  case 


^=0.080; 
1  =  0.248. 
^=  0.161. 


El 
Q 


=  0.644, 


=  0.872. 


To  take  account  of  the  phenomenon  which  occars  in  the 
engine  it  is  convenient  to  make  the  following  table  : 


I. 

n. 

Absolute  work  in  fraction  of  Q 

Loss  by  wall  in  fraction  ol  Q ! . 

0.124 
0.248 
0.628 

0.044 

0.080 
0.161 

Other  losses  in  fraction  of  Q 

0.7o9 

(7,  =  beat  of  the  steam  at  beginning  of  exhaust  in  frac- 
tion of  Q 

0.873 

The  quantity  of  heat  Q  can  be  represented  in  the  same  way 
as  the  others  by  a  rectangular  surface  whose  base  is  that  of  the 
diagram,  and  whose  height  will  be  represented  by 


But 


772  (g  TT  _  772  Q 


ft  = 


1179.12 


Whence  the  height  is  ^^  x  1179.12  =  910.281. 

On  the  diagram  this  quantity  is  represented  by  a  height  about 
91  niillimetres. 

In  the  first  figure  annexed  we  have  traced  a  straight  horizon- 
Wline  broken  at  this  height  Another  dotted  line  has  been 
added  at  the  height  denoted  by  1/  +  .B^  The  distance  between 
*ke8e  two  latter  lines  gives  an  idea  of  the  losses  other  than  those 
^luch  are  due  to  the  influence  of  the  cylinder  walls.  The  dia- 
g^m  translates  to  the  eye  the  table  just  given  above,  in  order  to 
Daake  the  comparison  of  the  two  trials  here  concerned. 
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It  appears  at  first  from  this  table  that  the  great  loss  comes 
from  the  fact  that  the  steam  is  surrendered  when  it  still  contains 
a  considerable  quantity  of  heat,  Ui^  and  the  sum  of  the  losses 
other  than  by  wall's  action  come  very  nearly  equal  to  Ux.  It 
is  because  the  period  of  expansion  being  short  in  the  second 
example,  that  the  steam  did  not  have  time  to  do  much  work 
at  the  expense  of  its  heat.  More  prolonged  expansion  in  the 
first  case,  has  diminished  the  value  of  L\  by  about  20  per  cent 
below  its  value  in  the  second  case ;  thus  the  sum  of  the  losses  is 
thirteen  per  cent,  greater  in  the  second  case  than  in  the  first ; 
but  of  this  13  per  cent.  4  only  go  to  the  work  and  9  to  the  loss 
by  the  walls.  It  should  be  remarked  also  that  the  influence  of 
the  clearance  enters  to  some  extent,  but  it  was  taken  in  the 
valae  of  the  losses  through  the  walls  by  reason  of  ignorance  how 
to  isolate  it  It  would  appear  possible  to  affirm  that  in  neither 
of  these  two  cases  did  the  piston  have  any  leakage,,  but  it  should 
be  remarked  that  tjie  leakages  would  not  be  able  to  be  distin- 
guished in  the  calculation  from  the  action  of  the  walls.  In- 
deed, it  is  immaterial  whether  the  heat  passes  from  one  side  to 
the  other  side  of  the  piston  conveyed  by  the  steam  or  by  the 
metaL 

These  examples  will,  doubtless,  be  sufficient  to  show  the  work- 
ing of  the  tables  of  steam,  and  are  respectfully  submitted  to 
the  American  Society  of  Mechanical  Engineers* 
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88.51 

858.95 

1194.87 

ITi 

24,768 

369.11 

2.6200 

0.88168 

341.98 

769.06 

83.54 

868.60 

11P4.58 

ITS 

24,912 

369.58 

2.6058 

0.88876 

842.41 

766.69 

88.56 

868.85 

1194.66 

174 

25,056 

870.06 

2.5917 

0.38584 

842.89 

7H8.88 

83.58 

651.91 

11»4.80 

176 

15,«)0 

870.51 

2.5778 

038798 

843.38 

767.96 

83.62 

861.57 

1194.96 

1T« 

25344 

3n).98 

2.5641 

0.39000 

343.87 

767.58 

83.64 

861.28 

1195.09 

177 

25,488 

371.44 

2.5S06 

0.39206 

844.35 

767.21 

83.67 

860.86 

1196.88 

178 

25.6% 

871.90 

8.5370 

0.39416 

P44.88 

766.84 

88.70 

650.54 

1195.87 

179 

25.776 

872.86 

2.5237 

0.39624 

345.80 

766.48 

83  78 

650.81 

1195.51 

180 

25.920 

872.88 

8.5105 

0.89882 

845.76 

766  12 

83.75 

849.87 

1195.65 

181 

Sri.064 

3;3.28 

8.4975 

0.4(H40 

346.86 

7h5.76 

83.77 

849  58 

1196.79 

18^ 

26.208 

373.78 

2.4846 

0.40848 

846.78 

765.40 

88.80 

649.80 

119G.W 

183 

S6.85i 

374.18 

8.4718 

0.40456 

847.80 

765.04 

83.83 

648.87 

1196.07 

184 

26.496 

874.68 

8.4592 

0.40N64 

847.66 

764.68 

88.86 

646.54 

1195.20 

185 

26.610 

875.08 

8.4467 

0.40872 

M8.18 

764.38 

83.>« 

648.21 

1196.84 

186 

26,781 

875.53 

8.4348 

0.41«0 

348.60 

763.96 

88.90 

647.86 

1196.48 

isr 

a8,92S 

875  97 

8.4220 

0.41288 

849.06 

768.68 

83.92 

647.56 

1196.61 

188 

27.07T8 

376.41 

2.4099 

0.41496 

349.58 

763.28 

88  90 

S47.28 

1196.75 

189 

27,216 

876.86 

2.3979 

0.41704 

1M9.97 

Tta.M 

83.97 

646.91 

1196.86 

190 

27,860 

377  29 

2.3860 

0.41918 

350.43 

78J.59 

63.99 

646.56 

1197.01 

191 

27.504 

877.7« 

2.3741 

0.42122 

350.88 

768.25 

84.02 

646.27 

1197.15 

198 

27,648 

878.16 

2.3623 

0.42331 

851.34 

761.90 

84.04 

645.M 

1197.88 

m 

27.798 

378.59 

2.3507 

0.42540 

851.79 

761.56 

84.06 

845.62 

1197.41 

194 

27,936 

.^7^.02 

2.3392 

0.42749 

352.24 

761.22 

84.06 

645.30 

1197.M 

195 

28,080 

.S79.46 

2.K79 

0.42957 

352  69 

780.88 

64.10 

644.96 

1197.67 

196 

28.224 

379.88 

2.3167 

0.48166 

353.13 

780.54 

84  13 

644.67 

1197.80 

197 

28.968 

880.81 

2.3036 

0.43373 

353.57 

780.20 

84.16 

644.86 

1197.98 

198 

28.512 

3H0.73 

2.V946 

0.48581 

354.01 

759.86 

64.19 

844.06 

1196.06 

199 

2:^656 

881.15 

2.2837 

0.43788 

854.45 

759.58 

64.21 

643.74 

1196.19 

900 

28.800 

881.57 

2.2730 

0.43995 

354.» 

759.20 

84.23 

843.43 

1196.88 

901 

28.944 

381.99 

2.2B23 

0.44att 

3552 

758.86 

64.86 

643.12 

1196.45 

201 

2a,«t« 

382.41 

2.2518 

0.444(19 

355.77 

T5h.53 

64.28 

648.61 

1198.56 

m 

29.2S2 

3S2.83 

2.2414 

0.44H15 

356.20 

758.20 

64.30 

642.50 

1196.70 

304 

29.376 

.S88.25 

2.2311 

0.4*«1 

356.63 

757.87 

84.33 

642.20 

1198.f8 

tx 

29.520 

3H3  66 

2  2*>9 

0.^5027 

357.08 

757.55 

84.85 

641.90 

1196.96 

2U6 

29.664 

384.07 

2.2UW 

0.458:« 

S57.49 

757.24 

64.87 

641.58 

1199.06 

so; 

29.808 

3-14.48 

2.ai08 

0.4549^ 

857.92 

756.89 

H4.40 

641.29   ■ 

119B.tl 

»18 

29.1»2 

384.89 

2.1«A19 

0.45643 

358.34 

7:6.57 

84.42 

640.99 

11J9.38 

a)0 

3.1,096 

385.29 

2.1811 

0.45848 

358.76 

756.25 

64.44 

640.60 

1199.45 
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80.340 

885.69 

2.1714 

0.460^8 

850.18 

755.94 

84.46 

840.40 

1199.58 

211 

80,884 

888.09 

2.1618 

0.46257 

as9.60 

755.62 

84.48 

840.10 

11>i9.70 

SIS 

80.fi28 

886..V) 

2.1528 

0.46461 

860.02 

756.29 

84.51 

889.80 

1199.82 

21S 

80.e72 

380.90 

2.1429 

0.46H65 

860.44 

754.97 

fti.fiS 

889.50 

1199.«4 

S14 

80,816 

887.80 

2.1886 

0.46869 

860.86 

754.66 

84.55 

889.21 

Id  0.07 

S15 

80,960 

887.60 

2.1244 

0.47072 

861.27 

754..% 

84.57 

F8S.P2 

1200.19 

216 

81.104 

888.09 

2.1158 

0.47i75 

861.68 

754.08 

84.60 

88^.63 

1200.81 

217 

81,248 

888.48 

2.1063 

0.47477 

862.00 

753.72 

84.02 

F88.84 

1200.48 

218 

81,892 

888.87 

2.0974 

0.47679 

862.60 

753.41 

84.64 

888.05 

1200  55 

219 

81,586 

889.26 

2.0886 

0.47881 

862.91 

758.0» 

84.66 

887.75 

1200.66 

DiscuasioN. 

Prof,  J.  E,  Denton. — This  paper  sets  forth  the  methods  of 
studying  the  amounts  of  cylinder  condensation  and  re-evaporation 
occurring  at  the  several  periods  of  the  cycle  of  a  steam  engine, 
which  have  been  made  familiar  to  American  students  through 
the  exhaustive  digests  of  the  investigations  of  Him,  Hallauer, 
aud  others,  contained  in  the  excellent  treatise  on  steam  by  the 
late  Prol  Chas.  A.  Smith.  Such  studies  are  now  quite  general 
among  American  experimenters  and  teachers,  but  it  is  neverthe- 
less very  satisfactory  to  have  the  transactions  of  the  Society 
honored  by  this  contribution  from  so  distinguished  a  worker  as 
the  writer  of  this  paper.  I  believe  that  the  graphical  processes 
and  the  general  character  of  the  presentations  of  method  are 
more  complete  than  anything  heretofore  offered. 

Prof.  H.  W.  Spangler. — It  is  well  known  through  the  eflforts  of 
Prof.  Thurston  and  other  members  of  this  society,  that  the  con- 
densation in  the  steam  engine,  which  the  writer's  diagram  pur- 
ports to  show,  is  caused  primarily  by  the  surface  that  is  exposed 
to  the  exhaust  and  then  to  the  entering  steam,  and  in  which  the 
element  of  time'comes  in  to  a  very  great  extent  as  well  as  the 
element  of  surface.  In  these  diagrams,  which  are  given,  we  have 
what  seems  to  be  a  rectangular  area  showing  the  transmission 
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of  heat  during  the  time  of  the  entering  of  steam,  which  would 
lead  one  to  infer  that  the  supposition  of  the  author  was  that  the 
transmission  of  heat  was  something  which  took  place  through  a 
certain  definite  part  of  the  stroke  at  a  certain  definite  rate.  Now 
the  fact  of  the  matter  is,  so  far  as  we  know,  at  the  early  part  of 
the  stroke,  at  the  admission,  the  greater  quantity  of  condensation 
must  take  place  because  the  greater  surface  has  been  exposed  for 
the  greater  length  of  time  to  the  exhaust,  and,  it  seems  to  me,  as 
a  graphical  representation  of  what  takes  place  in  a  steam  cylinder, 
this  falls  considerably  short  of  being  correct.  As  to  the  advan- 
tage of  these  particular  tables,  those  of  our  colleague,  Mr.  Pea- 
body,  seem  to  cover  the  case  exactly  for  our  use,  and,  I  think, 
are  more  complete. 

Frof,  It,  H.  Thurston. — In  regard  to  the  tables,  I  understand 
that  they  are  the  tables  which  the  author  uses  in  making  his  com- 
putations. I  do  not  understand  him  to  say  that  they  are  better 
or  worse  than  other  and  standard  tables.  He  has  reduced  them 
to  British  units,  from  the  metric  system,  for  his  own  special  pur- 
poses. I  find  in  print  an  embarrassing  number  of  steam  tables, 
and  would  be  much  pleased  if  most  of  them  were  wiped  out  of 
existence  and  only  those  prepared  by  such  experts  retained. 

In  regard  to  the  other  questions,  as  to  whether  the  paper  shows 
the  transfer  and  method  of  transfer,  a  glance  at  the  paper  will 
answer  that  question  without  any  doubt.  The  paper  apparently 
shows  no  attempt  to  exhibit  the  complete  method  of  variation 
of  this  flow,  but  simply  its  total  amounts,  positive  and  negative. 
But  M.  Dwelshauvers  has  elsewhere  attempted  to  trace  that 
process,  and  to  give  quantitive  results — in  an  approximate  way 
perhaps,  but  for  the  first  time,  certainly  in  an  encouraging  man- 
ner— in  the  papers  to  which  I  have  already  referred.  These 
he  has  lately  published  in  the  Transactions  of  the  British  Insti- 
tution of  Civil  Engineers,  and  in  the  bulletin  of  the  Society  of 
Mulhouse.  He  has  made  a  first  attempt  to  trace  this  transfer  of 
heat  between  the  steam  and  the  steam-engine  cylinder  without 
as  much  success  as  he  himself  would  have  desired,  or  as  much 
success  as  any  of  us  would  be  glad  to  attain  ;  but  he  has  shown 
that  it  is  perfectly  practicable  to  adopt  a  certain  method  as  a 
beginning,  which  method  is  likely  to  prove  to  be  valuable.  We 
have  to  thank  him,  not  for  having  done  the  work  completely,  but 
for  having  shown  how  to  go  about  the  beginning  of  it  I  do  not 
think  we  have,  in  any  one  direction,  as  yet  reached  the  end.     We 
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are  maldng  attempts,  some  more,  some  less  successful,  to  secure 
a  knowledge  of  the  method  of  loss  of  heat  and  of  steam 
in  the  engine  cylinder,  as  ordinarily  constructed,  by  this  kind 
of  transfer.  I  think  that  we  are  under  great  obligations  to  M. 
Dwelshauyers  for  going  even  as  far  as  he  has  gone.  He  states 
that  he  has  not  been  able  to  secure  an  accurate  measure  of  the 
quantity  and  rate  of  such  flow  at  all  points  in  the  engine  cycle. 
Hq  hopes  that,  in  time,  a  way  may  be  found  ;  but  he  as  yet  has 
not  been  able  to  obtain  results  which  are  entirely  satisfactory 
to  himself.  He  has  taken  most  carefully  made  indicator  cards 
and  has  endeavored  to  work  from  them,  and  with  some  success  ; 
but  it  is  a  success  at  which  we  are  all  pleased  as  the  beginning, 
but  not  the  success  at  which  we  would  be  still  better  pleased 
were  it  the  end. 
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CCCLX. 

COST  OF  STEAM  AND    WATER  POWER. 

BT  0BA8.  T.  MAIN,  LAWBSMOB,  MASS. 

(Member  of  the  Society.) 

DuBiNG  the  past  two  or  three  years  the  interest  taken  in  the 
relative  cost  of  steam  and  water  power  has  shown  itself  in  frequent 
discussions  and  by  a  few  papers  on  the  subject.  These  papers  are 
"  The  Statistics  of  the  Water  Power  Employed  in  Manufacturing 
in  the  United  States,"  by  Professor  Swain,  presented  to  the  Amer- 
ican Statistical  Association  and  printed  in  their  publication  of 
March,  1888;  a  paper  by  Mr.  Chas,  H.  Manning,  **  Comparative 
Cost  of  Steam  and  Water  Power,"  read  at  the  last  meeting  of  tliis 
Society ;  *  and  a  paper  by  the  writer  presented  in  1886  to  the  stu- 
dents at  the  Massachusetts  Institute  of  Technology.  Since  1886  I 
have  been  able  to  collect  a  very  much  larger  amount  of  data  bear- 
ing upon  this  subject,  and,  without  at  all  criticising  the  other 
papers  published,  will  now  put  a  part  of  such  data  into  definite 
form  for  further  information  on  this  subject. 

The  costs  of  power  which  follow  have  been  worked  out  per  indi- 
cated horse  power  on  engine,  and  horse  power  on  wheel  shaft. 
These  two  are  comparable,  for  the  friction  of  engine  will  be  about 
equal  to  the  friction  of  gears  and  shafting  on  water  wheels. 

I.  Let  us  first  consider  the  cost  of  steam  power,  and  we  shall  find 
that  it«  cost  will  vary  through  a  number  of  causes,  which  are  prin- 
cipally the  cost  of  fuel  in  diflferent  localities;  the  amount  of  exhaust 
steam  used  for  various  purposes  after  passing  it  through  the  engine 
and  there  producing  power;  the  amount  of  power  required  and 
the  type  of  engine  used. 

In  order  to  cover  all  the  variable  quantities  in  our  problem,  Table 
I<  has  been  prepared,  which  shows  the  approximate  cost  of  steam 
power  in  amounts  varying  from  500  to  2,000  H.  P.  with  the  high 
pressure,  condensing,  and  compound  engine,  using  different  per 
cents,  of  exhaust  steam  for  heating  purposes,  and  various  prices  of 
coal.  

♦  Trans.  A.  S.  M.  E. :  Vol.  X.,  p.  499,  No.  CCCXXXIX. 
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The  methods  nsed  in  working  out  this  table  are  fullj  explained 
by  working  through  for  a  1,000  H.P.  plant,  using  an  average  of 
ibi  of  exhaust  steam  for  heating  purposes,  with  coal  at  $6.00  per 
long  ton  delivered  in  pocket. 

Let  us  assume,  in  the  plaht  of  1,000  I.  H.  P.,  that  the  engines 
for  each  case  are  a  pair  of  tandem  compounds,  a  pair  of  single 
cylinder  condensing,  and  a  pair  of  non-condensing  engines. 

The  items  of  cost  for  running  such  plants  are  fuel,  attendance  of 
engines  and  boilers,  oil,  waste,  and  supplies,  depreciation,  repairs, 
interest,  taxation,  and  insurance. 

The  fuel  consumption  per  indicated  horse  power  per  hour  is 
shown  in  the  following  table.  The  total  consumption  per  L  H.  P. 
per  hour  is  the  total  amount  burned,  and  is  the  amount  to  be 
charged  to  power  if  nD  exhaust  steam  is  used  for  heating  purposes. 
The  net  consumption  per  I.  H.  P.  per  hour  is  the  amount  to  be 
charged  to  power  after  deducting  a  weight  equivalent  to  the  amount 
of  exhaust  steam  used  for  heating  purposes. 

The  conditions  for  running  are  assumed  as  follows :  The  com- 
poand  engine  is  to  run  with  100  lbs.  initial  pressure  above  the 
atmosphere  ;  the  receiver  pressure  to  be  6  lbs.  The  condensing 
eDgine  to  have  an  initial  pressure  of  80  lbs.;  and  if  a  portion  is  run 
high- pressure,  that  portion  is  to  exhaust  against  5  lbs.  back  pres- 
rare.  The  high-pressure  engine  to  run  with  an  initial  pressure  of 
100  lbs.,  and  to  exhaust  against  a  back  pressure  of  6  lbs.  The 
temperature  of  feed  water  is  taken  at  100°  Fahr. 

The  coal  consumption  per  I.  H.  P.  per  hour,  when  the  engines 
are  niDning  with  steam  used  for  power  only,  are  taken  as  IJ  lbs. 
for  the  compound,  H  lbs.  for  the  condensing,  ancl  three  lbs.  for  the 
high-pressure  engines,  and  these  figures  will  be  conceded  by  engin- 
eers in  general  to  be  fair  values  to  work  with  for  the  best  constructed 
engines  and  boilers  for  each  type. 
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TABLE   II. 

Showtkg  Gross  and  Net  Coal  Consumftion  in  Lbs.  per  Indicated 
HoBSB  Power  per  Hour. 


Colnmn  1. 


8 


EveiNX. 


}}^ 

ill 

185 


0 
35 
50 
75 

100 


COXFOUVD. 


1.75 
2.06 
2.88 
2.69 


h5      i^  2 


1.75 
1.60 
1.25 
1.00 


CONDSMSIXO. 


id 

S3 


I 


2.50 
2.68 
2.76 

2.88 


2.60 
2.06 
1.68 
1.19 


Higu-Prxmurs. 


hi 

1S2 


8.00 


8.00 
2.44 
1.88 
1.81 
0.75 


E.xplanation  of  Table  II. 

When  steam  is  used  for  power  only,  the  coal  consnmption  is 
shown  at  the  head  of  each  column. 

In  col.  2  is  given  the  gross  consumption  per  I.  H.  P.  for  the 
compound  engine,  which  is  found  thus  :  Supposing  25ji^  of  the  steam 
exhausted  from  the  high-pressure  cj'linder  is  taken  from  the  re- 
ceiver, then  75^  of  the  whole  steam  admitted  to  high-pressure 
cylinder  will  be  used  as  in  a  regular  compound,  and  25^  of  the 
steam  admitted  will  be  used  asnn  a  high-pressure  engine,  and  the 
total  consumption  will  be 

1.75   X   75  =  1.31 
3.00   X  .25  =    .75 

2.06 

and  so  on  for  each  per  cent,  taken  from  receiver. 

Col.  4  is  obtained  in  a  similar  way  to  col.  2. 

In  col.  3  is  given  the  net  weight  to  charge  to  power.  For  the 
compound  engine  it  is  obtained  thus :  Starting  at  100®  temperature 
of  feed,  the  amount  of  heat  necessary  to  make  one  pound  of  steam 
at  100  lbs.  will  be  1,117  thermal  units. 

The  amount  of  heat  necessary  to  produce  one  pound  of  steam  at 
5  lbs.  pressure  from  100°  Fahr.  is  1,083  thermal  units. 

The  amount  of  heat  to  charge  to  power  if  the  steam  is  admitted 


Digitized  by 


Google 


112  G08T  OF  STEAM  AND  WATEB  POWEB. 

at  100  lbs.  pressure,  and  exhausted  and  used  at  5  lbs.  pressure,  will 
be  1,117  -  1,088  =  34  T.  U.  per  lb.  of  steam,  or  34  -^  1,117  = 
.0307  of  the  total  amount  admitted. 

Besides  the  change  of  about  3^  due  to  the  diflference  in  pressure 
at  the  beginning  and  end  of  stroke,  we  must  consider  the  effect  of 
cylinder  condensation,  and  condensation  in  the  jackets.  These  are 
rather  indefinite  quantities,  and  will  seriously  affect  the  amount  of 
coal  to  be  charged  to  power.  The  difference  in  tlie  amount  of  con- 
densation by  passing  the  steam  through  an  engine,  or  passing  it 
through  pressure  regulators  and  pipes,  should  be  charged  to  the 
power.  Let  us  assume  that  20^  of  the  steam  apparently  evaporated 
passes  from  each  cylinder  in  the  form  of  water,  and  that  5^  of  the 
total  weight  of  steam  used  is  condensed  in  the  jackets,  making  a 
total  loss  by  condensation  of  25ji^.  This  may  be  rather  high,  but 
I  have  placed  it  high  enough  to  cover  possible  losses  by  condensa- 
tion. This  added  to  3^,  the  amount  of  heat  due  to  the  difference 
in  pressures,  makes  a  total  loss  of  28^,  If  we  call  the  loss  by  con- 
densation in  pipes  and  passing  by  through  regulators  3^,  we  shall 
have  a  difference  or  net  charge  of  25j^  to  make  to  the  engine  or  to 
power. 

We  get,  then,  the  amount  of  steam  to  charge  to  power  for  tho 
compound  engine,  25^  being  taken  from  the  receiver;  thus 
1.75  x.75  =  1.3125 
3.00  X. 25  x.25=    .1875 


1.60 

and  so  on  for  each  per  cent,  taken  from  the  receiver. 

Ools.  3,  5,  6  and  8  are  obtained  in  a  similar  way. 

If  it  is  necessary  to  make  steam  for  other  purposes  than  power, 
and  if  this  ste^im  can  be  passed  through  the  engine  befoi*e  being 
used  for  other  purposes,  then  all  the  expense  that  should  be 
charged  to  power  is  the  weights  of  coal  which  we  have  in  columns 
3, 5, 6  and  8,  Table  L,  a  portion  of  the  attendance  on  boilers,  and  a 
portion  of  the  cost  of  boiler  plant  for  depreciation,  repairs,  interest, 
taxation  and  insurance,  this  portion  being  in  the  same  ratio  to  the 
full  cost  of  attendance  and  depreciation,  repairs,  etc.,  of  the  boiler 
plant  as  the  weight  of  coal  charged  to  the  engine  is  to  the  gross 
weight  consumed.  To  this  add  the  full  cost  of  attendance  of 
engine,  full  cost  of  oil,  waste,  and  supplies  for  engine,  and  full  cost 
of  engine  plant  for  depreciation,  repairs,  etc. 

This  is  shown  in  Tables  III.  and  IV. 
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n.  The  variation  in  the  cost  of  water  power  plant  per  horse 
power  18  very  great.  This  variation  is  caused  principally  by  the 
following  reasons:  First,  the  variation  in  head  in  different  locali- 
ties; and  nnless  the  fall  is  between  two  canals,  the  head  is  variable 
for  a  specified  place,  and  therefore  influences  the  size  of  plant 
necessary.  Second,  the  distance  from  source  of  supply  to  point  of 
discharge  is  an  element  which  very  materially  affects  the  cost  of 
plant. 

The  variation  in  total  cost  of  water  power  will  depend  then  prin- 
cipally upon  the  charge  made  for  water  and  the  cost  of  plant  per 
unit  of  power. 

The  average  estimated  cost  per  H.  P.  on  wheel  shaft  for  three 
separate  plants  in  Manchester,  N.  H.,  of  890  H.  P.  each,  and  very 
nearly  identical  in  construction,  where  the  average  distance  from 
canal  to  river  is  about  380  feet,  and  the  average  head  30  feet,  is 
$44.  As  these  all  discharge  into  the  river,  they  must  either  be 
about  one  and  a  half  times  the  capacity  required  at  average  head, 
or  a  portion  of  the  mill  will  be  stopped  many  days  during  the  year, 
in  times  of  freshets  when  the  head  is  reduced,  and  some  days  even 
if  the  capacity  is  at  average  head  one  and  one-half  times  the  aver- 
age power  required.  The  cost  then  of  these  plants  will  be  $44  x 
1 J  =  $66  per  H.  P.  required. 

In  Lowell,  Mass.,  in  one  mill,  there  are  two  plants  where  the 
average  distance  from  supply  canal  to  discharge  canal  is  about  675 
feet,  and  the  fall  13  feet.  The  estimated  cost  per  H.  P.  for  a 
modern  plant  is  about  $110.  The  power  of  each  plant  would  be 
abont  1,000  H.  P.  As  the  discharge  is  into  a  canal,  the  head  is 
nearly  uniform  throughout  the  year. 

On  another  corporation  in  Lowell  there  are  four  distinct  plants, 
all  delivering  from  canal  to  river  under  an  average  head  of  18  feet. 
The  average  distance  from  canal  to  river  is  about  290  feet.  The 
tttimated  costs  of  four  modem  plants  under  the  same  conditions 
average  about  $57  per  H.  P.  All  of  these  are  subject  to  back 
^ter,  and  the  plants  must  be  of  one  and  a  half  times  the  power 
^nired,  and,  in  fact,  the  plant  at  this  corporation  is  two-thirds 
P^ter  capacity  at  average  head  than  the  average  power  used. 

The  estimated  cost  of  one  plant  in  Lawrence,  Mass.,  where  the 

average  head  is  28  feet  and  the  distance  from  canal  to  river  400 

Hia  $42  per  H.  P.  of  plant,  or  $42  x  IJ  =  $63  per  H.  P.  used. 

Iii  1887  there  were  twenty-five  days  when  the  wheels  would 

develop  only  two-thirds  or  under  of  the  power  at  28  feet  head  in 
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Lawrence,  and  for  year  ending  May  1, 1888,  there  were  thirty-eight 
days  at  Lowell  when  some  of  the  wheels  were  running  under  similar 
conditions.  During  the  year  1888  the  number  of  days  when  the 
power  was  greatly  reduced  was  even  more  than  in  1887. 

From  the  above  it  will  be  seen  that  no  established  cost  can  be 
made  for  a  water  power  plant,  even  in  the  same  place  when  the  con- 
ditions differ,  and  that  the  cost  per  H.  P.  on  wheel  shaft  may  easily 
vary  from  $50  to  $100,  and  therefore  that  each  case  must  be  treated 
by  itself. 

The;  items  which  go  to  make  up  the  total  cost  of  a  plant  in  Law- 
rence, North  Canal,  for  a  1,000  H.  P.  plant,  are  about  as  follows : — 

Ice  guards,  racks,  and  head  gates $  8.60 

Iron  penstocks 8.50 

Wheels  (flame  pattern),  inclnding  gears  and  shafting. 10.00 

Wheel  pits 8.00 

Raceways ; 15.00 

$45.00 

$45  X  IJ  =  $67.50  per  H.  P.  used. 

Table  V.  shows  the  approximate  cost  per  H.  P.  on  wheel  shaft 

for  a  1,000  II.  P.  plant  under  different  heads,  and  different  distances 

from  supply  to  discharge,  where  no  great  obstacles  to  construction 

exist. 

TABLE  V. 


Head 

Distance  from  Sapply  to  BiBcbarge  in  Feet. 

in 
Feet. 

100 

200 

aoo 

400 

600 

000 

10 

$95 

$110 

$125 

$140 

$155 

$170 

20 

88 

4A 

54 

62 

70 

77 

80 

26 

82 

89 

45 

51 

58 

40 

20 

25 

81 

87 

43 

48 

50 

19 

28 

28 

88 

87 

41 

The  above  table  and  other  estimated  costs  given  do  not  include 
the  value  of  building  or  portion  of  building  used  for  wheel-room, 
which  would  be  about  $2  per  H.  P.  for  head  of  30  feet. 

To  get  the  cost  of  a  plant  of  any  other  size  than  1,000  H.  P.  add 
one  per  cent,  to  cost  in  table  for  each  100  H.  P.  decrease,  and  sub- 
tract one  per  cent,  for  each  100  H.  P.  increase.  This  holds  good 
between  the  limits  of  500  and  2,000  H.  P. 

If  the  discharge  is  into  river,  the  plant  will  necessarily  be  greater 
than  that  required  at  average  head,  and  the  figures  in  the  table 
must  be  increased  by  the  per  cent,  of  reserve  power  necessary. 
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The  various  charges  for  water  in  Manchester,  Lowell,  and  Law- 
rence are  as  follows : 
Manchester. 
About  |800  per  jear  per  mill  power  for  original  purchases. 
|2  per  day  per  mill  power  for  surplus. 

Lowell. 
About  fdOO  per  jear  per  mill  power  for  original  purchases. 
$2  per  daj  per  mill  power  during  "  back-water." 
$4  per  day  per  mill  power  for  surplus  under  40  per  cent. 

flO  per  day  per  mill  power  for  surplus  over  40  per  cent,  and  uuder  50  per  cent. 
$20  per  day  per  mill  power  for  surplus  over  50  per  cent. 
$75  per  day  per  mill  power  for  any  excess  over  limitation. 

Lawrence. 
About  (300  per  year  per  mill  power  for  original  purchases. 
Aboat  |1,200  per  year  per  mill  power  for  new  leases  at  present, 
|4  per  day  per  mill  power  for  surplus  up  to  20  per  cent. 
18  per  day  per  mill  power  for  surplus  over  20  and  under  50  per  cent. 
|4  per  day  per  mill  power  for  surplus  over  50  per  cent. 

One  mill  power  in  Lawrence  =  30  cubic  feet  of  water  falling 
through  25  feet  head  per  second.  The  horse  power  of  the  water 
is  due  to  a  head  of  about  one  foot  less  than  25,  to  allow  for  the 
loss  in  getting  the  water  on  and  off  the  wheel,  so  that  we  have 

550 

With  wheels  of  80  per  cent,  efficiency  the  power  on  wheel  shaft 
equals  65.25  H.  P. 

A  mill  power  in  Lowell  is  equivalent  to  that  in  Lawrence. 

Id  Manchester  a  mill  power  =  38  cubic  feet  per  second  on  a 
fall  of  20  feet.     Allowing  one  foot  loss  we  have 

88  X  19  X  62.3 


550 


=  81.78  B.  P. 


With  80  per  cent.  eflBciency  on  wheels,  this  equals  65.42  H.  P.  on 
wheel  shaft 

The  H.  P.  per  M.  P.  is  near  enough  to  call  it  the  same  for  these 
three  places,  65  H.  P.  The  net  effective  horse  power  would  be 
about  60. 

Attendance,  one  man  at  $2.00,  for  808  days $616 

Oil,  waste,  and  supplies 100 

$716 
or  about  $0.72  per  H.  P.  per  year  for  a  1,000  H.  P.  plant. 
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III.  From  a  comparison  of  Tables  I.  and  VI.,  selecting  the  con- 
ditions from  each  which  suit  the  case  under  consideration,  can  be 
obtained  the  relative  cost,  pure  and  simple,  of  steam  and  water 
power. 

There  is  no  donbt  but  what  the  great  water  powers  of  New  Eng- 
land have  caused  the  large  manufacturing  cities  to  be  established 
and  developed  where  they  have  been.  At  the  time  of  their  start- 
ing and  development  the  steam  engine  had  not  reached  such  high 
efficiency  as  is  now  obtained.  Immense  sums  of  money  were  ex- 
pended in  some  places  for  the  devel(»pment  of  the  water  power  and 
the  purchase  of  rights  to  use  this  power.  The  question  is  fre- 
quently asked,  If  steam  power  is  cheaper  than  water  power  in 
many  cases,  why  do  you  continue  to  use  water  power  ?  The  an- 
swer to  this  question  is :  Having  spent  this  money,  and  now  hav- 
ing the  plant  and  privilege  paid  for,  it  is  usually  cheaper  to  use 
the  water  power  than  to  put  in  steam  power. 

This  (Question  should  be  modified  to  read  :  Could  you  afford,  at 
the  present  day,  to  pay  such  sums  as  would  be  required  in  the  pur- 
chase of  rights  to  use,  and  construction  of  plant  for,  water  power? 
This  question  can  be  answered  only  by  careful  estimates  of  cost 
which  have  been  approximately  shown  in  the  tables. 

Thug  far  we  have  considered  simply  the  coitt  of  power.  There 
may  be  advantages  or  necessities  attending  the  use  of  either  steam 
or  water  which  might  oflfeet  any  difference  in  cost  of    power 


Some  of  the  advantages  which  are  favorable  to  steam  power  are 
a  steady  power  throughout  the  year,  independent  of  the  rise  and 
fall  of  a  river ;  more  uniform  speed  than  can  be  obtained  from 
water  wheels,  which  are  less  sensitive  in  their  regulation  than  an 
engine  properly  regulated ;  choice  in  selection  of  the  site  with 
reference  to  the  markets,  low  freights,  cheap  fuel,  favorable  con- 
ditions for  building,  and  procuring  and  keeping  operatives. 

Some  of  the  advantages  of  water  power  over  steam  power  are 
smaller  amount  of  space  occupied,  which  might  be  made  available 
for  other  purposes,  and  greater  cleanliness.  In  some  cases  large 
^mounts  of  water  are  required  for  other  purposes  than  power,  and 
in  such  cases  a  location  on  a  stream  is  desirable. 

That  the  balance  of  advantages  and  cost  combined  is  in  favor  of 
8team  power  for  textile  manufactures  is  proven  at  the  present  time 
oy  the  erection  of  steam  mills  almost  entirely,  while  there  are  still 
undeveloped  water  powers  which  are  available. 
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In  the  "  Analysis  "  of  Vol.  II.,  Census  of  MaRsaehusetts,  1885, 
page  cxix.,  is  the  following :  "  It  is  undoubtedly  true  that  steam 
is  taking  the  place  of  water  as  a  motive  power,  especially  in  new 
enterprises.  Steam  power  is  also  put  in  for  use  in  case  of  the 
failure  of  the  water  supply." 

DISCUSSION. 

Mr,  Samvd  Webber. — I  desire  to  oflfer  as  a  part  of  the  discus- 
sion on  Mr.  Mains'  paper,  the  following  notes  which  were  pre- 
pared as  a  short  independent  paper,  to  correct  some  misappre- 
hensions of  Mr.  Manning's  as  to  the  coat  of  water  power.  As  far 
as  my  experience  goes,  I  can  agree  with  him  very  fully  in  regard 
to  the  cost  of  steam  power,  taking  his  case  No.  2  as  an  example, 
but  not  in  regard  to  the  cost  of  water,  in  which  he  assumes  the 
Essex  Company's  charge  for  eaira  water  as  a  basis. 

If  such  charges  are  taken  as  a  basis  for  the  cost  of  water  power, 
they  should  be  compared  with  the  charges  made  for  steam  power 
by  lessors  in  Boston  or  Worcester,  which  range  all  the  way  from 
$50  to  $100  per  H.  P. 

I  have  given  in  the  sequel  my  views  as  to  the  cost  of  water 
power,  quoting  Mr.  Nathan  Appleton  for  the  original  rates  fixed 
at  Lowell,  which  were  closely  followed  by  aU  the  other  large 
water  power  companies  in  New  England,  but  I  omitted  one  very 
important  statement  made  by  Mr.  Appleton  before  he  mentions 
these  rates,  viz.,  that  **  the  first  expenditure  at  Lowell  for  canals, 
etc.,  was  $120,000,  which  was  estimated  to  produce  fifty  mill 
powers  of  sixty  net  H.  P.  each." 

This  would  be  a  cost  of  $2,400  per  mill  power,  so  that  the 
rental  fixed  on  this  of  $300  per  year  per  M.  P.,  would  be  12^  per 
cent,  on  the  cost,  which  shows  that  this  was  the  total  charge  for 
the  vxUer,  and  that  the  payment  for  the  land,  as  I  say  hereafter, 
should  not  be  included.  With  the  old  "  breast  wheels  "  giving 
about  70  per  cent  this  was  called  60  H.  P.,  and  would  be  $5 
per  annum  per  H.  P.  With  the  modem  turbine,  giving  80  per 
ceni,  it  would  yield  68  H.  P.  at  $440  per  H.  P.,  which  I  assume 
as  the  total  charge  for  water. 

Mr.  Denton  asked,  in  the  discussion  on  Mr.  Manning's  paper, 
if  any  allowance  was  made  for  repair  of  dams ;  and  I  can  say  that 
the  dams  at  Lowell  and  Manchester  have  been  rebuilt  by  the 
Water  Power  Companies  in  dressed  stone  and  cement,  like  the 
one  at  Lawrence,  and  are  likely  to  last  for  centuries. 
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Also,  that  the  Holyoke  Water  Power  Company  made  no  reduc- 
tion in  charges  for  water  due  to  any  change  in  ownership.  The 
original  Lowell  basis  has  always  been  the  standard  for  all,  until 
the  OTer-use  of  water  necessitated  the  'peffwX  charges  spoken 
of. 

I  offer  my  views  on  the  cost  of  water  power  gained  by  many 
years*  experience,  and  commencing  during  the  period  of  a  res- 
idence in  Lowell  from  1»41  to  1847,  before  any  measurements  of 
the  water  actually  consumed  by  the  mills  had  been  made,  and 
haying  witnessed  the  first  of  such  experiments. 

I  cannot  agree  with  Mr.  Manning^  that  there  should  be 
charged  to  the  cost  of  water  power  the  sums  paid  by  the  different 
manufacturing  companies  for  their  mill-sites  and  land,  including 
store-house  and  office  sites,  room  for  repair  shops,  coal  sheds, 
etc,  etc. 

At  the  foundation  of  Lowell  the  price  for  these  was  fixed  as 
follows,  quoting  from  Mr.  Nathan  Appleton,  one  of  the  founders, 
in  his  pamphlet  on  "  The  Origin  of  the  Power  Loom,"  and  of 
Lowell. 

Mr.  Appleton  says :  "  The  second  mill  built  at  Waltham  con- 
tained ^,584  spindles,  with  all  the  apparatus  necessary  to  spin 
No.  U  yam  and  convert  it  into  cloth,  which  was  taken  as  a 
standard,  and  the  necessary  water  power  was  estimated  and 
established  as  the  right  to  draw  twenty-fire  cubic  feet  per  second 
on  a  fall  of  thirty  feet,  or  a  gross  H.  P.  of  85.05  supposed  to  net 
about  60  H.  P.  The  price  for  this  was  fixed  at  Lowell  at  $4 
per  spindle,  or  $14,336  for  a  mill  power  and  the  necessary  land, 
of  which  $5,000  was  to  remain  unpaid,  subject  to  an  annual  rent 
of  $300  or  $5  per  H.  P." 

Now  I  have  always  understood,  for  nearly  fifty  years,  that  the 
sum  paid  down  was  for  the  necessary  land,  amounting  to  a 
namber  of  acres  more  or  less,  and  that  the  sum  reserved,  pay- 
ing annual  interest,  was  the  cost  of  the  water  power  ;  and  I  think 
I  am  corroborated  in  this  opinion  by  the  fact  that  the  $300  per 
annum  was  the  interest  at  6  per  cent,  of  $83.33  per  H.  P.,  which 
was  more  than  the  first  cost  of  development,  although  that  has 
been  increased  of  later  years  by  new  dams  and  larger  canals, 
which,  however,  furnish  much  more  water  for  a  larger  portion  of 
the  year  than  the  10,000  H.  P.  originally  estimated. 

♦  TranaMCtioD^,  Vol.  X.,  p.  499,  No.  CCCXXXII. 
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The  total  capital  of  the  Locks  and  Canals  Company  was  only 
$600,000,  and  this  covered  all  their  purchases  of  land,  besides 
grading  streets  and  building  a  lai^e  machine  shop ;  and  this 
makes  the  total  cost  to  them  only  $60  per  H.  P.,  so  that  the  $5 
rental  may  safely  be  considered  as  having  covered  the  cost  to 
the  mills  of  their  water. 

The  Essex  Company's  dam  at  Lawrence  cost  $250,000  for  10,000 
H.  P.,  or  $25  per  H.  P.,  and  though  I  do  not  hnow^  I  feel  quite 
sure  that  the  canal  did  not  double  this  sum. 

The  new  dam  at  Manchester,  N.  H.,  built  in  1873  of  dressed 
stone  and  cement,  in  the  most  thorough  manner,  cost  $60,000, 
or  $6  per  H.  P.  for  10,000  H.  P. 

It  is  a  rather  singular  coincidence  that  the  available  power  on 
these  three  falls  on  the  Merrimac  river  should  be  nearly  identi- 
cal— the  fall  at  Manchester  being  49  feet,  with  2,590  miles  drain- 
age area,  at  55  c.  ft.  per  min.  per  mile,  that  at  Lowell  being  33 
fi,  with  4,000  miles  drainage  area,  and  at  Lawrence  28  ft.,  with 
4,600  miles  area. 

From  the  basis  fixed  for  Lowell  those  of  Manchester  and 
Lawrence  were  established,  so  as  practically  to  agree,  and  the 
odd  foot  of  allowance  at  Manchester,  which  Mr.  Manning  speaks 
o^  is  a  relic  of  the  old  days  of  breast  wheels,  which  are  now 
obsolete. 

Having  gone  down  the  river  from  Lowell  to  Lawrence,  to  help 
in  the  early  engineering  of  that  city,  and  afterward  lived  a  dozen 
years  in  Manchester,  I  feel  pretty  well  conversant  with  these 
matters.  No  charge  for  extra  water  was  made  at  Manchester 
iLutil  after  1871,  when,  the  power  being  apparently  exhausted,  I 
was  employed  by  the  late  Governor  Straw,  then  agent  of  the 
Amoskeag  Company,  to  make  dynamometer  measurements  of  the 
power  consumed  by  the  different  mills,  so  as  to  restrict  them 
to  the  amount  they  actually  paid  for,  and  use  the  surplus  to 
build  new  mills  on  unsold  and  unoccupied  land. 

In  this  way  the  charges  at  Lawrence  were  fixed  by  the  Essex 
Company  so  as  to  penalize,  if  possible,  the  use  of  extra  water, 
and  enable  the  company  to  utilize  unsold  land  on  the  other  side 
of  the  river. 

Neither  these  extra  charges  nor  the  first  cost  of  land  belong 
to  the  real  cost  of  water  power,  which  was  amply  covered  by  the 
original  charge  of  $300  per  year  per  mill  power,  and  on  this  I 
make  up  the  following  estimate  : 
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Co6t  of  water  by  turbine  wheels,  giving  80  per  cent $4  40 

Sinking  fund,  etc.,  Manning 7  90 

Atteudauce  and  oil 72 

Total $13  02 

And  I  call  this  in  excess,  because  I  do  not  think  it  is  neces- 
sary to  add  33  per  cent,  to  cost  of  plant. 

The  cost  in  many  of  the  smaller  powers  in  New  England  has 
not  exceeded  $100  per  H.  P.  for  dams,  canals,  wheels,  and  pits, 
and  the  total  cost  chargeable  in  such  cases  would  not  exceed 
$10  per  H.  P.,  while  steam  would  be  far  higher. 

With  regard  to  the  cost  of  steam,  I  see  no  reason  to  doubt  the 
correctness  of  Mr.  Manning's  estimate  of  $1458  per  H.  P.  where 
all  the  exhaust  is  used  for  heating  water  for  dyeing  and  bleaching, 
but  I  am  skeptical  as  to  the  allowance  of  only  If  lbs.  of  coal  per 
H.  P.  per  hour,  if  any  of  the  steam  is  taken  from  the  engine  for 
those  purposes.    I  should  prefer  to  estimate  as  follows : 

Coal $12  35 

Attendance 2  44 

Supplies 28 

Sioking  fund,  etc 7  08 

$22  00 
Plus  10  %  for  net  power,  aa  with  water 2  20 

$24  20 

for  the  total,  and  this  is  not  quite  half  of  what  I  have  found  the 
actual  annual  expenses  per  H.  P.  in  some  large  cottdn  mills  in 
New  England,  within  10  or  15  years,  where  the  results  were  taken 
from  the  books,  and  not  from  10-hour  trials  with  selected  fuel 
and  firemen.  I  think  Mr.  Manning's  estimates  of  cost  of  plant, 
for  both  water  and  steam,  as  close  as  possible. 

I  would  simply  quote  the  fact,  to  close,  that  some  of  the  mills 
at  Lowell  prefer  to  pay  $20  per  annum  for  extra  water,  rather 
than  resort  to  steam  with  their  present  plants,  and  that  these 
payments  for  extra  water,  and  other  rentals,  enable  the  Canal 
Company  to  supply  the  owners  of  original  rights  with  water  free 
of  any  charges  whatever. 

ifr.  Chas.  T.  Main.* — ^In  answer  to  the  contributed  remarks, 
^hichwere  made  really  on  Mr.  Manning's  paper  and  only  in 
aiiticipation  of  my  own,  I  will  take  up  each  point  to  which  ex- 

*  Author's  Closure,  imder  tbe  Rules. 
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ception  is  taken  in  the  same  order  as  presented,  as  nearly  as 
possible. 

I  fail  to  see  why  the  charges  for  extra  water,  above  what  is 
owned,  should  not  be  taken  as  a  basis  for  the  cost  of  power  for 
that  surplus  water,  for  the  users  are  obliged  to  pay  in  hard  cash 
for  every  mill  power  or  fraction  thereof  according  to  the  rates  ] 

stated  in  the  paper,  and  if  this  surplus  water  can  be  offset  by 
steam  power,  the  cost  of  that  steam  power  to  set  against  it  is  the  \ 

cost  at  that  very  place  and  nowhere  else.  That  the  charge  for 
extra  water  was  not  a  penal  one  in  the  case  of  the  mill  with 
which  I  have  been  connected  for  nine  years,  I  am  sure,  for  the  j 

Essex  Company  was  very  glad  to  let  us  use  this  water  at  the  rates  i 

charged,  and  very  sorry  to  have  us  dispense  with  the  surplus  in  J 

favor  of  steam  power  when  we  had  arranged  our  plant  to  do  so.  < 

Furthermore,  in  Lawrence,  on  the  South  Canal,  regtdar  power  is 
now  leased  for  $4  per  mill  power  per  day,  or  $1,200  per  year,  and 
is  therefore  a  basis  for  the  cost  of  water  power  in  South  Lawrence, 
which  can  be  compared  with  the  cost  of  steam  power  in  South 
Lawrence,  and  not  what  steam  power  can  be  leased  for  in  Boston 
or  Worcester. 

The  original  purchases  of  water  power  in  Lawrence  were  made 
at  $15,000  per  mill  power.  $10,000  of  this  was  paid  down  and 
$5,000  remained  as  perpetual  interest  at  6  per  cent.,  and  it  is  true 
that  the  land  was  practically  given  in  with  the  purchase  of  the 
mill  powers.  If  it  were  as  Mr.  Webber  says,  that  the  first  pay- 
ment, which  in  Lawrence  amounted  to  $10,000  per  mill  power, 
was  paid  for  land  only,  and  that  the  $5,000  per  mill  power  which 
remained  as  interest  was  the  only  payment  for  the  water  power, 
then  the  extravagant  price  of  $250,000  was  paid  by  the  Pacific 
Mills  for  its  upper  site  for  land  only,  and  $125,000  remained  on 
interest  at  six  per  cent,  in  payment  for  the  water  power.  As  the 
mill  site  is  subject  to  this  perpetual  rental  for  water  power, 
whether  the  water  is  used  or  not,  it  seems  as  though  the  two 
were  inseparable,  and  so  they  are  usually  considered,  and  the 
land  would  be  of  no  value  with  the  restrictions  which  are  placed 
upon  it,  except  for  manufacturing  purposes. 

If  the  allowance  of  one  foot  from  the  gross  head,  which  is 
made,  is  a  relic  of  the  old  days  of  breast  wheels,  it  is  still  found 
necessary  to  make  it  in  Lawrence  as  well  as  Manchester,  and  I 
have  found,  by  observing  the  heights  of  water  at  the  canal 
and  river,  also  at  the  wheel  in  the  feeder  and  race-way,  that  the 
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head  acting  upon  the  wheel  is  just  about  one  foot  less  than  the 
difference  between  the  canal  and  river,  and  this  with  fair*  sized 
feeders  and  race-ways. 

The  necessity  of  adding  33^,  as  Mr.  Manning  says,  or  50^  as 
I  claim,  to  the  power  of  the  plant  above  the  average  power 
required,  it  seems  to  me  is  clearly  shown  in  the  paper.  Would 
it  be  better  to  shut  down  a  portion  of  the  work  during  the  high 
water  period  than  to  put  50)i(  extra  cost  into  the  water  power 
plant? 

I  do  not  think  that  anybody  will  claim  that  if  a  compound 
engine  can  be  run  on  If  pounds  of  coal  per  H.  P.  per  hour  when 
no  steam  is  taken  from  the  receiver  for  heating  purposes,  that 
the  consumption  will  be  no  more  when  steam  is  taken  for 
such  purposes.  The  consumption  will  increase  from  the  mini- 
mum when  no  steam  is  taken  out  to  the  maximum  of  a  high- 
pressure  engine  when  all  the  exhaust  steam  is  used. 

In  closing,  I  would  say  that  I  have — and  I  think  Mr.  Manning 
has  also — considered  this  question  according  to  the  conditions 
which  exist  at  the  present  time,  without  reference  to  what  they 
may  have  been  in  the  past.  If  we  go  back  many  years  we  shall 
certainly  come  to  the  time  when  there  was  no  question  of  steam 
power  being  a  competitor  of  water  power  under  ordinary  condi- 
tions, but  now  a  very  different  set  of  conditions  enters  into  the 
problem,  and  it  is  because  of  this  change  which  has  come  about 
that  we  are  able  to  take  the  stand  which  we  now  do.  I  have 
nothing  but  respect  and  admiration  for  our  predecessors  who 
have  done  so  nobly  and  who  hold  so  tenaciously  to  the  old  doc- 
trine, but  they  cannot  but  see,  if  they  will,  that  the  reverence  with 
which  water  power  has  always  been  mentioned  is  gradually  dis- 
appearing. 
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COCLXI. 
COST  OF  LUBRICATING  CAR  JOURNALS. 

BT   L.  B.  BANDOLPB,  BALTIMOBB,  VD. 

(Member  of  the  Society.) 

In  Studying  the  subject  of  the  lubrication  of  car  journals,  the 
writer  was  led  to  the  conclusion  that  the  usual  lubricating  tests 
of  coefficients  of  friction,  durability,  etc.,  were  unreliable,  as  they 
did  not  pretend  to  reproduce  the  conditions  of  actual  practice, 
giving  neither  the  wear  on  the  journal — which  is  more  important 
than  the  coefficient  of  friction — nor  the  action  when  the  journal  was 
"  flooded  "  with  the  lubricant,  the  condition  which  obtains  in  good 
practice. 

In  order  to  overcome  these  objections  the  following  method  was 
devised  by  the  writer,  which  can  perhaps  be  best  explained  by  de- 
scribing a  test  recently  made,  the  official  report  of  which  is  as  fol- 
lows: 

Report  of  Test  of  K.  Lubriccmt 

Test  commenced  3\i\y  18,  1888;  test  completed  September 
30,  1888. 


No.  of  Joarnil 
or  BraM. 

i^iameier  or  « 
Weight  of 
Before: 

yonnuu  or 
Braae. 
After. 

AmHWear. 

Renuikii. 

1  Joamal 

2ii 

21 

A 

With  lubricant. 

2       - 

•( 

<« 

*« 

(« 

8       " 

<< 

m 

rfr 

Oil  ased  as  sUDdard 

4       " 

.  <i 

2ti 

A 

«             t* 

1    Brass 

97iox. 

72  o«. 

25ios. 

With  lubricant. 

2       •« 

lOOioz. 

7Uo«. 

29  OS. 

«« - 

8       " 

108ios. 

98  oz. 

15i  oz. 

Oil  used  as  standard 

4       " 

lOli  OS. 

84  OK. 

17i  OS. 

<«             << 

REMARKS. 


;^    Amount  of  lubricant  used,  15  lbs.     Amount  of  oil  used,  2^  gals.  =  18^  lbs. 
Duration  of  teat,  78  days.     Mileage,  8,511  miles 

Test  was  made  on  east  truck  of  baggage  car  No.  12.     Weight 
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on  journal  about  5,000  lbs.,  pi'obably  varied  from  4,000  to  6,000 
lbs. ;  maxim nm  speec!,  40  miles  per  hour. 

Box  packed  with  lubricant  ran  slightly  warm  all  the  time;  box 
packed  with  oil  seemed  to  be  same  temperature  as  the  atmosphere. 

The  method  of  comparison  is  as  follows : 

X=  relative  value  of  the  two  lubricants,  the  standard  being 

taken  aa  unity. 

a=:  value  of  brass  per  ounce  wear.  )      rn,         4. 

,  ^.  .         \  ,  >     Those  htf^nrea  are 

6  =      *•  journal  per  -^  ounce  wear.  J  ° 

obtained  by  dividing  the  total  value  of  the  piece  in  place  less  the 

value  of  the  scrap,  by  the  amount  in  ounces,  or  sixty-fourths  of  an 

inch,  necessary  to  be  worn  off  before  the  piece  is  condemned. 

3  =  wear  of  brass  in  ounces. 

s  =  wear  of  journal  in  sixty-fourths. 

m  =  milcHge. 

3 '  z'  and  m'  =  similar  values  for  the  standard. 

We  then  have 

{aZ  +  bz)m^ ^  ^ 

As  a  rule  m  =  m\  but  cases  arise  when  that  is  not  the  case. 

Applying  the  formula,  we  have  first  to  determine  the  constants 
a  and  6. 

The  average  weight  of  the  brass  is  104  oz. ;  this,  at  1.2  cents 
per  oz.,  =  $1.25.  Allowable  wear,  88  oz. ;  104  —  38  =  66  oz.  scrap 
at  I  cent  per  oz.  =  33  cents;  hence  net  value  of  brass  =  $1.25  — 
0.S3  =  92  cents ;  |f  =  2.4  cents  per  oz.  =  a. 

An  a'xie  weighs  about  850  lbs. ;  at  2.4  cents  =  $8.40  +  labor  = 

110.00 ;  deduct  300  lbs.  scrap  at  1  cent  =  $7.00.     Three-quarters 

of  an  inch  wear  will  throw  an   axle  out  of  service ;  hence  6  = 

7.00 

^  =  14.6  cents.     Substituting  in  equation  (1),  we  have 

X^i^Z'  -^hz')_  2.4  X  14.5  4- 14.6  x  4.5  _  105.3  _  , 

(a3  +  J«)  ""     2.4  X  27  +  14.6  X  6    ""  152.4 "  ^'^^'  '  ^^^ 

The  oil  used  as  a  standard  was  an  ordinary  straight,  reduced  petro- 
leum abont  28**  B.  and  15**  F.  cold  test,  and  cost  about  eight  cents 
P^*"  gallon  delivered  in  carload  lots. 
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The  valae  of  the  labricant,  taking  into  account  the  amonnt  used, 
would  be 

X=^  0.69  =  0.83, (3) 

15 

which  with  standard  at  8  cents  per  gallon  =  6.64  cts. 

As  a  rule  the  amount  of  lubricant  or  oil  used  is  not  regarded,  as 
there  is  so  much  waste,  and  so  much  is  dependent  on  the  condition 
of  dust-guards,  etc.,  that  any  attempt  to  regulate  the  amount  con- 
sumed would  vitiate  the  results  to  such  an  extent  as  to  make  theia 
practically  worthless. 

When  the  coeflBcient  of  friction  can  be  obtained  with  any  de- 
gree of  accuracy,  it  is  well  to  take  into  account  the  relative 
amounts  of  coal  consumed.  This  would  give  to  equation  (1)  the 
following  form : 

(7=  value  of  coal  consumed  per  mile  per  pound  of  train  resis- 
tance. 

Tr=  weight  on  journal  in  pounds. 

f  -=.  coefficient  of  friction  of  standard. 

y=  "  "  lubricant. 

d  =  diameter  of  journal  in  inches. 

rf'=         "  wheel  " 

The  f  rictional  resistance  would  be  =  Wf  x  -t-„  and  the  value  of 
the  coal  =  CWf  x  -t-„  and  formula  (1)  becomes 

m  "^  d' 

Assuming  a  coefficient  of  friction  for  the  standard  of  0.01  and 
for  the  lubricant  of  0.04,  which  are  about  the  values  they  would 
have  given,  we  can  apply  equation  (4)  to  the  test  described. 

To  obtain  the  value  of  (7,  we  have  one  pound  of  coal  of  about 
14,000  B.  T.  U.;  calorific  value  would  give  10,808,000  ft  lbs.  of 
energy.  This,  with  a  boiler  efficiency  of  40^,  and  an  engine  effi- 
ciency of  10;<,  would  give  432,320  ft.  Ibe.,  hence  -AWh  =  0.012, 
lbs.  <x>al  per  pound  of  resistance  per  mile. 

With  coal  at  $1.00  per  ton,  C  would  bo  equal  to  0.0006  cts. 
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Substitating  these  values  in  equation  (4) : 


X=: 


2.4  X  16.5  +  146  X  45  .    „^-,      _„.       .,       , 
Qr=-j +  .0005  X  6000  X  .01  X  ^ 

2.4  X  27  +  146  X  6     ,    ,^„      ..--      . .        .    *  ^*" 
g=pj +  .0005  X  5000  X  .04  X  ^ 


y.     .0123+^0025_^  ,. 

^=.0179 +  .01     -^-^^ (^^ 


In  formula  6  the  first  quantities  in  the  numerator  (0.0123)  and 
in  the  denominator  (0.0179)  are  from  the  wear  of  the  journal  and 
bearing;  the  others  are  due  to  coal  consumed.  It  will  be  observed 
that  the  formcir,  being  much  larger,  have  a  much  greater  effect  on 
the  value  of/  than  the  latter,  and  consequently  that  the  wear  of 
journals  and  brasses  is  a  much  more  important  factor  than  coal  con- 
eamption. 

The  value  .04,  assumed  for  the  coeflScient  of  friction  of  the 
lubricant,  is  somewhat  high,  but  about  correct,  as  it  was  undoubt- 
edly a  very  poor  lubricant. 

DISCUSSION. 

Pfxf.  J.  E.  Denton.— 'Mr.  Bandolph  commnnicated  these  re- 
solts  to  me  some  time  since,  and  I  thought  it  was  a  great 
advance  in  the  method  of  testing  oil  to  put  it  on  a  car  and 
^p  account  of  what  occurred  in  the  interval  of  time  long 
enough  to  make  an  appreciable  wear.  I  believe  that  most  of 
the  railroad  laboratories  have  long  since  decided  that  the 
greatest  element  of  cost  in  lubrication  is  the  metallic  wear  which 
takes  place  on  the  axle  and  the  brass.  I  understand  that  the 
lubricant  of  which  he  speaks  was  what  is  called  a  cooling 
compound,  and  I  want  to  speak  of  an  interesting  deduction 
from  that  fact.    The  cooling  compounds  which  are  sold  are  a 
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grease  of  some  kind  mixed  up  with  talc  or  sulphur,  or  in  this 
case  bituminous  coaL  A  sample  of  this  which  was  sent  to 
me  was  made  up  of  bituminous  coal  mixed  with  grease,  and 
yet  it  ranks  as  a  cooling  compound  for  hot  boxes,  and  you 
notice  that  it  wears  the  journal  considerably  more  than  the 
oil.  The  theory  of  the  cooling  compounds  is  simply  this,  that 
if  the  journal  is  about  to  become  hot,  and  if  you  can  catch  it 
before  it  is  abraded  sufficiently  to  get  hot  right  away,  that  is  in 
a  few  seconds — if  you  could  open  the  box  and  get  on  a  piece 
of  sandpaper,  you  coidd  smooth  it,  and  it  would  cease  to  get 
hot  Now,  the  theory  is  that  the  talc  or  bituminous  coal,  if 
you  can  get  it  on  the  journal  in  time,  will  smooth  the  bearings. 
In  experiments  made  personally  on  oil  testers,  I  have  noticed 
the  friction  in  gearing  in  time  to  stop  the  machine  and  discov- 
er the  spot  where  the  surfaces  were  roughening ;  I  have  rubbed 
the  rough  surface  smooth  with  an  oil-stone  and  put  the 
brasses  back,  and  the  journal  has  gone  on  again  all  right. 
A  cooling  compound  is  therefore  a  good  thing  for  a  hot  box, 
but  if  you  use  it  for  a  regular  lubricant  it  necessarily  makes 
more  wear  than  oil.  There  is  so  much  mathematics  in  the 
paper  that  it  is  a  little  beyond  me  to  read  it  here  in  a  minute, 
but  I  believe  it  comes  out  something  like  this :  that  metallic 
wear  costs  a  cent,  the  cost  of  coal  to  overcome  the  friction  is 
about  one-third  of  a  cent,  and  the  cost  of  the  oil,  at  15  cents 
per  gallon,  one-sixth  of  a  cent ;  the  metallic  wear  is  by  far 
the  greatest  factor.  I  suggested  this  method  to  two  other 
roads  who  wanted  some  other  way  of  testing  oil,  rather  than 
testing  it  in  the  laboratory.  They  tried  it,  but  they  met  this 
difficulty,  that  the  greatest  wear  was  endwise  on  the  brasses. 
The  collar  of  the  journal  cut  in,  and  that  prevented  using  it  as 
an  every  day  test.  Mr.  Bandolph,  I  think,  avoids  that,  be- 
cause he  has  a  very  light  service,  but  it  establishes  the  fact 
that  the  great  element  is  metallic  wear,  the  second  the  coal, 
and  the  last  the  oil.  I  believe  Dr.  Dudley,  of  Altoona,  was  the 
first  to  discover  this  fact 

Mr.  C.  J.  H.  Woodbury.— The  actual  determination  of  the  co- 
efficient of  friction  of  lubrication  by  direct  measurement  is,  in 
the  nature  of  things,  a  laboratory  test  requiring  a  great  deal  of 
delicacy.  The  differences  in  physical  condition  of  pressure, 
temperature,  velocity,  and  the  relative  abundance  of  lubricant 
all  modify  the  results,  and  even  when  these  results  are  aooa- 
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rately  obtained  thej  pertjdn  merely  to  the  conditions  of  the 
test,  and  not  to  the  exact  conditions  under  which  the  Inbricant 
Ib  used. 

Seyeral  years  ago  I  made  a  number  of  examinations  of  the^ 
frictions  of  yarious  journals  by  the  use  of  two  thermometers^  a 
method  which  I  adopted  at  the  suggestion  of  Mr.  Edward 
Atkinson,  and  referred  to  in  a  paper*  on  the  subject  of  **  Meas* 
urements  of  Friction  of  Lubricating  Oils,"  which  I  read  before 
this  society  in  November,  1880.  The  apparatus  is  very  simple. 
A  hole  in  the  cap  of  the  journal  contained  a  very  thin  copper 
tube,  closed  at  the  lower  end  and  reaching  to  the  shaft    A 


Fio.  02. 

small  amount  of  water  was  placed  in  the  tube  and  the  ther- 
mometer bulb  inserted  therein.  A  second  thermometer  hang- 
ing in  the  air  near  to  the  journal  gave  the  data  for  learning 
the  bcrease  of  temperature  due  to  the  friction  of  the  journal, 
ftnd  from  this  was  deduced  the  relative  friction  of  various 
lubricants  and  different  methods  of  lubrication. 

At  the  Paris  Exposition,  in  the  exhibit  of  the  Compagnie  des 
Chemins  de  Fer  de  TEst,  there  was  an  apparatus  showing  an 
identical  method  of  judging  various  lubricants  used  on  the  car 
Axles;  one  thermometer  reaching  to  the  cap  of  the  journal 
(Figs.  92  and  93),  and  the  other  to  the  oil  beneath. 
♦  Trmna.  A.  S.  M.  E.,  Vol.  I.,  page  78,  No.  VII. 
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Mr.  T.  R.  Almond. — In  considering  tliis  subject  it  seems  to  me 
very  necessary  that  the  exact  condition  of  the  bearing  should 
be  thoroughly  well  known.  I  have  had  several  occasions  to 
notice  what  quite  surprised  me.  I  make  a  device  for  trans- 
mitting motion  at  right  angles,  and  some  of  the  machines 
after  they  are  put  up  and  started  will  get  so  hot  that  the  oil 
will  boil  inside  of  them,  and  the  question  has  been  what  was 
the   cause  of  it      That  has  been  something  very  difficult    to 


Fio.  |98 

find  out,  but  I  finally  discovered  that  the  reason  why  the 
oil  got  hot  was  because  the  bearings  would  bear  slightly 
to  one  side,  as  it  were,  and  create  a  sort  of  wedging  tendency 
hardly  perceptible ;  but  an  amount  of  scraping  in  the  bearings 
equal  to  one  or  two  thousandths  of  an  inch  would  be  sufficient 
to  bring  the  machine  down  to  the  condition  where  there 
would  be  no  further  heating.  I  have  it  very  well  fixed  in  my 
mind  n6w,  that  in  considering  any  subject  of  this  kind  we 
should  pay  very  careful  attention  to  the  character  of  the 
surfaces  in  contact    The  quality  of  the  lubricant  cannot  be 
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determined  until  we  thoroughly  know  that  the  surfaces  in  run- 
ning contact  are  perfect 

Mr.  W.  S.  Rogers. — In  this  test  on  that  car  I  think  the  alignment 
was  all  right.  I  have  had  some  experience  with  hot  boxes,  and 
I  can  bear  out  what  Professor  Denton  says  in  regard  to  sand- 
paper. It  is  cnstomarj  on  a  good  many  Northwestern  roads, 
among  trainmen,  when  they  get  a  hot  box  and  it  bothers  them 
considerably,  to  take  out  all  the  lubricant  and  packing  and  fill 
up  the  box  with  fine  sand  and  run  it  about  fifteen  miles,  and  then 
let  it  cooL  Then  they  pack  it  with  good,  nice  tallow,— if  they 
cannot  get  that  somebody  will  go  and  buy  tallow  candles  at  a 
country  grocery, — and  it  doesn't  bother  them  any  more.  But  I 
found,  in  my  experience  on  the  Baltimore  <fe  Ohio  Boad,  where 
we  had  a  great  many  hot  boxes,  and  a  very  good  lubricant, 
that  we  had  very  poor  brasses,  and  our  own  solution,  when  we 
got  into  trouble  with  our  hot  boxes,  was  to  steal  brasses  from 
the  Lake  Shore  Boad.  (Of  course  the  officials  were  not 
cognizant  of  our  little  scheme.)  I  think  the  quality  of  ma- 
terial in  the  "  brass  "  itself  has  equally  as  much  to  do  with  a 
thorough  test  as  the  lubricant. 

Mr.  John  Dick. — ^I  am  familiar  with  an  experiment  tried  with 
pure  copper  bearings.  Two  boxes  were  made  from  the  regular 
patterns  and  put  under  the  tender  of  a  heavy  freight  engine,  and 
also  two  new  boxes  of  the  regular  brass  mixture.  All  were 
carefully  weighed  before  and  after  the  test.  These  were  run 
six  hundred  miles,  and  at  the  end  of  the  test  the  copper  bear- 
ings were  found  to  have  worn  less  than  the  others,  the  journals 
were  in  better  condition,  and  these  journals  were  oiled  only 
once  in  two  hundred  miles,  giving  no  trouble  from  heating. 
The  other  journals  required  to  be  oiled  frequently,  and  heated 
more  or  less  all  the  time,  which  latter  experience,  I  believe,  is 
common  to  all  railroads,  particularly  on  tender  bearings. 

Mr.  L.  8.  Banddph.* — In  the  experiments  mentioned  there 
was  very  little  end-wear  of  the  brasses,  or  not  enough  to  be 
measured  accurately.  Where  there  is  much  it  is  measured 
and  the  calculated  amount  allowed  for.  Usually  this  can  be 
done  within  the  limit  of  error  of  the  ordinary  scales. 

There  is  another  point  in  the  theory  of  the  action  of  cool- 
ing compounds,  which  is  that  the  solid  ingredient  fills  up  the 
rough  places.    Plumbago  seems  to  act  in  this  way  as  well  as 

*  Author's  Closure,  under  the  Rules. 
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Boapstone,  although  the  latter  often  seems  to  act  as  Mr.  Den- 
ton states.  i 

It  has  been  the  ordinary  onstom  always  to  mn  duplicate 
tests  as  in  this  case,  the  average  being  taken.  Where  there  is 
a  great  discrepancy  between  the  results  gained,  an  inyestiga- 
tion  always  shows  some  marked  difference  in  the  conditions. 
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CCCLXII. 

PHILOSOPHY  OF  THE  MULTI-CYLINDER,  OR  COM- 
POUND, ENGINE;  ITS  THEORY  AND  ITS  LIMI- 
TATIONS. 

BT  B.  H.  THVBtTON,  ITHAOA,  B.  T. 

(Member  of  the  Sode^  and  Past  Preiideiit.) 

Webb  it  possible  to  constrnct  a  steam-engine  of  which  the 
theory  shonld  be  a  thermodynamic  one,  an  engine  in  which  the 
only  waste  of  energy  should  be  that  known  as  the  necessary  ther- 
modynamic loss,  its  theory  would  be  most  simple  and  most  satis- 
factory. The  efficiency  of  the  engine  and  the  quantities  of  heat, 
steam,  and  fuel  demanded  for  its  operation  at  a  given  power,  would 
be  simple  functions  of  the  physical  properties  of  the  steam  and  of 
its  ratio  of  expansion.  The  engineer,  in  constructing  its  theory, 
would  only  concern  himself  with  the  quantity  of  heat  imported 
iuto  the  machine,  the  temperatures  of  the  initial  and  terminal 
portions  of  the  expansion  line,  and  the  relation  of  initial  to  back 
pressures.  As  was  well  stated  by  Bankine,  a  generation  ago, 
nearly,  the  essential  facts  are  the  magnitudes  of  the  pressures  and 
volnmes  of  the  steam  and  the  extent  of  adiabatic  expansion,  and  it 
matters  not  whether  the  engine  be  one  of  a  single  cylinder  or  a 
multi-cylinder  engine  of  indefinitely  extended  complexity.  For  this, 
the  ideal  case,  as  the  writer  has  been  accustomed  to  call  it,  the 
indicator  diagram  represents  precisely  the  amount  of  transforma- 
tion of  heat-energy  into  mechanical  work,  and  the  ratio  of  its 
measure  in  units  of  work  to  the  mechanical  equivalent  of  the  total 
quantity  of  heat-energy  supplied  to  the  engine,  while  doing  that 
vork,  is  the  measure  of  the  efficiency  of  the  engine,  as  it  is  of  the 
thermodynamic  efficiency  of  the  working  fluid.  The  thermody- 
namic efficiency,  the  dynamic  efficiency  of  the  machine,  and  the 
total  efficiency  of  the  engine  are  here  identical. 

To  ascertain  how  much  heat,  steam,  and  fuel  are  demanded  by 
snch  an  engine  for  the  performance  of  work,  it  is  only  necessary 
to  measure  the  quantity  of  work  done  by  the  steam  upon  the  pis- 
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ton,  as  shown  by  the  indicator,  and  to  divide  this  quantity  by  the 
energy  received  by  the  engine  from  the  boiler;  the  quotient  is 
the  efficiency  of  the  engine.  As  the  operation  of  the  engine 
approaches  more  nearly  the  conditions  of  best  effect,  the  magni- 
tude of  this  measure  of  efficiency  approaches  a  limit  which  is 
expressed  by  the  quotient  of  the  range  of  temperature  worked 
through  to  the  absolute  temperature  of  the  working  fluid  at  en- 
trance into  the  engine.  Were  all  heat  received  completely  util- 
ized, and  the  full  thermodynamic  equivalent  realized  in  work 
performed,  the  quantity  of  steam  demanded  per  hour  and  per 
horse-power,  under  the  conditions  now  common  in  practice,  as  to 
initial  and  final  temperatures,  the  engine  being  assumed  perfect, 
structurally,  would  be  about  two  and  a  half  pounds,  for  efficiency 
unity,  or  not  far  from  ten  pounds  for  the  best  real  cases,  no  wastes 
occurring.  The  excess  of  the  actual  consumption  of  fuel,  in  the 
best  engines,  above  this  last  figure  measures  the  sum  of  all  wastes 
in  real  engines  due  to  imperfections  other  than  of  thermodynamic 
cycle.  Thus,  the  best  work  of  the  compound  mill-engine  may  be 
taken  as  about  sixteen  pounds  of  steam  per  horse-power  and  per 
hour,  where  the  thermodynamic  efficiency  is,  as  just  assumed, 
about  twenty-five  per  cent.  The  wastes  amount,  in  this  case, 
therefore,  to  about  six  pounds  per  horse-power  and  per  hour,  or 
sixty  per  cent,  of  the  ideal  consumption.  This  comparison  is 
easily  made  by  a  method  first  presented  in  full  by  Bankine,  a 
generation  ago,  and  which  enables  the  thermodynamic  efficiency 
to  be  easily  computed  for  any  given  case.*  Examples  will  lye 
presently  given  of  its  application. 

Thb  Wastes  of  the  Steam-Engine  comprehend  two  principal 
classes:  the  external  and  the  internal  wastes;  and  these  latter  are 
of  two  distinct  kinds.     We  may  classify  them  thus:  — 

(1.)  External  wastes ;  consisting  of  those  losses  of  heat  without 
transformation,  which  are  produced  by  the  conductivity  and  the 
radiating  power  of  the  materials  of  which  the  heated  parts  of  the 
engine  are  composed.  Heat  which  might  otherwise  be  utilized  by 
conversion  into  mechanical  energy,  is  conducted  or  radiated  to  the 
adjacent  parts  of  the  engine  and  to  surrounding  objects. 

This  form  of  waste  is  of  small  amoimt,  comparatively,  and  can 
readily  bo  kept  down  to  an  unimportant  proportion  of  the  heat 
supplied  from  the  boiler  by  properly  covering  exposed  parts  of  the 

*  The  Steam-EDgiDO  and  other  Prime  Moven,  pp.  888-412» 
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engine  with  non-conducting  covering.  Five  per  cent,  should 
probably  represent  as  large  a  percentage  as  is  to  be  reasonably 
expected  in  good  practice. 

(2.)  Internal  Wastes ;  consisting  of  two  parts : 

(a.)  Thermodynamic,  unavoidable,  losses  of  heat  rejected  at  the 
lower  limit  of  temperature  of  working  fluid ; 

(i.)  "Wastes  by  internal  conduction  and  storage  of  heat,  followed 
by  later  rejection  with  the  exhaust  steam. 

To  these  are  to  be  added  : 

(3.)  Wastes  of  mechanical  energy. 

Of  the  losses,  the  first,  (a),  represented  by  the  fraction,  as  a  mini- 

T 

mum,  -^  of  the  heat  supplied,  is,  for  any  given  set  of  initial  and 

final  temperatures  of  working  fluid,  a  fixed  and  irreducible  quan- 
tity, and  one  which  measures  the  defect  of  efliciency  of  the  perfect 
engine  working  between  the  given  temperatures.  The  second,  (J),  is 
a  quantity  of  variable  amount,  capable  of  amelioration  by  one  or 
all  of  several  known  expedients,  and  reducible  from  the  enormous 
proportion  observed  in  small  and  ill-designed  or  badly  constructed 
engines  to  a  very  moderate  amount  in  large  engines  of  good  type. 
The  last  item,  (3),  is  one  which  is  seldom  large  in  good  constructions, 
as  compared  with  the  magnitudes,  at  least,  of  the  other  kinds,  and 
may  in  some  cases,  by  careful  design,  good  construction  and  skilful 
management,  be  brought  down  to  less  than  five  per  cent,  in  non- 
condensing,  and  to  perhaps  ten  per  cent,  of  the  total  energy  in 
condensing,  engines  of  simple  forms  and  high  mean  working  pres- 
sures. The  unavoidable  thermodynamic  waste  is  rarely  less  than 
seventy-five  or  eighty  per  cent.,  and  the  internal  wastes  by  con- 
duction and  storage  with  subsequent  rejection,  by  cylinder  or 
internal  condensation,  as  it  is  customarily  called,  and  by  leakage, 
range  from  ten  per  cent.,  as  a  minimum,  perhaps,  to  twenty-five 
or  thirty  per  cent.,  in  good  engines,  to  fifty  per  cent,  in  many  eases, 
and  even  to  much  more  than  the  latter  proportion  in  exceptiouHl 
cages.  It  is  this  which  constitutes,  ordinarily,  the  great  source  of 
loss  and  inefliciency  of  the  real,  as  distinguished  from  the  ideal, 
engine.  Leakage  in  well-built  engines  may  be  neglected  as  unim- 
portant; but  internal  condensation  is  usually  both  serious  in 
amount  and  extremely  difficult  to  check  effectively. 

Since  it  is  easy  to  prevent  serious  losses  by  external  transfer  of 
heat,  by  leakage,  or  by  friction  of  engine,  and  since,  as  is  well 
understood,  the  thermodynamic  waste  is  unavoidable,  and  for  any 
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given  case  unalterable  by  the  engineer,  it  is  obvions  that  the  direc- 
tion in  which  he  must  look  in  his  endeavor  to  further  improve  the 
economical  performance  of  the  engine,  is  that  which  leads  toward 
the  reduction  of  internal  wastes  by  cylinder  condensation. 

The  Method  of  Internal  Waste  by  Condensation,  as  is  now 
well  and  generally  known,  and  as  is  now  shown  by  all  authorities,'* 
consists  in  the  absorption  and  storage  of  heat  in  the  metal  con- 
stituting the  internal  surfaces  of  the  cylinder,  at  the  commence- 
ment of  the  stroke,  and  to  an  extent  which  is  determined  by  the 
difference  of  temperature  at  the  moment  existing  between  the 
prime  steam  and  those  surfaces  which  have  been  exposed,  during 
the  exhaust  stroke,  to  the  cooling  influence  of  the  comparatively 
cold  steam  passing  into  the  condenser  or  into  the  atmosphere. 
This  stored  heat  is,  later,  rejected  during  the  terminal  portion  of 
the  expansion  period,  and  during  the  succeeding  exhaust  stroke, 
to  the  mass  of  steam  exhausted,  in  its  turn,  at  the  opening  of  the 
exhaust  passages.  The  quantity  so  wasted  varies  with  the  weight 
of  steam  worked  thermodynamically  each  stroke,  with  the  area  of 
surface  exposed  to  this  action,  with  the  period  of  exposure,  and 
with  the  range  of  temperature  worked  through  during  the  cycle. 
It  is  thus  always  an  increasing  proportion  when  the  ratio  of  expan- 
sion is  increased,  and  as  the  size  of  engine  doing  a  given  amount 
of  work  is  increased ;  it  is  diminished  by  increasing  engine-speeds 
and  by  any  expedient  which  reduces  the  storing  capacity  of  the  in- 
terior of  the  cylinder.  Since  it  is  always  an  increasing  function  of 
the  ratio  of  expansion,  there  always  will  be  found,  in  any  engine 
and  under  any  given  conditions  of  operation  in  other  respects,  a 
point  beyond  which  further  increase  in  the  magnitude  of  that  ratio 
will  result  in  a  loss  by  cylinder  condensation  greater  in  amount 
than  the  gain  due  to  extended  expansion,  a  circumstance  which  has 
been  now  known,  for  many  years,  as  placing  an  early  limit  to  the  ex- 
pansion of  steam,  and  to  the  gain  to  be  anticipated  as  a  consequence.f 

The  method  of  variation  of  this  waste  was  qualitatively  deter- 
mined by  Clark  about  1850  ;  was  closely  gauged  by  him,  both  as 
to  magnitude  and  as  to  its  effect  in  limiting  the  ratio  of  expansion  ; 
was  quantitatively  investigated  by  Him  and  by  Isherwood  after- 
ward, and  was  finally  made  the  subject  of  an  investigation,  under 

*  See  especially  the  works  of  Clark,  Him,  Isherwood,  and  Cotterill,  and  more 
recently  of  DwelsUauvers-Dery. 

t  Tranfi.  Am.  Soc.  Mecli.  Engrs.,  1882,  et  seq. ;  Tmns.  N.  Y.  Acad.  Sci.,  1882  ; 
Brit.  Assoc,  for  Adv.  Sci.,  1884  ;  Joum.  Franklin  Inst.,  1^82,  et  9eq. 
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the  Bnpervision  of  the  writer,  by  Messrs.  Gately  and  Kletsch,  on  a 
plan  sdiemed  ont  by  the  writer  some  years  earlier,*  in  which  it  was 
endeavored  to  ascertain  with  some  degree  of  accuracy  the  method 
of  variation  of  the  waste  with  variation  of  each  of  the  essential 
conditions  a^ffecting  and  determining  it.  The  resnlt  of  this  research 
in  brief  was  to  show  that  the  waste  varied,  in  the  cases  studied, 
sensibly  as  the  square  root  of  the  ratio  of  expansion,  and  as  the 
time  of  exposure,  and  was  subject  to  a  very  slow  decrease  as  the 
pressures  adopted  increased,  the  engine  being  worked  condensing ; 
decreasing  about  twice  as  rapidly,  the  condenser  being  thrown  off.f 

Yariation  with  ratio  of  expansion  was  also  capable  of  being  ex- 
pressed with  great  accuracy  by  an  hyperbolic  expression,  the  pro- 
duct of  areas  of  surface  exposed  up  to  the  point  of  cut-off  and  the 
percentage  of  condensation  being  found  sensibly  constant.  Under 
ordinary  working  conditions,  the  steam  pressure  being  about  sixty 
pounds  per  square  inch,  by  gauge,  the  cut-off  at  one-third,  and  the 
speed  of  piston  554  feet  per  minute,  and  of  rotation  sixty- eight 
revolutions,  the  condensation  was  about  one-third,  or  the  equiva- 
lent of  fifty  per  cent,  of  the  total  consumption  of  a  similar  engine 
having  a  non-conducting  cylinder,  and  thus  free  from  this  waste. 
Bedneed  to  quantity  of  steam  and  of  heat  wasted,  per  square  foot 
of  surface  exposed  to  point  of  cut-off,  per  minute  of  exposure, 
and  per  degree  of  range  of  temperature  between  prime  and  ex- 
haust steam,  Professor  Marks  finds  the  co-efl5cient  to  be  0.02 
pounds,  or  18  B.T.U.,  nearly,  a  result  closely  confirmed  by  the 
investigations  of  the  same  author,  taking  HilPs  experiments  for 
comparison,  and  also  corroborated  by  the  later  work  of  other  inves- 
tigators. 

These  facts  and  laws  being  established,  it  becomes  possible  to 
determine  the  behavior  of  steam  entering  any  given  cylinder,  and 
itB  method  of  working  and  of  waste  in  any  engine.  Common  ex- 
perience, as  well  as  theoretical  considerations  based  upon  the  in*- 
vestigations  already  made,  prove  that  it  is  impossible  to  expand 
steam  in  the  ordinary  single-cylinder  engine  with  satisfactory  gain 
of  eflBciency  beyond  a  point  variable  with  the  conditions  assumed, 
but  which  may  be  roughly  taken  as  not  far  from  that  giving  a  ratio 
of  expansion  equal  to  about  one-half  the  square  root  of  the  steam 

•Jour.  Frank.  Inst.,  Oct.  and  Nov.,  1886.     Trans.  Am.  Assoc,  for  Adv.  Sci. 
Add  Arbor  Meeting.  1885. 
tTUe  proportion  thus  wasted  in  these  experiments  were  from  0.18  ^f/jTto  0.197 
^T,    The  writer  takes,  for  similar  cases,  6  =  0.2  |7r  in  later  work. 
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pressure,  measured  from  vacuum  for  the  condensing  engine  of 
common  typo,  or  as  measured  by  gauge  for  the  non-condensing  en- 
gine. The  waste  by  internal  condensation  increasing  as  the  point 
of  cut-off  is  shortened  up,  the  loss,  after  a  time,  compensates  the 
gain  by  increased  expansion,  and  a  point  of  maximum  economy  is 
passed  at  a  very  early  stage  for  the  older  types  of  engine  and  later, 
but  still  at  a  comparatively  low  value  of  the  ratio  of  expansion,  for 
modern  engines.  For  example,  the  old  beam  engine,  such  as  was 
used  in  American  rivers,  or  in  the  coast  trade,  a  generation  ago 
(1850),  with  steam  at  twenty-five  pounds  by  gauge  and  a  low  pieton 
speed,  had  a  ratio  of  initial  to  back  pressure  plus  friction  of  about 
8  to  1 ;  but  its  best  ratio  of  expansion  for  efficiency  of  fluid  was 
about  2  or  2^.  The  same  type  of  engine,  later,  with  twice  the 
pressure  per  gauge,  had  values  of  these  two  ratios  of  about  16  and 
4  or  5  respectively.  The  ratio  of  expansion  for  maximum  effi- 
ciency of  working  fluid  was  thus  but  about  one-fourth  that  which 
thermodynamic  theory,  unqualifled,  would  dictate.  As  engines 
have  been  improved  this  discrepancy  has  been  reduced,  but  it  still 
remains,  with  the  best  of  engines,  considerable. 

The  amelioration  of  Wastes  thus  becomes  an  important  mat- 
ter. It  thus  happens  that  the  efficiency  and  economy  of  operation 
of  the  single  cylinder,  the  "simple"  engine,  is  at  all  times  limited 
by  this  very  serious  internal  waste,  and  the  question  which  all 
engineers  since  Watt  have  been  endeavoring  to  solve,  is :  In  what 
manner  may  we  best  proceed  to  eliminate  or  ameliorate  this  loss  ? 
The  three  methods  which  have  been  found  advantageous,  and,  in 
special  cases,  fairly  effective,  are : 

(1.)  Superheating; 

(2.)  Steam  jacketing ; 

(3.)  "Compounding." 

It  is  evident  that,  if  the  steam  can  be  introduced  into  the  engine 
at  such  a  temperature  that  the  cooling  action  of  the  metal  of  the 
cylinder  will  not  cause  its  condensation  initially,  and  the  stroke 
may  be  performed  without  condensation  in  consequence  of  doing 
work,  no  loss  of  heat  from  the  cylinder  can  take  place  by  re-evapo- 
ration; and  if  no  such  loss  occurs,  the  waste  of  heat  at  entrance,  in 
turn,  by  initial  cooling,  will  bo  reduced.  Superheated  steam,  also, 
is  a  non-conductor  and  a  non-absorbent  of  heat,  precisely  like  the 
permanent  gases.  It  is  thus,  also,  less  liable  to  this  waste.  But  it  is 
found  in  practice  that  superheating  beyond  a  very  moderate  degree, 
perhaps  100  degrees  Fahrenheit,  is  inadvisable  on  account  of  risks 
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of  injury  to  engines  and  cost  of  i-epaire  to  superheater,  which  more 
than  compensate  its  advantages.  It  has  come  to  be  regarded  as  an 
auxiliary  in  economizing,  not  as  a  remedy  for  interior  wastes. 

Steam-jackeitng  is  another  and  a  common  partial  remedy  for 
this  waste.  By  surrounding  the  steam-cylinder  with  the  steam- 
jacket,  it  is  possible  to  produce,  in  part,  the  effect  of  superheating; 
that  is,  to  secure  dryer  steam  in  the  engine  throughout  the  stroke. 
The  amount  of  re-evaporation,  during  the  period  succeeding  cut- 
off and  up  to  the  closure  of  the  exhaust-valve,  and  the  quantity  of 
heat  of  which  the  cylinder  is  thus  robbed,  measures  the  amount  of 
initial  condensation  and  waste  and  the  weight  of  steam  which  must 
be  supplied  in  excess  of  the  thermodynamic  demand  to  compensate 
that  loss.  The  effect  of  the  addition  of  a  steam-jacket  depends 
upon  the  conditions  of  operation  of  the  engine,  largely,  and  it  may 
be  productive  of  marked  advantage,  or,  under  imfavorable  con- 
ditions, of  no  important  useful  effect.  With  steam  initially  dry 
or  superheated,  the  jacket  is  probably  always  decidedly  helpful ; 
bat  with  wet  steam  it  is  of  comparatively  little  value,  even  if 
Dot  sometimes  a  positively  wasteful  adjunct.  High-speed  engines 
derive  less  advantage  from  its  application  than  slow-moving  ma- 
clkines;  and  compound,  or  multi-cylinder  engines,  are  less  depend- 
ent upon  it  for  economy  than  are  simple  engines.  The  saving 
effected  in  ordinary  cases  by  its  use  may  be  taken  as  averaging 
ordinarily  in  mill  engines  about  20  per  cent;  and  about  the  same 
gain  is  attained  by  effective  superheating  within  the  usually  prac- 
ticable range.  The  two  devices  in  conjunction  may  be  expected, 
perhaps,  to  give  a  gain  of  something  like  30  per  cent,  as  compared 
with  the  standard  forms  of  unjacketed  simple  engine  working 
with  slightly  wet  steam.  The  addition  of  either  expedient  to  the 
latter  practice,  if  properly  performed,  considerably  increases  the 
magnitude  of  the  ratio  of  expansion  at  maximum  efficiency  of 
flnid.  Where  it  would  ordinarily  be  approximately  equal  to  one- 
half  the  square  root  of  the  presstire,  as  above,  it  might  become, 
with  superheating  or  with  steam  jacketing,  a  figure  as  much  as  30 
or  40  per  cent,  higher;  and  both  expedients  together  might  nearly 
double  the  profitable  ratio  of  expansion.  The  assumption  is  com- 
monly  made  that  the  superheating  is  retained  throughout  the  stroke 
and  tliat  steam-jacketing  may  be  relied  upon  to  keep  the  working 
charge  dry  and  saturated  throughout  the  stroke ;  but  neither  of 
these  hypotheses,  as  employed  in  the  theory  of  the  engine,  is  prac- 
tically correct. 
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"  Compounding^^  or  the  use  of  the  multi-cylinder  engine,  in 
which  the  steain  exhausted  from  one  cylinder  is  again  worked  in  a 
succeeding  one,  is  the  most  familiar  of  devices  for  extending  the 
economical  range  of  expansion  and  increasing  the  efficiency  of  ihe 
engine.  The  limit  to  the  useful  extension  of  the  expansion  of 
steam  in  a  single  cylinder  is  found  to  be  determined  by  the  magni- 
tude of  the  wastes  incurred  in  the  operation  of  an  engine  of  which 
the  working  cylinder  is  a  good  conducting  material.  Any  method 
of  reducing  this  waste  of  heat  internally  will  enable  the  efficiency 
of  the  engine  to  be  increased  by  further  profitable  extension  of  the 
ratio  of  expansion..  Common  experience  with  the  best  construc- 
tions, and  considerations  which  need  not  be  here  reviewed,  show 
that  the  engineer  may  reasonably  expect,  by  good  design,  con- 
struction and  management,  to  secure  an  economy  of  steam  which 
is  fairly  measured  by  the  following  table,  the  ratios  of  expansion, 
r,  taken  being,  for  each  case,  those  which  give  best  results  for  a. 
given  engine :  * 

Steam  pes  Horse-poweb  per  Hour, 

at  best  ratios  of  expansion  in  best  engines. 

7     8    10    12    16    20    25    50    76 

20    20    19    17    16    15    15    11      9 

999877754 

and  ten  per  cent,  better  figures  than  some  of  these  have  been  ac- 
tually reported  in  peculiarly  favorable  cases. 

Assuming  it  to  be  possible  to  divide  the  waste  due  to  cylinder  con- 
densation and  leakage  by  two  or  more,  it  is  evident  that  the  limit 
to  economical  expansion  and  transformation  of  heat  into  work  will 
be  set  correspondingly  further  away.  This  is  precisely  what  is  done 
by  the  multi-cylinder  engine.  The  internal  wastes  are  reduced 
approximately  to  those  of  a  single  cylinder,  and  the  gross  per- 
centage of  waste  is  made  less  in  the  proportion  of  this  division. 
The  heat  and  steam  rejected  as  waste  by  intenial  transfer  withont 
transformation  from  the  first  cylinder,  is  utilized  in  the  second 
nearly  as  effectively  as  if  it  were  received  directly  from  a  boiler  at 
the  pressure  of  rejection  from  the  first  cylinder.  In  so  much,  there- 
fore, as  the  pressure  can  be  increased  and  the  increase  utilized  by 
the  addition  of  another  cylinder,  gain  is  secured.     If  the  total 

*  Several  Efficiencies  of  the  Steam  Engine  ;  Trans.  A.S.M.E.,  and  Jour.  F. 
Inst..  1882. 
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ratio  of  expansion  can  tbns  be  raised,  under  the  best  wol*king  con- 
ditions for  each  case,  from,  we  will  say,  four  up  to  eight,  we  should 
hope  to  secure  a  reduction  of  coal  consumed  from  two  and  a  half, 
we  will  say,  to  two  pounds  per  horse-power  and  per  hour,  whjlch  is 
about  the  average  figure  in  good  practice. 

The  practical  questions  thus  meet  the  engineer:  To  what  extent 
can  this  principle  be  availed  of?  What  range  of  pressure  and  what 
ratio  of  expansion  should  be  assigned  to  a  single  cylinder?  and 
bow  many  cylinders  should  be  adopted  to  give  best  results  with 
the  highest  steam  pressure  practicable  for  a  specified  case  ?  Com- 
ipon  experience  aids  in  solving  this  problem  by  showing  that  the 
very  best  results  are  ordinarily  obtained,  in  each  class  of  multi- 
cylinder  engine,  when,  the  engine  being  properly  designed  for  its 
work,  terminal  pressure  for  the  system  can  be  economically  made 
something  above  the  sum  of  back  pressure  in  the  low  pressure 
cylinder,  plus  friction  of  engine.  This  total  may  be  usually  taken, 
probably,  at  about  eight  or  ten  pounds  above  a  vacuum.  The 
latter  figure  will  be  here  assumed. 

The  Fundamental  Pbinoifles  are  now  easily  i>erceived.  There 
are  three  main  facts  upon  which  to  base  0|ir  theory  of  the  multi- 
cylinder  engine.    These  are : 

(L)  JScanomical  expansion  m  a  single  cylinder  has  a  limit,  due 
to  increasing  internal  wastes^  which  is  found  at  a  comparatively 
low  ratio  of  expansion. 

(2.)  The  method  of  expansion  m/iy  he,  for  practical  purposes^ 
such  as  are  here  in  view,  taken  to  he  approximately  hyperbolic; 
the  terminal  pressure  being  something  above  that  which  corresponds 
to  the  sum  of  all  useless  resisto/nces,  a/nd  which  may  be  here  taken, 
^^for  example,  about  ten  pounds  per  square  inch  ahove  a  vacuum. 
The  division  of  the  initial  pressure  by  this  terminal  pressure  wiU 
thus  give  an  approximate  measure  of  the  desirable  ratio  of  total 
expansion  for  the  best  existing  engines. 

(3.)  All  steam  entering  any  one  cylinder  toill  be  rejected^  as 
steam,*  into  the  succeeding  cylinder,  exterfial  wastes  being  neglected, 
and  into  the  condenser  /  and  the  fuU  amount  of  steam  condensed 
(U  entrance  lyy  absorption  of  heat  by  the  interior  surfaces  of  the 
cylinder  will  be  re-evaporat^d  later,  and  will  pass  into  the  con- 
denser or  into  the  next  cyluider,  and  heat  transferred  in  the  one 

*  This  the  writer  would  denominate  Him'B  principle.  See  fi  paper  by  Dwel- 
Abanvers-Dery  in  the  Bulletin  de  la  Socieie  IndustrieUe  de  Mtdhause,  Oct.,  1888, 
Ml  the  theory  of  single-cylinder  engine. 
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direction^  m  the  one  process^  will  he  transferred  in  precisely  equal 
amotrnt  in  the  opposite  direction  in  the  other. 

This  last  point  is  a  very  important  one,  and  is  very  easily  estab- 
lished. The  cylinder,  when  ift  steady  operation,  is  neither  per- 
manently heated  or  permanently  cooled;  no  progressive  heating 
can  go  on,  as  it  wonld,  in  that  case,  become  heated  above  the  tem- 
perature of  the  steam  and  become  a  superheater ;  no  progressive 
cooling  can  occur,  since,  in  that  case,  the  cylinder  would  become  a 
condenser  of  indefinite  capacity.  It  must,  therefore,  transfer  to 
the  next  element  of  the  system  all  the  heat  which  it  receives, 
assuming  that  external  radiation  and  conduction  may  be  neglected 
and  that  the  Bankine  and  Clausius  phenomenon  of  internal  con- 
densation, by  transformation  of  heat  into  work,  is  ignored.  It 
also  further  follows  that  the  introduction  of  one  or  of  many  cylin- 
ders between  the  terminal  element  and  the  boiler  does  not,  through 
cylinder  condensation,  aflfect  the  operation  of  the  latter  cylinder, 
however  great  that  condensation  may  be,  provided  the  operation 
of  the  added  elements  is  effected  by  raising  the  steam  pressure 
commensurately,  leaving  the  final  element  of  the  series  the  same 
initial  pressure  as  before.  The  total  waste  by  this  form  of  loss  is 
thus  evidently  measured,  in  the  case  of  the  multi-cylinder  engine, 
by  the  maximum  waste  in  any  one  cylinder.  If  all  are  equally 
subject  to  this  loss,  the  rejected  steam  of  re-evaporation  from  any 
one  cylinder,  as  the  high-pressure  cylinder,  supplies  precisely  what 
is  needed  to  meet  the  waste  by  initial  condensation  in  the  next ; 
and  80  on  through  the  series.  Thus  the  use  of  a  series  of  cylin- 
ders, in  this  manner,  divides  the  total  waste  for  a  single  cylinder, 
approximately,  at  least,  by  the  number  of  cylinders ;  and  it  is  in 
this  manner  that  the  compound  system  gives  its  remarkable  increase 
of  efficiency.  As  stated  by  the  writer,  many  years  ago,  "  The  serious 
losses  arising  from  condensation  and  re-evaporation  within  the 
cylinder,  and  which  place  an  early  limit  to  the  benefit  derivable 
from  expansion,  affect  both  types  of  engine,  and  so  far  as  seems 
now  known,  equally ;"  *  but  the  modern  type  permits  the  inter- 
ception of  the  heat  wasted  from  one  cylinder,  for  utilization  by  its 
successor,  in  such  manner  that  the  total  waste  becomes,  practically, 
that  of  the  low-pressure  cylinder  alone.  If  any  one  cylinder  wastes 
more  than  another,  the  total  waste  is,  as  above  stated,  measured 
more  nearly  by  the  loss  in  the  most  wasteful  member  of  the  system. 

Thus  the  three  principles  which  have  been  above  enunciated 
♦  VieDoa  Report,  1878. 
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give  a  means  of  constructing  a  philosophy  of  the  multi-cylinder 
engine,  which  will  meet  the  essential  needs  of  the  designer  and  of 
the  student  of  its  theory.  The  iirst  principle  shows  that  a  limit 
existing  to  economical  expansion  in  a  single  cylinder,  the  advisable 
number  of  cylinders  in  series  may  probably  be  determined,  when 
that  limit  is  ascertained,  either  by  experiment,  by  general  experi- 
ence, or  by  rational  theory  and  computation.  The  second  principle 
shows  that  we  may  find  a  tentative  measure,  at  least,  of  the  desirable 
total  ratio  of  expansion  for  maxijnum  density,  when  the  best  ter- 
minal pressure  for  the  chosen  type  of  engine  is  settled  upon.  This 
total  range  is  divided  by  the  admissible  range  for  a  single  cylinder, 
or,  perhaps  better  stated,  the  total  ratio  is  a  quantity  which  should 
approximately  equal  the  admissible  ratio  for  a  single  cylinder, 
raised  to  a  power  denoted  by  the  number  of  cylinders.  Combining 
thus  the  two  considerations  referred  to,  we  obtain  a  determination, 
probably  fairly  approximate,  of  the  proper  number  of  cylindei*s  in 
series.  The  third  principle  permits  an  estimate  to  be  made  of  the 
probable  internal  wastes  of  the  series,  and  the  probable  total  expen- 
diture of  heat  and  of  steam,  and  a  solution  of  all  problems  of 
efficiency  for  the  compound  engine,  of  whatever  type. 

The  first  step  in  the  process  is  evidently  the  determination  of 
the  best  ratio  of  expansion,  under  the  assumed  conditions  of  opera- 
tion and  for  the  given  type  of  engine,  for  a  single  cylinder;  then 
the  best  ratio  of  expansion  for  the  series,  all  things  considered, 
this  study  being  made  from  the  financial  standpoint,  as  must  be 
every  problem  which  the  engineer  is  called  upon  to  solve.  It  is 
Dot  the  thermodynamic,  nor  the  fluid,  nor  even  the  engine  efli* 
eiency,  which  must  be  finally  allowed  to  fix  the  best  ratio  of  expan- 
tton ;  but  it  must  be  the  ratio  of  expansion  at  maximum  commercial 
efficiency,  that  which  will  make  the  cost  of  operation  at  the  desired 
power  a  minimum  for  the  life  of  the  system.*  The  total  ratio 
being  settled  upon,  and  that  allowable,  as  a  maximum,  for  the 
single  cylinder,  it  is  at  once  easy  to  determine  the  best  number  of 
cylinders  in  series.  The  first-mentioned  ratio  is  that  at  maximum 
commercial  efficiency,  as  just  stated ;  but  the  second  must  be  taken 
as  that  which  gives  the  highest  eflSciency  of  engine,  the  back- 
pressure in  that  cylinder,  and  the  friction  of  the  cylinder  taken 
*^^8^y)heing  considered,  together  with  its  proper  proportion  of  the 
friction  of  the  engine  as  a  whole. 

•  8©e  papers  by  the  writer  on  the  efficiencies  of  engines,  as  per  references 
already  giyen. 
10 
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Studying  the  method  of  distributions  of  waste  among  tlie  sev- 
eral cylinders  of  the  multi-cylinder  engine,  it  will  be  obsorvecj  that, 
since  the  pressures  increase  more  mpidly  than  the  temperatures, 
the  range  of  temperature  in  the  high-pressure  cyHnder  is  greatest ; 
while,  the  same  weight  of  steam  passing  through  the  whole  series, 
the  low-pressure  cylinder  presents  the  largest  area  of  condensing 
surface  in  pioportion  to  steam  used.  These  differences  are  to  a 
certain  extent,  though  not  wholly,  compensatory.  It  may  be 
assumed,  however,  without  serious  error,  that  the  necessity  of 
applying  jackets  or  other  methods  of  reducing  internal  wastes,  will 
apply  substantially  as  imperatively  to  one  cylinder  as  to  another, 
and  that  the  adoption  of  a  common  ratio  of  expansion  for  both  or 
all  cylinders,  or  of  apportioning  the  ratios  with  reference  to  the 
equal  division  of  power  among  them,  will  be  found  perfectly 
admissible  and  will  introduce  no  serious  avoidable  loss.  Authori- 
ties have  greatly  differed  in  their  views  as  to  the  relative  advan- 
tage of  jacketing  one  or  another  cylinder ;  but  it  is  at  least  safe  to 
jacket  all,  and  probably,  as  above  indicated,  best  to  do  so.  The 
importance  of  the  jacket  evidently  becomes  less  as  other  expedi- 
ents for  reducing  wastes  of  this  kind  are  adopted  and  are  made 
more  effective;  as  by  increasing  speed  of  engine,  by  superheating, 
by  reheating  between  cylinders;  and  cases  may  be  imagined  in 
which  the  jackets  may  cease  to  have  sufficient  value  to  justify  the 
acceptance  of  the  risks  and  expense  incurred  in  their  employment. 
The  same  is  true  of  the  more  complicated  forms,  of  valve-gear 
needed  to  secure  an  approximation  to  the  ideal  distribution  of 
steam. 

The  extent  to  which  expansion  may  be  economically  carried  in 
a  single  cylinder  will  vary  somewhat  with  the  initial  tempera- 
ture and  pressure,  and  with  the  physical  condition  of  the  working 
fluid  ;  but  it  may  be  taken  as  ordinarily  not  less  than  two-and-a- 
half  expansions  for  uujacketed  engines  with  wet  steam  and  three  or 
four  for  the  better  class  of  engines.  The  total  expansion  ratio  thns 
becomes,  for  several  types  of  multi-cylinder  engines,  as  below : 

Multi-cylinder  Engines. 


No.  cylp. 

1 

2 

8 

4 

r 

2.5  to  3 

6.25  to  9 

16  to  27 

40  to  81 

Pi 

26  to  80  lbs. 

60  to  100  lbs. 

120  to  300  Ibp. 

350to8001be. 

Expansion  is  here  assumed  to  be  approximately  hyperbolic,  and 
the  terminal  pressure  to  be  eight  or  ten  pounds  per  square  inch. 
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General  experience  to  date  thus  indicates  that  a  triple  expansion 
engine  should  do  best  work  up  to  a  pressure  of  about  250  or  300 
pounds,  and  tliat  the  four-cylinder  engine  should  be  adopted  from 
that  point  up  to  the  highest  pressures  likely  to  be  adopted  in  the 
fitearu-engine,  the  double  expansion  compound  serving  its  purpose 
well  below  the  lowest  figures  above  assigned  to  the  tiiple  engine. 
Any  of  the  four  types  of  engine  may  be  made  to  overlap  the 
range  assigned  ics  labor  by  suitably  providing  against  wastes  occur- 
ring within  the  engine  by  increased  speed,  by  superheating,  by 
expedients  giving  higher  efiEectiveness  to  the  jackets,  or  other 
methods  of  improvement.  Any  system  which  increases  the  effi- 
ciency of  the  simple  engine  will  improve  the  efficiency  of  the 
compound,  and  will  correspondingly  increase  the  range  of  pressure 
through  which  it  will  give  satisfactory  gain  as  compared  with  the 
former. 

The  influence  of  the  several  economical  expedients  recognized  as 
nseful  in  other  forms  of  engine,  as  superheating,  jacketing,  and 
high  speed  of  engine,  may  readily  be  perceived  when  the  method  of 
operation  of  the  multi-cylinder  engine  is  understood  in  its  relations 
to  heat-transfer  and  heat-transformation.  We  may  consider  them 
in  their  order. 

Sdpeeheating  the  steam  transferred  from  boiler  to  engine  re- 
sults in  the  supply  of  a  fluid  which  may  surrender  a  certain  portion 
of  heat,  measured  by  the  product  of  its  specific  heat  as  a  gas  into 
the  range  of  superheating  and  into  its  weight,  to  the  metal  of  the 
working  cylinder  without  the  production  of  initial  condensation. 
If  this  quantity  is  equal  to  or  greater  than  the  loss  of  heat  during 
expansion  and  exhaust,  there  will  be  no  initial  condensation,  and 
the  waste  from  the  high-pressure  cylinder  will  be  nearly  that  due 
to  the  passage  of  a  gas  through  it  under  similar  conditions  of  tem- 
perature and  expansion,  a  comparatively  small  quantity,  since  any 
substance  in  the  gaseous  state  possesses  low  conductivity  and  slight 
power  of  absorption  and  storage  of  heat.  Should  the  superheating 
be  in  excess  of  this  amount,  the  steam  will  not  begin  to  condense 
until  a  later  period,  perhaps  not  at  all,  the  only  demand  being  now 
for  heat  to  supply  the  amount  required  to  keep  the  steam  dry  and 
saturated  while  expanding  and  doing  work.  If  the  superheating 
be  less  than  the  firat  mentioned  quantity,  initial  condensation  will 
be  reduced  but  not  entirely  prevented.  It  is  probably  never  the 
fact,  in  practice,  that  it  is  possible  to  secure,  safely  and  economi- 
cally, 80  much  superheating  as  is  needed  to  keep  the  steam  dry 
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througliont  the  stroke.*  In  any  case,  the  quantity  of  lieat  repre- 
sented by  the  superheating  will  be  a  gauge  of  the  amelioration  of 
wastes  by  internal  transfer  of  heat  in  every  cylinder  of  the  series. 
The  steam  leaving  the  high -pressure  cylinder  will  be  to  that  extent 
dryer  than  it  would  otherwise  be ;  and  this  will  be  true  of  the 
succeeding  cylinder  or  cylindera 

Were  there  no  other  disappearance  of  heat  than  that  due  to 
cylinder  condensation,  superheating  at  the  first  of  the  series  would 
give  superheating  at  each  of  the  others.  In  so  far  as  condensation 
doing  work,  such  as  was  pointed  out  by  Rankine  and  Clausius,  takes 
effect,  and  so  far  as  other  wastes  by  transfer  without  transformation 
occur,  to  that  extent  will  the  gain,  as  observed  in  successive  pas- 
sages from  cylinder  to  cylinder,  be  reduced,  though  the  improve- 
ment of  the  working  conditions  above  asserted  will  be  none  the 
less  real.  Each  cylinder  will  have  wetter  steam  than  the  preceding, 
in  proportion  as  the  condensation  doing  work  and  the  losses  by 
conduction  and  radiation  increase,  as  a  total,  cylinder  by  cylinder. 
Superheating  at  the  high-pressure  cylinder  will  produce  a  favorable 
effect  all  through  the  series,  including  the  low-pressure  cylinder. 
Cylinder  condensation  will,  nevertheless,  cumulatively  increase 
through  the  series,  in  consequence  of  the  fact  that  the  wetter  the 
steam  entering  any  one  cylinder  the  more  the  condensation  and  the 
wetter  that  leaving  it,  both  by  this  initial  increase  of  humidity  and 
by  the  additional  moisture  coming  from  the  Rankine  and  Clausius 
phenomenon,  and  from  the  loss  by  transfer  to  surrounding  bodies. 
This  action  will,  however,  be  the  less  observable  and  the  le-^s  im- 
portant in  its  effect  as  the  moisture  of  the  entering  steam  and  the 
magnitude  of  the  waste  by  initial  condensation  become  greater. 
The  more  nearly  the  total  proportion  of  water  in  the  mixture  ap- 
proaches one-half,  the  more  nearly  does  this  phenomenon  become 
a  vanishing  quantity.  It  may  probably  be  neglected  entirely  in 
the  computation  of  efficiencies  for  a  large  proportion  of  the  engines 
in  use,  without  introducing  sensible  error,  and  very  probably  may 
be  neglected  in  all  cases  without  invalidating  conclusions  reached, 
ignoring  it.  On  the  other  hand,  superheating  is  not  likely  ever  to 
produce  much  effect  upon  this  action.  Could  we  superheat  safely 
and  satisfactorily  to  the  extent  of  doubling  the  absolute  tempera- 
ture of  the  steam  at  entrance  into  the  engine,  we  might  have  a 

^  In  one  case  reported  to  the  writer  an  initial  superheating  of  500^  F.  was  re- 
quired to  give  50"*  F.  superheating  at  exhaust ;  100''  F.  has  usually  been  consid- 
ered a  practical  maximum  superheat. 
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"  snperheated  steam-engine,"  but  this  is  not  yet  practicable,  and, 
until  it  becomes  so,  it  is  not  likely  that  the  best  engines  will  entirely 
satisfy  onr  theory  in  this  respect. 

Steam  jackbting,  the  expedient  devised  by  James  Watt  for  the 
very  purpose  of  reducing  wastes  by  internal  condensation,  a  phe- 
nomenon of  which  he  was  the  discoverer,  is  a  method  of  approxi- 
mately "keeping  the  cylinder  as  hot  as  the  steam  which  enters  it," 
as  Watt  put  it,  in  order  that  no  such  chilling  of  the  entering  steam 
may  occur.  We  are  interested  in  the  answer  to  the  question  :  To 
what  extent  and  in  what  manner  is  the  jacket  advantageous  in  the 
compound  or  multi-cylinder  engine?  Authorities  disagree,  even 
where  they  have  themselves  had  large  practical  experience.  It  is 
sometimes  advised  to  jacket  only  the  high-pressure  cylinder;  some- 
times to  jacket  only  the  low-pressure  cylinder,  and  sometimes  to 
jacket  the  whole  series,  whether  one,  two,  or  three  or  more.  The 
philosophy  of  the  multi-cylinder  engine,  as  above  outlined,  would 
obviously  indicate  that,  to  secure  maximum  good  effect,  assuming 
the  jacket  on  the  whole  desirable  at  all,  the  best  system  is  the  lat- 
ter, and  that,  since  the  waste  of  the  engine  is  measured  by  the 
waste  of  its  most  wasteful  member,  to  omit  the  jacket  from  any 
one  cylinder  insures  that  the  aggregate  loss  of  heat  in  the  whole 
engine  will  be  increased  by  just  the  amount  by  which  waste  is 
increased  in  that  one  cylinder  by  such  omission. 

The  resulting    effect,   in    detail,   is  evidently   the   following: 
Assume  the  intermediate  cylinder  to  be  unjacketed.     That  cylin- 
der, being  exposed  to  a  wider  range  of  heating  and  cooling  action 
»6  it  alternately  takes  steam  and  exhausts  it,  is  subject  to  a  greater 
waste  by  internal  condensation  than  either  of  the  others ;  it  thus 
discharges  into  the  next  cylinder  an  equal  quantity  of  heat  and 
steam,  but  it  does  less  work  than  it  would  have  otherwise  done, 
and  to  that  extent  produces  decreased  eflSciency.     Assume  the  high- 
pressure  cylinder    unjacketed,  it  demands  more  steam  from  the 
boiler,  as  it  condenses  a  larger  proportion  of  that  entering  by  this 
process  of  initial  liquefaction;  it  is  thus  itself  more  wasteful,  and, 
furthermore,  transmits  to  the  succeeding  cylinders  a  larger  quan- 
tity, and  therefore  a  more  uneconomical  apportionment,  of  steam 
than  it  would  otherwise  have  released.     In  proportion  as  its  own 
efficiency  is  thus  reduced,  it  r^uces  the  economical  working  of  the 
whole;  and,  in  proportion  as  the  steam  rejected  from  it  is  a  less 
economical  storehouse  of  heat  for  use  in  the  other  cylinders,  they 
are  in  turn  rendered  less  efficient.     The  low-pressure  cylinder 
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being  left  unjaeketed,  it  becomes  more  wasteful  in  proportion  to 
the  increased  initial  condensation  thns  permitted,  and  the  whole 
system  is  again,  to.  that  extent,  given  impaired  efficiency.  In 
neither  case,  however,  is  the  efficiency  of  the  engine,  as  a  whole, 
impaired  nearly  as  seriously  as  in  the  case  of  the  simple  engine. 
The  increased  loss  is  mainly  confined  to  the  single  cylinder  left 
unjaeketed.  It  is  readily  seen,  however,  that,  to  secure  maximum 
efficiency,  it  is  as  essential  to  jacket  the  cylinders  of  the  com- 
pounded engine  as  that  of  the  simple  engine.  The  question  which 
actually  arises  in  practice,  for  the  designing  engineer,  is  whether  it 
will  'pay  to  jacket  at  all  or  not.  It  can  at  once  be  seen  that  it  is 
not  as  important,  in  a  financial  sense,  that  the  multi-cylinder  engine 
be  jacketed  as  it  is  to  jacket  a  simple  engine  of  similar  range  of 
expansion.  The  value  of  the  waste  due  to  omission  of  the  jacket 
is  less  as  the  number  of  cylinders  is  the  greater.  It  is  also  seen 
that  those  conditions  which  may  make  it  undesirable,  as  a  matter 
of  finance,  to  jacket  the  simple  cylinder,  make  it  still  less  desirable 
in  the  compound  or  multi-cylinder  engine.  As  piston  speeds  are 
increased,  for  example,  the  necessity  of  the  jacket  decreases  and 
the  limit  at  which  it  will  pay  to  dispense  with  it  is  sooner  reached 
in  the  multi-cylinder  than  in  the  single  cylinder  engine.  It  is  this 
principle  which  justifies  the  now  not  uncommon  practice  of  omit- 
ting jackets  from  marine  engines  which  are  driven  up  to  1,000  feet 
a  minute;  while  pumping  engines,  in  which  the  speed  is  always 
very  low,  must  always  be  jacketed  if  high  duty  is  demanded. 

High  engine  speed,  the  most  modern  device  for  reducing  inter- 
nal wastes,  as  well  as  of  decreasing  costs  of  engine  construction* 
and  weights  of  machine,  is  evidently  a  matter  of  less  serious  impor* 
tance  as  the  number  of  cylinders  is  increased ;  yet  it  is  equally  evi- 
dent that,  to  secure  maximum  efficiency,  it  is  essential  that  the 
time  of  exposure  to  the  action  of  the  wasteful  influences  in  any  one 
cylinder  be  made  a  minimum.  At  modern  and  customary  speeds 
of  piston  and  of  rotation,  the  value  of  the  other  expedients  for  im- 
proving performance  is  much  less  than  formerly ;  but  all  are  to  be 
adopted  where  it  is  hoped  to  secure  such  high  efficiency  as  is  com- 
ing to  be  demanded  of  the  designing  and  constructing  engineer. 
The  advantage  of  further  progress  in  this  direction,  now  that  pis- 
ton speeds  of  F  =  500  ^  S  and  a  velocity  of  rotation  equal  to  -5  = 
250/5',  and  upward  are  becoming  usual,  does  not  seem  likely  to  be 
great;  and,* except  where  superheated  or  thoroughly  dry  steam  can 
be  absolutely  insured  at  all  times,  the  risks  attending  increased 
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speeds  seem  also  likely  to  retard  this  advance.  So  long  as  the 
advantages  of  further  gain  in  this  direction  are  safely  attainable 
for  the  simple  engine,  they  are  still  desirable  and  attainable  in  the 
mnlti-cylinder  machine. 

NoN-coNDUcTLNG  CYLINDERS,  such  as  Were  partly  secured  by 
Smeaton  by  the  use  of  his  wood-lined  pistons  and  heads,  and  such 
as  have  since  been  sought  by  Emery  and  others ;  such  as  was  shown 
to  be  needed  by  Watt,  and  later  more  conclusively  by  Kankine  and 
his  successors,  would  do  away  with  the  necessity  of  compounding 
on  the  ground  of  thermodynamic  gain ;  but  would  leave  the  advan- 
t^ges  of  the  multi-cylinder  engine,  on  the  score  of  better  division 
of  stresses  and  work,  unaffected.  What  may  be  done  in  this  direc- 
tion, it  is  as  yet  impossible  to  judge ;  but  it  is  not  likely  that  the 
device  of  Smeaton  can  be  made  successful  at  modern  temperatures 
and  pressures,  or  in  presence  of  superheating  ;  the  plan  of  Emery 
of  using  glass,  enamel,  or  other  superficial  coverin<<  of  the  exposed 
surfaces,  has  not  yet  given  promise  of  success,  and  nothing  as  yet 
tried  seems  to  give  promise  of  meeting  the  requirements  of  the 
case.*  The  value  of  even  an  approximately  non-conducting  cover- 
ing of  such  nature  would  be  considerable  for  the  compound  engine, 
and  very  great  for  the  simple  engine;  especially  for  the  smaller 
sizes,  in  which  the  proportion  of  exposed  surface  is  comparatively 
large.  It  is  not  too  much  to  expect  that  some  inventor  may  yet 
appear  to  make  this,  the  most  imperative  of  all  needed  improve- 
ments of  the  steam-engine  of  whatever  type.  It  would  render  the 
engineer  independent  of  all  special  expedients  for  reducing  wastes 
internally  and  for  thus  increasing  eflBciency. 

Clearances  are  usually  greater  in  the  multi-cylinder  than  in  the 
simple  engine ;  but  it  is  at  once  seen  that  the  waste  by  clearance  and 
the  rejected  steam  thus  utilized  in  any  one  cylinder  goes  to  till  the 
clearances  of  the  next,  and  thus  the  Ipss  by  this  method  of  waste  is 
divided  by  the  number  of  cylinders,  as  in  the  case  of  other  losses. 
It  remains  advisable  to  reduce  the  dead-spaces  as  much  as  is  practi- 
cable in  the  compound  engine ;  but  the  importance  of  this  matter 
is  less  than  in  the  case  of  the  simple  engine.  Thus  the  adoption  of  a 
multi-cylinder  engine  reduces  wastes  of  every  kind,  except  those 

*  The  writer  lias  recently  secured  an  inyention  devised  by  hiraself,  consisting 
in  the  solution  of  the  exposed  metal  sarfaces,  leavinjir  the  carbon  of  the  castin^f 
to  form  a  layer  resembling  vulcanized  rubber  which  is  to  be  saturated  by  drying 
oils,  solutions  of  gum  or  other. non-conductor,  the  covering  so  formed  being  integ- 
ral with  the  cylinder-bead  or  other  part. 


Digitized  by 


Google 


152  PHILOSOPHY  OP  THE  MULTI-CYLINDER,  OR  COMPOUND,  ENGINE. 

coming  of  increased  radiation  from  the  exterior;  where  the  total 
area  is,  as  is  commonly  the  fact,  increased,  and  of  the  friction  of 
the  engine  when  the  number  of  cylinders  exceeds  that  giving  a 
minimum.    These  are,  however,  minor  wastes. 

The  nurnher  of  auhdivisiona  of  expansion  and  the  number  of 
cylinders  to  be  introduced  in  series  is  finally  settled  by  financial 
considerations.  The  fact  that  the  loss  by  internal  wastes  is  meas- 
ured by  that  of  one  cylinder  indicates  that,  as  a  matter  of  economy 
of  heat,  simply,  there  is  no  natural  limit  to  the  number,  except  that 
the  losses  by  external  conduction  and  radiation  may  finally  more 
than  compensate  the  gain  by  further  complication.  This  principle 
is  easily  shown,  analytically,  thus : 

The  work  performed  is  proportional  to  the  quantity  1  +  log  r, 

and  the  cost  of  that  work  is  proportional  to  the  quantity  1  +  a  r*»« 
since  the  expansion  in  one  cylinder  is  the  nth  root  of  the  total  ratio 
of  expansion  for  the  series ;  m  is  the  index  determined  by  the  rate 
and  method  of  variation  of  the  cylinder  condensation  with  varia- 
tion of  the  ratio  of  expansion,  and  which  is  not  far  from  m  =  2 ; 
and  a  is  a  coeflScient  found  by  Gately  and  Kletsch  to  be  about  0,2 
for  that  special  case.  The  cost  of  power,  measured  in  terms  of 
steam   expended  thermodynamically  and  by  internal  wastes,  is  a 

1  -f  log  r 
minimum  when   the  quotient  of  the  two  expressions,  ^  Ll^ 

above  is  a  minimum  ;  this  is  a  minimum  when  the  denominator 
is  a  maximum  ;  and  this  is  a  maximum  when  the  second  term  is  a 
minimum,  or  when  the  value  oln  increases,  without  limit. 

The  question  which  the  engineer  must  solve  is  this :  How  many 
cylinders  will  it  pay  to  introduce?  No  general  solution  of  the 
problem  can  be  given  ;  but  it  is  easily  solved  by  computation  for 
each  case  as  it  arises.  The  considerations  involved  are  the  follow- 
ing :  It  may  be  taken  as  the  result  of  general  experience,  in  good 
practice,  that  under  the  best  customary  conditions  of  operation  a 
good  simple  engine,  working  at  high  pressure,  condensing,  and  at 
the  best  ratio  of  expansion  for  maximum  engine  eflSciency,  may  be 
fairly  expected  to  give  as  good  a  result  as  two  pounds  of  fuel  of 
satisfactory  quality  per  horse  power  and  per  hour.  Under  simi- 
larly favorable  conditions  we  may,  with  equal  likelihood,  anticipate 
a  probability  that  we  may  obtain  better  work  with  multi-cylinder 
engines  in  somewhere  about  the  following  proportion : 


Digitized  by 


Google 


PHILOBOPHY  OF  THE  HULTI-CTUNDEB,  OB  COMPOUND,  ENGINE,  153 

Con-  Gain.  Gain, 

Engine.  enmption.       Total.  Dilf. 

Simple,  one-cjlindAr 2  Iba, 

Compound  (doable  expansion) 1 .6"  20%  20^ 

Triple  expansion 1.4  80  10% 

Quadrnple  expansion 1.25  40  10 

Quintuple  expansion 1.1  45  5 

The  first  three  cases  are  based  upon  what  is  probably  ample  expe- 
rieuce;  the  last  two  are  obtained  by  inference  from  the  rate  of  pro- 
gression thus  established,  and  upon  the  principle  above  ennneiated, 
that  the  loss  is  reduced  in  proportion,  approximately,  to  the  number 
of  cylinders  in  series.  The  probable  cost  of  adding  one  and 
another  cylinder  to  any  given  type  is  easily  ascertained  by  the 
engineer ;  he  knows  the  cost  of  fuel  and  oil ;  the  value  of  capit^il  is 
as  easily  ascertained ;  and  he  can  then  readily  determine  whether 
the  gain  fairly  to  be  anticipated  is  sufficient  to  compensate  the  cost 
of  its  acquirement  and  to  give  a  fair  margin  of  profit. 

Another  important  inference  from  what  has  preceded  is  that  the 
question  of  use  of  one  or  another  type  of  multi-cylinder  engine  is 
not  primarily  settled  by  the  magnitude  of  the  steam  pressure  to  be 
adopted ;  although  it  is  well  settled  by  experience  and  by  the  finan- 
cial aspect  of  the  question,  as  just  indicated,  that  it  will  not  pay  to 
compound  a  machine  working  at  very  low  pi'essures ;  nor  to  adopt 
a  third  cylinder  until  the  pressure  approaches,  perhaps,  four  or  five 
atmospheres,  the  advisability  of  adding  cylinder  after  cylinder  being 
measured  by  the  rise  in  pressure,  at  the  rate  of  not  more  than  one 
cylinder  for  each  four  or  five  atmospheres  pressures.  Whatever 
the  pressure,  however,  the  compounding  will  divide  the  total  ther- 
mal loss  by  internal  wastes,  approximately,  by  the  number  in 
series ;  but  it  does  not  at  all  follow  that  the  efficiency  of  engine  or 
tlie  commercial  efficiency  will  be  reduced  in  similar  ratio.  On  the 
contrary,  it  will  never  pay  to  carry  the  complication  as  far  as  the 
fttudy  of  the  ide«l  case  would  dictate.  The  discrepancy  will  be 
found  to  be  the  greater  as  the  real  engine  the  more  closely  ap- 
proaches ideal  perfection,  the  simple  engine  becoming  the  more 
desirable  type  as  the  efficiency  of  it  and  of  each  of  the  sevei*al 
elements  of  the  compound  engine  becomes  gi'eater. 

A»  respects  size^  it  is  now  easily  seen  that  the  gain  by  com- 
pounding  is,  so  far  as  the  considerations  here  studied  are  con- 
cenied,  at  least,  likely  to  pi'ove  even  more  marked  with  small  than 
^itli  large  engines;  although  it  may  not  be,  commercially,  as 
desirable  to  adopt  this  complication.     As  the  wastes  are  invariably, 


Digitized  by 


Google 


154  PHILOSOPHY  OP  THE  MULTI-CILD^DEB,  OB  COMPOUND,  ENGINE. 

under  similar  working  conditions,  greater  as  size  decreases,  the 
desirability  of  reducing  the  magnitude  of  those  losses  wonld  seem 
likely  ordinarily  to  be  made  the  greater,  also,  as  size  of  engine 
diminishes.  With  equally  dry  steam  from  the  boiler,  the  moisture  in 
the  steam  and  the  losses  by  internal  condensation  are  the  larger  as 
the  power  supplied  and  the  magnitude  of  the  engine  furnishing  it 
become  less.  That  experience  is  showing  this  to  be  the  fact  is 
evidenced  by  the  steady  progress  made  by  builders  of  small  engines 
in  the  introduction  of  the  compound  engine  into  the  market.  In 
the  case  of  the  adaptation  of  this  system  to  small  engines,  the 
effect  of  cylinder  condensation  remains  in  each  cylinder,  well 
marked,  ordinarily,  as  is  seen  in  the  hitherto  unnoticed  effect 
observable  where  such  small  engines  are  constructed  of  the  Wolff 
type;  and  the  iirst  effect  of  the  cooling  action  of  the  metal  upon 
the  entering  steam  is  shown  by  the  sudden  drop  of  pressure 
between  the  two  cylinders,  at  the  moment  of  opening  communica- 
tion, the  fall  being  like  that  seen  when  exhaust  occurs  into  the 
atmosphere  from  a  high  terminal  expansion,  and  amounting,  often, 
to  several  pounds.* 

Pboblems  relating  to  the  relative  eflSciency  of  the  single  cylinder 
and  the  various  classes  of  multi-cylinder  engine  may  be  readily 
solved,  assuming  the  above  enunciated  principles  to  be  applicable, 
by  first  computing  the  efficiency  of  the  representative  ideal  engine, 
and  then  ascertaining  the  wastes,  of  heat,  of  power  and  of  work,  of 
the  several  cylinders  and  of  each  engine  as  a  whole.  Obviously, 
the  computation  of  the  figures  for  the  ideal  engine  is  precisely  the 
same,  whether,  in  either  case,  the  system  is  simple  or  compound. 
The  wastes,  however,  vary  with  each  type,  and  with  every  size  and 
proportion  of  engine.  If,  as  is  now  possible,  we  may  ascertain  the 
approximate,  if. not  exact,  measure  of  every  waste  for  each  cylinder 
and  for  each  engine,  whatever  its  type,  it  is  perfectly  practicable 
to  determine  the  relative  merits  of  each,  and  the  probable  efficiency 
and  consumption  of  heat,  of  steam,  and  of  fuel  also,  if  the  effi- 
ciency of  the  boiler  is  given  or  calculable.  The  sum  of  the  ther- 
modynamic and  the  waste  requirements,  measures  the  cost  of  the 
work  performed,  either  as  the  equivalent  of  the  heat-transforma- 
tion, as  measured  on  the  indicator  diagram,  or  of  the  net  useful 
work  transferred  through  the  machinery  of  transmission  or  meas- 


*  This  has  been  noticed  and  provided  for  by  the  designers  of  the  familiar  type 
of  single-acting  compound. 
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ured  by  the  Prony  brake,  the  absoq)tion  dynamometer.  The  ratio 
of  tliat  snm  to  the  work  so  measured,  is  the  vahie  of  the  eflSciency 
of  the  system.  The  difference  of  efficiency  among  the  several 
types  or  examples  indicates  the  relative  standing  of  those  various 
examples  and  furnishes  the  basis  for  computation  of  the  conditions 
of  maximum  efficiency  of  fluid,  of  engine,  of  plant,  or  of  capital. 

The  following  are  illustrations  of  approximate  solutions  of  such 
problems,  as  arising  in  commou  practice  or  as  illustrated  in  the 
experiences  of  the  engineer  seeking  to  ascertain  which  of  all  avail- 
able designs  is  the  best  for  the  special  purj>b8e8  in  view: 

Firsts  referring  to  the  methods  of  computation  employed  by 
Rankine,*  we  find,  perhaps,  the  simplest  and  most  convenient 
systems  of  treatment  of  the  ideal  case.  Taking  a  series  of  values 
of  initial  pressure  and  of  corresponding  ratios  of  expansion,  he 
computes  the  efficiencies  of  fluid  and  tabulates  the  results  in  a  very 
compendious  form.  Accepting  these  figures,  which  have  been 
checked  by  the  writer,  we  have  the  following : 


CONDENSING   STEAM  ENGINES  WITH  DRY  SATURATED  STEAM. 
Back-presimre  P)  +  144,  absumed  at  4  lbs.  on  the  square  incli. 


Sxamples. 


(1.)  p,  -I- 144  =  20. 

(i>--p.)+144.... 

Pa  -I-  144 

Efficiency  of  eteam. 
(2.)  p,  -I-  144  =  40. 

(p«  — Pa)  +  144 

Pa-4-144 

Efficiency  of  steanl. 
(8.)  p,  +  144  =  60. 

(p. -p.)-*- 144.... 

p  A  4-  144 

Efficiency  of  steam. 
(4.)  p,  4- 144  =  80. 
(P«-p.)+144.... 

Pi-t- 144 

Efficiency  of  steam. 
(5.)  Pi +144=  100. 
(p. -p.) +144... 

Pk+144 

Efficiencj  of  steam. 


Katio  of  Bzpansion,  r,  and  effective  Cat-off ; 


10 
0.1 


14.8 

.159 

21.1 
124 
.170 

27.4 
155 
.177 


5 

0.2 


16.2 
124 
.181 

26.3 
186 
.140 

m.4 

24  < 
.147 

46.5 
810 
.150 


8.88 

0.3 

8.8 

98 

.095 

21.9 

186 
.118 

84.9 
279 
.125 

47.8 
372 
.128 

60.8 
465 
.181 


215  2. 

0.4  0.5 
11.1     12.8 

124  155 
.090      .08 


26.2 

248 
.118 


29.6 
810 
.095 


41.4     46.4 


872 

.111 

56.5 
496 
.114 

71.6 
620 
.115 


465 
.100 

68.2 
620 
.102 

80.0 
775 
.108 


1.7 

1.25 

0.6 

0.8 

14  0 

15.5 

186 

248 

.075 

.0625 

82.0 

35.0 

372 

496 

.086 

.071 

50.0 

54.6 

558 

744 

.090 

.078 

68.0 

74.1 

744 

992 

.091 

.074 

86.0 

98.6 

980 

1240 

.092 

.075 

1.0 

1.0 

16.0 

810 

.052 

86.0 
620 
.058 

56.0 
930 
.060 

6.0 
1240 
.061 

96.0 
1550 


♦  •'  Manual  of  the  Steam  Engine."  pp.  410,  411. 
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NON-CONDENSING  STEAM  ENGINES  WITH  DRY  SATURATED  STEAM 
Back -pressure  J9,  •*-  144,  assumed  at  18  lb9.  on  the  square  inch. 


Examplee. 


(6.)  pi  +  144  =  60. 

{Pm  —  p»  -*-  144.  ... 

Pk  -*■  144 

Eflaciency  of  steam . 
(7.)  p,  -I-  144  =  80. 

(p«-p.)-*-144... 

Pk  -4-144 

Efflciencj  of  steam . 
(8.)  p,  -I-  144  =  100. 

(Pm  —  p»)  -*■  144... 

Pk  •+■  144 

Efficiency  of  steam. 
(0.)  p,  -«-  144  =  120. 

(Pm-p.)-*-144 

Pk  +  144 

Efficiency  of  steam. 
10.)  pi  -«-  144  =  160. 

(P«-P«r)  +  144.   . 

Pk  -4-144 

Efficiency  of  steam. 


Ratio  of  ExpanBion,  r,  and  effective  Cut-off ;  -. 

r 


5. 
0.8 


82.5 
810 
.105 

42.6 
872 
.115 

62.8 
496 
.127 


3. as 

0.8 


83.8 
872 
.091 

46.8 
465 
.100 

59.8 
558 
.107 

85.6 
748 
.115 


2.5 

0.4 

27.4 

872 

.074 

42.5 
496 
.086 

57.6 
620 
.098 

72.8 
744 
.098 

103.0 
992 
.104 


2.0 
0.5 
)2.4 
465 
.070 

49.2 
620 
.080 

66.0 
775 
.085 

82.8 
980 
.089 

116.4 
1240 
.094 


1.7 

0.6 

86.0 

558 

.064 

54.0 
744 
.078 

72.0 
980 

.077 

90.0 
1116 
.081 

126.0 
1488 
0.85 


1.25 
0.8 
40.6 
744 
.055 

60.1 
992 
.061 

79.6 
1240 
.064 

99.2 

1488 
.067 

188.2 
1984 
.070 


1.0 

1.0 

42.0 

980 

.045 

62.0 
1240 
.050 

82.0 
1550 
.058 

102.0 
1860 
.055 

142.0 
2480 
.057 


Taking  tho  temperatnre  of  feed-water  at  such  a  point  as  will 
give  foi*  each  case  nine  pounds  of  water  evaporated  into  dry  steam 
per  pound  of  fuel,  and  2.5  pounds  of  steam  per  horse-power  per 
liour  at  efficiency  unity,  it  is  easy  to  make  a  comparison  of  the 
probable  ideal  and  the  probable  actual  efficiences  of  these  various 
engines  in  terms  of  heat,  steam,  and  fuel,  demanded  per  unit  of 
power  in  the  unit  of  time.  Kankine,  in  his  computation  as  pre- 
sented in  the  original  tables,  assumes  an  evaporation  of  but  7.24r  per 
unit  weight  of  fuel ;  but  this  is  far  too  low  to  represent  contem- 
porary good  practice.  He  also  omits  all  correction  for  wastes,  the 
two  quantities  to  a  certain  extent  balancing  and  often  giving  his 
final  results  in  fuel  consumed  more  nearly  usual  actual  values  than 
they  would  otherwise  have  exhibited.  The  following  are  selected 
illustrations  of  common  practice  at  the  several  pressures  and  ratio 
of  expansion  given : 


Digitized  by 


Google 


PHILOBOPHY  OP  THE  MULTI-CYLINDEB,  OB  COMPOUND,  ENGINE.  157 
Ideal  Efficiencies  of  Enginr. 


CMeNo. 

p^.144. 

r 

E 

WeIghtof(perI.  H.P.  pt^r 
hour)  Ibe. 

Steam. 

Fuel. 

1 

20 
40 
60 
80 
100 

60 

80 

100. 
120 
160 

.    2 
2.5 
8.8 
4.0 
6.0 

26 

8.88 

5.0 

5.0 

5.0 

0.088 
0.106 
0.125 
0.130 
0.150 

0.074 
0.091 
0.105 
0.115 
0.127 

80.11 
28.58 
20.00 
19.62 
16.67 

38.78 
27.78 
28.81 
21.74 
18.90 

8  85 

2 

2.63 

8 

2,23 

4 

6 

2.18 
1  85 

6 

8.75 

7 

8  (i9 

8 

2  05 

9 

2  43 

10 

2  10 

Thns  much  for  the  ideal  case  in  which  the  steam  is  either  worked 
in  a  non-conducting  cylinder  or  in  an  otherwise  perfect  engine,  the 
steam  being  kept  in  the  dry  and  saturated  state  by  adding  heat 
during  expansion  in  just  the  quantity  needed  to  prevent  its  partial 
condensation  in  consequence  of  the  conversion  of  its  heat  into  work. 
Adding  to  the  above  computed  quantities  of  steam  and  of  fuel  those 
demanded  to  supply  the  wastes  invariably  met  with  in  greater  or 
less  amount  in  all  actual  engines,  we  may  obtain  figures  of  probiibJe 
approximate,  perhaps  closely  approximate,  values,  for  real  work  in 
the  every-day  practice  of  good  engineering. 

To  determine  the  probable  real  eflSciency  of  fluid,  allowing  for 
transfer  without  transformation,  by  internal  wastes  other  than 
thermodynamic,  assume  the  engines  to  be  of  moderate  size  and 
operated  under  familiar  conditions,  such  as  those  which  were  met 
with  in  the  experiments  conducted  under  the  system  planned  by 
the  writer,  by  Messrs.  Gately  and  Kletsch,  in  which  the  wastes 
were  very  exactly  measured  by  the  expression  c  =  0.2  y'r,  for  a 
non-condensing  unjacketed  engine,  and  take  the  losses  of  the 
jacketed  engine  at  a  common  proportion,  three-fourths  that  amount, 
c  =  0.15  \/n  Adding  this  proportion  to  the  previously  computed 
araonnts  for  the  ideal  case,  wo  obtain  for  the  actual  engine  figures 
consonant,  at  least  more  consonant,  with  experience.  Further, 
aasnme  that  it  is  practicable,  in  each  case,  to  make  the  mechainnil 
efficiency  of  the  non-condensing  machine  0.90  and  the  condensing 


Digitized  by 


Google' 


15S  PHILOSOPHY  OP  THE  MULTI-CIUNDEB,  OR  COMPOUND,  ENGINE. 

engine  0.85,  usual  figures  for  the  two  classes.     Then  we  obtain  llie 
following  for  indicated  and  for  dynamometric  power : 


Actual  Efficiencies  of  Engine. 


p*144. 

r 

E 

Stbam. 

PUBL. 

Ca8B  No. 

I.  H.  P. 

D.  H.  P. 

I.  H.  P. 

D.  H.  P. 

I 

20 
40 
60 
80 
100 

60 

80 

100 

120 

160 

2 

2.5 

8.8 

4.0 

5.0 

2.5 
8.8 
5.0 
5.0 
5.0 

0.009 
0.085 
0.098 
0.100 
0.109 

0.050 
0.067 
0.078 
0.080 
0.087 

HO. 2 
29.2 
25.5 
25.0 
22.9 

44.9 
87.0 
84.2 
81.3 

28.7 

42.6 
84.4 
80.0 
29  2 
26.9 

60.0 
40.1 
88.0 
84.8 
82.0 

4.0 
8.2 
2.8 
2.8 
2.5 

5.0 
4.1 
8.8 
8.5 
8.2 

4.7 

2 

8.8 

8 

8.8 

4 

8.3 

5 

8.0 

6 

5.5 

7 

4.5 

8 

9 

4.2 
8  9 

10 

8.6 

Drier  or  superheated  stearn,  higher  piston-speed,  larger  powers 
of  enfj^ine,  efficient  jacketing,  will  increase  these  efficiencies  by 
reducing  wastes ;  the  opposite  conditions  will  decrease  them.  The 
figures  have  been  taken  as  representing  fairly  good  practice  in  con- 
struction for  the  conditions  of  thermodynamic  operation  assumed 
by  Eankine.  Condensing  engines  are  found  to  promise  about 
twenty  per  cent,  better  performance  than  non-condensing,  a  promise 
fulfilled  in  good  practice. 

The  differences  between  the  steam-consumption  figures  of  the 
two  tables  represent  those  wastes  which  may  be  largely  reduced  by 
compounding;  they  amount  to  a  nearly  constant  quantity,  six 
pounds  of  steam  for  the  condensing  and  ten  pounds  for  the  non- 
condensing  engines.  A  two-cylinder  compound  engine  should 
reduce  these  wastes  to  approximately  three  and  five  pounds,  a  triple- 
expansion  to  two  and  to  3.3  pounds,  a  four-cylinder  quadruple- 
expansion  engine  to  1.5  and  to  2.5.  The  latter,  however,  with  such 
pressures  as  are  here  assumed  for  the  condensing  engine,  would 
unquestionably  exaggerate  other  wastes  and  costs  so  as  to,  on  the 
whole,  prove  unadvisable.  Case  No.  5,  using  23  pounds  of  steam 
per  hour  per  horse-power,  would,  as  a  compound  engine,  demand  20 
pounds,  as  a  triple  expansion,  19  pounds,  and  as  a  quadruple  expan- 
sion engine  about  18.2. 
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All  these  eases,,  however,  fail  to  represent  modern  practice  ;  since 
they  do  not  assnme  a  sufficient  expansion  to  give  best  results  when 
componnded.  The  beneiits  of  the  multi-cylinder  type  are  best 
Been  with  exti*eme  ratios  of  expansion,  when  the  internal  wastes 
would  prove  excessive  in  the  simple  encj^ine. 

As  a  better  illustration  of  recent  and  ac^vanced  practice,  a  quad- 
rnple  expansion  is  to  be  compared  with  a  triple  expansion  engine 
at  a  pressure  of  200  pounds  per  square  inch,  absolute,  with  a  back- 
pressure of  8  pounds  and  a  total  ratio  of  expansion  of  16,  or  of  2.5' 
in  the  one  case  and  of  2*  in  the  other.  The  condenser  is  worked  at 
H  temperature  of  150**  F.,  in  both  cAses,  the  feed  being  at  145**  F. 
The  friction  of  engine  is  taken  in  both  at  15  per  cent.,  the  efficiency 
of  machine  being  0.85,  The  boiler  evaporates  nine  pounds  of 
water  per  pound  of  coal.  The  engines  are  jacketed  efficiently,  and 
the  waste  is  taken  to  l>e  measured  by  the  factor  c  =  0.15  a/^ 
=  0.15V2.5  for  the  one  case  and  c  =  0.16  V2  in  the  other,  or  2t 
and  21  per  cent,  for  the  three  and  the  four-cylinder  engines,  respec- 
tively. For  a  single  engine,  if  would  be  c  =  0.15  VltJ  =^  sixty  per 
cent. 

Adopting  Kankine's  method  and  formulas,  we  obtain  the  follow- 
ing results : 

For  the  ideal  case,  which  would  give  nearly  the  same  figures  for 
both  engines,  we  find  the  following,  the  slight  discrepancies  being 
dne  to  the  corresponding  diflEerence  in  total  expansion,  taking  the 
one  to  work  at  a  ratio  of  2.5  for  each  cylinder  and  the  other  at  2 : 

Ideal  Multi-cylindeb  Engine  Efficiencies. 


Engine. 

No.  Cyl. 

E. 

B.  T.  H. 
per  I.  H.  P. 

W«ter  per 
I.  H.  P. 

Coal  per 
I.  H.  P. 

Triple 

1 
2 
8 

.0811 

.0780 

.0779 

.231 

.0637 

.0598 

.0580 

.0598 

.2414 

11761 
11577 

10.85 
10.08 

Total 

1.35 

Quiidruule 

1 
2 
8 
4 

Total 

1.84 

The  consumption  of  water  and  of  fuel  is  thus  extremely  low, 
»8  compared  with  the  actual  performance  of  the  preceding  cases. 
Adding  the  allowances  for  internal  wastes,  we  have : 
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Effioiengies  of  Real  Engine. 


Engine. 

Water  per  I.  H.  P. 

Coal  per  I.  H.  P 

Ideal    

10.8 
17.8 
18.4 
18.1 

1.9 

Simple 

1.9 

Triple 

1.5 

Quadruple 

1.4 

Had  these  engines  been  nnjacketed,  we  might  probably  have 
obtained  the  following  by  multiplying  the  ideal  figure  by  1  +c  = 
1  +  0.2  V^: 

Unjackkted  Engines. 


Engine. 

Waterpcrl.  H.  P. 

Coal  per  I.  H.  P. 

Ideal 

10.8 
19.4 
14.8 
18.8 

1.2 

Simple. 

2.2 

Triple 

1.6 

Quadraple 

1.5 

The  gain  by  increasing  complication  thus  decreases  as  the  num- 
ber of  cylinders  increases,  whatever  the  rate  of  internal  waste. 

Going  into  higher  and  unaccustomed  pressures,  it  may  be  inter- 
esting to  endeavor  to  compute  the  probable  performance  of  a  well 
designed  quintuple  expansion  engine,  working  at  a  pressure  of 
500  pounds  per  square  inch.  The  ratio  of  expansion  is  taken  at  r 
=  2.3'  =  64.4,  the  back-pressure  at  5  pounds.  Adopting  Ran- 
kiue's  approximate  formulas,  we  obtain  : 

Quintuple  Expansion  Engine. 
Data: 

^1  =  500  X  144  =  72,0C0  lbs.  per  sq.  tt. ; 

J98  =  5  X  144  =  720 ; 

r   =  2.3»  =  6i.4. 
Besults : 

P2  =  362.2  lbs.  per  sq.  fl.,  6  lbs.  ])er  sq.  in. 

Heat  expended  per  lb.,  H  =  27,324  ft.  lbs.  =  1898  BTU. 

TT 

^e  =  -p    II  4:464  Ibp.  per  sq.  ft.,  31  Ibp.  per  sq.  in. 
/It  =  17,330  lbs.  per  sq.  ft.,  120.3  lbs,  per  sq.  in. 


.  Digitized  by 


Google 


PHILOSOPHY  OF  THE  MULTX-CYUNDEB,  OR  COMPOUND,  ENGINE.    161 

Efficiency  of  Fluid,  E  =  ^  ^  0.2576. 

BTU^T  IHP  per  hr.  =  10,189. 
Steam  per  IHP  per  hr.,  at  1100  units  per  lb.,  =  9.32  lbs. 
Coal  per  IHP  per  hr.  at  9  lbs.  Evap.  =  1.03 ;  say  1  pound. 

For  this  case,  therefore,  the  weights  of  steam  and  of  fuel,  for 
nnity  efficiency,  would  be  approximately  2.4  pounds,  and  about  0.27 
pound  per  horse-power  per  hour.  Were  the  internal  wastes  to  be 
taken  as  in  the  first  part  of  this  paper,  as  indicated  by  the  experi- 
ments there  referred  to,  we  should  have  the  following,  assuming 
the  losses  to  be  reduced  in  proportion  to  the  number  of  cylinder 
employed,  and  the  efficiency  of  mechanism  to  be  0.95  for  the  qm- 
ple  engine ;  0.90,  0.90,  0.85  and  0.85  for  the  compounded  engine 
in  the  five  cases  given,  respectively : 


Efficienoies  of 

Multi-cylinder  Engine. 

Engine. 

Water  per 
I.  H.  P. 

Fuel  per 
I.  H.  J>. 

E.E. 

Water  per 
D.  H.  P. 

Fuel  per 
D.  H.  P. 

Idetl  Enain© 

lbs. 

9.82 
20.5 
14.9 
18.0 
12.1 
11.6 

Ibfl. 
1 

2.2 
1.6 
1.4 
1.84 
1.24 

1 

95 
90 
90 
86 
85 

lbs. 
9.82 
21.4 
16.5 
14.4 
15.0 
13.6 

r- 

Simple  jacketfd 

I>oaDle  expansion 

Triple  expansion 

Quadruple  expansion... 
Qniutaple  expansion. . . . 

2  4 
1.8 
1.6 
1.7 
1.6 

Tlie  above  is  sufficient  to  give  a  fair  idea,  assuming  our  figures 
are  satisfactorily  approximate  for  the  as  yet  unexplored  regions  to 
which  they  refer,  of  the  advances  to  be  anticipated  by  the  engineer 
through  the  use  of  higher  pressures  and  ratios  of  expansion,  and 
with  saturated  steam.  These  figures  may  be  decreased  indefinitely 
by  increasing  boiler-efficiency  and  by  superheating  the  steam. 

The  Influence  of  size  of  Engine  may  be  important  In  all  of 
^e  examples  taken,  it  has  been  assumed  that  the  engines  were  of 
considerable  size  and  of  moderate  speed  of  piston ;  at  least,  such 
that  the  rate  of  condensation  found  by  experiment  might  be  fairly 
Msumed  to  apply  to  them.  It  will  now  be  interesting  to  endeavor 
to  obtain  some  idea  of  the  effect  of  variation  of  size  of  engine  upon 
their  performance.  That  this  is  not  necessarily  serious,  with  even 
quite  small  engines,  when  proper  precautions  are  taken  to  make 
^he  waste  a  minimum,  is  seen  in  the  results  of  the  trials  of  agricul- 
tural engines  at  the  British  society  **  Shows,"  where  engines  of 
11 
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ten  and  twenty  horse-power  are  exhibited  giving  as  high  eiBciency 
as  the  average  of  fairly  good  engines  of  the  same  working  pres- 
sures at  sea,  both  simple  and  compoand  being  compared.  But  it 
is  evident  that  the  greater  extent  of  surface  exposed,  per  unit 
weight  of  working  fluid  subject  to  condensation,  must,  other  cir- 
cumstances being  equal,  give  tlie  larger  engine  the  advantage. 

To  make  this  comparison  it  id  necessary  to  ascertain  the  waste 
per  unit  area  of  surface  exposed,  per  unit  of  time  of  exposure,  and 
per  unit  range  or  temperatuie  within  the  cylinder.  The  experi- 
ments of  Messrs.  Gately  and  Kletsch  and  Hill,  as  per  Professor 
Marks,  give  for  this  quantity,  assuming  it  for  present  purposes  a 
constant,  a  value  seldom  far  from  c  =  0.02047 ;  which  is  here  taken 
as  the  value  afFccting  the  cases  assumed.  Let  the  data  be  as  fol- 
lows: 
Data : 

Engine,  single-acting  compound ; 

Clearance,  20  per  cent. ; 

Boiler  pressure,  165  lbs.  per  sq.  in.,  23,660  per  sq.  ft. ; 

Back-pressure,  18  lbs.  per  in.,  2,592  per  sq.  ft. ; 

Eatio  of  expansion  in  H.P.  cylinder,  2.5 ; 

Ratio  of  low  to  high  pressure  cylinder,  2.78  to  1 ; 

Piston  speed,  600  feet  per  minute; 

Initial  volume,  Vi,  2.8  feet ;  final,  v^  7  feet ;  p^  =  8,690. 

Results : 

Weight  of  steam  in  low-pressure  clearance,  0.554  lbs. 

Compression  tegins  at  0.047 ;  MEP^  in  HP  cylinder,  6,400  lbs. 

Ditto  in  L.P.  cylinder,  1,940  lbs.  per  ft. 

Weight  of  steam  in  L,P.  cylinder,  1.054  lbs. 

Energy  of  steam  per  lb.,  138,860  ft.  lbs. 

Efficiency  of  the  steam,  E  0.1413. 

Water  per  H.  P.  per  hour,  lbs.,  17.56. 

Fuel  at  10  lbs.  per  lb.,  1.76. 

Heat,  at  usual  equivalent,  per  I. H.P.  per  hour,  19,766  BTU. 

The  above  figures  show  what  the  ideal  engine  would  do  under 
the  given  conditions  and  what  would  be  the  performance  of  the 
real  engine,  irrespective  of  size,  were  there  no  wastes.  With  vary- 
ing sizes,  the  volumes,  v,  worked  at  any  given  ratio  of  expansion, 
the  stroke  of  piston  being  made  variable  with  the  diameter  of  cylin- 
der, will  vary  as  the  cubes  of  the  diameters ;  while  the  surfaces,  ^, 
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exposed  will  vary  as  the  squares.  The  wastes  occurring  internally 
will  thus  vary  as  the  quantity  *  -f- 1;,  or  inversely  as  the  diameter 
with  cylinders  of  similar  proportions.  If  the  stroke  be  kept 
unchanged,  the  diameters  varying,  the  wastes  will  vary  as  above, 
with  the  variation  of  surfaces  and  volumes,  but  less  rapidly  than  in 
the  first  case  with  a  given  variation  of  power.  In  illnstration, 
take  three  engines  of  the  assumed  type,  having  dimensions  as 
below : 

(1.)  18'  and  30"  x  16"  stroke; 

(2.)    9^  and  16"  x    9; 

(3.)    3"  and    5"  x    3". 

Taking  the  internal  wastes,  as  already  proposed,  assuming  a 
coeflScient  c  =  0.02047,  and  computing  the  loss  on  the  areas  of  the 
piston,  the  clearance,  and  port  passages  and  interior  of  cylinder  up 
to  point  of  cut-off,  we  obtain  the  following  results : 

Vabution  op  EFnciENCY  WITH  Size  op  Engine. 


mM 


-   --■(>■*       -     _.- 


;;:-t .  - , 


Engine. 

Area«. 

I.H.P. 

Fuel  and  Water  per  H.P. 

Conden. 
perLB.P. 

FHc. 

LHP. 

D.H.P. 

Ideal 

Ko.  1 

-   2 

"   8 

10.16 
2  65 
0.294 

220.7 
80.87 
1.182 

1.76;   17.6 
2.8  ;    28 
2.8  ;    27.9 
4.8  ;    48.26 

2.7;  27.0 
8.6;  86.1 
6.7;  67.88 

6.4 
10.80 

bO.7 

20j< 
25% 

The  enonnous  effect  of  this  method  of  waste  in  small  engines, 
and  the  very  considerable  influence  of  size  upon  its  magnitude  in 
the  smaller  classes  of  engine,  are  thus  well  exhibited.  It  is  here 
Been  that  compounding  is  a  very  much  more  effective  means  of 
economizing  in  the  expenditure  of  fuel  and  of  steam  in  small  than 
in  large  engines,  a  remark  which  probably  applies  to  all  methods 
of  increasing  eflBciency  by  reducing  these  once  mysterious  kinds  of 
loss.  In  the  above  instances,  the  interior  wastes  increase  from  5.4 
pounds  to  10  and  to  80  pounds  per  I.H.P.,  as  size  decreases,  and 
the  consumption  of  steam  thus  rises  from  17.6  in  the  ideal  case,  to 
2S  and  48  pounds  for  the  smaller  engines. 

As  a  final  illustration  of  the  methods  of  treatment  of  the  multi- 
cylinder  engine  here  exhibited,  an  example  will  be  selected  from 
practice,  taking  an  engine  which  is  representative  of  the  earliest 
attempts  to  employ  very  high  steam  pressures  in  a  triple  expansion 
engine.    The  steamer  "  Anthracite,"  built  by  the  Messrs.  Perkins, 
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is  a  small  vossel  having  triple  expansion  engines,  and  boilers  con- 
structed to  bear  safely  very  high  pressures.  During  the  working 
and  the  special  trials  ofihe  ship,  the  pressures  were  carried 
between  350  and  400  pounds  by  gauge ;  but  the  pressures  in  the 
cylinders  fell  very  much  below  these  figures.  The  following  are 
data  fairly  representing  one  of  the  trials  of  this  vessel,  and  the 
ideal  case  is  worked  out  from  them  as  below : 

TBIPLB    EXPANSION   ENGINES. 

Data : 

pi  =  201.64;  J?,  =  9.55 ;  ps  =  ^-21. 
Ti  =  843.47 ;  T^  =  662.2 ;     T,  =  120.5. 
Vi  =  2.236;     Vi  =  57.49:     r  =  25.71. 

Results  (ideal) : 

^-  0.227 ;  Pi  =  3929.15  per  sq.  ft.  =  27.28  per  sq.  in. 
Feed  water  per  I.H.P.  per  hour  =  8.3  pounds. 

'  The  efficiency  of  the  boilers  was,  by  test,  0.68,  and  the  consump- 
tion of  fuel  per  T.H.P.  per  hour,  assuming  it  to  be  of  such  quality 
as  would,  with  unity  efficiency,  give  an  evaporation  of  11.75  to  1, 
would  be,  per  I.H.P. : 

8.3  ^  11.75  -5-  0.68  =  0.92  lbs. 

The  best  work  done  on  reported  trials,  as  stated  by  Sir  Frederick 
Bramwell,  and  as  recomputed  by  the  U.  S.  Naval  Board  repeating 
the  trials,  was  17.8  pounds  of  feed-water,  1.7  pounds  of  coal,  and 
20,022  B.T.Cr.  per  indicated  horse-power  per  hour,  tlie  steam  being 
presumed  to  be  as  above  taken,  dry  and  saturated,  the  jackets  work- 
ing efficiently.  The  total  ratio  of  expansion  was  25.7,  in  the  first 
cylinder  2,  and  in  the  last  3.5.  The  waste  was  thus  sh'ghtly  more  than 
equal  to  the  thermodynamic  demand  for  steam,  and  fifty  per  cent, 
of  the  total  supplied.  This  would  correspond  to  c  =  0.2 Vr  for  the 
simple  engine,  and  to  more  nearly  c  =  0.6A/r  for  the  single  cylinder 
of  maximum  ratio  of  expansion.  The  conclusion  is  thus  at  once 
reached  that  this  engine,  economical  as  it  was  for  its  time,  was  not 
nearly  as  efficient  as  it  should  .have  been,  in  consequence  of  its 
wastes  having  b3en  so  great  as  to  obscure  the  gain  which  should 
have  been  secured  by  the  expansion  to  such  a  degree  of  such  high 
steam.  In  fact,  its  wastes  were  as  great  as  they  would  have  prob- 
ably been  in  a  simple,  engine  with  unjacketed  cylinders^  working 
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at  moderately  high  preton-speed.  Had  its  superheating  tubes 
worked  with  satisfactory  effect,  it  should  have  been  possible  to 
reduce  the  expenditure  of  feed-water  and  of  fuel,  to  as  little  as  has 
been  given  for  a  similar  case  in  the  earlier  part  of  this  paper.  The 
losses  should  have  been  not  more  than  one-third  those  actually 
experienced,  and  the  consumption  should  not  have  exceeded  11  or 
12  pounds  of  water  and  1.3  pounds  of  fnel. 

How  far  the  actual  wastes  were  due  to  other  methods  of  exag- 
geration of  loss,  as  by  external  conduction  and  radiation,  and  by 
internal  leakage,  it  is  impossible  to  say.  .  These  may  account  for 
much  of  the  discrepancy.  Whatever  the  true  cause,  it  is  easy  to 
see  that  a  comparison  of  the  ideal  with  the  real  case,  as  above  illus- 
trated, would  always  exhibit  the  fact  of  the  waste  and  its  amount, 
and  enable  the  engineer  to  trace  out  the  causes  and  to  remedy 
them,  either  in  the  operation  of  the  engine  considered,  or  in  subse- 
quent designs,  where  the  fault  is  inherent  in  the  type  or  special 
construction. 

Problems  relatpino  to  the  Efficienoy  of  the  multi-cylinder  en- 
gines may  be  solved  most  simply  by  the  processes  devised  by  the 
writer  in  modification  of  the  method  of  Rankine,  originally  applied 
to  the  study  of  the  ratio  of  expansion  at  highest  eiBciency  of  capi- 
tal.* The  number  of  cylinders  or  of  grades  of  expansion  being  in 
all  such  eases  settled  by  general  experience  and  the  judgment  of  the 
designing  engineer,  the  best  ratio  of  expansion  and  the  best  propor- 
tions of  cylinders  are  readily  determined  for  any  given  case  by  first 
obtaining  the  true  Cnrve  of  Efficiency  for  the  given  class  of  engines, 
and  then,  knowing  the  probable  back-pressure  to  be  met  with, 
either  by  custom  or  by  taking  it  with  reference  to  the  best  relation 
of  initial  to  final  pressure,  and  computing  the  constant  and  variable 
costs  of  operation,  solving  the  problems,  in  their  proper  order,  by  a 
graphical  construction  which  the  writer  has  shown  to  be  easily  and 
accurately  made.f  It  is  enough  to  say  here  that  these  best  ratios 
will  often  be  found,  for  the  better  class  of  engines  employing  dry 
or  slightly  moist  steam,  to  be  not  far  from  one-half  the  ratio  of 
initial  to  back-pressure,  the  latter  including  the  friction  of  engine; 
and  for  those  of  the  very  highest  class,  using  thoroughly  dry  or 
saperheated  and  reheated  steam,  on  the  system  adopted  by  Cowper, 
Corliss,  and  Leavitt,  this  best  ratio  may  be  raised  economically,  on 

*Mi8ce11aiieoaB  Papers. 

iThA  Seyeral  Effldencies  of  the  Steam  Engine.    Jonr.  Franklin  Institute, 
May,  1883. 
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the  whole,  to  about  two-thirds  tlie  ratio  of  initial  to  back  pressure. 
A  good  tentative  rule  is  thns :  to  obtain  the  total  ratio  of  expansion. 

Bulb. — Divide  the  initial-pressure  in  the' high-pressure  cylinder 
by  twice  the  sum  of  back-pressure  on  tlie  low-pressure  cylinder,  plus 
the  friction  of  engine  per  unit  area  of  piston,  and  the  quotient  will 
be  approximately  the  best  ratio  of  expansion  for  an  average  case. 
For  the  most  economical  classes  of  multi-cylinder  engines,  take,  for 
the  divisor,  three  halves  the  back-pressure  plus  friction. 

It  is  safer,  however,  to  endeavor  to  find  the  real  curve  of  efficiency 
for  the  class  of  engine  considered,  and  use  that  curve  in  the  solu- 
tion of  the  problems  of  the  efficiency  of  fluid,  of  efficiency  of  engine, 
and  of  efficiency  ot  plant.  It  thus  becomes  easy  to  ascertain  the 
best  ratios  for  highest  duty,  for  best  financial  results  as  designed,  as 
for  best  commercial  returns  should  the  opportunity  offer  of  utiliz- 
ing more  power  than  is  at  first  anticipated. 

Proportions  of  Cylinders  and  relative  Ratios  of  Expansion 
in  the  several  cylinders  of  the  multi-cylinder  engine  may  readily 
be  settled  when  the  total  ratio  and  the  total  power  demanded  are 
determined  and  exactly  prescribed.  It  will  be  found  that  the  total 
ratio  will  be  made,  usually,  not  far  from  equality  in  the  several 
cylinders,  and 

where  n  is  the  number  of  cylinders  adopted,  r  the  total  ratio,  and 
Ti  the  ratio  for  one  cylinder.  It  will,  however,  for  best  eflect,  on 
the  whole,  be  probably  advisable  to  adopt  a  compromise  between 
the  various  modified  and  conflicting  values  prescribed  by  the  con- 
ditions that  the  work,  the  eflfective  initial  pressures,  and  the  several 
differences  of  temperature,  shall  be  as  nearly  equal  in  all  cylinders 
as  possible.  To  meet  the  first  condition  we  must  have  such  a  ratio 
in  each  cylinder  as  shall  make  the  work  in  each  equal  to  the  total 
net  power  of  the  engine  divided  by  the  number  of  cylinders  in 
series;  to  meet  the  second  condition  we  must  make  the  initial 
pressure  in  each  such  that  the  total  range  of  pressure  may  be  equal 
to  a  common  range  in  each  multiplied  by  the  number  of  cylinders ; 
while'  to  make  the  range  of  temperature  equal  throughout  the 
series,  we  must  have  varying  differences  of  pressure,  the  high- 
pressure  cylinder  having  the  maximum  range,  and  the  low-pressure 
cylinder  the  minimum  range  of  pressure.     The  differences  in  this 
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latter  respect  ai*e,  in  engines  using  very  high  steam-pressnres,  quite 
considerable.  Where  the  steam  is  dry,  the  speed  of  engine  high, 
and  the  jacketing  effective,  this  is  a  matter  of  less  consequence 
than  approximately  uniform  division  of  work  and  stresses  on  the 
crank-pins. 

DISCUSSION.  • 

Trof.  J.  E.  Denton, — I  notice  that  the  subject  of  jackets  is 
freely  referred  to  in  this  paper,  and  I  want  to  ask  Professor 
Thurston  if  he  will  not  add  to  his  paper  the  experiments,  as  far 
as  possible,  from  which  he  draws  his  conclusions.  The  value  of 
it  to  those  of  us  who  desire  to  study  it  lies  in  these  references. 
He  made  the  statement  in  discussion  of  a  previous  paper  that 
steam  jackets  may  do  no  good  or  may  do  a  great  deal  of 
good.  Now,  here  is  a  statement  that  jackets  are  always  capable 
of  giving  twenty  per  cent,  saving.  Where  are  the  experiments 
that  frave  that  a  jacket  saves  twenty  per  cent,  in  modem  Ameri- 
can engines  ?  And  what  were  the  experiments  which  guided  him 
when  he  stated  in  connection  with  the  other  paper  that  jackets 
may  do  very  little  good  ?  The  philosophy  referred  to  has  been 
promulgated  throughout  the  engineering  world  for  the  last  forty 
years,  and  cannot  be  ascribed  to  Mr.  Hirn  any  more  than  to 
Clark,  Isherwood,  Elder,  Bankine,  and  others.  But  when  it  comes 
to  using  that  philosopy  to  settle  questions  regarding  ratios  of 
expansion,  proportions  of  cylinder,  etc. — questions  which  I 
believe  every  expert  to-day  who  is  in  actual  contact  with  engines 
would  hardly  dare  answer — I  think  references  should  be  given 
very  completely. 

Mr.  Oeo.  H,  Barrus.* — Professor  Thurston's  paper  is  exceed- 
ingly interesting  to  engineers  and  users  of  steam,  because  it 
deals  with  a  great  variety  of  mooted  questions  relating  to  the 
behavior  of  steam  in  steam  cylinders.     It  is  also  an  able  paper 
in  that  it  covers  the  whole  ground  of  subjects  pertaining  to  this 
branch  of  steam  engineering.   While  being  of  considerable  value 
in  a  popular  way,  it  would  have  been  of  much  greater  value, 
especially  to  engineers,  if  it  had  dealt  less  in  generalities,  and 
bad  supplied    more    actual    data  upon    the   various  subjects 
treated ;  and,  furthermore,  if  some  of  the  data  given  had  con- 
formed to  ordinary  good  practice    in    steam  engineering.     I 
*Added  since  the  meeting. 
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dislike  to  bring  forward  adverse  criticism  upon  the  work  of  one 
of  our  most  esteemed  and  influential  members,  and  I  hesitate  to 
say  even  a  word  about  it.  But  the  object  of  our  society  makes 
it  extremely  desirable  to  lay  aside  sentiment,  and  to  discuss  the 
papers  which  are  presented  for  just  what  they  are  worth. 

A  considerable  portion  of  the  paper  is  based  on  the  data 
obtained  on  some  experiments  made  by  Messrs.  Oately  and 
Klefcsch,  two  of  Professor  Thurston's  students,  which,  according 
to  a  foot-note,  showed  that  the  portion  of  the  feed  water  in  a 
simple  engine  which  is  not  accounted  for  by  the  indicator,  and 
which  sums  up  all  the  waste  due  to  cylinder  condensation  and 
other  losses,  is  a  little  less  than  0.2  of  the  square  root  of  the 
ratio  of  expansion,  and  the  author  takes  this  equation — that  is, 
c=0.2  y'r,  as  one  representing  the  proper  allowance  for  these 
sources  of  loss  in  simple  unjacketed  engines. 

The  equation  given  may  represent  the  loss  which  occurs  in 
some  engines  of  a  poor  class,  but  it  does  not  represent  the  loss 
which  occurs  in  what  may  be  called  ordinary  good  practice.  I 
do  not  question  in  the  least  the  reliability  of  the  experiments  to 
which  Professor  Thurston  refers.  But  I  do  question  very 
gravely  the  fact  of  their  representing  anything  but  very  poor 
practice  in  steam  engineering.  I  have  made  a  great  many  tests 
of  simple  engines,  such  as  these  experiments  refer  to,  and  by 
personal  measurement  have  obtained  the  consumption  of  feed 
water  per  indicated  horse-power  per  hour,  and  the  proportion 
of  total  consumption  which  is  attributable  to  cylinder  condensa- 
tion and  leakage.  In  not  a  single  case  among  these  tests  is 
there  one  to  which  the  equation  of  Professor  Thurston  applies, 
unless  it  be  that  of  some  engine  in  which  the  test  of  the  valves 
and  pistons  showed  that  so  much  leakage  was  going  on  as  to 
effect  largely  the  loss  which  would  otherwise  be  attributed  to 
cylinder  condensation ;  and  these  are  cases  which,  to  my  mind, 
should  not  be  called  upon  to  furnish  data  for  any  laws  relating 
to  the  performance  of  steam  engines  of  good  ordinary  type. 

In  the  accompanying  table  are  given  the  principal  data  and 
results  of  some  of  these  tests  upon  engines,  which  were  found 
to  be  in  tight,  or  fairly  tight,  condition,  as  determined  by  trial 
of  all  the  valves  and  pistons  when  the  engine  was  at  rest  These 
engines  are  all  unjacketed  and  supplied  with  common  saturated 
steam.  In  lines  10  and  11  appear  respectively  the  ratio  of 
expansion  and  the  co-efficient  c  worked  out  to  correspond  with 
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Professor  Thurston's  equation.  It  will  be  seen  that  the  co-effi- 
cients in  these  tests  range  from  0.10  to  0.17,  the  maximum,  0.17, 
being  the  case  of  a  relatively  small  engine.  With  this  indi- 
Tidiia.1  exception,  the  largest  co-efficient  is  0.146.  Leaving  out 
this  one  case  [which  is  designated  B],  there  are  five  tests,  viz., 
G,  H,  J,  K  and  L,  which  give  an  average  co-efficient  of  0.138, 
and  there  are  six  remaining  cases.  A,  C,  D,  E,  F  and  I,  which 
give  an  average  of  0.111.  The  average  of  the  whole  series  of 
twelve  tests  gives  a  co-efficient  of  0.127,  and  this,  as  already 
noted,  is  a  very  different  quantity  from  the  one  that  is  used  in 
Tfxofessor  Thurston's  equation,  viz.,  0.2, 
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Further  eTidence  of  the  unreliability  of  Professor  Thurston's 
co-efficient  in  showing  the  losses  which  occur  in  ordinary  good 
practice  may  be  furnished  by  citing  the  results  of  tests  which  I 
have  made  on  engines  which  were  found,  on  the  leakage  trial,  to 
be  in  a  more  or  less  imperfect  condition.  These  are  all  unjack- 
eted  simple  engines,  and,  like  those  given  in  the  table,  are  of 
the  automatic  cut-off  type. 

The  first  of  these  is  a  23  by  60  Corliss  non -condensing  engine, 
which  jiras  working  under  a  boiler  pressure  of  68.3  lbs.,  a 
speed  of  74.5  revolutions  per  minute,  and  an  apparent  cut-off  of 
0.41.  The  leakage  test  showed  that  there  was  a  very  bad  leak  of 
the  piston,  which,  as  was  afterwards  discovered,  was  produced 
by  a  broken  packing  ring,  and  the  repair  of  which  led  to  a  re- 
daction of  1 5^  in  the  consumption  of  feed  water.  On  this  test, 
with  the  engine  leaking,  the  steam  accounted  for  by  the  indica- 
tor at  cut-off  was  0.73,  the  ratio  of  expansion  2.33,  and  the 
coefficient,  worked  out  in  accordance  with  Professor  Thurston's 
equation,  0.179. 

Another  case  in  which  leakage  was  found  is  that  of  a  pair 
of  32  by  54  Corliss  engines,  one  cylinder  running  condensing, 
and  one  non-condensing.  The  boiler  pressure  was  71  lbs., 
revolutions  per  minute  47.3,  the  average  apparent  cut-off  0.30, 
and  the  proportion  of  the  feed  water  accounted  for  by  the  indi- 
cator 0.78.  Here  the  ratio  of  expansion  was  3.03,  and  the  co  effi- 
cient works  out  0.123. 

The  case  of  a  similar  Corliss  engine  may  be  noted  which  was 
running  three  ends  condensing  and  one  end  non-condensing,  the 
cylinders  being  26  by  60,  and  showing  a  considerable  leakage  of 
valves  and  pistons.    The   average  apparent  cut-off  was  0.266, 
boiler  pressure  86.1  lbs.,  revolutions  per  minute  51,  and  the 
proportion  of  feed  water  accounted  for  by  the  indicator  0  75.    In 
this  case  the  ratio  of  expansion  was  3.47  and  the  co-efficient  0.136. 
Another  case  is  that  of  a  Corliss  non-condensing  engine,  26  by 
4D,  showing  some  valve  leakage,  .which  worked  under  a  boiler 
pressure  of  80.5  lbs.,  647  revolutions  per  minute,  and  an  appar- 
ent cut-off  of  0.237.     The  steam  accounted  for  by  the  indicator 
was  0.75,  the  ratio  of  expansion  3.86,  and  the  co-efficient,  worked 
out  according  to  Professor  Thurston's  equation,  becomes  0.127. 

Still  another  case  where  there  was  a  large  amount  of  leakage 
gomg  on  was  that  of  a  pair  of  Green  condensing  engines,  20  by 
48,  which  carried  a  boiler  pressure  of  60.5  lbs.     The  speed  was 
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77  revolutions  per  minute,  the  apparent  cut-off  on  one  cylinder 
0.29,  and  on  the  other  cylinder,  0.20.  The  steam  accounted  for 
by  the  indicator  here  was  0.66,  the  average  ratio  of  expansion 
3.76,  and  the  co-efficient  0.177. 

A  Woodruff  &  Beach  non-condensing  engine,  with  cylinder  16 
by  36,  boiler  pressure  74.2  lbs.,  and  revolutions  per  minute  76.8, 
working  at  an  apparent  cut-off  of  0.237,  furnishes  an  interesting 
example.  The  proportion  of  steam  accounted  for  by  the  indicator 
was  0.69,  and  the  ratio  of  expansion  3.76.  The  co-efficient  works 
out  0.164.  In  this  case  the  leakage  was  in  the  exhaust  valves, 
and  the  subsequent  remedy  of  the  defect  which  caused  it  reduced 
the  feed  water  consumption  10^,  and  brought  the  co-efficient 
down  to  0.137. 

Another  pair  of  Green  engines  may  be  noted,  having  one 
cylinder  16  by  48,  and  one  22  by  48,  which  were  in  a  bad  state  in 
the  matter  of  leakage.  This  engine  worked  under  a  boiler  pressure 
of  71.8  lbs.,  94.7  revolutions  per  minute,  and  an  apparent  cut-off 
in  one  cylinder  of  0. 19,  and  in  the  other  of  0.27.  The  proportion  of 
feed  water  accounted  for  by  the  indicator  was  0.67,  the  average 
ratio  of  expansion  3.93,  and  the  co-efficient  works  out  0.168. 

One  other  case  of  a  leaking  engine  may  be  cited — a  16  by  42 
Rollins  engine,  working  under  a  boiler  pressure  of  75.6  lbs.,  a 
speed  of  57.5  revolutions  per  minute,  and  an  apparent  cut-off  of 
0.206.  Here  the  steam  accounted  for  by  the  indicator  was  0.57 
of  the  feed  water  consumption,  the  ratio  of  expansion  4.36,  and 
the  co-efficient  c,  according  to  Professor  Thurston's  equation, 
becomes  0.205.  This  is  the  only  instance  among  the  eight  cases 
of  leaking  engines  where  the  co-efficient  reaches  the  figure  which 
has  been  taken  by  Professor  Thurston  to  represent  good  prac- 
tice, and  this,  furthermore,  is  the  case  of  a  relatively  small 
engine. 

I  might  extend  these  examples  by  referring  to  results  of  many 
other  tests  which  I  have  made  on  engines  of  various  kinds,  all 
of  which  are  consistent  in  showing  the  same  general  result.  But 
these  may  suffice  for  the  present  object  of  my  criticism  as  to  the 
reliability  of  the  data  on  which  the  author  bases  a  large  part  of 
his  paper. 

The  error  in  the  co-efficient  for  cylinder  condensation  introduces 
a  proportionate  error  into  the  figures  in  the  table  giving  the 
''  actual  efficiencies  of  engines,*'  which  may  be  found  on  page  24 
of  the  paper.     In  this  table  the  quantity  of  feed  water  per 
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indicated  horse-power  per  hour,  used  by  an  engine  working 
under  60  lbs.  pressure,  condensing,  is  given  as  25.6  lbs.,  and  this 
quantity  reduces  to  22.9  lbs.  when  the  boiler  pressure  is 
increased  to  100  lbs.  Referring  to  my  table  of  results  of  tests 
with  engines  in  good  condition,  it  will  be  seen  that  the  actual 
consumption  of  feed  water  per  indicated  horse-power  per  hour, 
where  the  engine  is  wholly  condensing,  varies  from  18.6  lbs.  to 
21.19  lbs.  for  these  ranges  of  pressure,  and  it  rises  to  24.3  lbs. 
in  the  case  of  the  test  marked  E,  made  under  60  lbs.  pressure. 
These  figures  are  very  far  below  the  quantities  given  in  Professor 
Thurston's  table. 

Again,  taking  the  same  ranges  of  pressure,  viz.,  60  to  100  lbs , 
the  author  gives  a  feed  water  consumption  for  non-condensing 
engines  in  quantities  ranging  from  34.9  lbs.  to  42  4  lbs.  per 
indicated  horse-power  per  hour.  Referring  to  my  table  it  will 
be  seen  that  the  highest  which  is  given  for  non-condensing 
engines  is  34  lbs.  for  a  pressure  of  70  lbs.,  and  the  lowest  26.8 
lbs.  for  a  pressure  of  101  lbs.  These  two  are  also  very  far  below 
the  quantities  given  by  Professor  Thurston. 

While  criticising  these  figures,  I  would  draw  attention  to  an 
evident  oversight  which  the  author  has  made  in  working  out 
the  coal  consumption  from  the  steam  consumption  for  the  two 
cases  of  condensing  and  non-condensing  engines.  The  same 
boiler  evaporation,  viz.,  9  lbs.  of  water  per  lb.  of  coal,  is  taken  for 
both  of  these  cases.  This  equality  of  the  rate  of  evaporation 
is  seldom  realized  in  practice  on  account  of  the  reduced  tem- 
perature of  the  feed  water  in  the  case  of  the  condensing  engine 
below  that  which  is  generally  obtained  in  the  case  of  non-con- 
densing engines.  A  comparison  of  the  two  sets  of  figures  for 
condensing  and  non-condensing  engines,  given  in  the  author's 
table,  would  therefore  convey  an  erroneous  idea  as  to  the  actual 
difference  in  economy,  measured  on  the  coal  basis,  between  the 
two  classes  of  engines. 

Passing  to  some  other  questions  upon  which  the  paper  treats, 
the  author,  in  speaking  of  the  reduction  of  the  waste  of  fuel 
due  to  cylinder  condensations,  by  means  of  superheating,  ad- 
Tances  the  statement  that  about  twenty  per  cent  saving  is  at- 
tained by  effective  superheating  within  the  usual  practicable 
range  of  temperature,  which  can  be  allowed  in  the  superheater. 
In  my  early  engineering  training  I  had  much   to  do  with 

tbis  question  of  economy  from  the  use  of  superheated  steam. 


Digitized  by 


Google 


174  PHILOSOPHY  OF  THE   MULTI-CYLINDER,  OR  COMPOUND,  ENGIKE. 

being  engaged  on  the  experimental  work  which  Mr.  (Jeorge  B. 
Dixwell  conducted  several  years  ago  in  this  field.  At  that  time 
I  had  about  the  same  opinion  as  that  expressed  in  the  author's 
statement,  viz.,  that  a  practicable  amount  of  superheating  would 
secure  a  saving  of  some  20^.  I  would  say  at  the  outset  that  no 
such  saving  was  ever  produced  in  the  course  of  Mr.  Dixwell's 
experiments  and  later  experiences  lead  me  to  believe  that  20^ 
is  too  high  a  figure  to  expect  in  any  simple  engine  from  the  use 
of  superheated  steam. 

In  a  series  of  experiments  which  we  made  on  an  8  by  24 
Corliss  engine,  runniug  under  various  conditions  of  load  and 
of  superheating,  it  was  found  that  by  varying  the  degree  of 
superheating  according  to  the  ratio  of  expansion,  the  saving  in 
the  quantity  of  steam  consumed,  when  the  superheating  was 
carried  far  enough  to  wholly  suppress  cylinder  condensation, 
amounted  to  about  25^  for  all  the  various  conditions.  This  was 
the  saving,  it  is  to  be  understood,  in  the  quantity  of  steam 
consumed  and  not  of  fuel.  If  account  had  been  taken  of  the 
fuel  required  to  superheat  the  steam,  the  saving  would  have 
been  reduced  a  considerable  amount  even  if  there  were  no  loss 
of  heat  in  the  process  of  superheating  beyond  that  represented 
by  the  thermal  value  of  the  superheat. 

In  all  the  experiments  of  Mr.  Dixwell  the  great  difficulty  in 
realizing  much  benefit  from  superheating  seemed  to  be  in  pro- 
viding a  superheating  apparatus  which  should  not  use  up  so 
much  heat  in  itself  as  to  largely  ofiEset  the  gain  which  might 
otherwise  result 

Some  positive  information  about  the  subject,  conforming  to 
what  may  be  called  modem  practice,  may  be  gained  from  later 
experiments  which  I  have  made  on  various  large  engines  work- 
ing with  superheated  steam.  They  were  supplied  from  vertical 
boilers  having  a  large  area  of  steam  heating  surface.  These 
engines  are  all  comparable  to  those  which  are  referred  to  in 
the  table  already  given  of  engines  working  with  common  satur- 
ated steam,  having  been  tested  for  leakage,  and  the  valves 
and  pistons  found  either  tight  or  fairly  tight.  The  results  of 
these  experiments  are  given  in  the  accompanying  table. 
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The  average  number  of  degrees  of  superheating  on  the  seven 
tests  given  is  36,  and  the  average  proportion  of  feed  water  to 
represent  the  loss  from  cylinder  condensation  and  leakage,  is 
0.161.  The  average  for  the  saturated  steam  table  is  0.250. 
Making,  now,  a  suitable  comparison  between  the  figures  repre- 
senting the  losses  noted,  it  appears  that  a  superheating  of  36 
degrees  secured  a  reduction  in  cylinder  condensation  corres- 
ponding to  a  saving  of  about  10^  in  the  quantity  of  feed  water 
consumed.  Before  jumping  at  a  conclusion  it  must  be  re- 
membered that  in  the  case  of  the  saturated  steam-engines  the 
steam  was  in  the  condition  in  which  steam  is  ordinarily  sup- 
plied from  boilers  which  do  not  superheat,  that  is,  it  contained 
a  slight  amount  of  moisture.  It  does  not  seem  to  me  unfair  to 
estimate  that  the  effect  of  this  moisture  was  equivalent  to  the 
effect  of  another  36  degrees  of  superheating,  that  is,  that  the 
saturated  steam  contained  between  one  and  two  per  cent,  of 
moisture.  In  order,  therefore,  to  make  a  comparison  of  the 
true  effect  of  superheating,  we  must  allow  the  equivalent  of  say 
70  degrees  of  superheating  for  producing  a  saving  in  feed 
water  consumption  amounting  to  10^.  To  give  the  superheat- 
ing side  of  the  question  its  full  advantage  and  to  express  the 
relation  of  the  two  quantities  in  round  numbers,  it  appears 
from  these  figures  that  a  saving  of  1.5^  in  the  feed  water  con- 
sumed is  produced  by  10  degrees  of  superheating,  or  the  equiv- 
alent of  10  degrees  of  superheating.  Taking  a  temperature  of 
100  degrees  above  the  normal,  for  the  practicable  limit  at 
which  superheated  steam  can  be  used,  we  may  expect,  on  this 

u    •              '        '     ^u     t    A       t                     4.'         t    100  4-  30 
basis,  a  saving  in  the  feed  water  consumption  of  r7> —  x 

1.5  =  19.5;^  ;  or,  in  round  numbers,  20^. 

The  actual  saving  of  fuel  which  can  be  attained  out  of  this  20 
per  cent.,  after  making  sufficient  allowance  for  the  heat  required 
to  do  the  superheating,  depends  upon  the  efficiency  of  the  super- 
heating apparatus.  If  no  heat  were  lost  beyond  that  required 
to  furnish  the  thermal  equivalent  of  the  superheat,  the  allowance 
would  be  6.2  per  cent.,  and  would  bring  the  net  saving  down  to 
13.8  per  cent.  But  this,  in  practice,  can  hardly  be  expected, 
and,  according  to  such  experiments  as  I  have  made  in  this  line, 
as  already  noted,  the  allowance  must  be  a  considerably  greater 
quantity.  If  a  vertical  boiler  in  the  ordinary  form  is  used  for 
the  purpose  of  superheating,  it  is  impossible  to  attain  enough 
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advantage  from  superheating  to  balance  the  loss  occasioned  by 
the  necessarily  high  temperature  of  the  escaping  gases  which 
results.  It  may  be  possible  so  far  to  modify  the  ordinary  verti- 
cal tubular  boiler,  by  the  introduction  of  water  heating  surface 
beyond  the  superheating  surface,  as  to  avert  a  large  part  of  this 
waste.  But  how  far  this  can  be  done  there  is  no  experimental 
proof,  so  far  as  I  know,  which  is  conclusive. 

If  an  independent  superheater  is  used,  we  must  contend  with 
the  unavoidable  losses  due  to  the  use  of  a  separate  furnace,  with 
its  liability  to  imperfect  combustion  and  other  losses,  and  there 
is  the  additional  waste  produced  by  the  heat  of  the  chimney 
gases.  This  system  was  tried  in  the  course  of  Mr.  Dixwell's 
experiments,  the  apparatus  being  well  planned  for  the  work.  A 
careful  experiment  made  upon  it  showed  that  about  50  per  cent, 
more  fuel  was  burned  to  produce  a  given  amount  of  superheat- 
ing than  the  quantity  required,  corresponding  to  the  thermal 
value  of  the  superheat.  Tests  of  superheaters  incorporated 
with  the  boiler  also  showed  a  similar  loss,  and  it  seems  fair, 
therefore,  to  expect  that  the  superheating  of  the  steam  to  a 
temperature  of  iOO  degrees  would  require  the  additional  ex- 
penditure of  about  10  per  cent  more  fuel  over  that  required  to 
generate  the  steam  in  the  beginning. 

From  these  considerations  it  seems  to  me  that  the  effect  of 
superheating  within  the  range  of  allowable  temperature,  instead 
of  being  a  gain  of  some  20  per  cent.,  which  Professor  Thurston 
gives  in  his  paper,  does  not,  in  reality,  exceed  10  per  cent,  and 
is  liable,  in  ordinary  practice,  to  be  less  than  10  per  cent 

It  is  greatly  to  be  regretted  that  in  the  matter  of  steam  jacket- 
ing, about  which  much  is  said  in  the  paper,  the  author  did  not 
adduce  some  experimental  proof  of  his  statement  that  the  saving 
due  to  jacketing  was  about  20  per  cent  The  statement  made, 
that  authorities  disagree,  is  a  very  true  one,  .and  it  would  there- 
fore have  been  all  the  more  interesting  if  the  authority  for  this 
daim  had  been  given. 

If  he  had  also  furnished  some  proof  of  the  various  statements 
M  to  the  effect  which  dry  or  wet  steam,  high  or  low  speed,  sim- 
ple or  compound  cylinders,  have  en  the  efficiency  of  the  jacket, 
npon  which  he  seems  to  have  decided  opinions,  it  would  have 
done  much  toward  answering  some  questions  which  have,  for  a 
long  time,  agitated  the  minds  of  steam  engineers. 

Mr.  Frank  H.  BcxU. — I  am  very  much  interested  myself  in  this 
13 
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subject,  and  I  should  like  very  much  indeed  to  have  the  de- 
tails of  tests  showing  these  results,  as  has  been  suggested  by 
Professor  Denton.  I  have  made  some  experiments  in  steam 
jacketing  in  connection  with  compound  engines,  and  I  have  not 
yet  been  able  to  obtain  any  results  which  compare  with  the 
figures  here  mentioned.  I  am  a  little  unfortunate  in  not  hav- 
ing had  this  paper  earlier,  or  I  might  have  perhaps  brought 
some  data  with  me.  But  inasmuch  as  I  am  not  prepared  with 
the  data  of  my  tests  I  will  not  say  just  what  results  were 
obtained,  but  they  were  very  different  from  the  results  here 
described,  and  I  hope  that  Professor  Thurston  will  give  us  a 
full  report  of  tests  on  which  he  bases  these  figures.  I  will 
say  further  that  in  making  these  tests  I  was  very  particular 
to  measure  carefully  the  water  of  condensation  obtained 
from  the  jackets,  and  that  was  added  to  the  amount  of  con- 
densed steam  from  cylinder.  I  used  a  surface  condenser  for 
condensing  the  exhausts,  and  in  making  these  tests  I  was  re- 
minded very  forcibly  of  what  we  used  to  read  about 
Horace  Greeley's  raising  pork.  You  remember  he  said  he 
made  money  out  of  pork,  but  he  lost  money  out  of  the  com 
that  he  fed  to  the  pork.  Looking  merely  at  the  water  that  we 
obtained  from  the  exhaust  of  the  engine  there  was  a  great  sav- 
ing, but  after  we  added  the  water  obtained  from  the  jacket 
that  saving  was  very  much  reduced. 

Mi\  F,  M,  Wheeler, — There  is  such  a  difference  in  the  matter 
of  steam  jackets  that  one  would  readily  expect  a  marked  differ- 
ence in  data.  English  engine  practice  (which  is  perhaps  the 
largest)  shows  very  decidedly  varying  results  from  steam  jack- 
ets. There  are  steam  jackets  of  many  different  designs  and 
construction,  and  the  way  they  are  operated  also  makes  a  great 
deal  of  difference  in  the  results. 

Prof,  R,  H.  Thurston  * — I  have  read  very  carefully  the  dis- 
cussion of  this  paper,  especially  the  matter  added  since  the 
meeting,  which  contains  some  most  valuable  and  interesting  data. 

Taking  the  whole  discussion,  in  the  order  of  its  presenta- 
tion : 

As  to  the  first  speaker :  He  seems  to  suppose  that  I  had 
proposed  to  write  a  treatise  on  the  steam  jacket,  and  calls  for 
references  on  that  subject     As  the  writer  of  the  paper,  I  may 

*  Author's  Closure,  under  the  Rules* 


Digitized  by 


Google 


PHILOSOPHY  OF  THE.  MULTI-CYLINDER,  OR  COMPOUND,  ENGINE.  179 

be  pennitted  to  interpret  its  purpose,,  which  was  simply  that 
announced  in  its  introductory  paragraphs.  It  was  not  intended 
either  to  discuss  the  steam  jacket  at  length,  or  to  introduce  any 
new  matter  in  regard  to  it.  The  facts  and  figures  given  were 
such  as  I  supposed  all  well-read  engineers,  making  the  study 
of  the  steam  engine  a  specialty,  were  familiar  with.  I  did  not 
consider  it  necessary  to  give  references  which  should  be  familiar 
to  every  such  reader  ;  and  I  did  not  imagine  that  others  would 
desire  more  than  the  simple  statements  of  one  tolerably  familiar 
with  the  subject  The  figure  20  per  cent.,  referred  to  partic- 
ularly, is  that  which  I  have  for  many  years  been  accustomed 
to  take,  and  to  see  taken,  as  a  fair  one  for  good  work  with  the 
older  types  of  engine. 

The  writer  of  a  paper  may  be  presumed  to  be  the  best  judge 
of  the  extent  to  which  references  are  needed  for  the  purposes 
which  he  has  in  view ;  and,  in  this  case,  I  gave  all  that  I 
thought  important  for  such  purposes  :  but  it  will  give  me  very 
great  satisfaction,  should  I  find  time  to  prepare  a  paper  on  the 
steam  jacket,  as  I  contemplate  doing,  when  I  shall  have  col- 
lected material  which  I  am  now  getting  together,  to  furnish 
such  a  complete  body  of  data  and  references  to  authorities, 
both  scientific  and  experimental,  as  will  at  least  exhibit  the 
facta  of  the  case,  whether  they  accord  with  the  ideas  which  I 
have  myself  been  forming  for  the  last  thirty  years  or  not.  I 
take  it  that  no  honest  man  will  be  frightened  by  the  facts,  and 
that  no  fair  man  will  seek  either  to  conceal  or  distort  them. 

A  note  has  been  added  by  a  speaker,  to  the  effect  that  this 
philosophy  "has  been  promulgated  through  the  engineering 
world  for  the  last  forty  years,  and  cannot  be  ascribed  to  M. 
Him,  any  more  than  to  Clark,  Isherwood,  Elder,  Bankine  and 
others." 

I  hardly  know  what  is  intended  by  this,  as  I  have  attributed 
to  Him,  in  this  paper,  absolutely  nothing  which  had  not  been 
hitherto  universally  admitted  to  be  due  him,  except  the  single 
so-called  "  Him's  Principle  "  defined  on  page  143.  I  have  not 
met  with  that  in  the  writings  of  any  other  recognized  author- 
ity, and  should  be  pleased  to  make  the  correction,  should  it  be 
found  that  this,  which  I  regard  as  an  important  principle, 
should  be  found  to  have  been  enunciated  by  any  other  and 
earlier  writer.      As  to  the  work  of  the  writers  mentioned :  I  am 

«ure  no  one  has  ever  been  more  hearty  than  I  in  the  acknowl- 
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edgment  of  our  indebtedness  to  those  great  engineers.  I 
donbt  if  any  one  has  more  folly  exhibited  their  relative  and 
chronological  positions  in  the  development  of  the  modem 
theory  of  the  steam  engine. 

The  facts  are  the  following:  Clark  experimented  on  loco* 
motives  as  early  as  1851-'52,  and  showed  the  presence  in  that 
type  of  engine  of  those  causes  of  loss  of  efficiency  which  had 
been  firsfc  discovered  by  Watt,  nearly  a  century  earlier.  Clark 
yraa  the  first  to  give  the  "  philosophy  "  of  the  phenomena  so 
revealed.  Hirn  began  his  experimental  work  a  little  later, 
publishing  his  first  paper,  if  I  mistake  not,  in  1855,  and  giving, 
for  the  first  time,  ample  quantitative  data.  Then  came  the  work 
of  Mr.  Isherwood  (1860),  who,  for  the  first  time,  exhibited  the 
method  of  variation  of  cylinder  wastes  with  variation  of  the 
ratio  of  expansion,  thus  finally  developing  the  law,  of  which 
the  earlier  work  of  his  predecessors  had  located  points  in  its 
curve. 

Mr.  Ball's  experimental  work  accords  perfectly  with  the  ex- 
perience of  earlier  And  well-known  investigators,  and  simply 
confirms  what  I  have  said  in  the  body  of  my  paper,  and  what  I 
will  endeavor  fully  to  justify  in  a  later  paper,  should  I  find  time 
to  prepare  it.  Mr.  Wheeler,  who  follows  him  in  the  discussion, 
is,  I  think,  perfectly  correct  in  his  statements,  and  they  fully 
account  for  the  discrepancy  between  the  results  obtained  by  Mr. 
Ball  and  the  figure  which  he  seems  to  have  supposed — errone- 
ously, of  course — that  I  had  attributed  to  engines  working  under 
such  conditions  as  did  his  own.  As  I  have  stated  in  the  body 
of  my  paper,  "  The  effect  of  a  steam  jacket  depends  upon  the 
conditions  of  operation  of  the  engine  largely,  and  it  may  be  pro- 
ductive of  marked  advantage,  or,  under  unfavorable  conditions  " 
— as  to  its  economical  working,  of  course — "of  no  important 
useful  effect." 

The  discussion  of  the  paper  added  since  the  meeting  by  Mr. 
Barms  is  full  of  matter  of  actual  value.  Before  taking  it  up  I 
must  repeat  my  statement,  that  I  had  not  intended  to  write  a 
treatise  on  the  steam  jacket,  had  only  touched  upon  that  matter 
incidentally,  and  had  only  given  what  I  considered  to  be  well 
established  and  generally  accepted  facts  and  figures — and  not 
many  of  them.  The  same  is  true  of  the  main  point  considered 
by  Mr.  Barrus.  I  assumed  the  particular  figures  to  which  he 
takes  exception,  not  as  important  at  all  for  my  purposes  as 
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numerical  values,  but  simply  to  illustrate  a  method  which,  so 
far  as  I  am  aware  and  so  far  as  the  evidence  goes,. up  to  date,  is 
new,  and  which  method  I  thought  might  possibly  prove  inter- 
esting, and,  ultimately,  when  all  the  required  facts  and  data  are 
settled  satisfactorily,  correspondingly  useful.  The  figures  ob- 
tained from  the  Gately  and  Kletsch  experiments  were^  as  I  well 
knew,  accurate  for  that  case^  and,  whether  later  improved  upon 
or  not,  answered  every  purpose  at  the  moment  in  view. 

Mr.  Barrus  objects  to  these  numerical  data  as  not  represent- 
ing modem  good  practice,  and  presents  figures  which  he  con- 
siders more  in  accordance  with  such  practice.  His  apology  for 
their  presentation  is  entirely  unnecessary,  so  far  as  I  am  con- 
cerned. A  chronic  faultfinder  is  a  nuisance,  and  should  be 
promptly  abated ;  but  a  fair  discussion,  courteous  in  tone  and 
abounding  in  facts,  as  does  his  paper,  is  always  welcome  to  any 
one  seeking  only  new  and  useful  truths. 

He  would  have  definite  figures  in  place  of  "generalities." 
Tlie  paper  is  merely  an  introduction  of  the  subject  Plenty  of 
data  are  available  for  use  at  a  proper  time,  and  will  be  given, 
probably.  For  the  purposes  of  my  paper,  their  source  being 
understood  and  the  conditions  being  known  under  which  they 
were  obtained,  either  the  constants  taken  or  the  newer  figures 
given  by  Mr.  Barrus  would  be  equally  valuable  and  useful.  I 
should  be  inclined  to  disagree  with  Mr.  Barrus,  however,  in  his 
classification  of  the  two  sets.  I  should  say  that  the  work  of  the 
first  investigators  illustrates  fairly  good  practice,  as  average 
modem  engineering  goes — as  it  was  desired  that  it  should — 
while  I  should  think  the  work  of  Mr.  Barrus'  representative  of 
unusually  good  practice.  However  that  may  be,  the  fault  is  on 
the  right  side,  in  my  view.  Either  set  of  figures,  those  given  by 
me  or  those  by  Mr.  Barrus,  would  equally  well  answer  my  pur- 
pose in  this  case.  Mr.  Barrus  will  find  the  "  constant "  reduced  in 
numerical  value  by  every  condition  conducing  to  the  economical 
operation  of  engines.  Taking  his  values,  it  means  simply  that 
the  wastes,  in  such  sizes  and  classes  of  engines  as  he  is  accus- 
tomed to  working  with,  are  apparently  less  than  in  the  cases 
which  I  have  assumed  as  representative.  It  is  easy  to  apply 
the  method  which  I  have  illustrated  to  such  sizes  and  classes  of 
engines,  and  it  may  be  fairly  presumed  that  the  deductions  will 
be  found,  for  such  practice,  equally  consonant  with  the  actual 
case.    It  must  be  remembered,  however — and  this  is  probably 
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the  source  of  Mr.  Barrus'  misapprehension — that  the  co-efficient 
to  which  he  refers  is  only  exact  for  cases  similar  to  those  from 
which  its  numerical  values  are  derived.  It  decreases  with  in- 
crease in  size  of  similar  engines  also,  being  probably  nearly 
proportional  to  the  reciprocal  of  the  diameter  of  cylinder,  and 
increases  with  the  storing  power  of  the  cylinder-walls. 

As  the  value  of  the  Gately  and  Kletsch  investigation,  appa- 
rently, is  likely  to  prove  a  matter  of  some  importance,  it  may 
be  stated  here  that  the  work  was  very  carefully  planned  by  me 
long  before  an  opportunity  offered  to  carry  it  out.  It  was  un- 
dertaken by  the  two  gentlemen  who  have  reported  it,  one  of  them 
being  able  to  secure  the  engine  used,  a  Corliss  engine  of  18''  by 
42"  cylinder,  and  to  fit  it  up.  It  was  a  comparatively  new  engine, 
built  by  Harris  only  four  years  earlier,  and  was  found  to  be  in 
good  order.  As  stated  in  the  report,  leakage  "  was  particularly 
looked  for,  as,  in  these  trials  particularly,  its  existence  would  be 
fatal."  None  was  detected.  The  work  was  done  with  great 
care,  and  by  two  men  who  were  considered  by  me  to  be  tho- 
roughly competent  as  observers.  One  of  them,  in  a  considerable 
period  of  service,  proved  himself  one  of  the  most  competent 
assistants  that  I  ever  had.  They  were  constantly  aided  by 
advice  and  direction,  whenever  needing  it,  and  were  also  assisted, 
at  times,  both  by  myself  and  by  one  of  my  assistants,  Professor 
C.  A.  Carr  of  the  U.  8.  Naval  Engineer  Corps..  The  reduction  of 
observations  was  made  under  my  own  eye  mainly,  and  accord- 
ing to  a  scheme  which  I  had  previously  arranged.  I  laid  out 
the  plan  of  the  report,  and  it  was  most  skilfully  and  conscien- 
tiously carried  out.  I  believe  the  results  to  be  absolutely 
reliable.  They  most  certainly  accomplished  their  main  purpose, 
the  determination  of  the  method — ^the  law— of  variation  of  the 
proportion  of  internal  wastes  with  variation  of  the'  several  con- 
ditions affecting  them.  This  had  never  before  been  done,  and 
the  investigation  stands  to-day  on  record  as  the  first  of  its  kind, 
and  as  of  extraordinary  importance  in  the  development  of  what 
M.  Him  calls  the  "  experimental  theory  "  of  the  heat-engines, 
or  what  I  have  called  the  "  Theory  of  the  Beal  Engine."  These 
experiments  gave  a  very  constant  value— for  that  engine,  of 
course — for  the  quantity  which  Mr.  Barrus  has  re-determined, 
under  probably  better  conditions,  as  to  efficiency,  and  was  found 
to  fall  between  0.1740  and  0.1987  throughout  the  whole  range  of 
usual  operation  with  varying  ratios  of  expansion. 
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It  mnst  be  remembered,  however,  that  as  just  stated,  this 
oo-efficient  is  not  a  constant  except  for  the  one  engine  from 
which  it  is  derived,  and  for  others  like  it  in  dimensions  and 
working  condition.  Other  things  being  equal,  it  will  be  less 
with  increasing  size  of  engine,  with  increasing  speed,  and  with 
increased  efficiency  of  all  those  expedients  which  may  be 
adopted  for  lessening  wastes.  The'  smaller  figures  obtained  by 
Mr.  Barrus  are  probably  partly  due  to  differences  in  the  physi- 
cal condition  (as  to  heat-storage  and  transfer  mainly),  and  partly 
due  to  differences  of  size  and  condition  of  the  surfaces  of  the 
engine.  His  engines  are  larger  than  that  above  referred  to,  and 
we  should  therefore  expect  smaller  values  of  that  co-efficient. 

Where  different  sizes  of  engine  are  to  be  compared,  I  know  of 
no  other  or  better  method  than  that  illustrated  in  the  paper 
presented  by  me,  in  the  use  of  what  has  been  called  "  Marks' 
co-efficient"  This  will  be  found  fairly  constant,  under  similar 
conditions  of  internal  surface,  I  imagine,  for  all  types  of  engine, 
and  for  all  sizes.  Its  value  is  found  by  Marks  to  average  0.02047 
for  a  series  of  engine-trials  by  Hill,  and  to  have  a  slightly  lower 
value  for  the  engine  of  Gately  and  Kletsch.  All  of  these  quanti- 
ties are,  however,  affected  by  quality  of  steam,  as  well  as  by 
condition  of  engine.  I  doubt  if  any  can  be  taken  as  more  than 
approximate  as  yet,  and  then  only  under  specified  conditions. 

I  must  correct  the  statement  to  the  effect  that  it  is  the  values 
of  this  datum  **  on  which  the  author  bases  a  large  part  of  his 
paper.*'    As  already  stated,  the  magnitude  of  these  co-efficients 
is  absolutely  of  no  consequence   in  the   construction  of  that 
paper,  and  the  method  which  it  is  brought  forward  to  illustrate 
is  just  as  well  exhibited  by  the  use  of  data  obtained  from  more, 
as  from  less,  wasteful  classes  of  engines.     Again,  he  states  that  I 
give  figures  for  water-consumption  which  he  thinks  high.     The 
feet  is  that  I  simply  show  what  would  be  the  probable  water- 
consumption  in  engines  wasting  heat  in  the  proportion  assumed. 
It  is  easy  to  similarly  adjust  the  computations  to  cases  in  which, 
like  those  of  Mr.  Barrus',  the  wastes  are  lower  in  amount     It 
being  understood  that  this  quantity,  which  has  been  studied  by 
him  to  such  good  purposes,  is  variable  with  size  of  engine  and 
other  conditions,  all  to  be  defined  and  identified  for  any  given 
case,  his  misapprehension,  and  the  discrepancy  which  he  has 
supposed  to  exist,  disappear. 
I  had  supposed  these  matters  more  generally  understood  than 
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they  now  seem  to  be.  It  is  easy  to  substantiate,  I  think,  every 
point  which  I  have  made  in  the  paper,  and  a  study  of  the  litera- 
ture of  the  subject,  in  English,  French  and  (rerman,  for  the  last 
ten  or  fifteen  years,  will  probably  yield  all  the  information  that 
may  be  desired.  Clark,  Isherwood,  Cotterill,  Bankine,  and  later 
writers  in  English; 'Him,  Combes,  Hallauer,  Dwelshauvers- 
Dery,  and  others  in  French ;  and  Grashof,  Schroter,  and  a  few 
others  in  German,  furnish  both  the  experimental  and  the  phil- 
osophical material  for  the  "  Theory  of  the  Beal  Engine." 

Mr.  Barrus  goes  on  to  say  that  the  result  of  Mr.  Dixwell's  ex- 
periments on  superheating  gave  a  lower  value  of  the  saving 
practicable  by  superheating  than  I  have  assumed,  although,  as 
he  states,  he  had  himself  previously  had  an  idea  that  my  figure 
was  about  right  He  says  that  Mr.  Dixwell  never  obtained  as 
much  as  20  per  cent,  gain  by  superheating.  Admitting  that 
to  be  the  fact,  I  must  be  permitted  to  adhere  to  my  own  convic^ 
tion,  as  derived  from  a  study  of  not  only  the  work  of  Mr.  Dix- 
well, but  of  many  other  investigators.  It  will  afford  me  great 
pleasure,  at  the  proper  time  and  in  the  proper  place,  to  give  the 
facts  and  references  that  support  my  statement  It  should  be 
remarked  that  the  saving  of  something  under  25  per  cent,  which 
he  at  once  proceeds  to  give  as  the  result  of  experiments  on  a 
Corliss  engine  by  Mr.  Dixwell,  may  be  taken  as  ample  proof  that, 
on  an  engine  of  any  important  size  and  power,  the  gain  should  be 
considerably  more.  A  toy  engine  like  that,  with  its  enormous 
wastes,  which,  presumably,  superheating  could  with  difficulty  be 
overcome,  would  be,  I  think,  at  a  great  disadvantage  in  conse- 
quence of  its  small  size,  as  compared  with  ordinary  engines  such 
as,  for  example,  Mr.  Isherwood  tested.  Mr.  Barrus  himself  at 
once  gives  us  data  in  his  table  showing  a  gain  of  10  per  cent,  on 
larger  engines  by  a  superheat  of  but  36  degrees— say  fifteen  or 
twenty  degrees,  only,  above  the  point  at  which,  according  to 
Zeuner  and  others,  the  steam  becomes  actually  and  completely 
dry.  Had  the  superheating  been  made  100  degrees,  I  presume 
that  it  would  have  been  found  that  about  as  gi*eat  an  advantage 
would  have  been  secured  as  I  have  assumed  as  a  fair  average 
figure.  In  fact,  Mr.  Barrus  computes  precisely  this  figure  in  the 
very  paragraph  which  encloses  his  table,  but  computes  wastes 
reducing  it  to  14  per  cent.  That  the  conditions  mentioned  by 
him  as  liable  to  modify  this  saving  do  arise,  no  one  can  doubt ; 
but  the  facts  are,  I  think  it  is  well  proven  by  experiment^  that  it 
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is  often  perfectly  practicable  and  safe  to  increase  efficiency  20 
per  cent,  by  superheating.  That  this  will  always  be  found  to  pay 
in  the  end,  when  the  wear  and  tear  of  apparatus  is  considered, 
I  very  much  doubt ;  that  is  quite  another  matter. 

But  I  have  under  my  hand  a  copy  of  Mr.  Dixwell's  paper  of 
1875,  a  copy  of  his  circular  letter  of  May,  1877,  and  the  report  on 
his  experiments  by  the  naval  board  of  March,  1877.  In  the  first, 
which  is  a  most  tantalizingly  unsatisfactory  paper  so  far  as  data 
go,  I  find  very  little  definite  information  ;  but  I  do  find  that  he 
considers  it  perfectly  safe  to  carry  a  temperature  of  500^  Fahr. 
in  the  steam  cylinder ;  that,  as  he  says,  it  is  thus  practicable  to 
suppress  cylinder-condensation,  and,  in  the  compound  engine,  to 
gain  25  per  cent  by  superheating.  His  circular  letter  asserts 
the  practicability  of  a  gain  of  20  per  cent,  in  simple  engines,  and 
the  naval  document  gives  the  cost  of  power  in  steam  consumed, 
the  steam  being  saturated  in  these  experiments  as  from  27.66  to 
33.54  pounds ;  while  with  superheated  steam  the  figures  are  from 
19.39  to  26.48  pounds,  or  a  gain  on  the  average  of  slightly  over 
20  per  cent.     So  much  for  Mr.  Dixwell. 

In  1854  Mr.  Isherwood  reported  to  the  Journal  of  the  Franklin 
Institute  experiments  on  the  "Joseph  Johnson,*'  giving  a  gain  of 
50  per  cent  and  upward ;  the  P.  &  O.  Co.  of  Great  Britain  found  a 
saving  a  long  time  ago  of  25  per  cent.;  the  British  naval  steamers 
"  Black  Eagle  "  and  "  Dee  "  gave  a  saving  of  over  30  per  cent, 
as  reported;  John  Bourne  reports  the  saving  by  the  use  of 
the  Wethered  system  at  sea  to  be  28  to  3i  per  cent.,  and  the 
work  of  Mr.  Isherwood  on  the  "  Eutaw  "  and  the  "  Georgiana," 
giving  similar  gains,  is  too  well  known  to  every  engineer  to  make 
it  necessary  to  detail  its  results  here.  I  am  not  at  all  sure  that 
these  and  the  still  larger  figures  sometimes  reported  are  for  usual 
or  feirly  representative  conditions,  but  they  are  on  record. 

It  would  be  equally  easy,  were  it  important  to  do  so  here,  to 
quote  evidence  as  to  the  value  of  the  steam  jacket  on  various 
classes  of  engine  in  support  of  my  statements ;  but  it  is  enough 
to  say  that  we  find  in  the  Encyclopsedia  Brittanica  an  estimate 
from  experiments  of  20  to  25  per  cent  for  simple  engines — the 
case  to  which  I  referred  in  my  paper  when  giving  a  similar  figure ; 
Comut  gives  19  per  cent  for  a  Corliss  engine;  Him  gives 
about  20  per  cent  for  a  pair  of  engines  exactly  alike,  as  he  states, 
except  in  the  use  or  the  disuse  of  the  jacket ;  the  same  figure, 
substantially,  is  given  by  Hallauer ;  Isherwood  gives  similar  gain 
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for  a  small  simple  engine,  and  the  experiments  of  Emery  on  his 
revenue  boats,  when  operated  as  simple  engines,  give  also  a  very 
niinilar  figure.  It  would  be  easy  to  find  evidence  in  ample 
tuuount  proving  a  general  advantage  in  its  use  on  compound 
engines,  while  there  are  now  many  cases  on  record,  going  cer- 
tainly as  far  back  as  Mr.  Isherwood's  work  on  the  Brooklyn 
pumping  engine,  of  no  important  advantage  being  found  to  accrue 
horn  its  use  on  some  engines,  especially  those  of  high  effi- 
cifmcy  due  to  compounding  effectively,  to  high  speed  of  piston,  or 
other  effective  method  of  reducing  tho^e  internal  wastes  which 
the  jacket  is  a  wasteful  apparatus  for  checking. 

I  have  no  doubt  that  it  would  be  easy  to  substantiate  as  com- 
jilotely  every  essential  statement  in  my  paper.  I  will  see  that, 
at  least  so  far  as  the  jacket  is  concerned,  this  is  done  at  the 
enriiest  opportunity,  and  I  anticipate  that  it  will  be  found  prac- 
tii'able  to  secure  so  much  evidence  that  we  may  conclude  safely 
that  some  of  the  more  important  questions  of  an  earlier  day  are 
now  beyond  dispute,  and  that  the  "  expert "  should  be  able  to 
jinawer  them. 

I  am  sure  that  all  members  of  the  society  interested  in  this 
tDtitter  will  agree  with  me  that  we  are  under  great  obligations  to 
Mr.  Barrus  for  so  excellent  a  collection  of  those  somewhat  rare 
articles  in  this  field — rdialiU  data. 
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CaiLXIII. 

FLOW  OF  STEAM  THROUOH  ORIFICES. 

BT  C.  H.  PEABODT  (NKIEBEB   Or    THB    80CISTT),  WITH  L.   B.  KUNUARDT  (N0N-XBMBSR)«     . 

BOBTOK,  MASS. 

At  a  former  meeting  of  this  society*  an  account  was  given  of 
some  experiments  on  the  flow  of  steam  in  a  tube  0.275  of  an  inch 
in  diameter  and  eight  inches  long.  The  tube  afforded  commujii- 
cation  between  two  chambers  of  suitable  size,  aud  the  experi- 
ments consisted  essentially  in  observing  the  pressures  of  the 
steam  in  the  two  chambers,  and  in  condensing  and  weighing  the 
iteam  after  it  had  passed  the  second  chamber. 

If  it  be  assumed  that  no  heat  is  transmitted  to  or  from  the 
steam  by  the  tube,  the  theory  of  thermo-dynamics  gives  for  the 
velocity  of  the  steam  in  the  tube  : 

^2^  =  »a^a-a:6'6  +  3a-?6  +  ^^(;>a-M      •      •       (1) 

in  which  A  is  the  reciprocal  of  the  mechanical  equivalent  of  heat ; 
g  is  the  acceleration  due  to  gravity  ;  w  is  the  velocity  of  the  steam 
in  the  tube  ;  pa  and  pi,  are  the  pressures  in  pounds  per  square  foot 
m  the  reservoir  and  in  the  tube  ;  r^  is  the  latent  heat  of  vaporiza- 
tion, and  ga  the  heat  of  the  liquid  at  the  pressure  pa  ;  and  r^  and 
q^  are  corresponding  quantities  for  the  pressure  ^^  ;  x^  is  the  part 
of  one  unit  of  weight  of  the  fluid  in  the  first  chamber  which  is 
steam,  1  —  «?«  being  the  part  that  is  water,  while  .r^  is  the  part 
which  is  steam  in  the  tube  ;  finally  a  is  the  volume  of  one  unit 
of  weight  of  water.  The  value  of  Xa  is  to  be  determined  experi- 
mentally, and  then  a?^  can  be  determined  by  the  equation, 

XnTn      P^  cdt      a**  n  .    p^  cdi 


^  p    c_dt^  x^  ^  /»    ^\    ....     (2) 
n      J  L    T         T,      J  L   T 


♦Vol.  X.,  p.  816,  Transactions. 
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7!,  and  Ti,  being  the  absolute,  and  ta  and  U  the  Fahrenheit  tempera* 
lures  of  saturated  steam  at  the  pressures  pa  and  p,,.  Lot  the  crosc» 
section  of  the  tube  have  the  area  N  square  feet,  then  the  flow  in 
pounds  per  second  is 

^^_J^t^ 

Vf,  being  the  increase  of  volume  due  to  the  vaporization  of  oue 
pound  of  water. 

In  the  application  of  these  equations  to  the  experiments 
referred  to,  it  was  assumed  that  the  pressure  in  the  tube  was  the 
same  as  the  pressuref  in  the  second  chamber,  which  gave  appar- 
ently an  absurd  co-efficient  of  flow  of  1.26  when  the  gauge  pressures 
iu'tlie  two  chambers  weie  respectively  69.1  and  4.4  pounds  to  the 
square  inch.  In  the  discussion  of  the  paper,  attention  was  called 
to  the  experiments  and  conclusions  of  Mr.  B.  D.  Napier  and  to 
tlie  review  of  them  by  Rankine.*  Subsequently  the  writer  found 
t  le  very  complete  experiments  of  Fliegnert  on  the  flow  of  air,  in 
which  the  pressure  in  the  tube  or  orifice  was  taken  by  a  pressure 
gunge  at  a  side  orifice.  At  the  suggestion  of  the  writer,  a  similar 
set  of  experiments  were  made  on  the  flow  of  steam,  by  Mr.  L.  H. 
Kunhardt  of  the  class  of  1889,  Massachusetts  Institute  of  Tech- 
nology, in  tbe  preparation  of  his  graduation  thesis,  from  which 
the  experimental  and  calculated  results  of  this  paper  are  taken. 

The  apparatus  used  was  entirely  similar  to  that  described  in  the 
former  paper,  and  the  test?  were  made  in  the  same  manner,  except 
that  the  pressure  in  the  orifices  was  taken  by  aid  of  a  side  orifice, 
and  this  pressure  was  used  as  the  pressure  pi,  in  the  equations 
given  above. 

The  several  orifices  represented  in  section  by  Figs.  5,  b,  and  7 
were  each  J  of  an  inch  in  diameter,  were  well  rounded  to  prevent 
contraction  at  the  entrance,  and  were  straight  at  the  lower  end 
for  the  distances  ^,  ^,  and  IJ  inches.  The  side  entrance  in 
each  was  ^  of  an  inch  in  diameter,  and  was  drilled  at  the  middle 
of  the  straight  part.  When  in  place,  the  orifice  was  screwed 
into  a  brass  plate  between  two  cast-iron  reseiToirs  six  inches 
in  diameter  and  two  feet  long,  and  had  a  brass  pipe  leading 

*  77ie  Engineer,  vol.  xxviii..  rag«  85^.     1^^^- 

t  Der  Ciulinginieur,  vol.  xx.,  page  14,  1874.  Alfi'»,  2Vierm<y'(!ynamic9  of  th$ 
Steam  Engine^  Peabony. 
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Fig.  5. 


Fig.  a 


from  the  side  orifice,  through  the  second  or  low-pressure  res* 
ervoir,  to  a  pressure  gauge  at  a  convenient  position.  The 
brass  tube  was  deflected  to  one  side,  so 
as  not  to  interfere  with  the  jet  from 
the  orifice,  and  the  lower  side  only  of 
the  brass  plate  was  covered  with  as- 
bestos to  check  the  flow  of  heat.  The 
whole  apparatus  was  covered  with  as- 
bestos and  hair  felt  and  jacketed  with 
Rossia  iron ;  the  loss  of  heat  by  radia- 
tion was  less  than  the  probable  errors 
of  observation. 

The  temperature  of  the  superheated 
steam  in  the  second  chamber  was  taken 
by  a  thermometer  in  a  deep  brass 
cup  filled  with  oil,  and  from  this  tem- 
perature the  condition  of  the  steam 
in  the  first  chamber  could  be  calcu- 
lated by  aid  of  the  equation 

XaTa  +  ^a  =  A^  +  {f,  -/^),    .      (4) 

in  which  A^is  the  total  heat  of  satu- 
rated steam  at  the  temperature  t^  and 
pres8are/?ft,and  ^,is  the  observed  tem- 
perature of  the  superheated  steam  in 
the  second  chamber. 

Two  distinct  series  of  tests  were 
made ;  those  recorded  in  Table  I.  show  the  relation  of  the  three 
pressures  in  the  first  and  the  second  chambers  and  at  the  side 
orifice ;  those  recorded  in  Table  II.  give  also  the  amount  of  steam 
lowing  through  the  orifice  per  hour. 

In  the  first  series  each  test  is  the  mean  of  from  three  to  five 
i^ogs,  taken  at  intervals  of  two  minutes  after  the  apparatus  had 
been  running  at  least  ten  minutes  under  nearly  constant  conditions. 
During  a  test  the  pressure  never  varied  so  much  as  a  pound  ;  that 
tt^no  single  reading  varied  more  than  half  a  pound  from  the  aver- 
age reading.  An  examination  of  the  four  groups  of  experiments 
shows  that  in  each  group  the  pressure  at  the  side  orifice  is  affected 
but  little  by  change  of  pressure  in  the  second  chamber  till  the 
^Inie  pressure  in  that  chamber  approaches  half  that  in  the 
first  chamber.     As  the  lower  pressure  approaches  half  the  upper 
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pressure,  the  pressure  at  the  side  orifice  slowly  increases ;  but 
when  the  lower  pressure  becomes  more  than  half  the  upper  press- 
ure, the  pressure  at  the  side  orifice  increases  markedly  with  the 
pressure  in  the  lower  chamber. 

The  tests  of  the  second  series,  given  in  Table  IT.,  were  intended 
to  be  half  an  hour  long  ;  some  were  only  twenty  minutes  long,  as 
ill  the  ordinary  work  of  the  laboratory  it  was  not  always  easy  to 


TABLE  I. 

PRESSURE  TB8TS. 


1 
2 

8 
4 
5 
6 

7 
8 

9 

10 
11 
12 
18 
14 

15 
16 
17 
18 
19 
'20 
21 
22 

28 
24 
25 
26 
27 
28 
29 
30 
31 
82 


*  In. 
1   5 

l.r, 
1.5 
1.5 
1.5 
1.5 
1.5 
1.5 

0.5 
0.5 
0.6 
0.5 
0.5 
0  5 

0.25 
0.25 
0.25 
0.25 
0.25 
0.25 
0.25 
0.25 

0.25 
0.25 
0.25 
0.25 
0  25 
0.25 
0.25 
0  25 
0.25 
0.25 


Prsmuri 

!  ABOVE  THE  AtMOS- 

PHERE,  Pounds  per  Sq.  In. 

In  First 

In  Second 

At  Side 

Chamber. 

Chamber. 

Orifice. 

72.5 

12.7 

40.3 

72.4 

14.7 

40.3 

72.4 

19.6 

40.4 

72.2 

24  6 

40.7 

72  8 

.i9.3 

41.0 

72.3 

34.5 

41  8 

72.5 

41).  0 

44.6 

72  5 

44.7 

47.8 

72.4 

13  6 

88.6 

73.9 

15.6 

39.4 

72.2 

20.0 

38  8 

72  4 

26.2 

39.0 

72.5 

29.7 

39.4 

72.1 

h4.8 

39.7 

72.4 

27.1 

86.1 

72.4 

27.9 

36.1 

72.6 

28.7 

36.3 

78.3 

29  6 

36.7 

74.0 

30.1 

37.1 

73.5 

3->.3 

37.0 

71.8 

8:^.8 

8'Kl 

72.7 

35.5 

37.2 

124.3 

26.9 

67.5 

127.3 

31.0 

69.8 

125.3 

34.8 

68.4 

127.6 

40.6 

70.2 

128.1 

46.9 

70.4 

125.9 

49.5 

69.3 

125.9 

54.1 

69.5 

1-26.0 

57.5 

69.6 

1-26.8 

60.0 

69.7 

126.6 

64.7 

70.2 

14.7 
14.7 
14.7 
14.7 
14.7 
14.7 
14.7 
14.7 

14.8 
14.8 
14.8 
14.8 
14.8 
14.8 

14.8 
14.8 
14.8 
14.8 
14.8 
14.8 
14.8 
14.8 

14.7 
14.7 
14.7 
14.7 
14.7 
14.7 
14.7 
14.7 
14.7 
14.7 


^i 


0.314 
0.337 
0.394 
0.452 
0.505 
0.565 
0.681 
0.717 

0.820 
0.843 
0.400 
0.459 
0  510 
0.594 

0.480 
0.490 
0.498 
0.504 
0.506 
0.534 
0.5h'4 
0  575 

0.299 
0.322 
0.354 
0.389 
0.481 
0.457 
0.489 
0.518 
0.530 
0.562 


•^  i  ®  «  e 
©****.  «^  o  t-  e 


^o<i 


0.631 
0.6;h1 
0.683 
0.640 
0.640 
0  649 
0.680 
0.710 

0.612 
0.618 
0.616 
0.616 
0.621 
0.628 

0.584 
0.584 
0.685 
0.585 
0.584 
0.587 
0.591 
0.594 

0.592 
0.592 
0.594 
0.596 
0.596 
0.697 
0.598 
0.598 
0.599 
0.601 
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TABLE 

II. 

FLOW  TESTS. 

1 

^ 

1 

TUJI    4T]I0!1FI1EBK 

II 
ft 

Ratio  of 

^6 

p 

I* 

ii 

PER  Ourn. 

** 

I 

= 

5 

< 

11 'il 

lis 

1! 

a' 

i% 

1 

t 

• 

4 

a 

0 

14.7 

7 

e 

«          10 

iffli.a  on  lif 

IS 

air.o 

13 
2sH 

14 

I , 

Lft 

m 

7*,1 

li.l* 

41.2 

o,«3a 

«J.O 

i.nte 

L. 

n 

9\ 

TUO 

use 

a».e 

H.H 

fp.gSfl,  O.KH 

ia^.7'  o.oji> 

!(1fl  (1 

«fl7.H 

si5i  rnafi 

1. 

11' 

m 

TS,n 

la.; 

40.0 

14.7   i^,im    iKG+t 

HI. 4:  OJKi-i 

ain  u 

231.4 

!j^f'  i.rjts 

1. 

"** 

m 

75.fi 

31J.4 

«.(> 

H.7 

0.3<;  0.6S^ 

13W.W    0.iN>7    !?5W.«" 

^H*.3 

yw*7    L040 

1. 

so 

7l;» 

324.5 

40.6 

14.7 

0  4M    0.6*j 

140  «|  o.uor  Ilia  [> 

any, 7 

2IH    1.016 

»., 

OJ 

m 

r«,B 

U.8 

s».o 

14.M 

O.SSf*    O.rtH 

13.H.7!  O.OfW    S23.0 

2n,e 

3jJJ     l.Ofia 

T.. 

4* 

«i 

r*.! 

B0,4 

m^ 

14.S 

0.4(lft.  o.ei7 

U'i.t  "  0J-1&  s-^-ft 

jni.7 

irifl 

IJ)M 

i. 

<l 

ao 

T».* 

24.7 

m.n 

i4.M 

o.4sa  o.bjfl 

144.0;  o.noft  itasAo 

SUl.l 

2:M 

1,040 

i, 

«l 

ao 

75J 

3B,fi 

SD.t 

14.8 

0.5tl0|  0.S15 

USA*  0.0U&  *^s,^ 

21H.0 

ssai 

1.034 

)* 

tM 

an 

Tt.ti 

il,H 

Ml 

U.ft 

o.^^4  0.W3 

14a. *i  0.001 '  aaa.o 

i*i«.a 

^30 

I  IK>1 

11., 

*» 

m 

^5 

10  9 

an 

14. &.  oasM,  0  n^ 

14JJ^   OOU    :4Sai) 

ai^j  -> 

2^30 

1.054 

a, 

m 

71,7 

H.tt 

3tt.« 

H.a;  o,aatt  <t,:i*ii 

l«f,5    O.Ut4    227.0 

21^!  0 

tMi 

1J«56 

a- 

ITJft 

«> 

1JM« 

273 

«.,a 

U.7I  o.astt'  o,6!it 

155  0    Oj¥i&    SM.ft 

TA^fl 

a:»a 

l.OfiS 

w. 

f* 

10 

1:^.0 

40.S 

..fi 

14,7  o.sBfi  ujm 

laT.O   O.OOI;  3M.0 

1 

aai  » 

!iri2 

1.06U 

maintaia  a  constant  steam  pressure  for  half  an  hour.  In  the 
thirteenth  test  the  greatest  variation  from  the  average  pressure 
was  2.5  pounds ;  in  the  first  and  third  tests  the  greatest  variation 
was  2.2  pounds  ;  in  all  other  tests  the  variation  was  less  than  two 
pounds.  In  the  fourth,  fifth,  tenth,  eleventh,  and  twelfth  tests 
the  greatest  variation  was  not  more  than  0.5  of  a  pound.  The 
flow  of  steam  per  hour  was  obtained  by  condensing  and  weighing 
the  steam  flowing  from  the  second  chamber.  The  calculated 
flow  given  in  column  12  was  found  by  multiplying  the  result  ob- 
tained by  aid  of  equation  (3)  by  3600,  the  number  of  seconds  in 
•m  hour.  In  column  13  are  given  the  results  obtained  by  apply- 
ing to  these  cases  the  equation  proposed  by  Mr.  Napier : 

70 

with  the  assumption  that  the  steam  in  the  first  chamber  was  dry 
and  saturated.     As  determined  by  the  temperature  in  the  second 
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chamber,  the  priming  in  the  first  chamber  was  from  1  to  2  per 
cent.  Id  the  above  equation  ^is  the  flow  in  pounds  per  second; 
Q  is  the  area  of  the  orifice  in  square  inches;  pa^  ^he  pressure  in 
the  first  chamber  in  pounds  per  square  inch,  and  70  is  an  empir- 
ical divisor. 

It  is  notable  that  each  of  the  four  groups  of  tests  in  Table  11. 
shows  an  apparent  co-efficient  of  flow  greater  than  unity;  that  i?, 
the  actual  flow  is  larger  tlian  that  calculated  by  the  thermo- 
dynamic equation.  The  co-efficient  for  each  group  is,  however, 
fairly  constant,  the  greatest  variation  from  the  mean  for  a  group 
being  less  than  one  per  cent.,  except  in  the  case  of  the  fourth  test. 
The  thermodynamic  equation  is  deduced  with  the  assumption 
that  no  heat  is  communicated  to  the  steam  during  the  flow.  Now 
it  is  apparent  that  heat  is  communicated  to  the  steam,  since  the 
orifice  and  the  plate  into  which  ft  is  screwed  are  exposed  to  the 
steam  at  the  highest  pressure,  and  such  communication  of  beat 
might  be  expected  to  increase  the  flow,  but  the  extent  of  this  ac- 
tion cannot  now  be  stated.  On  the  other  hand,  the  pressure  at 
the  side  orifice,  placed  at  the  middle  of  the  length  of  the  straight 
part  of  the  tube,  is  less  as  the  tube  is  shorter,  while  the  flow  and 
the  co-efficient  of  flow  are  greater,  showing  an  apparent  friction 
or  resistance  to  flow  for  a  longer  tube  as  compared  with  a  shorter 
tube.  For  the  shorter  tubes  the  flow  calculated  by  Napier^s  rule 
is  in  all  cases  less  than\he  actual  flow,  but  greater  than  the  flow 
calculated  by  the  thermodynamic  equation.  For  the  longest  tube 
the  flow  calculated  by  Napier's  rule  is  greater  than  the  actual 
flow  except  for  the  fourth  test,  which  has  an  exceptionally  large 
co-efficient  of  flow  as  compared  with  other  tests  of  the  group. 

In  conclusion,  it  should  be  stated  tliat  all  the  tests  and  calcula- 
tions were  made  by  Mr.  Kunhardt,  who  also  tested,  calibrated,  and 
corrected  the  thermometers,  gauges,  and  other  instruments  used. 

[Note. — TliU  'paper  was  presented  and  received  discussion  joinily  with  the 
author's  other  paper.  No.  364,  on  the  errors  of  different  types  of  calorimeters^ 
published  on  page  198  of  Volume  XL  of  the  Transactions.^ 
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CCCLXIV. 

AN  EXPERIMENTAL  STUDY  OF  THE  ERRORS  OF 
DIFFERENT  TYPES  OF  CALORIMETERS. 

BT  O.  H.  PBABODT,  BOSTOH,  XASt. 

(Member  of  the  Society), 

WITH  A.  L.  WILLMTOM 

(Non-Member.) 

This  paper  gives  the  results  of  some  experiments  on  calori- 
meters for  determining  the  moisture  in  steam.,  made  by  Mr.  Wil- 
Uston  in  the  Ltboratories  of  the  Massachusetts  Institute  of  Tech- 
nology in  the  preparation  of  his  graduation  thesis.  The  object  of 
the  experiments  was  to  determine  the  nature,  magnitude,  and 
causes  of  errors  in  calorimeters  of  di£ferent  types,  and  to  find  how 
to  avoid  them,  or  how  to  correct  them  if  unavoidable. 

Four  forms  of  calorimeters  were  used  in  the  experiments : 

(1)  a  throttling  calorimeter  designed  by  the  writer ; 

(2)  a  Barms  continuous  water  calorimeter ; 

(3)  a  Hoadley  calorimeter ; 

(4)  a  barrel  calorimeter. 

The  fii-st  three  types  have  been  described  in  the  Transactions,* 
and  for  the  first,  t.  e.,  the  throttling  calorimeter,  the  theoretical 
limits  of  action  have  been  stated.  It  may,  however,  be  convenient 
to  have  the  following  brief  description. 

The  throttling  caloiimeter  consists  of  a  chamber  into  which 
steam  is  admitted  through  a  throttle  valve,  and  from  which  it 
escapes  through  a  larger  valve.  The  steam  is  superheated  by  the 
throttling  or  withdrawing,  and  its  condition  can  be  entirely  deter- 
mined by  the  temperature  and  pressure,  which  are  taken  by  a 
thermometer  and  pressure  gaug6.  The  pressure  of  the  steam  in 
the  main  steam  pipe  from  which  the  sample  is  taken  is  also  ob- 
served. The  calorimeter  and  the  pipe  and  valve  leading  to  it  are 
well  wrapped  with  non-conducting  material  to  prevent  radiation. 
If  it  be  assumed  that  no  heat  is  lost  by  the  steam,  the  heat  in  one 
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pound  will  be  the  same  in  the  calorimeter  as  in  the  main  steam 
pipe,  and  we  have  the  equation 

icr  +  j  =  A, +  cp(<,-g, (1) 

in  which  x  is  the  part  of  one  pound  of  fluid  in  the  steam  pipe  that 
is  steam,  1  —  a;  being  water ;  r  is  the  heat  of  vaporization,  and  q 
the  heat  of  t|ie  liquid  at  boiler  pressure ;  A^  is  the  total  heat,  and 
tc  the  temperature  of  saturated  steam  at  the  pressure  in  the  calori- 
meter; tg  is  the  temperature  of  the  superheated  steam  in  the 
calorimeter ;  and  Cp  is  the  specific  heat  of  superheated,  steam  at 
constant  pressure  (0.48  nearly).  From  the  equation  (1),  the  yalue 
of  X  and  1  —  x  are  readily  found  with  the  aid  of  a  table  of  the 
properties  of  saturated  steam. 

The  Barrus  calorimeter  consists  essentially  of  a  straight  vertical 
tube  running  through  an  open  wooden  bucket  and  forming  a  small 
surface  condenser.  The  condensed  steam  is  collected  at  the  bot- 
tom of  the  tube,  cooled  and  weighed.  The  condensing  water  is 
let  in  so  as  to  circulate  round  the  tube,  is  then  mixed  and  drawn 
oflf  and  weighed  separately.  The  pressure  of  the  steam  is  ob- 
served, and  the  temperatures  of  the  condensed  water  and  of  the 
cold  and  warm  condensing  water  are  taken.  Let  the  weight  of 
the  condensed  water  be  lo^  and  of  the  condensing  water  W;  let  r 
be  the  heat  of  vaporization,  and  q  the  heat  of  the  liquid,  of  steam 
at  the  pressure  in  the  supply  pipe ;  let  q^  be  the  heat  of  the  liquid 
at  the  temperature  of  the  water  resulting  from  the  condensation 
of  steam,  collected  at  the  bottom  of  the  vertical  tnbe  before  it  is 
passed  through  the  cooler,  and  let  qi  and  ^2  be  the  heats  of  the 
liquid  corresponding  to  the  initial  and  final  temperatures  of  the 
condensing  water.  Then  the  quality  of  the  steam  x  and  the 
amount  of  'priming  1  —  x  may  be  calculated  by  the  equation 

w{xr  +  q-  J,)  =  ^(^8  -  ?i)  +  c,     .     .     .    (2) 

in  which  e  is  the  heat  lost  by  external  radiation,  to  be  determined 
by  a  special  experiment. 

The  Hoadley  calorimeter  is  non-continuous,  and  consists  of  a 
surface  condenser  of  thin  copper  to  which  steam  is  admitted,  and 
in  which  it  is  collected,  placed  in  a  thin  copper  cylinder  contain- 
ing the  condensing  water,  and  thoroughly  wrapped,  lagged  and 


Digitized  by 


Google 


TBB  EBBOBS  OF  DIFFEBEKT  TYPES  OF  GAL0BIMETEB8. 


195 


jacketed  with  eider-down  and  hair-felt  in  spaces  formed  by  three 
concentric  galvanized  iron  cylinders.  Arrangements  are  made  for 
stirring  the  condensing  water  and  for  taking  the  mean  tempera* 
ture.  The  calorimeter  is  placed  on  a  special  platform  scale  so  that 
-weights  may  be  taken  of  the  calorimeter  (1),  when  empty ;  (2), 
-when  the  cooling  water  is  run  in ;  (3),  when  steam  has  been  ad- 
mitted, condensed  and  collected  in  the  surface  condenser.  The 
condensed  water  may  also  be  drawn  o£f  and  weighed  separately, 
but  not  satisfactorily,  as  more  or  less  water  will  adhere  to  the 
sides  of  the  condenser.    The  equation  given  for  this  case  is 


t^(a:r  +  ?-ft)  =  (F+  TT ')(?,- ?i)  +  e, 


(3) 


in  which  w  and  W  are  the  weights  of  the  condensed  steam,  and 
condensing  wat^r,  and  TT'  is  the  water  equivalent  of  the  copper 
forming  the  condenser  and  calorimeter ;  r  is  the  heat  of  vapori- 
zation, and  q  the  heat  of  the  liquid  corresponding  to  the  pressure 
of  the  sample  of  steam ;  qi  and  qt  are  the  initial  and  final  tem- 
peratures of  the  cooling  water ;  and  e  is  the  external  radiation, 
-while  X  is  the  quality  of  the/  steam  and  1  —  a;  is  the  amount  of 
priming. 

The  barrel  calorimeter  was  a  wooden  barrel  set  on  scales,  with 
pipes  and  valves  for  supplying  cold  water  and  steam,  and  with 
a  large  valve  for  rapidly  emptying  the  barrel  at  the  end  of  a  test. 
The  temperature  of  the  cold  water  was  taken  before  it  entered 
the  barrel,  and  the  correction  for  radiation  and  the  water  equiva- 
lent of  the  barrel  avoided  by  first  filling  the  barrel  with  hot 
water  at  about  the  temperature  of  the  contents  of  the  barrel  at 
the  end  of  the  test,  and  then  emptying  rapidly  and  filling  with 
cold  water  for  the  test.  The  equation  for  this  case,  using  the 
same  notation  as  in  the  preceding  equations,  is. 


w{xr  +  q'-q2)-  R^(ft-?i),- 


(4) 


At  the  su^estion  of  the  writer,  the  calorimeters  were  supplied 
with  superheated  steam,  for  which  the  condition  could  be  known 
from  the  temperature  and  pressure,  provided  that  Regnault's 
▼alne  of  the  specific  heat  Cp  may  be  assumed  to  be  true  at  all 
temperatures  and  pressures.  In  most  of  these  tests  the  steam 
was  superheated  only  a  small  amount  to  avoid  uncertainty  from 
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this  source.  If  A.  is  the  total  heat  and  the  temperature  of  satu- 
rated steam  at  the  pressure  in  the  supply  pipe,  and  if  if,  is  tem- 
perature of  the  superheated  steam  in  that  pipe,  then  equations 
(1),  (2),  (3)  and  (4)  become, 

^  +  ^i,(^'.-0  =  ^c  +  Op(^,-.g,  / (6) 

fi?(A-.y,)-hrp{^.-0  =  ^(2t-?i)  +  e, (6) 

t^(^-?2)  +  ^(^.-0=(l^-h  Tro(j,-?i) +^,    .  (7) 

y>{^-qt)'\^Cp{i\--()^W(s^-q,l (8) 

(1)  Thbottling  Calobiketeb. 

The  errors  of  this  calorimeter  are  of  two  sorts — those  arising 
from  inaccuracies  of  the  theimometer  or  tlie  gauge,  which  can  be 
calculated,  and  those,  like  the  error  from  radiation,  which  cannot 
be  calculated. 

In  the  description  previously  given,  it  was  pointed  out  that 
small  inaccuracies  of  thermometer  or  gauge  had  slight  effect  on 
the  indications  of  this  calorimeter.  Thus  at  100  pounds  pressure 
absolute,  an  error  of  one  pound  in  pressure  giving  apparently  101 
pounds  will  make  the  priming  appear  to  be  from  0.02  to  0.03  of  a 
per  cent,  larger  than  it  really  ip.  At  60  pounds  absolute  the  error 
may  be  twice  as  much.  On  the  other  hand,  an  error  of  one  pound 
in  the  reading  of  the  calorimeter  gauge  may  give  an  error  of  0.2 
of  one  per  cent,  when  the  pressure  is  6  pounds  absolute,  and  an 
error  of  0.025  when  the  pressure  is  35  pounds  absolute.  An 
error  of  one  degree  in  the  thermometer  may  give  an  error  of  O.Ozo 
of  one  per  cent. 

Two  aeries  of  tests  were  made  on  this  calorimeter  using  super- 
heated steam ;  the  first,  for  which  the  results  are  given  in  Table 
I.,  to  determine  the  effect  of  varying  degrees  of  throttling  and 
superheating,  and  the  second,  for  which  the  results  are  given  in 
Table  II.,  to  determine  the  effect  of  running  varying  amounts  of 
steam  through  the  calorimeter. 
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TABLE  L 
THUOTTLIWO   CA10EIHETIEB, 


It 

If 

jl 

3 

It 

S 

jl 

1 

ll 

i! 

as. 

1 

m.2 

19,9 

S16.3 

aeo.a 

4  3 

S^i.4 

9  8 

s  , 

80.6 

2^.5 

3!7.4 

285-2 

5.4 

48.4 

2.5 

8 

8f).8 

23  A 

318.0 

288.1 

5.9 

40.9 

3  0 

4 

7S.S 

m.7 

H18*4 

290.5 

8.8 

35,8 

8.8 

5 

80,8 

87.6 

818.5 

203.4 

8.0 

ao.i 

a. 4 

S 

67.4 

24.1 

SS3.1 

318. ft 

Sfl.l 

100.0 

e.8 

7 

87,4 

21»J 

350.6 

343,0 

32.8 

n8  8 

8.0 

8 

87.3 

84  5 

350,1     ! 

344.ft 

JI2.3 

85,7 

7.1 

9 

a7,ia 

1 

89.8 

848.8 

845.4 

81.0 

7&.3 

7. a 

The  first  five  teats  were  made  with  just  enough  superheat ing  in 
the  supply  pipe  to  dt»termine  the  quality  of  the  steam ^  and  with 
as  nearly  aa  postdble  the  aam©  quantity  of  steam  flowing  through 
the  calorimeter  per  minute. 

Tbe  last  four  tests  were  made  with  a  coriBiderahle  amonnt  of 
EiU{^rheatiiig  in  the  supply  pipe,  aud  with  also  a  varying  degree 
of  throttling.     The  loss  of  heat  per  pound  is  about  double  that  in 
the  preceding  set  of  testa,  but  this  is  due  to  the  faet  that  less 
steam  per  minute  was  rue  through  the  calorimeter ;  the  radiatioUj 
thottgh  larger,  could  not  have  been  twice  as  great  as  in  the  pre- 
ceding ease.     Each  set  of  tests,  conshlered  by  itself,  shows  that 
the  effect  of  varying  degrees  of  throttling  has  a  very  small  influ- 
ence on  the  result,  the  greatest  variation  in  the  loss  for  either 
ponp  being  1.2  thermal  unite,  or  about  one- tenth  of  one  per  cent. 
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TABLE   II. 
THROTTUSe  CAIiORTMETER 


'1 

5| 

B 

a 

1 

i 

h 

"a 

§ 

|1N 

•§§ 

go. 
£2 

8| 

2| 

§1 

t 

a  »-* 

|l 

lo 

^1 

1 

Jill 
lifl 

fig 

f 

1^ 

£ 

QQ 

1^ 

IIP 

1 

2 

8 

4 

5 

6 

7 

8 

9 

10 

11 

1 

83.0 

25.0 

4S9.8 

861.0 

111.8 

121.0 

485 

19.8 

.860 

2.4 

2.8 

2 

88.0 

24.9 

410.5 

858.1 

92.0 

118.8 

540 

12.8 

090 

2.0 

l.S 

8 

87.0 

25.0 

890.2 

849.2 

72.5 

109.2 

69.0 

6.4 

442 

1.5 

0.7 

4 

B7.4 

24.9 

890.2 

850.2 

72.2 

110.4 

70.5 

5.5  • 

888 

1.8 

0.6 

5 

87.5 

24.9 

884.8 

846.1 

66.7 

106.8 

75.0 

4.9 

868 

1.2 

0.5 

8 

86.1 

24.9 

874.4 

840.5 

57.6 

100.7 

90.0 

2.8 

852 

0.9 

0-8 

7 

857 

25.0 

861.9 

829.2 

45.8 

89.2 

102.0 

2.8 

288 

0.8 

0.9 

8 

85.2 

249 

850.4 

320.7 

84.2 

80.9 

185.0 

0.9 

124 

0.4 

0.1 

9 

84.0 

2S0 

848.6 

814.4 

28.4 

74.4 

187.0 

0.9 

138 

0.4 

0.1 

10 

78.0 

25.0 

830.4 

806.1 

204 

68.1 

201.0 

0.9 

181 

0.8 

0.1 

An  examination  of  Table  II.  shows  that  the  greatest  error  of 
this  calorimeter  comes  from  radiation,  and  that  for  small  quanti- 
ties of  steam  per  hoar,  the  error  may  be  2.2  per  cent.  But  the 
table  also  shows  that  the  error  may  be  reduced  to  one-tenth  of 
one  per  cent,  by  the  simple  expedient  of  runniDga  sufficient  quan- 
tity of  steam  per  hour.  For  the  calorimeter  used,  which  was  four 
inches  in  diameter  and  ten  inches  long,  at  least  120  pounds  of 
steam  per  hour  should  be  used.  As  the  calorimeter  has  been 
made  with  a  simple  valve  for  admitting  steam,  there  is  no  way 
of  knowing  how  much  steam  is  used  except  by  condensing  and 
weighing  it.  In  the  future  it  is  proposed  that  these  calorimeters 
shall  be  provided  with  rounded  orifices  of  suitable  size  for  giving 
the  proper  quantity  of  steam  per  hour.  The  diameter  of  the  ori- 
fice may  be  calculated  with  sufficient  accuracy  by  the  following 
formula  given  by  Napier  : 

ff  =  ^  F 
^      70  ^' 

in  which  ^G  is  the  flow  of  steam  per  second  for  the  area  Fin 
square  inches,  and  J9  is  the  absolute  pressure  above  the  orifice  in 
pounds  per  square  inch.  For  the  caloiimeter  used  in  these  tests, 
the  orifice  should  be  about  0.2  of  an  inch  in  diameter. 
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The  greatest  defect  in  this  type  of  calorimeter  has  been  shown 
to  be  that  the  steam  will  not  be  superheated  by  throttling  if  the 
priming  is  more  than  a  certain  per  cent,  depending  on  the  pressure 
of  the  steam.  This  defect  may  perhaps  be  remedied  by  letting 
the  steam  flow  through  a  priming  box  with  provision  for  with- 
drawing and  measuring  the  water  that  collects  in  it^  from  which 
box  the  steam  can  flow  through  an  orifice  to  the  superheating 
chamber.  In  such  case  the  flow  through  the  orifice  must  be  deter- 
mined by  special  experiment,  as  the  tests  on  flow  of  steam  pre- 
sented at  this  meeting  show  that  Napier*s  formula  may  be  in  error 
to  the  extent  of  two  per  cent. 

(2)  The  Babbus  Caix)bimeter 

With  this  type  of  calorimeter  accurate  instruments  and  a  very 
considerable  degree  of  care  and  skill  are  requu'ed  to  give  good 
results.  Thus,  an  error  of  one-hundredth  of  a  degree  F.  in  the  tem- 
perature of  the  cooling  water,  whether  cold  or  warm,  will  produce 
an  error  of  one-thirtieth  of  one  per  cent,  in  the  result.     An  error 
of  one  degree  in  the  temperature  of  the  condensed  steam  will  affect 
the  result  by  one-tenth  of  one  per  cent.     It  appears  that  a  good 
thermometer  will  answer  for  the  latter,  but  that  for  the  former  an 
exceptionally  good  thermometer  must  be  used  and  that  changes 
of  the  freezing  point  are  to  be  guarded  against.    An  error  in  the 
steam  pressure  is  not  much  more  serious  than  for  the  throttling 
calorimeter.     The  greatest  difficulty  is  in  determining  the  weight 
of  the  condensed  steam  and  of  the  cooling  water.     An  error  of  one- 
hundredth  of  a  pound  in  the  determination  of  the  condensed 
steam  will  cause  an  error  of  one-tenth  of  one  per  cent,  in  the  result 
in  a  test  of  twenty  minutes  duration.     A  slight  difference  of  level 
of  the  water  in  the  glass  water  gauge  on  the  pipe  draining  the  con- 
densing pipe  will  make  such  a  difference  in  weight,  but  this  error 
18  constant,  and  the  per  cent,  of  error  can  be  reduced  by  a  longer 
test    Common  platform  scales  are  commonly  used  for  weighing 
the  condensing  water,  and  they  are  liable  to  an  eiTor  of  half  a 
pound,  which  for  a  test  of  twenty  minutes  will  give  an  error  of 
fifteen  one-hundredths  of  a  per  cent,  in  the  result. 

In  Table  IIL  are  given  the  data  and  results  of  tests,  twenty 
minutes  in  duration,  on  a  calorimeter  of  this  type  when  supplied 
with  superheated  steam.  The  small  differences  between  the  heat 
suppUed  and  the  heat  accounted  for  show  that  the  calorimeter  is 
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capable  of  good  work^  and  that  it  is  not  necessary  to  coiTect  for 
radiatiou. 


TABLE  UL 


i 

s 

1 

PB 

^11 

3 

U 

1 

li 

is 

p 

II 

i 

e 
i 

1 

i 

^ 

n 
^ 

r 

u 

^2 

=  a 

g^ 

5^ 

1* 

i^^ 

u 

s 

g  1< 

^ 

In 

h 

h 

^ 

s 

p 

bS 

1 

RT.l 

AUH 

5!i,aS 

fits.  58 

Hoa.fi 

8^1^ 

U.72 

OJiT 

D3&J 

+  S.4 

+  O.TO 

t 

Wi.^ 

ana  4 

E^i  &a 

S.'i.Sl 

m.H 

»a9  «& 

n  S5 

m.6 

flSf.4 

+  a.s 

0-4 

»,„,.„. 

Kr.7 

a63.» 

53.88 

85. rr 

m\A\ 

308. B 

a.Bi 

wD.rt 

Bfll.N 

-  1.8 
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4I4J 

&4.83 

MM 
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t«  S 
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1M4.4 

-  O.ft 

OJ 

a., 

».o 

404.3 
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mm 

mj 
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I1,S7 
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^3  H 

-^  on 

e.  1 

6.,...-,. 

8s.a 

«tt.5 

aa.38 

m^m 
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3M,2r, 

li  17 
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MV»  6 

-  I.« 

on 
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40S.1 

56.  m 
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3:17.0 
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-  a.o 
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40«.g 
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33*  Sli 
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-  a.e 

0  1 
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4lS.ft 
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aio.i 

3an,3 

11.1* 

44£.4  ,  tM»,0 

-  i.fi 

O.t 

10 

f».0 

41?. 0 

IU.44 
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3!  1,0 

ass. a 

Itjl 

MT.7     t»44.: 

-  3.0 

OS 

(3)   HOADLEY   CaLOBIMETEH. 

Witb  tills  calorimeter,  an  error  of  ODe'luiudredtli  of  n  degree  in 
the  tempcmture  of  tlm  condeDsing  water  will  cause  an  error  of 
OpOI  of  one  per  cent,  in  tlie  result.  An  error  of  one  pound  in  the 
iveight  of  the  condensing  water  will  cause  au  error  in  the  result  of 
0,5  of  one  per  cenL,  wliile  an  error  of  one- tenth  of  a  pound  in  the 
-weight  of  the  condensed  Bteani  may  giye  an  error  of  two  per  cent. 
The  diflBcuItj  and  uncertainty  of  drawing  this  water  off  and  of 
weighing  it  separately,  is  the  most  ohjectionable  feature  of  thia 
calorimeter. 

In  testing  this  calorimeter  w^itli  superheated  steam,  the  supply 
was  constant,  and  during  the  intervals  of  a  series  of  tests,  it  was 
diverted  into  a  condenser  to  dispose  of  it,  Tlie  data  and  results 
of  the  tests  are  given  in  Tiiblc  IV.  The  water  equivalent  of  the 
copper  forming  the  calorimeter  and  surfucc  condenser  was  deter- 
mined  by  Mr.  Hoadley  to  be  17.2  puiuids,  and  is  iuelnded  iu  the 
weights  of  condensing  water  given* 
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TABLE  IV. 

HOADLBT  CALORIMBTBH. 


78.0  I  860.9 
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b,<j> 

** 

it 

fl 
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o 
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88.15 

M.44 

78.60 

885.7 

41.0 

58.88 

81.65 
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80.8 

59.74 

85.50 
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89.6 

58.86 

81.  fO 
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38.8 

68.06 

79.88 

887.6 

88.8 

58.70 

85.05 

884.6 

87.9 

59.41 

88.81 

88G.4 

87.4 

59.81 

84.47 

884.5 

87.8 

69.40 

90.80 

884.8 

40.1 

60.71 

80.80 

227.8 

4.80 
4.60 
5.10 
5.16 
8.40 
5.19 
4.75 
4.80 
6.06 
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88.15 
83.29 
86.78 
85.89 
17.16 
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88.76 
84  78 
80.78 
86.68 
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if 

dJ 
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^1 

fl 
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g 

ti 

1- 

1165.9 

1148.8 

-  11.4 

1149.7 

1147.4 

-    2.8 

1189.5 

1185.8 

-    4.8 

1180.0 

1189.5 

+    9.5 

1146.8 

1146.0 

+    0.7 

1189.9 

1141.8 

+    1.9 

1188.0 

1148.9 

-f  10.9 

1150.1 

1141.3 

-    8.8 

1130^8 

1185.5 

-    4.3 

1185.7 

1141.3 

+    5.6 

E 


1! 

1.8 
0.8 
0.6 
1.0 
0.1 
0.8 
1.2 
1.0 
0.5 
0.6 


(4)  Babbel  Calobimeter. 

The  tests  given  in  Table  V.  were  made  on  a  barrel  cnlorimeter 
for  the  eake  of  comparison  with  the  tests  on  the  calorimeters  of 
o\3[keT  types.     They  were  made  with  care  and  may  be  considered 
Vo  gi?e  the  degree  of  accuracy  attainable  in  engineering  work. 


TABLE  V. 
BARBEL  CALORIMBTEB. 
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DISCUSSION. 

Mr.  A.  Faberjiu  Faur. — It  appears  that  the  tubes  used  in  the 
experiments  were  not  such  as  would  admit  of  a  perfect  develop* 
ment  of  the  jet  according  to  the  formula. 

A  careful  investigation  of  the  teachings  of  the  formula  would 
have  excluded  the  assumption  that  the  pressure  in  the  tube  was 
the  same  as  the  pressure  in  the  second  chamber ;  it  would  have 
shown  no  essential  difference  between  the  calculated  values  and 
the  results  of  the  experiments,  and  certainly  no  "  apparently 
absurd  co-efficient  of  flow  of  1.26  ;'*  no  pressure  gauge  at  a  side 
orifice  would  have  been  required,  except  to  confirm  the  correct- 
ness of  the  formula. 

A  careful  study  of  the  formula  should  have  indicated  the  form 
to  be  given  to  the  pipes  or  nozzles  under  the  various  conditions 
of  initial  and  final  pressure. 

About  twenty-five  years  ago,  while  studying  Zeuners*  book  on 
Thermodynamics  (Freiberg,  1860),  I  calculated  an  example  of 
flow  of  steam  by  a  formula  substantially  the  same  as  in  the  pre- 
sent paper.  The  problem  was  to  find  the  velocity  of  flow  and 
the  diameter  of  pipe  for  one  pound  of  steam  supplied  at  64.3 
pounds  above  atmospheric  pressure,  and  expanding  without  trans- 
fer of  heat. 
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The  annexed  diagram  (Fig.  94)  and  figures  show  the  results  of 
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the  calcnlations  for  conseontiye  changes  of  temperature  of  nine 
degrees.  The  abscissas  are  laid  down  by  an  arbitrary  scale  pro- 
portional to  the  energy  exerted  in  producing  velocity,  so  as  to 
give  equal  work  for  equal  distances.  I  have  not  been  able  to 
find  a  formula  for  the  length  of  the  nozzle. 

An  inspection  of  the  diagram  shows  that  after  the  pressure  has 
been  reduced  to  about  30  pounds  it  cannot  be  further  reduced 
within  the  nozzle,  unless  the  diameter  of  the  same  be  enlarged. 
The  alleged  "  absurd  co-efficient "  is  fully  explained  by  the  ratios 
of  areas  of  the  partially  developed  and  the  fully  developed  jet 
Between  the  area  at  23.5  pounds  and  at  5.07  pounds  the  ratio  is 
1.3,  or  more  than  the  alleged  co-efficient  of  1.26,  in  the  calcula- 
lation  of  which  the  area  of  the  imperfectly  developed  jet  was 
taken,  instead  of  the  larger  area  for  44  potinds  pressure.  Had 
the  area  of  the  pipes  used  in  the  experiments  been  properly 
contracted  between  the  second  and  first  chamber,  no  co-efficient 
of  1.26  would  have  been  found. 

The  smallest  diameter  of  the  nozzle  calculated  by  me  is  about 

one  inch,  while  the  smallest  diameter  of  the  nozzles  used  in  the 

experiments  is  ^  inch,  so  that  at  equal  initial  pressures  the 

weights  discharged  should  be  as  to  16  to  1.    The  large  nozzle 

was  calculated  for  a  flow  of  3600  pounds  per  hour  at  64.3  initial 

pressure ;  the  |-inch  nozzle  at  71  pounds  initial  pressure  gave  215 

,        ..    3600      ,^^ 
pounds,  ratio  -oTq"=  16.9. 

Mr.  H.  W,  Spangler. — Since  the  appearance  of  Professor  Pea- 
l>ody's  first  article  on  his  calorimeter  I  have  been  trying  to  re- 
peat some  of  his  experiments,  and  I  must  have  been  very  unfor- 
tunate, for  I  have  a  very  strong  recollection  that  with  two  of 
those  machines  put  on  the  same  pipe,  having  superheated 
steam,  I  found  nothing  like  the  same  result  I '  have  been 
as  careful  as  I  knew  how  with  my  thermometers ;  I  ccrmpared 
them  very  carefully;  the  gauges  which  I  had  were  tested. 
Those  of  the  two  calorimeters  were  identically  the  same,  and 
were  especially  made  for  this  work,  and  I  had  considerable 
trouble  in  getting  anything  like  reasonable  results  out  of  them. 
1  was  interested  in  the  matter  in  the  same  way  that  Professor 
Peabody  was,  because  I  felt  the  need  of  something  which  will  do 
this  sort  of  work  satisfactorily.  I  also  attempted  to  use  Barrus' 
calorimeter  in  thQ  same  way,  and  I  sent  superheated  steam  into 
those  calorimeters  to  start  with,  and  I  found  about  the  same 
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amount  of  difficulty  with  them,  and  the  whole  matter  to  me  is  in 
a  very  unsatisfactory  condition. 

Prof.  J.  E.  DeiUoTu — 1  think  these  papers  are  very  valuable 
contributions  to  the  subject  of  which  they  treat.  If  I  under- 
stand the  results  aright  the  simple  formula  of  Napier  gives  re- 
sults accurate  to  within  a  couple  of  per  cent.  That  is  certainly 
something  worth  verifying,  viz.:  that  one-seventieth  of  the  ab- 
solute pressure  is  the  flow  per  second  into  the  atmosphere. 

It  seems  to  me,  in  regard  to  the  calorimeters,  that  it  is  certainly 
a  very  nice  idea  to  use  superheated  steam.  I  understand  that 
the  barrel  calorimeter  repeats  itself  within  a  range  of  two 
per  ceni  to  seven-tenths  of  one  per  cent,  error.  As  this  is  a  sub- 
ject about  which  there  has  always  been  a  great  deal  of  discus- 
sion, I  am  very  glad  to  have  a  chance  to  agree  with  some  one, 
as  I  can  with  Professor  Peabody,  that  the  errors  of  the  barrel 
calorimeter  are  the  errors  of  the  manipulation  of  a  complicated 
process.  We  all  know  that  with  a  barrel  we  have  made  steam 
dry  in  the  one  test,  and  in  the  next  test  it  has  30  per  cent  of 
priming,  and  in  the  next  it  is  200''  superheated.  I  thoroughly 
agree  with  the  author  that  the  barrel  calorimeter  is  just  as  accu- 
rate an  instrument  as  we  can  make  it  by  manipulation,  but  that 
without  great  precaution  in  its  use,  involving  much  preliminary 
practice  not  usually  present  in  our  boiler  tests,  the  errors  will 
be  excessive.  But  of  course  the  barrel  is  not  as  desirable  as 
the  more  modem  forms  of  instruments. 

Mr.  Jos.  McBride. — In  the  last  few  months  I  have  made  about 
forty  experiments  with  barrel  calorimeters.  I  weighed  the 
water  as  carefully  as  possible  on  a  platform  scale  reading  quar- 
ter pounds,  and  used  a  thermometer  graduated  to  tenths  of  a 
degree,  and  found  I  got  priming  from  one-half  of  one  per  cent, 
up  to  slightly  over  nine  per  ceni  in  about  forty  experiments. 
They  varied  about  that  amount.  I  think  I  got  in  the  whole  forty 
experiments  I  made  six  negative  results  which  would  show  super- 
heating.* 

Mr.    Geo.   H.  Bdbcock. — I  hope  the  author  will  permit  me 

*  These  experiments  were  made  in  two  sets  of  tweuty  each.  runDing  over  several 
weeks — some  thirty  days,  I  think.  They  were  made  under  all  sort.iof  conditions, 
higli  steam  and  low  steam,  full  load  and  no  load,  hi^h  water  in  the  boilers  and 
low  water,  nnd  heavy  and  light  fires.  The  mean  priming  for  one  set  wa?  four 
and  six-tenths  per  cent.,  and  for  the  nth>^r  three  and  six-tenths,  so  that  I  think, 
if  the  experiments  are  conducted  carefully,  they  will  give  a  very  accurate  test  of 
the  quality  of  the  steam. 
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to  correct  an  error  into  which  he  has  inadvertently  fallen  in  ac- 
crediting the  formula  O  =  F^^  to  Mr.  R  D.  Napier.    For  this 

very  simple  formula  we  are  indebted  to  Prof.  W.  J.  Macquom 
Bankine,  though  the  experiments  from  which  it  was  deduced 
were  made  by  Mr.  Napier.  Prof.  Bankine  called  it  a  "  rough 
approximation,"  evidently  not  supposing  that  it  would  be  found 
so  closely  true   to  fact  as    Prof.  Peabody  has  demonstrated. 

The  formula  proposed  by  Napier  *  was  W=150y  ^ ,  in  which 

W=  weight  of  steam  flowing  from  pressure,  P,  per  minute,  into 

p 
a  pressure  =  or  <  -^  and  £  the  specific  volume  of  the  steam 

at  the  pressure  F.  This  formula,  though  fairly  approximate,  is 
not  as  simple  or  as  near  correct  as  Bankine's.  It  is  also  true  that 
Napier  measured  the  pressure  within  the  orifice  in  the  same 
mannert  as  was  afterwards  done  by  Fleigner,  and  in  the  prepa- 
ration of  this  paper. 

Mr.  Geo.  H.  Barrua. — Professor  Peabody's  reference,  under  the 
head  of  "  Throttling  Calorimeter,"  to  the  defect  of  this  form  of 
instrument  and  to  its  remedy  by  ''  letting  the  steam  flow  through 
a  priming  box,  with  provision  for  withdrawing  and  measuring 
the  water  that  collects  in  it,  from  which  box  the  steam  can  flow 
through  an  orifice  to  the  superheating  chamber,"  evidently 
refers  to  an  apparatus  which  was  devised  by  me  a  year  or  more 
ago,  and  to  which  I  have  given  the  name  of  '*  Universal  Calori- 
meter." X 

This  instrument  is  shown  in  the  accompanying  cut  (Fig.  98),  in 
which  A  represents  the  drip,  or  priming  box,  and  R  a  plate  con- 
taining the  orifice  /.  Most  of  the  entrained  water  which  passes 
through  the  apparatus  collects  in  the  chamber  A^  and  the 
partially  dry  steam  flows  over  into  the  chamber  above  the 
orifice,  and  thence  into  the  chamber  below  the  orifice,  this  last 
being  open  to  the  atmosphere. 

The  connecting  unions  Q  and  F  are  interchangeable,  so  that, 
if  the  percentage  of  moisture  is  not  beyond  the  limitations  of 
the  wire-drawing  part  of  the  instrument,  the  drip  box  may  be 
dispensed  with.  If,  however,  the  percentage  of  moisture  is 
above  this  limit;,  which,  at  ordinary  pressures,  is  between  three 

♦  Sn^ikjer,  Vol.  XXVIIL,  p.  228.     \Erigineer,  Vol.  XXVIII.,  pTssS! 
JU.  S.  Pat  No.  401,111. 
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and  four  per  cent.,  then  the  full  apparatus,  as"  shown  in  the 
sketch,  is  brought  into  use.  It  may  be  added  here  that  the 
parts  marked  J  in  the  cut  represent  insulating  pieces  which 
intercept  the  heat  that  would  otherwise  pass  from  the  chamber 
above  the  orifice  to  the  chamber  below,  and  to  some  extent  make 
the  indications  erroneous. 

I  take  this  opportunity  to  merely  call  brief  attention  to  the 
instrument,  hoping  at  a  future  meeting  to  give  a  more  detailed 
description,  and  to  refer  to  some  tests  upon  it,  made  in  connec- 
tion with  evaporative  trials  of  boilers,  which  show  the  great 


range  of  its  action  and  the  very  interesting  and  valuable  results 
which  may  be  obtained  by  its  use. 

Mr.  C.  H.  Peahody,* — The  kindly  criticisms  and  corrections  by 
Mr.  Babcock  are  accepted  gladly.  It  appears,  however,  that 
the  formula  which  I  have  called  by  Mr.  Napier's  name,  though 
it  owes  its  form  to  Eankine,  was  accepted  by  both  as  represent- 
ing the  experiments  made  by  the  former. 

In  reply  to  Mr.  Barrus,  I  wish  to  say  that,  while  I  was  aware 
he  had  used  a  modification  of  the  throttling  calorimeter,  I  did 
not  know  its  exact  form,  and  that  in  writing  the  paper  I  had  in 
mind  particularly  the  errors  to  be  guarded  against  if  a  priming 
box  is  to  be  used  in  connection  with  the  calorimeter  devised  by 

*  Author's  Closurti,  ander  the  Rules. 
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me.  Since  Mr.  Barms  says  he  intends  in  the  future  to  give  a 
detailed  description  of  his  calorimeter  with  an  acccount  of  its 
working,  I  will  reserve  my  criticisms  till  then. 

In  regard  to  the  criticisms  on  the  first  paper,  on  the  flow  of 
steam,  Mr.  Faber  Du  Faur's  remarks  appear  to  me  to  suggest 
that  flow  of  steam  should  always  be  through  a  tube  like  that 
represented  in  his  figure,  with  an  internal  diameter  varying  ac- 
cording to  a  definite  law.  Experiments  on  such  a  tube  would 
certainly  be  of  interest.  I  want  to  call  attention  to  the  fact  that 
the  tubes  used  were  not  continually  converging  tubes,  but  were 
straight  tubes  varying  in  length  from  one  quarter  of  an  inch  to 
one  inch  and  a  half,  with  well  rounded  openings. 

In  regard  to  the  statements  made  by  Mr.  Spangler,  I  shall  be 
pleased  to  learn,  if  possible,  the  reasons  for  trouble  in  the  use  of 
this  instrument,  since  it  appears  to  be  a  useful  instrument  if 
nothing  interferes  with  its  accuracy.  Our  own  tests,  reported  in 
the  paper,  show  that  enough  steam  must  be  used  in  all  cases, 
and  that  a  varying  and  insufficient  quantity  may  give  discordant 
results. 

As  to  Professor  Denton's  statement  that  our  experiments 
verify  Napier's  formula,  they  merely  show  that  it  may  be  used 
for  crude  calculations ;  it  is  to  be  regretted  that  it  is  not  more 
accurate. 

If  I  understand  correctly  the  tests  made  by  Mr.  McBride  on 
the  barrel  calorimeter,  the  range  of  errors  is  too  large  to  be 
satisfactory. 

Mr.  McBride. — One-half  of  one  per  cent,  to  about  nine  per 
cent 

Mr.  Peahody. — I  could  scarcely  agree  that  such  results  would 
be  acceptable.  I  think  the  error  should  be  less  than  two  per 
cent  in  any  case,  and  should  be  less  than  one-half  of  one  per 
cent  for  results  which  are  to  be  of  other  than  merely  commercial 

Ta^ue. 
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CCCLXV. 

ROLLING  STEEL  RAILS. 

BT  D.  K.  XI0H0L80H,  STXBLTON,  PA. 

(Member  of  the  Society.) 

Ik  a  three  high  mill  a  rail  is  made  at  one  heat,  and  generally 
in  eleven  passes,  from  a  bloom  seven  inches  square,  or  a  little 
lai^er. 

The  first  six  passes  are  taken  up  in  working  the  bloom  from 
side  to  side  into  a  billet,  rudely,  the  shape  of  a  rail.  It  is  then 
ready  for  the  finishing  rolls.  The  seventh  pass,  or  squabber, 
which  is  generally  the  first  pass  in  the  finishiog  train,  is  princi* 


Vlddle  Ron 


•QUABBCR  PASS 

tor  ft  601b.  BfttL 


Fig.  11. 

pally  for  forming  the  flanges  of  the  rail  (Fig.  11).  The  billet  goes 
through  this  pass  with  the  head  down  and  the  flanges  horizontal ; 
the  flanges  are  caught  between  the  two  rolls,  and  made  thinner  and 
wider  according  to  the  distance  between  the  rolls  forming  the 
pass.  So  that  this  pass  has  almost  absolute  control  of  the  flanges. 
The  rail  passes  through  the  three  succeeding  passes  with  head  and 
flanges  vertical,  without  any  change  except  uniform  reduction  and 
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a  gradual  increase  in  the  height.  Then  the  rail  goes  through  the 
finishing  pass,  where  the  head  is  rounded  (Fig.  8),  and  from  that  it 
passes  on  to  the  saws  to  be  cut. 

Assuming  that  the  passes  have 
been  properly  turned  out,  it  is 
the  essential  feature  of  the  whole 
matter  of  rolling  a  rail  to  have 
them  all  exactly  filled.  If  the 
bar  does  not  fiU  out  to  any  pass, 
more  stuff  is  put  in  the  pass ;  this 
is  done  by  enlarging  the  preced- 
ing pass  or  passes  by  moving  the 
rolls  apart  so  as  to  bring  out  a 
bar  of  larger  cross  section.  On 
the  other  hand,  if  tlie  bar  is  of 
too  great  a  cross  section  for  the  ^' 

pass  to  roll  out  in  length,  the  extra  metal  will  squeeze  out  in  the 
partin}];8  of  the  rolls,  and  either  shear  off  or  make  a  fin.  The 
opposite  course  of  treatment  must  then  be  resorted  to. 

Side-guards  are  used  to  guide  the  bar  to  the  pass,  and  to  aid  in 
keeping  it  from  twisting  or  drawing  to  one  side  on  leaving  the  pass. 
Side-guards  are  sometimes  called  into  play  to  put  more  metal  into 
one  side  or  the  other  of  a  piece  by  forcing  it  over,  and  compelling 
one  side  of  the  pass  to  rob  the  other.  It  is  unnecessary  to  have 
a  side-guard  on  each  side  of  the  pass  when  there  is  a  greater 
amount  of  draught  on  one  side  of  the  bloom  than  on  the  other. 
The  extra  amount  of  draught  on  the  one  side  throws  the  piece  to 
the  opposite  side.  There  is  then  no  need  for  a  side-guard  on  the 
side  the  bar  has  no  tendency  to  touch. 

The  purpose  of  a  guide  is  to  keep  the  bar  from  following  the 
roll  on  coming  out  of  the  pass,  when  for  any  reason  it  has  a  ten- 
dency to  do  so.  The  pass  in  the  rolls  is  turned  out  so  as  to  throw 
the  piece  against  the  guide  to  insure  the  bar  being  delivered  safely 
from  the  rolls.  Guides  and  side-guards  are  then  exactly  as  their 
names  indicate,  to  "  guide  and  guard "  the  bar  in  entenng  and 
on  leaving  a  pass  in  the  rolls. 

Finning  and  shearing  come  from  the  metal  squeezing  between 
the  partings  of  the  rolls.  It  is  the  result,  as  stated  above^  of  too 
much  stuff  going  in  the  pass  or  part  of  the  pass,  or  of  the  bar  not 
entering  the  pass  properly.  A  small  fin,  or  the  indication  of  one, 
18  the  only  positive  evidence  there  is  that  the  bar  has  filled  out  as 
U 
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intended.  The  wedge-like  shape  of  the  flange  of  a  rail  gives  a 
considerable  amount  of  end  thrast  to  the  rolls.  If  this  thrusting 
is  not  met  bj  a  force  sufficient  to  overcome  it  the  rail  will  be 
higher  on  one  side  than  the  other,  and  have  a  thick  and  thin  flange 
(Fig.  9). 

Of  all  the  troubles  to  be  overcome  in  rolling  a  rail,  the  overfilling 
of  the  head  in  the  finishing  pass  is  probably  the  greatest.  There 
is  no  real  remedy  for  it  except  returning  the  rolls.  Since  the  head 
of  the  rail  is  made  somewhat  rounding,  the  two  rolls  must  be 
parted  at  the  middle  of  the  head  in  the  finishing  pass.  When  the 
metal  runs  out  between  the  collars,  it  makes  a  fin,  which  is  gener- 
ally objected  to  more  on  account  of  its  appearance  than  the  harm 


Kg.  9. 


Pig.  10. 


it  does  (Fig.  10).  The  cause  may  be  looked  for  in  the  pass  imme- 
diately preceding  the  finishing,  the  leading  pass.  When  the  rail 
has  too  much  stuff  imder  its  head  on  each  side  of  the  web  on  com- 
ing out  of  this  pass,  on  entering  the  finishing  there  is  nothing  to 
oppose  this  side  work  at  the  middle  of  the  head  where  there  is  a 
space  i"  wide  between  the  collars  of  the  rolls.  From  this  it  is 
plain  that  the  greater  the  angle  imder  the  head  of  the  rail  the 
more  scope  for  the  roll  turner  in  the  leading  pass,  and  consequently 
the  less  liability  to  fin  or  overfill  in  the  finishing  pass.  Round- 
ing the  collars  with  a  file  will  sometimes  make  the  overfilling  less 
noticeable. 

In  speaking  on  the  subject  of  the  amount  of  draught  that  ought 
to  be  put  on  a  piece  of  steel,  no  fixed  rule  can  be  given  on  account 
of  the  varying  conditions  under  which  a  piece  is  rolled.   However, 
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taking  nearly  every  thing  into  account,  ten  to  twenty  per  cent,  has 
been  found  to  cover  nearly  all  cases,  when  the  piece  is  turned  to 
receive  work  on  all  its  sides.     In  breaking  down  a  piece  of  steel, 
light  draught  tends  to  make  the  sides  concave ;  the  work  seems 
to  be  confined  near  the  surfaces  on  which  it  is  being  rolled. 
Heavy  draught  will  have  the  opposite  eflfect.    It  follows,  as  would 
naturally  be  supposed,  that  in  the  same  rolls  the  hotter  the  piece 
the  more  the  tendency  of  the  stuff  to  go  out  in  the  length ;  while 
the  colder  and  harder  the  piece  the  more  spread,  and  consequently 
the  more  the  tendency  to  fin.     More  spread  may  then  be  looked 
for  in  high  carbon  steel  than  in  low  carbon  or  mild  steel.     It 
might  be  here  remarked  that  in  either  case  the  shape  into  which 
the  piece  is  to  be  rolled  has  a  good  deal  to  do  with  an  imperfec- 
tion in  the  steel  working  out.     For  instance,  a  bad  place  in  the 
part  of  the  bloom  falling  to  the  head  will  work  out,  where  it  will 
not  in  the  flange  of  a  rail. 

When  a  train  of  rolls  is  not  strong  enough,  recourse  can  be  had 
to  three  ways  of  making  the  rolls  stronger :  enlarging  the  diam- 
eter, shortening  the  body,  and  using  better  material  in  making 
the  rolls.  For  every  size  of  bar  there  is  a  roll  of  a  certain  diameter 
which  will  make  that  bar  probably  better  than  a  roll  of  any  other 
diameter.  Of  course  such  a  thing  as  having  a  different  size  of  rolls 
for  every  section  of  rails  would  not  be  practicable.  So  a  train  is 
selected  with  respect  to  the  average  work  that  is  to  be  done. 
Bolls  of  small  diameter  are  more  likely  to  work  the  flaws  out  of  a 
piece  of  steel  than  rolls  of  a  large  diameter.  There  is  very  little 
spring  in  a  roll  vdth  a  short  body.  For  these  reasons  alone  it 
appears  that  the  second  of  the  above-mentioned  schemes  (to 
shorten  the  body)  would  be  the  one  to  adopt. 

The  great  drawback  to  a  cast-steel  roll  is  the  fact  that  the  sur- 
face cracks  so  badly.  They  do  very  well  for  roughing  or  where 
enough  passes  follow  to  smooth  the  bar.  A  forged-steel  roll 
cracks  very  much  less  than  a  cast  roll,  but  the  cost  puts  it  out  of 
the  question.  As  for  strength,  they  may  be  said  to  be  everlasting. 
This  puts  somewhat  of  a  limit  on  the  material  used  for  a  finishing 
roll  after  going  outside  of  the  best  mixture  of  cast  iron. 

In  a  three  high  mill  the  passes  in  the  top  and  middle  rolls  can 
be  altered  without  disturbing  the  passes  in  the  middle  and  bottom 
rolls.  A  two  high  mill  has  the  advantage  in  handling  the  bar, 
since  it  enters  all  the  passes  of  the  rolls  on  the  same  plane.  And 
it  h  only  necessary  to  have  two  rolls  instead  of  three.     But  then 
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in  altering  a  pass,  shifting  one  roll  affects  all  the  passes  except 
where  the  finishing  pass  is  in  separate  housings,  which  is  a  good 
thing  in  either  train.  The  great  speed  at  which  the  rolls  are  mn 
after  the  bar  has  entered  the  pass  in  a  two  high  reversing  mill 
often  goes  against  the  proper  formation  of  the  rail. 

In  going  above  two  lengths  it  is  very  necessary  to  take  every 
precaution  in  putting  down  a  mill.  The  long-continued  strain  in 
a  set  of  rolls  when  120  feet  of  rail  go  through  is  trying  in  the 
extreme  on  the  rolls,  especially  as  regards  the  end  thrust  It 
is  only  by  having  several  set  screws  and  a  well  babbited  surface 
on  the  lip  of  the  brass,  that  the  rolls  can  be  held  in  their  proper 
place  in  single  lengths.  In  four  lengths  this  would  probably  be 
double,  and  possibly  more.  Of  course  all  this  is  not  insurmount- 
able if  all  the  parts  are  made  strong  enough  to  resist  the  strain 
put  on  them,  and  the  train  kept  in  line, — that  is,  the  engine  shaft, 
the  pinion  and  roll  to  which  it  is  coupled,  having  their  axes  in  one 
straight  line,  and  the  axes  of  all  the  rolls  in  the  same  vertical 
plane ;  for  besides  the  train  pulling  hard,  when  the  rolls  are  not  in 
the  same  plane,  the  piece  is  liable  to  come  out  twisted. 

DISCUSSION. 

Mr.  Robert  W.  Hunt — The  overfilling  to  which  the  paper 
refers  is  a  point  on  which  railroad  engineers  are  the  principal 
objectors :  having  an  idea  that  it  gives  an  imperfect  raU.  If  I 
were  having  a  rail  made  for  myself,  my  desire  would  be  to  have 
a  slight  sign  of  overfilling ;  because  it  insures  the  fact  that  you 
had  plenty  of  work  in  the  last  pass,  and  hence  the  maximum  of 
work  on  the  rail-head.  Of  course  if  the  ridge  is  too  high  it 
makes  bad  wheel  wear  until  that  much  steel  is  worn  otL  Per- 
sonally I  prefer  an  appearance  of  overfilling,  but  my  railroad 
friends  do  not  agree  with  that  proposition.  As  to  the  material 
for  the  rolls,  the  author  is  correct  in  stating  that  a  satisfactory 
steel  roll  has  not  been  made  where  it  has  been  turned  for  irreg- 
ular shapes.  A  semi-steel  roll  has  been  made  which  in  my 
experience  has  given  better  results  than  any  other.  It  is  not 
truly  steel,  but  may  perhaps  be  called  a  hybrid.  They  are  very 
hard  to  turn  and  very  expensive,  costing  about  two  and  a  half 
times  as  much  as  the  best  cast-iron  roll  The  product  of  rails 
has  been  brought  up  to  such  an  extent  that  the  question  of 
price  of  rolls  has  been  reduced  to  a  minimun.    For  instance,  if 
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you  consider  the  product  of  the  Union  Steel  Works  of  Chicago, 
making  on  one  train  28,491  tons  of  rail  in  the  month  of  October, 
or  a  30  feet  rail  every  15  seconds  of  working  hours,  it  only 
comes  to  about  5  cents  per  ton  of  rails.  Thus  the  cost  of  rolls 
per  ton  of  rails  is  quite  a  small  item,  and  the  necessity  of  keep- 
ing the  sections  true  rather  justifies  the  use  of  the  cheaper 
material.  Some  of  the  mills  have  adopted  a  plan  of  roll-turning 
— ^I  am  not  certain  whether  it  originated  with  the  Illinois  Steel 
Company  or  not,  but  they  have  used  it  for  something  over  a 
year  at  their  South  Chicago  Works — of  turning  the  rolls  so  that 
the  rail  enters  on  a  slight  angle.  That  allows  them  to  reduce 
the  rolls  in  dressing  them  without  increasing  the  height  of  the 
section.  This  plan  of  roll-turning  enables  them  to  hold  it  to 
almost  a  uniform  height  until  the  rolls  are  worn  out.  In  roll- 
turning,  as  well  as  in  the  value  of  the  rail  produced,  the  section 
plays  an  important  part ;  that  is,  if  the  metal  is  nearly  equally 
distributed  between  the  head  and  the  flange,  it  certainly  is 
much  easier  on  the  train ;  the  end  thrusts  are  not  so  great,  and 
it  simplifies  the  roll-turner's  duties,  and  I  believe  gives  a  much 
better  rail  In  regard  to  the  effect  of  temperature  upon  steel, 
I  am  pretty  positively  committed.  This  heating  steel  to  make 
it  easy  on  your  rolls  is  what  has  made  thousands  of  tons  of  very 
poor  rails.  Hence,  we  must  have  a  train  strong  enough  to  allow 
you  to  roll  the  steel  at  a  moderate  temperature.  The  statement 
is  absolutely  true  that  the  small  diameters  are  much  easier  on 
the  steel  than  the  larger  ones.  As  the  rail-makers  increase  the 
diameter  of  their  rolls  they  increase  the  number  of  second  qual- 
ity rails.  The  question  of  roll-turning  for  rails  is  on  its  face  a 
very  simple  one,  but  it  presents  some  difficulties  that  as  long  as 
they  were  submitted  simply  to  the  cut  and  try  principle  of  the 
past,  gave  no  end  of  trouble  to  the  manufacturer.     But  since  it 

^'  \  has  been  brought  down  to  the  mathematical  calculations  of  the 

I  engineer,  the  mills  have  eliminated  the  greater  amount  of  their 

,^.\  difficnltiea 

^^  j  J/r.  Gantt. — ^I  should  like  to  ask  about  the  hybrid  steel  roll 

/ .  I  spoken  of.    What  kind  of  a  roll  is  that  ? 

^  Mr.  Hunt. — ^I  think  Mr.  Isaac  G.  Johnson  of  Spuyten  Duyvil 


.» 


% 


-:1 


claims  a  patent  on  it.    He  makes  it  in  an  open  hearth  furnace, 
^   i  or  at  least  in  an  air  furnace  worked  with  gas.     He  uses  a  large 

amount  of  rail-ends,  if  I  mistake  not,  and  ferro-manganese,  and 
I  think  the  metal  contains  about  two  per  cent  carbon. 
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Mr,  D.  K,  Nicholson. — There  is  only  one  remark  which  I 
want  to  make  with  regard  to  what  Mr.  Hunt  says.  The  finish- 
ing pass  is  generally  made  so  that  the  rail  will  be  a  little  low  in 
the  beginning  of  the  life  of  the  roll,  or,  when  the  rolls  are  first 
started,  so  as  to  allow  for  the  returning.  The  rolls  may  perhaps 
be  worn  out  before  the  rail  gets  too  high,  but  it  sometimes 
happens  that  a  set  of  rolls  has  to  be  thrown  away  because 
returning  has  so  enlarged  the  pass  as  to  make  the  height  too 
great. 
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CCCLXVI. 

.STEAM-PIPES  FOR   COLLIERIES. 

BT  Z.  F.  C.  DATI8,  P0TT8TXLLV,  PA. 

(Member  of  the  Society.) 

The  most  common  and  the  cheapest  method  of  carrying  steam, 
taking  the  world  at  large,  is  probably  through  wrought-iron  **  gas- 
pipe"  joined  by  the  taper  thread,  screwed  into  sockets  or  ferules. 

This  answers  admirably  for  small  pipes,  and  even  for  compara- 
tively large  pipes  where  the  conditions  are  favorable  for  screwing 
up  the  joints,  and  where  the  threads  are  not  subjected  to  any  seri- 
ous corrosive  action.  Many  of  the  steam-pipe  lines  in  the  anthra- 
cite coal  regions,  however,  run  for  great  distances  underground, 
through  contracted  slopes  and  headings  where  it  is  almost  impos- 
sible to  make  the  screwed  joint.  In  the  screwed  socket  joint  there 
is  always  some  space  between  the  ends  of  the  pipes,  and  the  con- 
densed steam  from  the  best  available  feed  water  is  so  corrosive  that 
a  cutting  or  furrowing  action  takes  place  between  the  ends  of  the 
pipes  and  the  ferule,  which  sooner  or  later  causes  leakage.  It  is 
then  impossible  to  tighten  up  these  screwed  joints  without  screwing 
up  the  whole  pipe  line. 

Some  of  these  diflSculties  are  avoided  by  the  use  of  "flange 
unions.'*  With  these  the  pipe  line  can  be  more  conveniently  put 
together  underground,  and  in  the  event  of  a  leaky  thread  the  flange 
can  be  screwed  on  tighter,  or  a  defective  pipe  can  readily  be  re- 
placed by  a  new  one  of  the  same  length.  But  in  the  ordinary  flange 
union  there  is  a  space  between  the  ends  of  the  pipes,  and  the  above- 
mentioned  corrosive  action  is  so  destructive  to  the  threads  that  cast- 
iron  pipes  have  generally  beefn  considered  necessary  for  reliable  and 
durable  steam-pipe  lines ;  though  the  first  cost  is  about  double  that 
of  wrought-iron  pipe. 

In  view  of  the  foregoing,  the  Philadelphia  &  Heading  Coal  & 
Iron  Co.  has  adopted  the  flange  joint  shown  in  annexed  cut,  for  all 
colliery  steam-pipes.  These  flanges  are  screwed  tightly  on  the 
pipe, — the  pipe  carried  in  a  steady  rest, — and  the  end  of  the  pipe  and 
flange  faced  off  flush  with  each  other.  The  lugs  are  at  the  same 
time  bored  out,  and  the  projection  turned  off  concentric  with  the 


Digitized  by 


Google 


216 


BTEiM-PIPE9  FOB  COLLEEBIES, 


bore  of  the  pipe.  This  enaaree  perfect  coDtioiiity  in  the  pipes,  and 
the  lugs  also  center  the  gaTJi-joint  rings  accurately,  so  that  a  gum- 
joint  18  obUineJ  between  the  abutting  ends  of  the  wronght-iron 
pipes*  The  eontinuity  of  the  bore  of  the  pipe  ensures  a  free  flow 
of  ste^ni  and  condensed  water,  so  that  all  liability  to  furrowing  at 
the  joints  is  avoided  and  the  gnm*joint  formed  between  t!je  ends 
of  the  wrought-iron  pipes  protects  the  thread  from  all  danger  of 
corrosion.  If  an  odd  length  of  pipe  needs  to  he  made  at  a  colHery, 
the  pipe — if  not  over  four  inches-^an  be  threaded  with  a  hand- 
stock  and  die,  and  a  iinislied  flange  screwed  on  until  the  pipe  projects 
thronglu  Tlie  pipe  must  then  be  filed  off  flush  with  the  face  of  the 
flange. 

In  iTionlding  these  flangea  it  Is  best  to  have  the  pattern  arranged 
to  leave  its  own  cores.  This  ensures  accuracy  in  the  positions  of 
the  bolt-holes  and  the  large  central  hole^  relative  to  each  other  and 
to  the  otlier  parts  of  the  flange. 

Sevenil  thousand  feet  of  steam -pipe  fitted  with  these  flanges  have 
been  put  in  service,  and  have  all  proved  perfectly  satisfactory. 
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DISOUSSION. 


Mr.  Carleton  W.  Nason, — It  is  a  matter  of  surprise  to  me  that 
gnm   packing  should  be  used  at  all   under  steam   pressure. 
This  pckcking  is  nothing  but  a  plastic  material,  a  solvent  making 
it  more  or  less  elastic,  and  the  latter  under  the  action  of  higher 
temperatures  is  speedily  evaporated.     The  rubber  then  becomes 
non-elastic,  and  I  cannot  see  how  after  it  has  been  in  use  for  a 
short  time  it  should  make  a  tight  joint,  and  my  own  experience 
is  adverse  to  the  use  of  it.    If  the  trouble,  as  stated  in  the 
paper,  comes  from  the  oxidation  occurring  at  the  point  where 
the  threads  are  exposed,  I  think  they  might  be  properly  covered 
with  rubber  rings  on  the  outside  followed  by  glands,  and  pro- 
vision could  be  made  in  case  the  pipes  have  to  be  afterwards 
.  cut,  to  use  what  are  known  as  expansion  joints.     I  should  be 
glad  to  hear  more  fully  from  Mr.  Davis  as  to  the  details  of 
results. 

Mr.  Robert  Allison, — I  think  there  is  an  objection  to  the 
author's  mode  of  putting  pipes  together.  In  the  first  place,  in 
case  of  repairs  those  lugs  on  the  flanges  would  prevent  the 
removal  of  a  section  of  pipe  without  separating  the  line  to  some 
extent,  which  is  not  practicable  in  some  cases.  If  this  is  not  an 
objection,  then  why  not  continue  the  lugs  all  the  way  around 
ind  make  a  recessed  or  telescopic  joint  which  would  prevent 
my  forcing  of  the  rings  out  at  all  under  the  pressure  of  steam. 
By  making  that  recess  continuous  the  ring  would  be  protected 
all  the  way  around,  and  the  fitting  could  be  done  just  as  cheaply 
and  would  make  a  better  job  in  every  respect 

Prof.  J.  E.  Sweet — ^I  would  like  to  suggest  to  some  of  my 
friends  who  have  the  courage  that  they  make  a  joint  as  we  do 
on  cylinder  heads.  It  is  simply  to  face  the  cylinder  off  in  the 
lathe,  and  face  the  head  off  in  the  lathe,  and  put  them  together. 
I  do  not  see  any  reason  in  many  cases  why  we  cannot  face  off 
the  pipe  ends  in  the  lathe  and  bolt  them  together  without  any 
packing.  One  has  no  idea  how  easy  it  is  to  make  a  perfect 
steam-tight  joint,  until  he  tries  it  and  does  not  take  too  much 
pains  to  make  it. 

The  President — The  Chair  hoped  that  Professor  Sweet,  when 

%  he  began  his  remarks,  was  going  to  conclude  in  this  fashion — 

i  that  he  was  surprised  that  some  members  did  not  make  experi- 
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ments  with  topics  that  all  of  us  know  something  about,  and  then 
giving  the  meeting  the  benefit  of  their  opinions.  We  would  like, 
if  possible,  to  have  the  discussion  from  the  membership  more 
general,  especially  about  a  matter  of  this  kind,  which  is  of  such 
general  interest  and  experience. 

Mr.  James  McBride, — ^In  several  years'  practice  I  have  made  all 
sorts  of  joints  on  all  sorts  of  pipes.  The  principal  trouble 
which  I  have  found  is  that  the  flange  unions  on  the  market  are 
not  fit  to  make  good  joints.  I  can  show  numbers  of  flange 
unions  broken  in  two,  showing  that  the  cross  section  of  a  six-inch 
flange  union  will  not  be  much  more  than  that  of  a  one  and  a  half 
inch.  They  are  made  entirely  too  light,  and  with  too  few  bolts  in 
them.     I  think  if  there  was  plenty  of  stock  and  enough  bolts  in 


Fio.  95. 

them,  and  these  were  screwed  up  carefully,  there  would  not  be 
so  much  trouble. 

Mr.  Oherlm  Smith, — I  believe  that  hearsay  evidence  is  not 
always  counted  as  valid.  There  is,  however,  a  little  device  of 
which  I  was  told  the  other  day  by  one  of  our  members  which  is 
pertinent  to  this  subject,  and  which  I  will  describe.  The  Stand- 
ard Oil  people  are  using  it  extensively  for  petroleum  pipes  ;  and 
petroleum  is  one  of  the  most  difficult  things  to  make  joints  for. 
I  do  not  know  whose  invention  it  is,  or  whether  it  is  patented. 
Essentially  it  consists  of  a  ring  P,  Fig.  95,  of  thick  paper,  rubber 
packing,  or  other  fibrous  substance,  upon  which  is  mounted  a 
thin  copper  ring  C,  something  less  than  one  thirty-second  of  an 
inch  thick,  and  of  U-shaped  section  as  shown.  Of  course  this 
has  got  to  be  inserted  while  it  has  but  one  flange  with  the  rest 
in  the  form  of  a  cylinder,  and  then  the  part  put  through  must  be 
spun  or  otherwise  formed  into  a  flange.     The  beauty  of  it  is, 
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they  say,  that  the  oil  or  whatever  is  in  the  pipe,  never  touches 
the  paper  or  other  fibre.  It  comes  in  contact  with  the  copper 
only,  which  is  elastically  backed  by  the  fibre  and  therefore  con- 
forms to  any  irregularities  which   there  may  be  in  the  pipe 


The  President — The  packing,  then,  would  seem  to  be  made  by 
the  copper,  and  the  paper  simply  serves  the  purpose  of  a  block- 
ing between  the  copper. 
Mr.  Smith. — Simply  to  allow  the  copper  to  be  elastic. 
Ifr.  H.  P.  MinoL — I  have  noticed  in  the  natural  gas  country 
that  the  men  who  screw  the  pipes  together  simply  know  enough 
to  pull  them  together  with  a  wrench.  The  end  of  the  coupling 
should  be  recessed  or  thread  taken  out,  and  put  up  to  a  certain 
point,  no  matter  how  hard  it  goes.  I  believe  the  less  packing 
you  get  in  the  better. 

Mr.  Faher  du  Faur. — ^I  would  mention  one  example  of  faced 
joints  without  packing  on  large  pipes.  On  the  Washington 
Aqueduct,  where  I  was  employed  before  the  war,  the  pipes  of 
Bridge  No.  6,  between  Washington  and  Georgetown,  are  48  inches 
diameter,  200  feet  span  and  20  feet  rise,  and  General  Meigs 
first  intended  to  use  packing.  I  insisted  that  the  pipes  should 
be  joined  without  packing.  They  were  simply  faced  off,  painted 
with  red  lead  and  bolted  together,  and  they  stand  welL  When 
I  first  got  to  the  Georgetown  office,  the  Civil  Engineers  in 
charge  of  the  office  there  had  adopted  for  connecting  the  48 
inch  pipes  7  large  brackets  projecting  from  the  flanges,  and  7 
very  thick  bolts ;  this  was  changed  to  42  bolts  of  1^  inch,  and 
the  joints  were  perfectly  tight,  without  any  packing  except  a 
thin  coating  of  red  lead. 

Mr.  Smith. — Does  Mr.  Sweet  consider  a  perfectly  tight  joint, 
made  as  he  says,  better  than  the  same  joint  with  a  very  thin  coat 
of  linseed  oil  all  around  ? 

Prof,  Sweet — It  is  likely  that  the  first  time  the  oil  would  be 

dl  right,  but  the  trouble  is  that  you  have  to  remove  a  cylinder 

head  and  then  it  has  to  be  scraped  before  it  is  put  on  the  next 

time.    It  must  be  put  together  absolutely  dry,  so  that  the  next 

time  yon  put  it  together  it  will  not  need  any  scraping,  as  that 

ruins  the  whole  job. 

Mr.  0.  C.  Woolson. — It  occurs  to  me  if  we  are  going  to  dis- 
card packing  for  general  piping,  the  flanges  should  be  male  and 
female.    They  will  then  meet  a  greater  want  than  those  which 
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are  made  flush  or  straight  across,  because  it  is  a  pretty  difficult 
matter  to  get  the  ordinary  mechanic  to  make  up  a  lot  of  piping 
with  flange  joints  for  a  long  line  of  pipe,  which  may  be  in  posi- 
tion and  more  or  less  fixed,  and  have  them  tight.  The  packing 
of  a  joint  is  a  sort  of  an  expedient,  and  my  experience  is  that  if 
those  flanges  are  made  male  and  female,  on  the  cup  and  saucer 
principle,  they  will  stand  a  pretty  good  pressure  and  will  admit 
of  being  put  up  by  common  labor.  The  extra  expense  of  mak- 
ing such  flanges  is  a  matter  of  some  moment  however. 

Mr.  E.  F.  C.  Davis.* — Mr.  Nason's  objections  to  gum  joints  do 
not  hold  good  in  the  writer's  experience.  A  gum  jdint  made  as 
shown,  and  properly  screwed  up,  will  last  in  most  cases  as 
long  as  the  pipe. 

Any  long  line  of  steam-pipe  should  be  provided  with  a  reason- 
able number  of  expansion  joints.  We  use  the  packed  plunger 
style  and  with  the  plunger  made  of  brass  where  it  slides 
through  the  packing,  they  serve  their  purpose  well,  and  give 
no  trouble. 

If  Mr.  Allison  will  bear  in  mind  that  the  steam  must  be  shut 
off  before  a  pipe  can  be  taken  out,  he  will  readily  see  that  the 
shrinkage  of  the  pipes  will  have  a  tendency  to  open  the  joint 
much  more  than  the  |  inch  projection  of  the  lugs.  Practically 
the  lugs  do  not  interfere  with  repairs  to  a  pipe  line.  In  our 
ilrst  design  for  these  flanges,  the  lugs  were  continuous,  and 
formed  a  recessed  or  telescopic  joint,  as  suggested.  The  objec- 
tion to  this  plan  is  that  the  facing  o£f  of  the  end  of  pipe  in  the 
female  flange  can  only  be  done  in  the  lathe,  while  with  the  lugs 
the  finished  flanges  can,  if  necessary,  be  screwed  on  at  the  mines, 
and  the  ends  of  pipes  ma(fe  flush  with  a  file.  This  is  quite  a 
convenience  in  the  smaller  sizes,  as  pipe  connections  up  to  four 
inch  diameter  are  frequently  cut  to  length  and  threaded  by  hand 
at  the  mines.  In  sizes  above  four  inch  there  is  no  objection  to 
making  the  lugs  continuous,  but  as  no  joints  have  blown  out, 
the  lugs  answer  all  requirements. 

By  consulting  the  table  of  proportions,  it  will  be  observed 
that  a  liberal  supply  of  large  bolts  is  used.  This  is  an  essential 
feature  in  all  joints  of  this  kind. 

Since  this  flange  was  adopted,  the  Philadelphia  and  Beading 
Coal  and  Iron  Co.  have  put  in  use  at  their  coUeries : 

*  Author*s  Closure  under  the  Rules. 
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13,100  feet  of  3    inch  steam-pipe, 


1,644 

"   3J  " 

9,388 

"      4   " 

5,190 

"   5   " 

11,180 

«   6   " 

2,700 

"   8   " 

43,202  feet,  all  fitted  with  these  flanges. 

Most  of  this  pipe  is  underground  and  all  of  it  has  proved 
most  satisfactory. 

The  writer  has  been  unable  to  learn  of  a  single  instance  iu 
which  a  joint  has  leaked  or  blown  out. 
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CCCLXVII. 

INDICATOR   RIGGING  FOR  COMPOUND  ENGINES. 

BY  FRBD.  W.  PARSONS,  KLMIBA,  N.  T. 

(Member  of  the  Society.) 

It  is  sometimes  interesting  as  ^cll  as  instructive  to  combine 
ill  6  diagrams  taken  from  the  two  cylinders  of  a  compound  engine. 

In  order  that  the  horizontal  scale  of  measurements  shall  be  the 
s:tme,  it  is  obviously  necessary  to  reduce  the  high  pressure  dia- 
gram to  a  length  bearing  the  same  proportion  to  the  low  pressure 
diagram,  as  the  volume  of  the  high  pressure  cylinder  is  to  that  of 
the  low  pressure  cylinder. 

The  device  described  is  an  ordinary  form  of  indicator  rigging 
with  two  segments  (Fig.  13).  The  radius  of  the  large  segment  is 
dependent  upon  the  length  desired  for  the  low  pressure  diagram. 
The  radius  of  the  small  segment  is  in  the  same  proportion  to 
the  radius  of  the  large  segment  as  the  volume  of  the  high  press- 
ure cylinder  is  to  the  volume  of  the  low  pressure  cylinder. 

The  diagram  may  be  taken  with  separate  indicators  upon  the 
high  and  low  pressure  cylinders,  as  shown  in  the  cut,  and  after- 
ward traced  upon  the  same  paper;  or  by  piping  the  high  and 
low  pressure  cylinders  together,  with  a  three-way  cock  between, 
both  diagrams  may  be  taken  on  the  same  paper. 

It  will  readily  be  seen,  that  by  using  three  and  four  segments, 
tins  device  can  be  used  for  reducing  the  diagrams  from  triple  and 
quad)*uple  expansion  engines. 

DISCUSSION. 

Mr,  n.  W.  Spangler.—Tki^  is  rather  an  interesting  device,  but 
I  do  not  see  the  utility  of  it.  If  it  was  for  the  purpose  of  increas- 
ing the  card  instead  of  diminishing  it,  it  would  accomplish  what 
mohit  of  us  are  after.  This  would  reduce  the  card  from  a  high 
pressure  cylinder,  where  the  diameter  of  the  cylinder  is  one  to 
two,  from  four  inches  down  to  an  inch.  And  if  it  is  in- 
tetided  that  the  power  of  the  engine  is  to  be  derived  from  the 
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card,  you  have  practically  four  times  the  error  of  the  high  press- 
ure card  which  you  had  before.  In  very  many  cases  it  is  almost 
absolutely  necessary  to  enlarge  the  card  instead  of  reducing  it 
When  you  come  to  three  or  four  cylinders  you  have  practicaDy 
a  straight  line  for  your  expansion  line.  For  simple  inspection 
it  might  give  you  a  card  which  you  could  look  at,  but  for  practi- 
cal use  I  do  not  see  that  it  would  be  a  device  that  would  be  of 
much  benefit  to  any  one. 

Dr.  Seders. — This  suggests  an  important  consideration,  about 
which  I  would  like  to  say  a  few  words.  On  the  diagram  illus- 
trative of  the  device  there  are  two  different  lengths  of  cords, 
reaching  from  jbhe  segments  on  the  lever  attached  to  the  cross- 
head,  or  the  source  of  motion,  to  the  card  cylinder,  and  the  two 
indicators,  one  very  much  longer  than  the  other  one.  A  paper 
was  read  in  England  some  time  ago,  and  it  is  to  be  found  in  the 
Proceedings  of  the  Institution  of  Civil  Engineers,*  on  the  errors 
which  occur  from  the  stretching  of  the  indicator  cords.  In  my 
own  experience  with  high  speed  engines  I  found  it  impossible 
to  make  any  connection  by  means  of  cords  to  get  any  reliable 
results.  A  rigid  connection  had  to  be  used.  A  very  high  speed 
may  be  indicated  with  certainty  if,  instead  of  the  revolving 
cylinder  carrying  the  paper,  a  flat  plate  is  used  of  wood  or 
metal,  sliding  backward  and  forward,  connected  readily  by  rods 
from  the  lever  actuated  by  the  engine,  and  on  this  flat  surface 
the  indicator  card  be  made. 

Mr.  Smith.  — Those  who  were  at  the  Paris  Exposition  may 
probably  have  seen  on  some  of  the  French  engines  a  mechanical 
means  for  connecting  the  cross-head  directly  with  the  indicator, 
so  that  the  loss  frofai  the  stretching  of  the  string  was  entirely 
obviated.  Of  course  there  was  the  lost  motion  in  that  mechan- 
ism, which  might  be  great  or  small,  according  to  the  mechanical 
construction  of  it ;  but  the  idea  which  Professor  Sellers  has  put 
forward  was  covered  in  that  way — at  least,  on  one  engine  which 
I  saw. 

*  Osborne  ReyDolds  on  Errors  in  Indicator  Diagrams,  Vol.  LXXXIII.,  and 
after  Proceedings  of  the  Institution  of  Civil  Engineers,  Great  Britain. 
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A  NEW  RECORDING   PRESSURE  GAUGE 

BY  W.  H.  BRISTOL,  HOBOKKK,  N.  J. 

(Member  of  the  Society.) 

In  designing  the  recording  pressure  gauge  herewith  illustrated, 
the  object  was  to  produce  an  instrument  which  would  be  funda- 
mentallj  simple  and  consequently  reliable,  and  which  could  be 
placed  upon  the  market  at  a  moderate  cost. 

Fig.  14  represents  the  instrument  complete  and  ready  for 
application.  Fig.  15  shows  the  pressure  tube  with  the  inking 
pointer  attached ;  the  front  of  case,  dial,  and  cover  of  clock  being 
removed.  The  pressure  tube,  A^  is  of  flattened  cross-section  and 
bent  into  approximately  a  sinusoidal  form.  A  flexible  strip,  B^  of 
the  aime  metal  as  the  tube  is  secured  at  the  ends  and  along  the 
bends,  as  shown  in  Fig.  15. 

The  bent  tube  may  be  considered  as  a  series  of  Bourdon 
springs  placed  end  to  end. 

Pressure  applied  to  the  tube  produces  a  tendency  to  straighten 
each  bend,  or  collectively,  to  elongate  the  whole.  This  tendency 
to  lengthen  the  tube  is  resisted  by  the  flexible  strip,  J?,  and 
thereby  converted  into  a  multiplied  lateral  motion.  The  inking 
pointer  is  attached  directly  to  the  end  of  the  pressure  tube,  as 
sbown  in  Fig.  15,  from  whicb  it  will  be  seen  that  the  usual 
mechanism  and  multiplying  devices  are  dispensed  with,  since  the 
motion  of  the  tube  itself  is  positive  and  of  sufficient  range.  The 
Bpecial  advantage  of  this  is  evident,  considering  that  in  all  other 
pressure  gauges  the  movement  of  the  tube  or  diaparagm  is  small, 
and  requires  a  system  of  mechanism  to  multiply  the  motion  many 
times  before  it  is  available  for  indicating  purposes.  These  multi- 
plying devices  must  be  delicately  constructed  and  properly  cared 
for,  and  even  under  the  most  favorable  conditions  they  are  liable 
at  any  moment  to  be  a  source  of  error. 

In  the  instrument  illustrated  the  tube  is  designed  for  a  range 
of  180  lbs.  per  square  inch  ;  for  other  ranges  its  sensitiveness  may 
be  varied,  at  will,  by  changing  its  proportions,  as  length,  shape 
15 
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of  cross-section,  or  thickness.  The  printed  charts  for  receiving 
the  record  make  one  revolution  in  twenty-four  hours,  and  are  pro- 
vided with  radial  arcs  and  concentric  circles,  the  divisions  on  the 
radial  arcs  corresponding  to  differences  in  pressure  ;  while  those 
on  the  concentric  circles  correspond  to  the  hours  of  the  day  and 
night. 

During  the  past  year  and  a  half  several  of  the  instruments 


Fig.  14. 

have  been  in  operation  upon  the  steam  boilers  at  Stevens  Insti- 
tute and  have  given  perfectly  satisfactory  results. 

In  regard  to  making  the  tubes  alike,  it  will  be  well  to  state  that 
there  has  been  no  diflSculty  in  producing  a  number  in  which  the 
deflections  were  equal  for  equal  pressures,  and  which  have  been 
directly  applied  to  a  standard  chart  without  adjustment.  It  will 
be  readily  seen  that,  in  case  there  should  be  slight  differences  in 
the  deflections,  such  differences  may  be  allowed  for  by  raising  or 
lowering  the  tube  with  reference  to  the  dial.     This  is  equivalent 
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to  shortening  or  lengthening  the  deflections  along  the  radial  arcs. 
For  an  indicating  instrument  it  is  only  necessary  to  provide  a 
graduated  arc  for  the  end  of  the  tube  to  move  over. 

It  is  evident  that  the  instrument  is  adapted  for  a  vacuum  as 
well  as  for  a  pressure  gauge,  and  it  naturally  follows  that,  if  suf- 
ficiently sensitive,  it  will  serve  as  a  barometer,  and  measure 
changes  of  atmospheric  pressure. 


The  model  herewith  exhibited  for  this  purpose  was  made  by 
electro-deposition  of  nickel  upon  a  piece  of  solder  of  the  proper 
form,  the  solder  being  afterward  melted  out  in  oil.  The  walls  of 
this  tube  are  y}^  in.  thick.  When  this  tube  is  exhausted  of  air 
and  sealed,  as  shown,  it  gives  a  deflection  of  about  3^  inches  for 
an  external  change  of  pressure  of  one  atmosphere. 

Another  application  of  the  pressure  tube  is  in  the  recording 
thermometer. 

The  tube  may  be  filled  with  a  very  expansible  liquid,  such  as 
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filcohol,  and  sealed.  Variations  in  temperature  produce  expansion 
of  the  inclosed  liquid,  which,  in  turn,  gives  deflections  of  the  tube 
to  correspond. 

These  deflections  may  be  used  to  record  directly,  without  mul- 
tiplying devices,  as  shown  in  one  of  the  modela 

The  tubes  of  the  pressure  gauges  to  be  inspected  have  been 
made  by  the  writer  at  Stevens  Institute,  for  the  purpose  of  thor- 
oughly testing  the  novel  form.  The  results  have  been  perfectly 
satisfactory,  and  our  recent  experience  in  manufacturing  has 
df^monstrated  the  possibility  of  duplicating  the  tubes  in  quantities 
for  a  standard  chart. 

DISCUSSION. 

Mr,  Chjos,  A.  Hague, — It  seems  to  me  that  this  matter  of  re- 
cording pressure  gauges  is  a  very  important  one,  and  I  have 
arrived  at  the  point  where  I  do  not  consider  a  steam  plant,  or  a 
H  water  works  plant,  complete  without  a  first-class  recording 
pressure  gauge,  so  that  we  may  have  on  file  a  continuous  record, 
which  can  be  inspected  at  any  time  after  it  is  made,  of  the  press- 
ures of  steam  or  water  that  existed  at  any  certain  time. 

For  instance,  such  cases  occur  wnere  boilers  are  left  with 
banked  fires  during  periods  when  not  in  use,  but  where  it  is  de- 
rived to  keep  them  in  readiness  to  be  used  at  short  notice,  or 
where  it  is  desired  for  any  reason  to  maintain  a  moderate  steam 
l^ressure  during  the  period  of  inactivity.  When  such  boilers 
are  left  alone,  nobody  really  knows  to  what  point  the  pressure 
at  times  has  lisen,  and  thus  seemingly  inexplicable  accidents 
happen.  The  pressure  is  carried  through  the  day  perhaps  at  80 
pounds,  and  it  is  supposed  to  be  run  down  and  kept,  say,  at  25 
(lounds  all  night.  The  fires  are  banked,  and  the  boilers  are  left 
to  themselves,  apparently  in  a  safe  condition.  But  with  boilers 
ftet  in  brickwork  the  fire-brick  lining  of  the  setting  gets  pretty 
hot  during  the  day,  and  forms,  as  it  were,  a  reservoir  of  heat ; 
and  if  the  fireman  is  in  a  special  hurry  to  get  away,  it  very  often 
happens  that  sufficient  precaution  has  not  been  taken  to  prevent 
the  rise  of  steam  pressure  during  the  night.  Now,  without  a  re- 
rording  pressure  gauge  of  some  kind  I  do  not  see  how  anybody 
could  tell  in  the  morning  to  what  point  pressure  might  have  risen 
during  the  night,  although  in  the  morning  it  might  be  even 
lower  than  the  regulation  limit  for  the  night  time.  Of  course, 
with  a  record  made  by  a  gauge  during  the  night,  locked  up  in 
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the  superintendent's  or  the  manager's  office,  and  out  of  reach  of 
the  fireman,  the  unexpected  and  perhaps  dangerous  pressure  to 
which  a  boiler  might  be  subjected  can  be  known  and  precautions 
taken  accordingly. 

In  discussing  this  class  of  instruments  before  this  Society,  it 
is  of  course  imperative  that  we  be  entirely  impartial  as  between 
manufacturers  of  the  diflferent  instruments,  but,  nevertheless, 
such  a  position  should  not  deter  an  engineer  from  stating  his 
convictions- 
There  is  a  feature  which  I  have  noticed  in  recording  gauges, 
and  that  is  the  evident  vibration  of  the  pencil  or  marker  in 
delineating  the  record  of  pressure. 

I  would  like  to  ask  Mr.  Bristol  how  much  force  is  applied  in 
these  connected  tubes  which  he  shows  in  his  gauge.  My  idea  is 
that  with  considerable  pressure  one  way  and  considerable  resist- 
ance the  other  way,  the  friction  of  the  machine  itself  entirely 
disappears  and  we  get  a  steady  line,  which  of  course  is  the 
important  object  sought.  As  far  as  I  can  see  on  Mr.  Bristol's 
chart,  the  record  seems  to  be  very  clear. 

Mr,  Jarvis  B,  Edson. — I  am  very  much  interested  in  this  in- 
strument,  because    there    are    many   places   where    increased 
"travel"  directly  from  the  pressure  itself  is  very  necessary,  and 
of  the  methods  now  in  use  none  give  it  except  to  a  limited 
extent.   Still,  without  wishing  to  criticise  the  construction  which 
in  this  new  form  gives  the  increased  ratio  of  travel,  I  would  like 
to  ask  how  we  are  to  get  along  with  the  sensitiveness  of  the 
spring  to  external  jars  and  vibrations  due  to  the  fact  of  its  being 
supported  at  one  end  only.     You  will  remember  that  the  old 
Bourdon  spring  was  faulty  in  this  direction,  and  gave  rise  to 
Lane's  improvement,  consisting  in  closing  the  tube  at  both  ends 
and  opening  it  at  the  middle,  from  which  point  it  was  supported. 
This  secured  greater  rigidity  and  adapted  the  gauge  to  locomo- 
tive use.     Perhaps  the  author  can  explain  what  is  to  hinder  the 
marker  from  making  a  false  record  due  to  these  external  oscilla- 
tions.    Another  thing  occurs  to  me  to  which  it  is  well  .to  call 
attention  in  this  connection,  although  not  in  any  way  meaning 
to  reflect  upon  this  particular  form  of  instrument.     It  is  this, 
that  it  is  one  thing  to  see  a  record  on  a  piece  of  paper,  by  what- 
ever device  made,  but  quite  another  to  know  whether  it  is  cor- 
rect.    The  difficulty  lies  in  the  fact  that  the  instrumentalities 
we  can  employ  for  giving  the   travel  or  original  indications 
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are  limited  in  number,  and  none  of  them  act  fully  up  to  what 
we  would  desire.  Coupled  with  inaccuracies  due  to  various 
causes,  they  also  lack  resilience  or  ability  to  respond  promptly 
when  the  change  in  pressure  or  temperature  occurs.  If  a 
mercurial  thermometer  is  placed  in  heated  water  the  mercury 
will  rise  rapidly  at  first  and  then  appear  to  come  to  a  point 
of  rest,  while  if  carefully  examined  it  may  be  found  still 
rising,  until  after  exhausting  much  patience,  we  conclude  finally 
upon  the  temperature  indicated.  Then  if  removed  from  the 
heated  water  to  the  external  air,  much  time  will  be  required  for 
the  mercury  to  settle  to  a  point  indicating  the  air  temper- 
ature surrounding  it.  Meanwhile,  if  read,  nothing  but  error  can 
result  Now,  it  is  just  as  essential  that  a  heat  or  pressure  measur- 
ing device,  whether  of  the  indicating  or  recording  kind,  shall  be 
capable  of  answering  promptly  and  accurately,  as  that  it  shall 
simply  have  large  "  traveL"  I  have  noticed  in  the  application 
of  this  sinuous  tube  device  to  the  indicating  of  temperature  that 
it,  too,  did  not  respond  readily.  In  the  course  of  my  business 
as  manufacturer  of  pressure  recording  gauges,  I  am  frequently 
called  upon  for  a  recorder  of  temperatures  for  refrigerating  cars, 
warehouses,  &c ,  and  I  have  invariably  to  say  that  I  know  of  no 
means  whereby  satisfactory  results  can  be  obtained  which  shall 
respond  quickly  and  accurately  and  also  be  applicable  to  the 
many  places  where  such  devices  would  be  acceptable.  In  a  vul- 
canizing boiler  of  a  rubber  factory,  for  instance,  the  temperature 
is  to  be  maintained  at  different  points  during  different  periods 
of  the  night,  but  in  the  morning  when  the  superintendent  finds 
the  valuable  contents  ruined  he  is  unable  to  prove  through  what 
range  the  watchman  has  allowed  the  temperature  to  vary.  Then, 
again,  to  be  useful  as  a  recording  thermometer,  it  must  be  capa- 
ble of  being  placed  right  in  the  medium  whos^  temperature  it  is 
desired  to  record.  You  can't  accomplish  anything  by  placing 
the  one  shown  us  in  the  steam-jacket  of  a  vulcanizing  boiler ; 
and  if  you  don't  so  place  it  you  won't  get  at  the  facts,  even  ad- 
mitting that  it  possessed  the  properties  which  I  have  enumer- 
ated. So  that,  after  all,  what  we  want  in  these  directions  are 
sensitiveness,  both  up  and  down,  and  adaptability.  If  a  record- 
ing device  is  sensitive  without  power,  it  cannot  record  the  whole 
truth,  and  therefore  is  not  adapted  to  the  purpose  indicated.  To 
illustrate  :  Suppose  the  marking  pencil  or  device  causes  friction 
sufficient  to  restrict  the  full  throw  of  the  carrier  or  pointer  when 
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the  pressure  is  increasing,  it  is  obvious  that  the  record  will 
come  short  of  the  extreme  height  of  pressure  or  temperature, 
as  the  case  may  be.  Then  when  the  latter  is  decreasing,  the 
restricted  travel  due  to  such  friction  will  prevent  our  knowing 
how  low  the  temperature  or  pressure  has  fallen,  and,  in  other 
words,  we  shall  never  know  the  whole  truth,  although  that  is 
what  prompts  the  employment  of  these  devices.  Quick  resili- 
ence, then,  and  power  to  overcome  friction  are  indispensible  in 
a  recording  device,  and  I  arrived  at  the  conclusion  some  eighteen 
years  ago  that  there  was  only  one  way,  and  that  was  to  increase 
the  surface  against  which  the  pressure  acts,  and  to  resist  it 
with  proper  metal,  properly  tempered  to  make  a  measuring 
spring  of  it  I  thought  steel  was  the  best.  While  the  instru- 
ment seems  very  nice  working  with  a  fluid  marker,  it  appears  to 
me  that  it  should  be  so  fortified  as  to  enable  it  to  mark  with  a 
lead  point ;  because  we  want  records  of  longer  periods  than  a 
day,  and  the  device  should  have  power  to  overcome  the  fric- 
tion necessary  to  wear  off  the  pencil  point.  In  connection  with 
the  subject  I  am  very  glad  to  know  that  somebody  else  is  going 
to  call  the  attention  of  the  practical  people  of  the  country,  as 
well  as  the  steam  users,  to  the  advantages  to  be  derived  by  re- 
cording the  steam  pressure.  On  water  works  systems,  of  course, 
there  is  a  large  need  of  them,  as  everything  depends  upon  their 
pressure ;  but  with  steam  in  particular  I  know  that  a  vast  deal 
of  data  and  risk  go  unknown.  Facts  are  constantly  coming  to 
my  attention  growing  out  of  the  employment  of  steam  recorders 
which  show  that  their  use  should  be  imperative.  In  a  building 
on  Broadway,  costing  three-quarters  of  a  million,  fires  were  re- 
cently banked  for  the  night  as  usual,  but  the  wind  changed  both 
in  direction  and  velocity  after  the  fireman  had  gone,  and  the  re- 
sult was  that  the  steam  roared  for  an  hour  or  two  in  the  middle 
of  the  night  to  the  alarm  of  those  in  the  neighborhood.  The 
safety-valve  was  operative  in  this  case,  as  its  name  implies,  and 
BO  prevented  overpressure  and  an  explosion,  but  the  damper 
regulator  closed  when  the  pressure  got  up,  and  so  shut  in  the 
heat  of  the  fire  and  made  the  conditions  all  the  worse.  It  may 
seem  a  trivial  matter,  but  if  the  boiler  had  become  short  of 
water,  due  to  steam  generated,  and  blown  off  so  unexpectedly, 
or  if  the  safety-valve  had  been  overloaded  or  stuck  in  its  seat, 
aa  is  often  the  case,  an  explosion  would  have  resulted.  The 
recording  gauge  record  now  shows  the  man  where  his  steam 
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gets  to  during  his  absence,  and  be  knows  better  how  to  gaard 
against  a  repetition  of  such  an  occurrence.  In  another  instance 
a  recording  gauge  showed  how  a  city  boiler  inspector  tested 
a  boiler  by  jumping  the  pressure  for  an  instant  to  only  five  per 
ceni  beyond  what  the  boiler  regularly  carried  and  then  releasing 
it,  not  even  continuing  the  test  long  enough  to  pass  around  the 
boiler  and  learn  how  it  looked  under  the  testing  strain.  The 
record  traced  by  the  rising  and  falling  pressure  was  a  single 
vertical  line,  showing  that  the  test  was  simply  jumped  on  for  an 
instant,  and  was  more  injurious  and  misleading  than  beneficiaL 
I  could  cite,  if  time  allowed,  innumerable  instances  from  actual 
occurrences  to  show  how  indispensible  the  pressure  recorders 
are ;  but  it  takes  much  time  and  effort  to  convince  the  average 
steam  user,  or  engineer,  for  that  matter,  that  there  is  anything 
of  value  to  be  learned  by  their  employment,  and  I  gladly  wel- 
come this  new  candidate  in  the  field  of  labor. 

Mr.  Alfred  R  Wdff. — The  point  which  the  gentleman  makes 
about  the  use  of  recording  gauges  I  think  has  two  aspects,  and 
one  is  very  favorable  to  the  apparatus  which  has  been  show  this 
afternoon.  I  think  engineers  as  a  class  appreciate  the  value  of 
recording  gauges,  and  still  they  often  find  themselves  at  a  loss 
to  be  able  to  apply  them.  It  has  been  my  fortune  to  specify 
for  a  great  many  steam  plants  in  this  city  for  important  build- 
ings, and  still  I  find  myself  unable  to  include  the  recording 
gauge  as  often  as  I  would  like  to.  Although  consulting  engin- 
eers have  the  reputation  that  their  employment  means  greater 
cost  of  plant,  the  funds  placed  at  our  disposal  are  such  that,  if 
we  wish  to  make  a  decided  success,  there  are  so  many  things 
which  are  absolutely  required,  especially  in  liberality  of  capacity 
and  proportion,  that  we  cannot  find  the  means,  much  as  we 
should  desire,  to  include  recording  gauges  if  they  are  expen- 
sive. Now,  it  appears  to  me  that  this  Bristol  gauge  can  be 
constructed  very  cheaply  and  put  on  the  market  cheaply,  and  if 
this  is  the  case,  even  were  its  record  not  quite  as  exact  as  that 
of  others,  it  would  meet  the  great  need.  The  greatest  advantage 
of  the  recording  gauge  is  to  put  a  check  on  the  engineer,  and  if 
that  check  is  within  one-half  of  one  per  cent.,  it  will  afford  all 
practical  means  for  the  greatest  use  to  which  the  gauge  can  be 
put ;  and  while  I  have  no  doubt  Mr.  Bristol  is  prepared  to  point 
out  that  he  gets  scientifically  accurate  results,  as  I  believe  h© 
does,  I  still  maintain  that  if  his  records  were  not  absolutely 
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scientifically  accurate,  and  the  apparatus  can  be  furnished  at  a 
reasonable  price,  it  will  fill  a  very  large  need. 

Mr.  IF.  B.  Bristol, — The  inquiries  of  both  Mr.  Hague  and  Mr. 
Edson  would  indicate  that  they  supposed  the  tube  of  the  instru- 
ment would  be  quite  sensitive  to  any  jar  to  which  it  might  be 
subjected,  but. this  is  not  the  case,  for  the  tube  is  only  about  six 
inches  in  length  and  is  considerably  stiffened  by  the  strip  secured 
along  the  bends.  It  must  also  be  noticed  that  the  inking  pointer 
is  attached  to  the  moveable  or  free  end  of  the  tube,  and  that  the 
pen  rests  against  the  revolving  chart  for  receiving  the  record. 
The  tube  is  thus  practically  supported  at  both  ends  and  is 
therefore  quite  rigid.  For  special  cases  where  extra  rigidity  is 
required,  a  pair  of  parallel  tubes  could  be  employed  by  con- 
necting their  moveable  ends.  Such  an  arrangement  would  be 
quite  analogous  to  Lane's  improvement  of  the  ordinary  Bourdon 
gauge,  of  which  Mr.  Edson  spoke,  by  which  it  was  made  avail- 
able for  locomotive  use. 

Mr.  Hague  asked  about  the  force  obtained  by  the  motion  of 
the  tube.  I  would  reply  that  this  may  be  varied  at  will  by 
changing  the  proportions  of  the  tube.  In  the  instrument  ex- 
hibited it  is  I  inch  in  width.  When  the  pressure  is  applied  the 
tube  responds  instantly  with  considerable  force,  much  more 
than  is  necessary  to  overcome  the  friction  of  the  inking  point 
upon  the  chart. 

As  the  chart  is  continually  moving,  actuated  positively  by  the 
clock  work,  in  a  direction  at  right  angles  to  the  motion  of 
the  recording  pen,  it  is  evident  that  when  a  change  of  pres- 
sure occurs  the  pen  will  at  once  readily  accommodate  itself 
to  the  true  position  due  the  change,  thus  giving  accurate 
records. 

I  have  found  no  difficulty  in  obtaining  good  results  by  a  brass 
point  and  the  so-called  metallic  paper,  which  is  sometimes  em- 
ployed for  indicator  diagrams,  and  have  no  doubt  that  a  lead 
pencil  could  be  used  if  it  was  desired.  For  my  part,  I  prefer 
using  ink,  as  it  makes  a  distinct  and  clearly  defined  record  which 
is  not  so  liable  to  become  erased  as  a  pencil  line. 

In  exhibiting  the  pressure  tube  as  applied  to  a  thermometer, 
it  was  wet  from  an  ice-water  bath,  and  was  so  arranged  that  I 
was  unable  to  apply  the  heat  of  the  flame  to  advantage,  hence 
it  did  not  respond  quickly ;  however,  had  I  a  vessel  of  warm 
water  into  which  the  tube  could  have  been  placed  it  would  have 
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acquired  the  temperature  of  the  water  at  once,  and  consequently 
have  given  a  corresponding  deflection. 

In  the  application  of  the  pressure  gauge  as  a  thermometer,  its 
sensitiveness  will,  as  in  any  thermometer,  be  limited  by  the  fsLcH- 
ifcy  of  the  tube  and  its  contents  to  acquire  with  promptness  the 
teiu[>erature  of  the  surrounding  medium. 

As  to  the  gauge's  being  scientifically  accurate,  I  would  say 
that  I  believe  it  to  be  as  nearly  so  as  it  is  possible  to  graduate 
it  in  comparison  with  a  standard  test  gauge. 

Some  of  the  instruments  have  been  in  continual  operation  for 
from  one  to  one  and  a  half  years,  and  I  find  that  the  tubes  do 
not  change  or  lose  their  elasticity.    . 

Mr.  Wolff  called  attention  to  the  fact  that  the  gauge  was 
9imi>le,  could  be  easily  constructed,  and,  consequently,  placed 
upon  the  market  at  a  moderate  price — one  which  would  make  it 
possible  for  engineers  to  include  a  recording  gauge  in  their 
sp6t.nfications.  This  point  is,  I  believe,  a  very  valuable  feature 
of  the  instrument  shown,  and  will  probably  make  recording 
gauges  a  necessity  in  many  places  where  heretofore  they  have 
been  considered  a  luxury. 

Tlje  gentlemen  have  very  clearly  set  forth  the  great  import- 
ance of  recording  gauges,  and  it  is  very  gratifying  to  hear  directly 
fi'om  experts  in  steam  and  hydraulic  engineering. 
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CCCLXIX. 

HOW  TO    USE    STEAM  EXPANSIVELY  IN  DIRECT- 
ACT  I  NO   STEAM-PUMPS. 

BT  J.  F.  HOLLOWAT,  NBW  YORK  CITT. 

(Member  of  the  Society  and  Past  President.) 

In  offering  the  paper  herewith  presented  to  the  American 
Society  of  Mechanical  Engineers,  it  seems  but  fair  to  you,  and 
just  to  the  author,  to  give  at  least  some  of  the  reasons  which  have 
influenced  him  in  the  selection  of  the  subject  to  which  your  atten- 
tion will  be  briefly  called. 

In  the  first  place,  the  peculiar  mechanism  described  in  the 
paper  is  the  continuation,  if  not  the  culmination,  of  an  invention 
distinctly  American — an  invention  which,  from  its  first  concep- 
tion nearly  fifty  years  ago  to  within  a  recent  date,  was,  through  all 
its  transition  stages — from  a  little  apparatus  at  first  designed  to 
supply  feed  water  to  a  small  boiler  on  a  canal-boat,  up  to  the 
immense  engines  now  used  to  supply  water  for  the  largest  cities 
of  our  own  as  well  as  foreign  countries — the  outgrowth  of  the 
study  and  patient  industry  of  one  who,  in  recognition  of  his 
great  interest  and  invaluable  aid  in  the  formation  of  this  society, 
has  by  common  consent  been  named  on  the  foremost  page  of  its 
history  as  one  of  its  "Honorary  Members  in  Perpetuity — 
Deceased  Founder  of  the  Society." 

If,  in  what  will  be  said  of  the  invention  of  the  direct-acting 
steam-pump,  and  of  the  various  subsequent  improvements  there- 
on, there  shall  seem  to  be  a  direct  or  implied  tribute  of  respect 
to  the  memory  of  Henry  B.  Worthington,  I  am  certain  that  such 
a  tribute  will  awaken  a  hearty  response  in  the  minds  and  mem- 
ories of  all  the  members  of  that  small  group,  who  a  few  years 
ago  came  together  in  New  York  City,  and  fotmded  a  society 
whose  growth  in  membership  has  not  only  been  most  marvellous, 
but  which,  better  than  all  else,  has  come  to  take  its  place  among 
kindred  societies  as  the  acknowledged  leader  of  mechanical 
ability  and  achievement. 

The  special  contrivance  to  which  I  shall  later  on  call  your 
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attentioD,  and  which,  amplified  and  perfected  since  the  death  of 
Mr.  Worthington,  has  been  added  to  the  direct-acting  steam- 
pump,  and  which  by  its  action  has  lifted  that  class  of  machinery 
to  the  higher,  if  not  tbe  highest,  realms  of  economic  duty,  has 
been  the  result  of  the  study,  experiment,  and  ingenuity  of  a 
member  of  this  society.  I  speak  of  this  fact  at  this  time  to  illus- 
trate, to  some  extent  at  least,  the  truth  of  the  saying,  that  an 
inventor,  like  a  prophet,  is  not  without  honor  save  in  his  own 
country.  That  it  was  left  to  foreign  engineers  first  to  discover 
the  value  of  these  later  inventions,  and  to  adopt  them,  and  for 
the  judges  of  a  foreign  exposition  to  award  to  their  performance 
the  highest  reward  in  their  gift  to  bestow — the  grand  prize— is  in 
the  main  due  to  the  fact  that  so  quiet  has  been  the  introduction 
of  these  new  and  important  features  in  pumping  machinery  in 
this  country,  so  modestly  have  their  merits  been  announced, 
that  few  engineers  are  aware  of  their  existence,  and  fewer  still 
have  had  an  opportunity  to  study  the  principles  upon  which 
they  are  founded,  or  the  results  which  they  produce. 

Fortunately,  to  this  audience  it  is  unnecessary  to  recount  the 
history  of  pumping  machinery,  or  to  enlarge  at  length  upon  the 
difficulties  as  well  as  the  dangers  to  be  overcome  in  the  convey- 
ance of  water  through  long  lines  of  pipes.  About  me  on  all  sides 
are  veteran  engineers,  who,  in  the  holds  of  steamers,  the  sump  of 
the  mine,  or  in  the  well  of  the  pump-shaft,  have  wrestled  with 
split  pipes  and  blown-out  joints,  improvising  clamps  for  the  one, 
whittling  wooden  wedges  for  the  other,  and  all  on  account  of  that 
aquatic  beast  never  yet  seen  but  ofteh  felt  and  heard,  and  always 
feared — the  hydraulic  ram. 

All  will,  I  think,  agree  that  the  perfection  of  pumping  machinery 
would  be  an  arrangement  of  mechanism  which  would  be  self-con- 
tained, easily  reached  in  all  its  parts,  inexpensive  as  to  its  own 
cost,  and  also  as  to  the  foundation  upon  which  it  rests,  which 
would  possess  a  self-restraining  power  which  would  become  auto- 
matic in  case  of  the  breaking  of  mains  or  wide  variations  of  loads 
— a  machine  which,  while  it  possessed  ample  power  to  force  the 
water  through  the  pipes  at  all  times,  would  at  the  same  time  do  so 
with  an  elastic  power  which,  while  yielding  to  sudden  and  remit- 
tent resistance  of  the  water  in  the  mains,  would  still  steadily  keep 
it  on  its  onward  movement.  If  such  a  pumping-machine  can  be 
had,  in  which  one  or  more  steam  cylinders  can  be  directly  attached 
to  the  pump-pluDgers,  and  without  the  use  of  cumbersome  vibra- 
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ting  beams,  or  heavily  rimmed  revolving  fly-wheels,  together  with 
the  required  intermediate  connections  of  shafts,  cranks,  connecting- 
rods,  and  complicated  valve  gear,  etc.,  we  sliall  have  greatly  sim- 
plified the  pumping  engine  as  formerly  built  to  supply  cities  with 
water. 

Such  pumping  engines  we  have  in  very  extensive  use,  and  their 
value  is  well  attested  by  the  fact  that  a  large  number  of  firms  are 
engaged  in  their  manufacture.  Valuable  as  are  these  engines, 
numerous  as  are  their  good  points,  improved  and  perfected  as  they 
have  been,  of  late  years,  by  the  compounding  of  their  steam- 
cylinders,  they  have  always  and  still  lack  one  thing — one  thing 
which  their  most  ardent  admirers  have  been  obUged  to  confess 
as  not  only  desirable,  but  imperatively  necessary,  before  they  can 
enter  the  list  among  the  most  economic  engines  for  raising 
water.  That  one  thing  is  the  ability  to  cut  off  the  steam  within 
the  cylinders,  and  to  complete  their  stroke  by  the  expansion  of 
the  steam  remaining  in  the  cylinder.  Of  late  years  the  economy 
of  direct-acting  pumping  engines  has  been  somewhat  increased  by 
compounding  the  steam  cylinders,  and  possibly  some  further 
advantage  may  be  derived  from  the  use  of  triple-expansion 
cylinders ;  but  the  complication  of  parts,  and  especially  the  inac- 
cessibility of  pistons  and  packings,  would  seem  to  limit  progress 
in  that  direction.  Having  shown  what  the  direct  steam  pumping- 
engine,  valuable  as  it  is  in  many  respects,  still  lacks  in  order  to 
produce  the  most  economic  results,  we  are  now  ready  to  proceed 
to  describe  a  most  ingenious  device  by  which  this  long-felt  want 
has  been  supplied. 

The  ideal  card  taken  from  the  water  cylinder  would  be  a  card 
square  at  each  end,  and  in  which  the  sides  would  be  parallel  to 
each  other.  That  such  cards  are  rai-e  is  true,  but  that  they  are 
possible  is  also  true. 

Now,  in  order  to  use  steam  expansively  in  one  cylinder,  it  must 
be  admitted  at  the  commencement  of  the  stroke  at  a  pressure 
higher  than  that  required  to  perform  the  average  work  assigned  it. 
Just  how  much  higher  will  depend  on  the  ratio  of  expansion 
sought  to  be  obtained.  Yet,  if  steam  under  such  conditions  should 
be  admitted  to  a  pumping  engine  of  the  kind  under  consideration, 
it  is  easy  to  see  that  our  ideal  water  card  would  be  at  once  dis- 
torted beyond  recognition  ;  while,  if  we  cut  off  the  steam  during 
a  portion  of  the  stroke,  its  pressure,  by  reason  of  its  expansion, 
would  fall  below  a  point  necessary  to  propel  the  plunger,  and  the 
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pump  would  stop  short  of  the  end  of  its  stroke.  What  is  wanted 
is  some  means  by  which  the  excess  of  power  due  to  high  steam, 
admitted  at  the  commencement  of  the  stroke,  can  be  stored  up  so 
as  to  be  available  toward  the  end  of  the  same  stroke,  and  thus 
equalize  the  power  to  the  load;  so  that  the  propulsion  of  the 
plunger  shall  be  equal  and  uniform  throughout  the  entire  stroke, 
and  so  that  the  water  column  be  so  steady  in  its  flow  as  to 
show  no  perceptible  pulsations. 

The  cut,  Fig.  16,  shows  a  sectional  elevation  of  a  compound 
direct-acting  steam-pump,  having  attached  to  it  what  has  been 
called  the  high  duty  attachment. 

To  ordinary  compound  direct-acting  steam  pumps,  as  usually 
built,  there  is  attached  a  plunger-rod  which  projects  through  the 
outer  end  of  the  pump  chamber,  and  around  which  there  is  the 
usual  stuffing-box  for  packing  the  same.  On  the  end  of  this 
plunger-rod  is  fastened  a  cross-head,  which  moves  in  guides  which 
are  bolted  on  the  outer  end  of  the  pump.  On  this  cross-head  and 
opposite  to  each  other  are  semi-circular  recesses.  On  the  guide 
plates  are  cast  two  journal-boxes,  one  above  and  one  below  the 
plunger-rod,  both  equidistant  from  it,  and  at  a  point  equal  to  the 
half  stroke  of  the  cross-head.  In  these  journal-boxes  are  hung 
two  short  cylinders  on  trunnions,  which  permit  the  cylinders  to 
swing  backward  and  forward  in  unison  with  the  plunger-rod. 
Within  these  swinging  cylinders  are  plungers,  or  rams,  which  pass 
through  a  stuffing-box  on  the  end  of  the  cylinder,  and  on  their 
outer  ends  they  have  a  rounded  projection  which  fits  in  the  semi- 
circular recesses  in  the  cross-head ;  and  consequently,  as  the  cross- 
head  moves  back  and  forward,  it  carries  with  it  these  two  plungers, 
which  in  turn  tilt  the  cylinders  back  and  forward  on  their  trunnions. 
These  swinging  cylinders  are  called  "  compensating  cylinders," 
and  they  are  filled  with  the  fluid  being  pumped. 

The  pressure  on  the  plungers  within  the  compensating  cylinders 
is  produced  by  connecting  these  cylinders  through  their  hollow 
trunnions  with  an  accumulator,  the  ram  of  which  is  free  to  move  up 
and  down  as  the  plungers  of  the  compensating  cylinders  move  in 
and  out.  The  accumulator  used  is  of  the  diflferential  type ;  it  has 
below  a  small  cylinder  filled  with  water  or  oil,  within  which  its 
plunger  moves,  while  above  it  has  a  larger  cylinder  filled  with  air, 
and  within  which  there  is  a  piston-head  which  fits  closely  to  the 
cylinder,  and  is  at  the  same  time  attached  to  the  top  of  the 
plunger  in  the  lower  cylinder. 
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By  this  arraDgement  it  will  be  seen  that  the  pressure  per  square 
inch  on  the  plunger  or  ram  of  the  accumulator  will  be  the  pressure 
per  square  inch  on  the  piston-head  in  the  upper  cylinder,  multi- 
plied by  the  difference  between  the  area  of  the  piston-head  and 
the  lower  plunger.  This  difference  of  areas  is  a  matter  of  calcu- 
lation, based  upon  the  particular  service  for  which  the  pump  is 
constructed.  The  pressure  in  the  air  cylinder  is  controlled  by 
the  pressure  in  the  main  delivery  pipe  of  the  pump,  as  it  is  con- 
nected to  that  pipe.  This  connection  with  the  main  Ijas  another 
very  important  use,  as  the  power  exerted  by  the  compensating 
cylinders  is  a  very  considerable  part  of  the  power  used  in  driving 
the  pump-plunger  at  the  latter  part  of  its  stroke,  and  it  will  be 
seen  that  if,  for  any  cause,  either  by  the  breaking  of  the  main  or 
otherwise,  the  load  is  entirely  thrown  off  the  pump,  the  plunger 
cannot  make  a  disastrous  plunge  forward,  for  the  reason  that;  the 
steam  in  the  steam  cylinder  is,  by  reason  of  its  expansion,  too  low 
in  pressure  to  drive  it,  while  the  fall  of  pressure  in  the  main  has 
robbed  the  accumulating  cylinders  of  their  power. 

Having  briefly  described  the  construction  of  this  novel  attach- 
ment for  the  purpose  of  using  steam  more  expansively  than 
ever  before  in  direct-acting  steam-pumps,  we  will  examine,  with 
the  aid  of  a  diagram,  as  to  the  varying  forces,  both  retarding  as 
well  as  advancing,  produced  by  the  action  of  the  compensating 
cylinders.  In  Fig.  17  we  have,  above  and  below  the  base  line,  A 
-ff,  a  curved  line  which  graphically  illustrates  the  amount  of  power 
exerted,  and  how  it  is  divided  during  one  stroke  of  the  pump,  A 
being  the  beginning  of  the  stroke,/*"  the  half-stroke,  and  B  4he 
end  of  the  stroke.  In  the  illustration,  under  the  curved  line  we 
see  the  position  of  the  compensating  cylinders  at  various  parts  of 
the  stroke,  and  from  which  position  the  line  of  curvature  above  is 
produced.  At  the  commencement  of  the  stroke  at  A,  it  will  take 
an  amount  of  power  equal  to  the  line  a"l"  to  pqsh  the  plunger 
in  the  cylinder,  and  against  the  load  on  the  accumulator;  as 
the  plungers  are  driven  in,  the  angle  of  inclination  of  the 
plunger  to  the  centre  line  of  the  pump-plunger  changes,  so  that 
at  each  ordinate  it  takes  less  and  less  power  to  push  them  in,  and, 
as  a  consequence,  the  retarding  effect  on  the  pump-plunger  is  less 
and  less,  until  it  arrives  at  the  half-stroke,  when  the  plungers 
stand  at  right  angles  with  the  pump  plunger-rod,  and  they  exert 
no  effort  to  drive  it  in  either  direction.  As  the  pump-plunger 
begins  to  pass  its  half-stroke,  the  plungers  of  the  compensating 
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cylinders  begin  to  push  outwardly,  and  begin  to  exert  an  influence 
to  propel  the  pump-plunger  forward  toward  the  end  of  the  stroke ; 


A-" 


X  \  /  /' 

Pig.  17. 
which  influence  becomes  greater  as  the  angle  becomes  more  acute, 
tuitil  at  the  end  of  the  stroke  they  give  out  again  all  the  power 
16 
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they  took  up  ■  at  the  beginning.  This  line  of  resistance  and 
impulse  can  be  varied  by  changing  the  points  of  suspension  of  the 
compensating  cylinders,  or  the  load  on  the  plunger  of  the  accu- 
mulator, so  as  to  suit  dififerent  steam  pressures  and  various  points 
of  cut-off.  In  Fig.  25  we  have  a  card  taken  from  the  water  end  of 
the  same  pumping- engine  as  the  steam  cards  were  taken  from, 
XX  showing  the  line  of  atmospheric  pressure,  and  Y  Y  the 
zero  or  no-pressure  line.  In  this  water  card  the  ends  are  vertical, 
and  the  top  and  bottom  lines  are  practically  parallel,  and  in  these 
respects  it  fulfils  aU  the  requirements  of  our  ideal  water  card. 
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Pig.  25. 

The  power  used  to  drive  the  pump-plunger  in  the  engine  under 
consideration  is  derived  from  two  steam  cylinders,  in  which  the 
steam  used  in  one  cylinder  is  exhausted  into  the  other,  and  then 
afterward  condensed  in  order  to  produce  a  vacuum. 

The  indicator  card  taken  from  the  high-pressure  steam  cylinder 
is  shown  by  Fig.  18,  the  admission  line  of  which  is  straight  and 
perpendicular  to  the  line  of  motion  ;  this  is  due  to  the  fact  that  in 
pumping-engines  of  the  kind*  which  we  are  describing  there  is  a 
slight  pause  at  the  end  of  each  stroke,  which  not  only  allows  the 
pump-valves  to  seat  themselves  quietly,  but  it  as  well  filk  up  the 
clearance  and  steam  ports  to  the  full  pressure  before  the  piston 
starts.     In  this  diagram  XX  represents  the  line  of  the  atmos* 
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pheric  pressure,  and  Y  Y  the  line  of  zero  or  no  pressure.  The 
power  exerted  in  this  cylinder  up  to  the  point  of  cut-off  and  from 
that  to  the  end  of  the  stroke  is  shown  by  the  line  Z,  m,  n,  o,  p,  g, 
r,  8^  t^  tt,  tJ,  which  is  the  steam  line  of  one  stroke  of  the  high  press- 
ure piston.  The  relum  stroke  is  shown  by  the  exhaust  and 
compression  line,  i,^,  i,  A,  g^fy  e,  d,  c,  6,  a. 

The  actual  power  exerted  in  this  cylinder  will  be  the  pressure 
above  the  line  T"  3^  at  each  of  the  ordinates,  less  the  back  press- 
ure at  the  same  ordinate.  If  we  take  this  actual  pressure,  and 
apply  it  to  the  same  number  of  ordinates,  all  of  which  shall  start 


FiQ.  18. 

from  one  common  base  line,  as  at  J.  JSfj  Fig.  19,  we  will  have  a 
curved  line,  as  shown  by  A\  B,  (7,  D\  E\  F\  0\  H',  1\  J',  K', 
and  which  will  be  the  available  steam  pressure,  or  power,  at  each 
part  of  the  stroke  of  this  piston.  In  Fig.  20  we^btain  by  the 
same  process  the  line  of  pressure  in  the  low-pressure  or  expand- 
ing steam  cylinder,  and  on  the  same  number  of  ordinates,  and 
from  each  of  which  we  must,  as  before,  deduct  the  back  pressure 
above  the  line  Y  Y.  When  we  have  done  so  we  will  have,  as 
before,  a  curved  line,  showing  the  available  pressure  in  the  low- 
pressure  cylinder.  This  curved  Une  of  power  or  pressure  will  be 
seen  in  Pig.  21. 
As,  in  this  case,  the  low-pressure  cylinder  has  four  times  the 
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area  of  the  high,  we  multiply  the  pressure  shown  in  Fig. 
21  by  four,  and  this  result,  as  shown  by  Fig.  22,  is  the  power 
exerted  on  the  pump-plunger  by  the  low-pressure  piston.    Haviog 


B  P  G 

Fig.  19. 


now  the  power  developed  on  the  H.  P.  and  L.  P.  cylinder  shown 
separately,  in  order  to  know  what  power  they  exert  when  com- 
bined we  add  one  to  the  other,  which  gives  us  the  card  as  shown 


Z»rcy  Pressure  Xrf'/ze" 

Fig.  20. 


by  Fig.  22,  which  not  only  shows  the  total  power  exerted  by  both 
pistons,  but  also  shows  just  how  much  power  is  exerted  at  every 
pai't  of  the  stroke.    An  examination  of  the  curved  line  of  pressure 


Fig.  21. 


or  power  on  this  card  (Fig.  23)  will  clearly  show  how  unsuitable 
such  a  power  is  to  produce  a  uniform  steady  motion  on  a  water 
column  when  connected  directly  to  the  plunger  of  a  pump.     In 
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Pig.  24  we  have  a  composite  card  in  which  all  the  previous  steam, 
water,  and  compensating  cylinder  cards  are  combined  in  one  card. 

First — ^Within  the  lines  -4,  TT,  W\  JT,  we  have  the  water  card 
previously  shown  in  Fig.  9. 

Secondly. — ^The  space  enclosed  within  the  lines  A^  TT,  A\  B  " 
C\  D'\  E%  F\  G\  B\  r\  J'\  K'\  and  K,  J,  /,  H,  O,  F,  E,  D, 
(7,  -5,  is  the  steam  cards  Fig,  19  and  Fig.  22,  all  combined  in  one 
card,  as  in  Fig.  23,  the  top  curved  line  of  which  shows  not  only  the 
total  steam  power  used  during  one  stroke  of  the  piston,  but  it 
also  shows  just  how  much  power  is  exerted  at  each  ordinate,  which 
in  all  these  cards  enclose  one-tenth  of  the  stroke. 


JS7'  F'  G* 

Fig.  22. 


Thirdly. — In  the  lower  curved  line,  and  which  crosses  the  base 
Kne,  A  K^fii  Fy  we  have  the  line  of  effect  produced  by  the  com- 
pensating cyfindersras  shown  and  explained  in  Fig.  17.  The  end 
sought  to  be  accomplished,  it  will  be  remembered,  is  the  use  of 
steam  at  a  high  pressure  in  the  steam  cylinders,  cutting  it  off 
during  a  portion  of  the  stroke,  and  at  the  same  time  to  have  the 
power  exerted  by  the  steam  on  the  water  column,  and  through 
the  movement  of  the  pump-plunger,  exactly  equal  to  the  resist- 
ance of  the  water,  when  moving  under  a  perfectly  uniform  press- 
ure. In  other  words,  what  is  wanted  is  to  have  the  very  irregular 
curve  of  the  steam  pressure  brought  down  to  the  parallel  lines  of 
the  water  pressure.     As  it  will  readily  be  seen  by  an  examination 


Digitized  by 


Google 


24G    TO  USE   STEAM   EXPANSIVELY  IN   DIBECT-ACTIKG  STEAMPUKP8. 

of  Fig*  24,  the  power  exerted  by  the  steam  at  the  beginniDg  of  the 
stroket  and  up  to  the  middle  of  the  same  stroke,  is  largely  in 
excess  of  the  power  required  to  move  the  water,  as  shown  by 
the  lines  of  the  water  card ;  while  during  the  last  half  of  the 
Btroke  it  falls  below  what  is  required  to  move  the  water  column. 
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Now,  if  we  examine  the  effect  produced  by  the  action  of  the 
eompensating  cylinders,  we  will  see  in  what  a  remarkable  manner 
they  operate  to  correct  the  irregularities  of  the  steam  card. 

At  the  commencement  of  the  stroke  at  the  left  hand  side  of  the 
card.  Pig.  24,  it  will  be  seen  that  the  power  as  shown  within  the 
Hues  IF,  A",  B\  C",  D'\  E\  F",  is  an  excess  of  power— more  than  is 
wanted  to  move  the  water ;  but  if  you  look  at  the  lower  left  hand 
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Fig.  24. 


comer  it  will  be  seen  that  the  power  within  the  lines  J,  A\  B^  (7, 
jy,  E'y  F'y  and  F^  E^  Z>,  C,  i?,  has  been  taken  out  of  the  steam  card 
and  absorbed  by  the  compensating  cylinders ;  while  on  the  right 
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band  side  of  the  card,  and  which  from  F"  is  the  last  half  of  the 
stroke,  when  the  line  of  power  in  the  steam  card  falls  below  what 
is  required  to  move  the  water  column,  the  compensating  cylinders 
giye  back  the  power  they  had  previously  absorbed,  and  thus 
^^upply  just  the  needed  power  to  complete  the  stroke. 

From  this  explanation  of  Fig.  24  it  will  be  seen  that  the  actual 
available  power  for  the  propulsion  of  the  water,  irrespective  of 
whether  the  pressure  of  the  steam  is  high  or  low,  is  the  power 
that  lies  between  the  upper  and  lower  curved  lines,  and  which, 
during  the  entire  stroke,  is  practically  a  uniform  power. 

As  a  proof  of  the  remarkable  manner  in  which  the  eompensat- 
iug  cylinders  do  compensate  for  the  irregular  pressure  of  the  steam 
as  thus  used,  if  you  will  take  a  measurement  between  the  upper, 
or  steam  curved  line,  and  the  lower,  or  compensating  curved  line, 
on  any  of  the  ordinates,  in  any  part  of  the  stroke,  you  will  find 
that  the  distance  between  these  lines,  and  which  is  the  measure 
of  the  available  power  for  driving  the  pump-plunger,  is  exactly 
the  same  as  is  the  distance  between  the  upper  and  lower  lines  of 
the  water  card  on  any  ordinate,  in  any  part  of  the  stroke  of  the 
pump.  In  fact,  it  may  be  said  that  the  lines  of  power,  as  well  as 
the  lines  of  resistance,  are  practically  parallel,  and  thus  it  is  that 
there  is  exerted  at  all  times  just  power  enough,  and  no  more,  to 
force  the  water  column  along  so  quietly,  so  steadily,  that  on 
engines  of  this  construction  it  has  been  found  there  is  no  possible 
use  for  an  air-chamber  on  the  delivery  mains;  and  thus  is  the 
apparently  paradoxical  problem  solved,  of  producing  a  perfectly 
uniform  motion  and  pressure  in  a  steam-pump  using  steam  power 
variable  to  the  last  degree,  and  without  the  use  of  shafts,  cranks, 
fly-wheels,  or  heavy  vibrating  beams. 

There  are  many  ingenious  devices  connected  with  the  compen- 
sating cylinders  and  the  accumulator,  which,  while  interesting, 
it  has  not  been  thought  best  to  occupy  your  time  in  describing, 
as  they  are  only  accessories  to  the  grand  result. 

In  closing,  I  avail  myself  of  the  opportunity  of  giving  still 
another  reason  for  the  presentation  oif  this  paper  at  this  time. 
Believing,  as  I  do,  that  the  invention  described  opens  up  a  new 
and  important  era  in  the  construction  of  pumping  machinery,  and 
thrtt  a  careful  study  of  the  principles  upon  which  it  operates,  and 
the  manner  in  which  it  is  constructed,  as  well  as  the  results  pro- 
ikiced  by  its  use,  will  confirm  in  your  minds  the  favorable  verdict 
already  given  concerning  it  by  eminent  engineers  abroad,  I  felt 
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what  I  trust  you  will  all  deem  a  commendable  pride  in  desiring 
that  its  first  presentation  and  discussion,  before  an  engineering 
society,  should  be  before  the  society  which  has  in  so  marked  a 
manner  honored  the  memory  of  the  man  whose  name  is  so  closely 
identified  with  the  origin  and  success  of  the  direct-acting  steam- 
pump,  and  who,  by  his  life  and  his  life's  work,  did  so  much  to 
elevate  to  the  proud  position  it  now  holds,  at  honie  and  abroad, 
the  name — American  Engineer. 

DISCUSSION. 

J/r.  H,  H.  Suplee. — To  refer  to  a  piece  of  ancient  history,  I 
should  like  to  call  the  attention  of  the  members,  in  connection 
mlh  this  matter  of  compensating  the  inequalities  of  the  power 
at  different  parts  of  the  stroke,  to  the  fact  that  many  years  ago, 
I  think  while  James  Watt  was  still  living,  there  was  a  device 
attached  to  one  of  his  beam  engines  when  they  were  first  applied 
to  rotary  purposes,  which,  in  a  very  imperfect  manner,  suggests 
the  germ  of  this  device.  There  was  a  small  cylinder  which  was 
open  to  the  atmosphere  at  one  end  and  entirely  closed  at  the 
other.  This  was  geared  to  the  shaft  of  the  main  engine  by 
means  of  suitable  linkage — two  to  one,  so  that  it  should  make 
two  strokes,  while  the  main  cylinder  made  one.  When  the 
steam  was  first  admitted  to  the  main  cylinder  it  had  to  lift  this 
small  cylinder  against  the  pressure  of  the  atmosphere.  When 
the  main  piston  had  reached  half  stroke,  the  small  piston  had 
made  full  stroke.  While  the  main  piston  was  completing  its 
stroke,  the  small  piston  was  going  back  again.  The  resistance 
of  the  atmosphere  opposed  the  force  of  the  steam  at  the  begin- 
ning of  the  stroke  and  assisted  the  force  of  the  steam  at  the  end 
of  the  stroke.  This  did  not  compensate  nearly  as  uniformly  as 
the  cylinders  of  the  Worthington  pumping  engine,  but  it  did  en- 
able the  rotative  engines  then  in  use  to  make  much  more  uni- 
form speed.  I  think  this  device  was  invented  by  Mr.  Buckle, 
who  was  connected  with  the  Watt  establishment,  and  it  will  be 
found  described  in  Mr.  Bourne's  large  work  upon  the  steam 
engine.  It  seems  to  have  lain  entirely  dormant  until  it  is  now 
reapplied  in  a  much  improved  form  for  pumping  engines. 

Prof.  J.  B,  Webb. — The  device  employed  in  this  improved 
pnmp  stores  up  the  power,  so  as  to  allow  the  steam  piston  to 
move  uniformly  while  the  water  piston  moves  uniformly.      I 
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should  like  to  ask  Mr.  HoUoway,  however,  what  objection  there 
is  to  disconnecting  the  pistons  from  the  same  continuous  piston- 
rod  and  connecting  them  by  mechanism  in  such  a  way  that, 
while  the  water  piston  moved  uniformly  through  its  stroke,  the 
steam  piston  would  move  with  an  accelerated  motion  during  the 
expansion.  With  such  an  accelerated  motion  of  the  steam  piston 
as  would  make  the  work  developed  by  the  steam  the  same  for 
each  fraction  of  a  second,  t.e.,  constantly  equal  to  that  required 
for  pumping  the  water,  and  with  a  suitable  connecting  mechan- 
ism, adapted  equally  to  the  forward  and  return  strokes,  there 
would  be  no  necessity  for  a  storage  of  energy. 

Prof,  J.  E.  Denton, — ^It  is  a  matter  of  great  pride  to  all  American 
engineers  to  contemplate  the  principles  and  the  success  of  the 
Worthington  pumping  engine  in  the  form  in  which  it  was  de- 
veloped by  our  late  distinguished  member,  Mr.  H.  R  Worth- 
ington. The  improvement  now  under  discussion,  I  understand, 
provides  a  means  by  which  a  direct-acting  pump,  with  no  crank 
or  fly-wheel,  may  expand  steam  at  least  ten  times  with  perfect 
success. 

In  a  general  way  I  have  understood  that  there  was  a  compen- 
sating action  in  the  new  attachment,  but  I  never  appreciated 
before  how  perfect  the  adjustment  is,  by  means  of  the  varyinf^ 
obliquity  of  these  plungers  acting  against  the  constant  pressure 
of  the  accumulators. 

Prof.  R.  H.  Thurston. — It  is  a  great  pleasure  to  be  able  to  say 
that,  among  all  the  devices  which  were  presented  to  the  Juries 
at  Paris  last  summer,  there  was  no  one,  so  far  as  my  own  knowl- 
edge and  hearing  went,  which  attracted  more  attention  than 
this  device  of  Mr.  Worthington's.  It  was  looked  upon  as  a  most 
beautiful  embodiment  of  American  ingenuity.  I  do  not  know 
which  was  more  commented  on :  the  perfection  with  which  the 
apparatus  worked  or  the  beautiful  simplicity  of  the  device  itself. 
I  think  it  was  its  simplicity  quite  as  much  as  its  effectiveness 
which  secured  for  it  the  grand  prize— a  prize  which  is  very 
rarely  accorded  to  any  invention.  The  members  of  the  Jury, 
and  engineers  who  were  also  interested  in  the  matter,  were  very 
desirous  of  securing  more  extended  accounts  of  the  performance 
of  the  engine  as  thus  improved,  and  we  could  only  refer  them  to 
the  results  of  a  trial  by  Professor  Unwin,  which  was  published 
in  London  Engineering— and  I  think  republished  by  the  builders 
of  the  engine — the  result  being  to  show  that  th"^  engine  has  an 
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extraordinarily  high  economy,  and  that  it  is  thus  brought  into 
the  highest  rank,  beside  those  pumping  engines  which  have 
hitherto  held  their  own  distinctively  on  the  score  of  economy. 

Mr,  Chas,  E,  Emery, — ^It  has  been  my  pleasure  for  years  to 
note  the  development  of  the  Worthington  pumping  engine. 
The  award  at  the  Centennial  Exhibition  was  written  by  me,  but 
at  my  suggestion  signed  by  one  of  the  Judges  from  Great  Britain, 
and  I  am  happy  to  say  was  very  pleasantly  received  by  Mr. 
Henry  B.  Worthington,  of  whom  Mr.  Holloway  has  properly 
spoken  in  so  pleasant  a  manner.  In  that  award  it  was  stated 
that  the  effort  during  the  stroke  of  one  of  the  two  cylinders  of  a 
duplex  engine  blended  into  that  of  the  other,  so  that  although 
there  was  reciprocating  motion,  the  water  column  moved  on  un- 
interruptedly and  almost  without  change  of  velocity.  This  new 
invention — due  principally  to  Mr.  Charles  Worthington,  though 
doubtless  under  discussion  before  the  death  of  the  father— main- 
tains the  same  uniformity  of  action,  the  same  blending  of  the 
force  exerted  by  one  of  the  duplex  pumps  into  that  of  the  other, 
and  maintains  practically  a  uniform  velocity,  although  the  steam 
pressure  in  the  cylinder  varies  greatly  on  account  of  the  high 
degree  of  expansion.  This  latter  improvement  I  may  say  rounds 
out,  develops,  and  completes  the  original  conception,  and  secures 
in  practice  results  so  satisfactory  in  every  respect  that  nothing 
further  can  be  desired. 

Mr.  Chas.  A.  Hague. — The  question  as  to  the  relative  economy 
between  the  older  form  of  the  Worthington  engine  and  this  new 
type  has  been  incidentally  brought  up,  and,  having  some  general 
information  on  that  point,  I  would  like  to  state  it.  The  records 
are  published  and  are  accessible,  and  in  general  terms  the  econ- 
omy is  about  one-third.  It  saves  about  one-third  of  the  fuel 
over  the  older  form  of  the  Worthington  engine,  principally,  of 
course,  because  the  ratio  of  expansion  is  increased  and  the  steam 
is  cut  off  and  expanded  in  both  cylinders. 

One  of  the  records  to  which  I  might  refer  is  in  connection 
with  pumping  oil  with  a  horse-power  of  500  to  700  against  an 
oil  pressure  of  from  800  to  1,000  pounds.  The  difference  in 
twenty-four  hours  in  fuel  was  the  difference  between  23,000 
pounds  of  coal  and  35,000  pounds  of  coaL  The  conditions  are 
exactly  the  same,  and  the  engines  are  side  by  side.  The  cylin- 
ders in  the  high-duty  engine  are  two  41-inch  high-pressure  cyl- 
inders, with  two  82-inch  low-pressure  cylinders,  all  of  36  inches 
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stroke,  and  taking  steam  up  to  one-quarter  stroke  at  100  pounds 
gauge  pressure.  The  engine  alongside  of  this  new  one  has  two 
steam  cylinders,  each  of  33  inches  diameter  high  pressure,  two 
low-pressure  cylinders  58  inches  diameter,  all  of  36  inches 
stroke,  taking  a  lower  pressure  steam  and  the  steam  following 
full  stroke,  the  only  expansion  being  that  due  to  the  relatiye 
arejis  of  the  pistons  and  the  loss  of  the  space  between  cylinders. 

Mr.  J,  F,  Holloivay, — As  to  the  question  of  economical  per- 
formance, that  is  one  which,  of  course,  is  a  matter  of  importance 
in  the  engineering  sense  of  the  word.  It  is  a  matter  which, 
however,  must  be  made  up  by  the  records  from  time  to  time, 
and  I  have  only  to  say  that  it  is  an  indication  of  the  very  thing 
which  I  have  said  in  the  paper — that  the  people  who  build  the 
«nt,ane  have  not  flooded  the  society  with  figures  and  pamphlets. 
I  dill  think  that  this  mode  of  producing  a  result  that  has  long 
been  sought  for  was  one  of  very  great  interest,  and  I  am  quite 
sure  it  is,  from  the  remarks  that  have  just  been  made.  I  simply 
brought  it  forward  as  an  engineering  problem,  or  rather  the 
meirns  of  solving  a  problem  which  all  of  us  have  stumbled  over 
since  the  introduction  of  direct-acting  steam-pumps.  We  have 
aU  recognized  the  value  of  direct-acting  pumps  in  many  ways,  as 
IiaH  been  fully  shown  by  the  fact  that  they  are  so  largely  used 
in  this  country,  and  so  largely  used  abroad.  But,  as  I  have  said, 
we  have  always  conceded  that  they  are  an  expensive  pump  to 
run,  so  far  as  the  use  of  steam  is  concerned,  and  there  has  been 
great  difficulty  in  devising  plans  by  which  that  expense  might  be 
decreased,  so  as  to  add  increased  value  to  that  character  of  pump- 
ing machinery. 

I  am  very  glad  to  hear  the  matter  spoken  of  by  Mr.  Suplee, 
in  regard  to  the  device  which  Watt  had  thought  over  and 
plmmed  out.  I  never  heard  of  it  before,  and  he  has  himself 
explained  that  it  is  not  just  like  thi^.  But  that  James  Watt, 
whom  we  all  look  up  to  as  the  father  of  the  steam  engine,  among 
all  tlie  many  and  various  things  which  he  thought  of,  and  which 
he  worked  out,  and  which  he  did  the  best  he  could  to  perfect, 
had  this  in  mind,  gives  me  a  still  greater  reverence  for  that  great 
man  whose  name  stands  at  the  head  of  our  profession,  and  to 
whom  we  all  look  up  with  respect. 

Mr.  Webb  spoke  of  other  devices  for  storing  up  power.  He 
wants  to  know  if  there  may  not  be  still  others.  If  he  can  tell 
me  what  mechanical  engineers  will  not  do  some  day  or  other,  I 
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will  tell  him  what  may  be  done  in  this  respect ;  that  some  other 
way  may  be  devised,  I  doubt  not.  The  world  is  open  for  the 
best  thoughts  and  the  best  intellects,  and  engineers  are  the  peo- 
ple to  whom  it  looks  in  order  to  bring  both  out ;  and,  while  I 
cannot  see  what  is  in  the  future,  I  am  quite  sure  that  this  is  one 
of  the  subjects  which  will  commend  itself  to  the  study  and  inves- 
tigation of  alL 

The  remarks  by  Professor  Denton  and  by  Professor  Thurston 
are  of  great  value,  because  they  have  both  studied  the  matter 
more  fully  than  the  ordinary  engineer  does,  and  because  it  is  a 
matter  of  interest  to  persons  in  their  especial  line,  as  well  as  it  is 
with  those  who  have  occasion  to  use  pumps.  Professor  Thurs- 
ton saw  the  engine  running  in  Paris,  about  which  I  should  be 
very  glad  to  give  you  a  history  if  there  was  time.  There  are 
other  points  as  to  the  methods  in  which  the  engines  are 
constructed,  which  I  know  would  be  of  very  great  interest,  and 
I  will  only  say  that  if  the  gentlemen  who  built  and  invented  the 
pump,  and  who  have  sat  up  at  night  thinking  about  it,  would 
only  consent  to  put  on  record  a  portion,  at  least,  of  what  they 
know  about  it,  the  American  Society  of  Mechanical  Engineers 
would  be  very  much  interested  in  reading  it,  and  would  be  very 
much  indebted  to  them  for  it. 
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CCCLXX. 

STREET  CAR  GEAR  FOR  MODERy  SPEEDS-TEE  COM- 
INO  SELF-PROPELLED  CAR. 

BT  8.  J.  MCFARMN,  XCKBBSPOBT,  PA. 

(Associate  Member  of  the  Society.) 

Students  of  current  industries,  familiar  with  the  beginnings 
of  invention  and  enterprise,  as  well  as  with  their  business  con- 
trol and  direction,  lack  faith  in  some  of  the  popular  super- 
stitions. 

Tbey  often  meet,  for  instance,  the  manufacturer  who  is  too  busy 
in  the  details  of  his  business  to  learn  i\s  principlea — who  has  not 
time  to  read  technical  journals,  or  reports  of  society  proceedings 
and  experiments  in  his  specialty.  While  perhaps  specifically 
intelligent,  he  is  in  a  general  sense  ignorant,  and  is  the  veriest 
slave  to  the  moss-grown  usage  of  his  business,  instead  of  holding 
the  princely  control  and  leadership  thereof  with  which  the  repor- 
torial  obituaries  will  endow  him. 

This  case  is  even  more  frequent  in  the  mechanical  management 
of  some  of  our  greatest  concerns  and  industries  than  in  that  of 
their  commercial  and  social  or  labor  departments.  The  descend- 
ants of  the  youth  who  carried  the  grist  to  milP  in  one  end  of  the 
bag,  balanced  by  a  stone  in  the  other  end, — "  because  Grand- 
sire  did  so  " — have  increased  to  the  point  of  overflowing  from 
theology,  law,  and  medicine  into  mechanics,  with  special  ten* 
dency  to  railroading  in  some  form.  The  most  frequent  expres- 
sion of  the  master  mechanic  of  one  of  our  great  transcontinental 
railroads,  during  a  visit  of  inspection  by  the  writer  some  years 
ago,  was,  "  We  adopted  that  device  in  the  airly  days,  sorr,  and 
■we've  nivver  changed  it  1 " 

A  like  slavish  adherence  to  precedent  and  deference  to  repnta- 
iion  seem  to  be  co-operating  with  the  ignorance  too  common 
among  inventors  and  company  officials — and  perhaps  with  the 
natural  conservatism  of  manufacturers, — to  produce  some  street 
railway  practice  curiously  similar,  and  causelessly  parallel,  to  that 
of  the  larger  railroads,  in  which  the  parallel  rods  and  counter  bal- 
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ances  of  the  modem  locomotive  embody  the  ideal  of  meclianism. 
One  of  our  leading  electrical  companies  recently  had  for  a  motto, 
"  No  inventors  need  apply  "  ;  and  an  employee's  suggestion  for 
a  much  needed  improvement  was  rewarded  by  a  sarcastic  rebuke 
and  threat  of  discharge. 

During  the  writer^s  residence  in  an  interior  Mexican  State 
capital  of  some  thirty  thousand  inhabitants,  a  native  street  rail- 
way company  was  organized  and  road  built  (3-ft  gauge).     The 
cars  came  by  wagon  from  the  railroad  station  nearly  two  hundred 
miles  distant,  at  a  total  cost  for  freight  of  about  five  cents  per 
pound.     They  bore  the  mark  of  perhaps  the  best-known  maker  in 
the  world,  whose  reputation  seemed  to  have  made  unnecessary 
8Qch  old  formalities  as  shop  inspection  before  shipment.     They 
bad  apparently  been  hastily  altered  from  a  wider  gauge  by  the 
simple  tneans  of  pressing  the  wheels  closer  together  on  the  axles, 
which  were  of  the  "cold  rolled"  type,  without  moving  in  the 
sills  or  journal  boxes.     This  method  left  some  ten  inches  clear 
axles  outside  of  wheel  hub  at  each  end  and  between  that  support 
and  the  bearing  which  was  to  carry  the  load — say  three  or  four 
times  in  excess  of  good  practice !     The  writer's  suggestion,  to  cnt 
off  the  axles  and  move  the  sills  and  journals  in  to  correspond  with 
the  narrow  gauge,  was  met  with  a  cbild-like  trust  in  the  manufac- 
turing "  house  "  and  the  fear  of  lessening  the  stability  of  the  cars 
by  thus  narrowing  their  support !    The  (Mexican)  foreman  went 
so  far  as  to  say  that  he  had  himself  seen  a  railroad  (Mexican 
Central)  whose  entire  equipment  was  of  this  identical  construc- 
tion. 

I  need  scarcely  add  that  those  axles  "  cranked  "  to  a  permanent 
set  on  the  first  ensuing  holiday  or  that  a  sorry  lot  of  wheeled 
imitations  of  crippled  cattle  are  to  this  day  sustaining  the  reputa- 
tion of  the  "  house  "  in  that  vicinity. 

The  science  of  the  Mexican  foreman  is  equalled  in  the  recent 
advertisement  in  a  great  technical  journal,  descriptive  of  a 
device  for  adding  to  the  longitudinal  stability  (decreasing  the 
"rocking  motion  ")  of  a  street  car  without  increasing  its  ^'  wheel 
base "  or  distance  between  axles,  which  plan  is  mentioned  only 
to  be  avoided  by  the  genius  of  this  inventor  as  impracticable  I  A 
brief  inspection  of  the  simplest  diagram  of  the  "  angle  of  stabil- 
ity" would  evidently  be  a  revelation  to  this  expert ;  and  in  view 
of  their  respective  opportunities,  the  Mexican  seems  the  best 
informed.    Since  the  angle  of  stability  must  have  for  its  apex  the 
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centre  of  gravity  of  the  load,  and  for  its  base  the  distance  between 
the  wheel  contacts  which  furnish  the  ultimate  supports  of  that 
load,  it  is  not  an  exhausting  eflfort  of  the  intellect  to  perceive  that 
all  devices  which  fail  to  lower  the  center  of  gravity  or  increase 
the  distance  between  wheel  contacts  (laterally  or  longitudinally, 
as  the  case  may  be)  are  useless. 

The  present  increase  in  street  railway  construction  has  greatly 
increased  the  percentage  of  uninformed  buyers,  and  made  a  har- 
vest for  all  and  every  class  of  builders  of  street  cars,  who  have 
with  one  accord  exhausted  their  resources  upon  the  car  bodies^ 
which  are  "  seen  of  all  men."  Tims  we  find  that  the  two  best 
out  of  three  leading  street  car  gears  are  made  by  concerns  which 
do  not  build  cars.  Now  the  gear  is  the  car, — as  the  legs  and  feet 
are  the  horse  ;  and  its  neglect  by  manufacturers  is  emphasized  by 
the  severe  requirements  of  modern  speeds  and  mileage, — doubling 
and  trebling  former  practice  as  they  do, — a  daily  mileage  per  car 
of  one  hundred  and  fifty  miles  and  more,  at  a  rate  of  ten  to  fif- 
teen miles  per  hour  being  already  common. 

These  points  are  especiaUy  marked  in  electric  railway  service 
where  variations  in  speed  are  not  only  excessive  compared  with 
horses  or  cable,  but  the  problem  is  often  that  of  self-proptilmon. 
The  rigidity  of  old  gear  constructions,  for  instance,  is  almost  pro- 
hibitory of  "  self  propulsion."  Those  managers  of  electric  "  sys- 
tems "  whose  worship  of  the  subtle  fluid  did  not  entirely  dwarf 
their  estimate  of  the  mechanical  problems  involved,  have  attained 
their  brightest  success  by  discriminating  adaptation  of  devices 
long  tried  and  proven  on  the  larger  railroads,  and  it  is  in  this 
direction  that  we  look  for  future  progress. 

Though  not  in  the  scope  of  this  paper,  the  permanent  way  is  so 
closely  related  to  the  rolling  stock  that  improven)ent  in  the  last 
presupposes  change  in  the  first ;  and  it  is  noted  in  passing  that 
general  recognition  is  already  given  by  equipping  companies  and 
their  patrons  to  the  need  of  heavier  rails,  of  stiffer  section,  better 
alignment  and  surface,  etc.,  also  that  the  best  practice  dictates 
grooved  rails  on  all  curves  and  the  elevation  of  the  outer  rail 
wherever  allowed  by  grade  of  street.  The  utility  of  the  last,  for 
street-car  speeds,  was  gravely  questioned  by  a  conservative  engin- 
eer of  an  electrical  company,  but  he  has  been  unable  to  obtain 
any  suspension  of  the  forces  of  gravitation  and  momentum  in  sup- 
port of  his  objection,  or  his  derailed  cars. 

With  a  fit  road-bed,  the  remedy  for  most  of  the  discomforts  due 
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to  faulty  rolling  stock  is  so  simple  and  easy  that  the  public  will 
demand  it  as  fast  as  informed.     Allowing  that  the  usual  diameter 
of  wheels  and  height  of  springs  are  to  remain  unchanged,  we 
have  only  to  place  the  supports  further  apart  (lengthen  the  wheel 
base)  and  the  rocking  or  '*  gallop,"  on  undulating  track,  also  the 
swaying  or   "  wag,"  on   leaving   or   entering   curves,  disappear 
together  if  the  gear  is  of  the  suspension  or  other  flexible  type. 
Without  desire  to  provoke  discussion  from  any  one  who  holds  to 
the  impracticability  of  this  plan,  I  note  that  for  cars  longer  than 
20  feet,  probably  the  best  way  to  reach  this  end  is  that  already 
adopted  by  some  cable   and   electric  roads,  of  using  two  four- 
wheel  pivoted  trucks  under  each  end  of  the  car,  a  close  imita- 
tion of  railroad  practice.      For  short  cars   up  to  18  feet,  how- 
ever, two  axles  and  four  wheels  will  continue  to  be  the  maximum, 
and  it  is  to  this  class  which  we  are  here  limited.     By  the  adapta- 
tion of  the  suspension  or  other  systems  long  "standard  "  in  rail- 
road service,  the  wheel  base  of  ordinary  four-wheeled  street  cai*s 
may  readily  be  increased  50  or  60  per  cent,  over  present  practice, 
with  all  the  corresponding  good  results  and  withoiU  encountering 
even  the  smallest  dragon  of  "  impracticability  "  so  much  dreaded. 
Not  only  so,  but  traction  on  curves' can  thus  be  lightened  instead  of 
increased,  so  great  is  the  resistance  of  the  rectangular  rigidity  of 
old  stjle  gear.      It  is  a  fact  that  cars  of  9  feet  wheel  base  have 
been  running  successfully  for  10  years  on  both  horse  and  cable 
roads,  on  curves  as   sharp   as   35   feet  radius,  and  with  unap- 
proached  economy  of  power  and  lubricant,  and  unexcelled  com- 
fort and  ease  of  riding.      The  writer  knows  of  one  case  where 
such  trucks  (four  wheeled)  are  carrying  30  feet  cars  through  curves 
of  45  feet   radius,  but    considers   this   an    evident   case   for   8 
wheels,  as  it  is  safe  to  say  that  no  car  can  ride  easily  with  two  or 
three  times  as  much  of  its  load  and  length  outside  of,  as  that 
hettceen  wheel  supports.     Indeed  he  would  make  the  rule  that  at 
least  as  mttch  of  the  car  length  must  be  between  as  that  outside 
of  supports,  t.  e.f  only  one-fourth  of  the  entire  length  must  be 
allowed  to  project  at  each  end  over  and  past  the  axles.     Thus  a 
better  distribution  of  load  on  bearings  would  be  secured,  and 
neither  axle  would  have  the   whole  load  to  carry,  with   risk  of 
breaking  spiings  or  wheels.      A  glance  at  the  Thielsen  or  other 
suspension   trucks  of  the  ordinary  passenger  coach  and  many 
freight  hues  will  show  how  much  the  suspension  principle  of 
construction   must  reduce  flange  wear   and  resistance.      Other 
17 
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methods  for  securing  flexibility  are  not  wanting,  but  present  lim- 
its do  not  permit  description  of  them. 

With  sufficiently  flexible  gear  and  independent  wheels  it  is 
believed  that,  present  wheel  base  practice  (6  feet  maximum)  can 
be  more  than  doubled  and  lighter  draft,  on  curves  secured.  Inde- 
pendent wheels  need  not  be  of  the  "  loose ''  type,  common  in 
mines,  etc.,  but  may  entirely  avoid  the  many  faults  of  that  con- 
struction. There  are  many  practicable  forms  of  them  which 
have  stood  severe  tests  in  railroad  service,  and  only  failed  of 
introduction  by  reason  of  devotion  to  standards  and  precedents 
and  the  exigencies  of  the  "  car-exchange  "  system  and  various 
other  limitations  from  which  street  car  service  is  and  should  be 
free. 

More  powerful  brakes  are  necessary  for  the  heavier  and  faster 
running  cars  of  the  power  systems.  The  efficiency  of  the  track 
brake  has  been  demonstrated  for  years  on  the  Pacific  Coast,  and 
only  an  attempt  to  dodge  the  patent  office,  by  use  of  wooden 
instead  of  iron  shoes,  has  delayed  their  adoption  here.  With 
them  the  greatest  economy  of  wheels  is  secured.  They  should 
be  applied  by  power,  however.  This  is  accomplished  in  a  West- 
ern electric  system  by  the  use*of  compressed  air  maintained  by 
a  pump  geared  to  the  axles.  The  car  momentum  may  be  con- 
veniently used  for  the  Fame  purpose. 

From  even  this  superficial  consideration  of  the  subject,  its 
extent  and  importance  are  apparent  with  the  fact  that  there  are 
many  good  points  in  the  application  of  power  to  street  car  pro- 
pulsion which  are  omitted  in  eacli  of  the  systems  now  before  tlie 
public.  An  eclectic  system,  chosen  and  adapted  from  these  and 
railroad  practice,  would,  if  practicable  under  present  commercial 
and  legal  conditions,  probably  cover  the  ground  better.  A 
modem  system,  for  instance,  which  is  confessedly  imperfect  in 
many  points,  excels  all  others  I  have  seen  in  one  particular — that 
of  attachment  to  axles.  This  is  on  the  diflFerential  principle,  and 
admits  not  only  of  several  changes  in  relative  speed  and  "  pur- 
chase "  between  motor  and  axles,  but  of  entire  disconnection  on 
down  grades  to  rest  the  motor.  A  friction  gear  was  used,  so  as 
to  give  the  desired  changes  by  the  movement  of  the  operating 
lever. 

The  coming  street  car  will  probably  comprise  flexible  gear 
with  long  wheel  base,  independent  wheels  on  (preferably)  tubu- 
lar a^es  and  power  track  brakes.     Its  motors  will  be  differen- 
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tiallj  connected.  It  will  not  only  excel  old  practice  in  ease  of 
riding  and  comfort,  but  will  double  the  present  life  of  wheels,  with 
great  economy  in  track,  truck  and  motor  repairs,  as  well  as  in 
power,  lubricant,  etc.  This  and  more,  at  schedule  speeds  of  ten 
to  twenty  miles  per  hour  and  without  sacrifice  of  safety,  is  now 
in  sight.  The  public  taste  and  demand  will  become  more  exact- 
ing as  the  horse  car  recedes  from  view,  and  managers  will  more 
and  more  appreciate  the  fact  that  only  the  best  is  cheap  when 
bidding  for  the  good-will  and  patronage  of  intelligent  people. 

DISCUSSION. 

Mr.  W.  S.  Rogers, — I  feel  as  though  I  would  like  to  make  an 
apology  on  behalf  of  builders  of  street  cars,  although  I  am  not  in 
any  way  connected  with  them,  or  even  acquainted  with  them.  The 
writer  states  that  they  "  put  everything  on  the  car  body,"  and  in 
the  present  confusion  existing  among  electric  companies,  I  do 
not  wonder  at  it.  The  maker  of  axles  does  not  know  just  what 
to  make  for  them.  When  he  gets  an  order,  it  is  general.  The 
maker  of  the  car  body  does  not  know  what  to  do.  It  is  not  like 
building  the  standard  trunk-line  cars,  where  the  car  is  built 
complete  and  shipped  to  the  road.  So  I  think  the  street  car 
builders  themselves  should  be  very  leniently  dealt  with  in  a  case 
of  this  kind,  until  the  electric  companies  find  out,  at  last,  what 
they  want  and  what  they  intend  to  do.  At  present  it  looks  to 
me  as  though  the  main  thing  the  electric  companies  are  doing 
is  to  eat  each  other  up,  and  to  prevent  each  other  from  getting 
*^y  good  improvement  and  using  ii  I  think,  after  they  have  got 
through  with  that,  that  we  will  have  good  street  car  construc- 
tion all  the  way  through. 
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^       CCCLXXI. 

GRAPHICAL    ANALYSIS    OF   RECIPROCATING 
MOTIONS. 

BT  OBERtlN  SVITH,  BRIDOEToK,  N.  J. 

(Member  of  the  Society.) 

The  object  of  this  paper  is  to  call  the  attention  of  engineers  io 
a  graphical  method  of  representing  all  reciprocating  motions  in 
machines,  which  have  such  relations  to  each  other  that  they  must 
perform  certain  portions  of  their  journeys  in  given  times.  It  may 
also  be  used  to  represent  rotary  motions;  especially  is  this  desir- 
able if  there  be  intermittent  or  variable  velocities.  I  have  else- 
where (see  ** Machinery  Designing"  in  "Mechanics"  for  April 
15,  1886,)  described  this  system  in  much  fuller  detail  than  I  will 
take  the  time  for  here.  It  is  a  method  which  may  be,  and  pro- 
bably is,  in  use  by  many  others  beside  myself;  but  I  infer  that  it 
is  not  very  generally  known,  from  the  fact  that  I  have  never  seen  a 
description  of  it  in  print  nor  known  of  its  use  by  any  of  my  friends. 
It  is  of  the  simplest  possible  description,  being  nothing  more  than 
the  plotting  of  charts,  such  as  are  used  to  show  pressures  and 
temperatures  in  steam  engineering,  or  the  relative  values  of  grain 
and  tallow,  of  dividends  and  expenses,  or  of  the  heights  of  moun- 
tains, and  populations  of  cities,  during  various  successive  periods 
of  time,  in  commercial  and  geographical  engineering. 

This  system  I  have  used  for  several  years  in  my  own  practice, 
and  would  as  soon  think  of  getting  nlong  without  it  as  I  would 
without  a  clock  or  an  almanac,  or,  as  regards  the  machines  treated 
of,  as  I  would  without  the  scale  drawing  showing  the  shapes  and 
sizes  of  their  various  members.  It  consists  simply  in  drawing 
straight  or  curved  Unes,  or  a  combination  of  both,  which  repre- 
sent the  successive  positions  of  any  given  points  in  a  moving 
member  of  a  machine.  These  "  time-lines  "  have  a  general  course 
from  left  to  right,  starting  at  a  zero  point  representing  a  point  of 
time  which  is  the  beginning  of  one  cycle  of  the  machine  in  ques- 
tion. This  is  preferably  the  "  stopped "  position  in  machines 
which  stop  at  definite  intervals,  like  power  presses,  etc.,  but  may 
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be  at  any  convenient  point  in  continuously  runniDg  machines. 
The  whole  space  on  the  chart  to  the  right  of  a  vertical  zero  line 
represents  time,  and  is  divided  by  faint  vertical  lines  into  uniform 
spaces,  representing,  of  course,  equal  periods  of  time.  These 
might  be  minutes,  seconds,  or  any  other  known  periods,  but,  prac- 
tically, it  is  more  convenient  to  let  them  represent  a  given  number 
of  degrees  of  revolution  of  the  main  shaft  of  the  machine,  or  of  an 
imaginary  shaft  wJiich  would  revolve  once  in  one  cycle  of  time. 
The  vertical  lines  are  therefore  designated  by  degree  numbers  run- 
ning from  0  to  360,  their  distance  apart  usually  being  either  5  or 
10  degrees. 

All  vertical  distances  from  a  horizontal  base  line,  produced 
horizontally  from  the  point  where  the  time-line  starts,  represent 
actual  distances  of  motion  of  the  "  timing  point,"  as  I  will  term  it, 
whose  motions  we  are  analyzing  as  representing  the  motion  of  the 
machine  member  in  question.  These  are,  of  course,  the  ordinates 
of  the  time  line,  and  are  sometimes  above  and  sometimes  below 
the  base  line,  as  the  case  may  ba  They  may  be  drawn  to  any 
convenient  vertical  scale,  but  it  is  preferable  to  make  them  of  a 
scale  of  |,  that  is,  to  let  them  represent  the  actual  scale  of  the 
distance  moved.  This  distance  is  usually  counted  in  the  path  of 
the  timing-point,  although  sometimes,  where  such  path  is  a  curved 
one,  it  is  more  convenient  to  give  the  time  in  an  imaginary  straight 
path  represented  by  the  chord  of  its  arc,  or  in  an  *'  altitude  "  line 
not  following  this  chord.  The  timing-point  is  an  assumed  point 
which  can  obviously  be  located  anywhere  in  a  member  that  slides 
in  a  straight  line,  but  which  in  oscillating  or  rotating  members 
mnst  be  at  some  known  and  convenient  distance  from  the  axis  of 
motion. 

The  horizontal  scale  of  these  chartjs  may,  of  course,  be  of  any 
proportion  desired.  In  my  own  practice  it  usually  varies  from  6"  to 
12"  to  represent  360  degrees,  9"  being  the  most  common  distance, 
in  which  case  each  |"  counts  for  10  degrees.  I  usually  make  them 
on  the  same  cross-ruled  paper  which  is  used  in  my  office  for  all 
scale  drawinga  This  is  graduated  in  faint  red  lines  1"  apart  each 
way,  and  still  fainter  lines  every  \".  Usually  no  special  ruling  is 
necessaiy ;  e.g.,  if  9"  Is  used  as  the  horizontal  scale,  each  \"  of 
course  represents  5  degrees,  and  the  vertical  lines  running  all  the 
way  down  the  chart  enable  the  times  of  various  points  in  the 
time-lines  to  be  readily  compared.  The  horizontal  red  lines  serve 
to  show  vertical  distances,  and  one  of  the  heavier  ones  is  selected 
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for  the  base  line  of  each  time-hne,  the  respective  ones  used  being 
placed  at  convenient  distances  apart,  iu  whole  inches,  to  allow 
for  the  lengtli  of  ordinates  necessary,  so  that  the  time-lines  will 
not  intersect  each  other. 

In  general,  it  is  well  to  use  a  scale  which  makes  the  time-lines 
approximate  the  average  circumference  of  the  majority  of  the 
cams  used  in  a  machine.  The  angle  then  made  with  a  vertical 
line  by  the  steepest  portion  of  a  time-line  shows  how  steep  its 
cam  will  have  to  be  in  certain  places,  where  it  has  to  do  the 
worst  "  np-hill "  work,  that  is  at  what  angle  its  periphery  will  be 
with  a  radial  line  at  that  point.  This,  as  is  well  known,  should 
not  usually  be  much  less  than  45  degrees — as  a  roller  or  other  sur- 
face pushed  by  a  cam  will  not  smoothly  mount  a  steeper  incline 
without  undue  pressure  upon  journals,  fulcrums,  etc.  In  laying 
out  cams  to  drive  rollers,  the  path  of  the  roller  axis  should  be  con- 
sidered as  the  theoretical  cam  periphery,  rather  than  the  actual 
surface  of  the  cam  itself,  which  may  in  some  cases  have  steeper 
slopes  than  above  mentioned. 

The  name  of  the  member  whose  motion  is  to  be  represented  is 
usually  written  on  the  left-hand  margin  of  the  chart,  and  various 
memoranda  are  inserted  kt  diflferent  points  along  the  time-line  to 
show  the  functions  of  the  different  parts  of  the  motion  shown  by 
the  respective  portions  of  the  line  which  have  different  directions. 

Any  horizontal  part  of  a  time-line  of  course  represents  a 
"  dwell "  or  absolute  stoppage  of  the  timing  point  in  question ; 
j)er  contra,  a  vertical  portion  of  a  time-linfi  would  represent  infi- 
nite speed,  and  therefore,  of  course,  never  occurs.  A  diagonal 
portion  of  the  line  obviously  represents  uniform  velocity. 

Appended  below  are  three  diagrams,  which  are  reduced  fac- 
similes of  three  working  charts  picked  up  at  random  from  a  num- 
ber which  I  had  on  hand,  and  which  had  accomplished  their  life- 
work  with  perfect  success  in  enabling  certain  newly  invented 
automatic  machines  to  start  off  successfully  as  soon  as  erected 
without  all  the  chipping,  filing,  patching,  and  revolving  of  cams* 
uptm  their  shafts,  which  is  so  frequently  practiced  in  work  of  this 
character. 

Fig.  31  belongs  to  a  machine  for  compressing  medicinal  tablets, 
where  only  three  principal  motions  were  required.  The  time-line 
a  represents  a  cam  motion.  In  b  is  shown  the  characteristic  line 
of  a  crank  motion.  In  c  and  c'  is  shown  a  cam  motion  again, 
which  in  this  case  was  made  variable  in  amplitude  by  the  inter- 
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vention  of  a  lever  with  a  variable  radius,  arranged  by  a  pin  adjust- 
able in  a  tee-slot,  etc.,  to  be  from  nothing  upward.  The  line  c 
represents  one  extreme  where  the  motion  was  reduced  to  nil,  and 
<5*  shows  it  when  at  its  maximum,  there  being  any  number  of 
other  lengths  of  stroke  between. 

Fig.  32  belongs  to  a  tin-scrap-nail  machine^  The  time-lines  <?, 
^,/,  and  ff  depend  upon  cams,  while  h  has  a  crank  motion.  The 
Une  i  belongs  to  a  member  driven  by  "  h  "  through  the  interven- 
tion of  a  spring  which  yields  when  "i"  comes  against  a  stationary 
"  stop,"  thus  giving  the  dwell  shown  by  the  horizontal  line  near  the 
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Fig.  :^1. 

end  of  its  cycle.  The  dotted  line  below  represents  the  motion  it 
would  have  made  if  it  could.  In  time-liney*  is  shown  a  dotted 
Une  representing  the  position  that  the  main  line  would  assume 
under  certain  conditions  arising  when  abnormally  thick  metal  was 
accidentally  put  into  the  machine,  the  shortening  of  stroke  being 
due  to  elasticity  allowed  certain  levers,  to  guard  against  breaking. 
In  time-line  d  the  dotted  line  is  a  "  wear-line,"  assumed  as  repre- 
senting the  probable  time  of  the  machine  after  a  given  number  of 
years'  wear  upon  the  cams,  rollers,  etc. 

Fig.  33  is  the  chart  of  a  special  machine  for  automatically  mak- 
ing electric- wire- cleats.  Tlie  time-lines  y,  k,  I  are  similar,  because 
the  members  concerned  are  all  attached  together,  while  the  mem- 
ber for  m  is  elastically  driven  against  a  stop,  as  previously  men- 
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tioned  regarding  i,  Fig  32.  Afc  n  is  shown  the  cam  motion  of  a 
member  which  would  be  timed  as  in  the  dotted  line  (likey)  if  it 
were  not  gripped  and  held  by  a  device  attached  to  a  member 
moving  as  at  o^  etc.      The  lines  o  and  g  show  cam  motions,  while 
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p  is,  like  <?,  but  modified  by  a  '*  stop.'*  At  r  is  shown  a  line  which, 
unlike  all  the  rest,  does  not  retuiTi  to  the  base  line.  This  repre- 
sents the  motion  given  to  a  strip  of  material  while  passing 
•through  ratchet-driven  feed-rolls;  also,  of  course,  the  periphery 
motion  of  the  rolls  themselves.  In  this  case  such  a  strip  moved 
to  the  right  a  given  distance  and  was  then  cut  oflf,  without  return- 
ing to  the  left.  At  the  next  cycle  of  the  machine  this  motion  was 
repeated,  and  so  on  ad  injiniixiw.  Such  lines  would  obviously 
occur  in  the  charts  of  all  machines  thus  intermittently  fed  in  a 
continuous  direction ;  as  the  rod  in  a  rivet  machine,  the  thread  in 
a  sewing  machine,  etc. 

The  charts  shown  are  not  entirely  systematic,  as  they  were 
made  by  diflferent  draughtsmen  at  different  times,  and  are  given 
only  as  actual  specimens  of  practical  work.  I  intend  in  future  to 
systematize  them  properly,  practising  more  uniformity  in  regard 
to  the  memoranda  of  directions  and  functions.  It  is  intended 
also  that  the  "  wear-lines  "  should  be  inserted  wherever  such  wear 
as  will  occur  in  a  reasonable  length  of  time,  say  ten  years,  will 
injuriously  affect  the  action  of  the  machine.  Thus,  in  analyzing 
and  comparing  the  motions  of  the  various  members,  the  original 
time-lines  and  their  successors,  the  wear-lines,  would  both  be  con- 
sidered in  making  each  motion  have  a  proper  relation  to  the 
others. 

.  The  merits  of  this  system  no  one  who  has  tried  it  will  for  a 
moment  dispute.  It  permits  a  cam  to  be  laid  out  with  absolute 
accuracy,  basing  its  various  radii  upon  the  respective  ordinates 
of  the  time-line  pertaining  to  it,  and  also  shows  the  necessary 
proportions  for  a  wedge,  lever,  toggle,  etc.,  which  may  be  a  factor 
in  producing  the  motion  required.  It  also  aids  in  obtaining 
smoothness  of  motion  with  consequent  quiet  running  and  dura- 
bility, by  the  facility  with  which  too  sudden  starts  and  stops 
become  plainly  visible  to  the  eye.  Sharp  angles  in  the  time-lines, 
of  course,  represent  jerkiness  of  motion,  with  noise  and  rapid 
wear,  while  smoothly  rounded  curves  show  the  opposite. 

This  brief  description  is  presented  in  the  hope  that  it  may  be 
the  means  of  bringing  more  generally  into  use  among  Mechani- 
cal Engineers  this  obvious  and  simple  system,  one  withal  the 
principles  of  which  are  already  practised  in  analyzing  cylinder 
pressures,  as  well  as  in  showing  the  state  of  the  pork  market,  and 
the  growth  of  the  population  of  China.  No  copyright  has  been 
applied  for. 
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DISCUSSION. 

Mr.  Chas.  E,  Emery. — Our  author  has  a  very  happy  way,  now 
and  then,  of  stating  in  a  paper  the  results  of  his  shop  practice. 
I  have  always  felt  grateful  to  him  for  his  paper  showing  the 
principles  involved  in  drawing,  from  plates,  vessels  of  diflferent 
shapes.  The  method  referred  to  herein  is  also  described  in  a 
very  interesting  manner,  but  I  must  submit  that  the  method, 
though  well  adapted,  perhaps,  for  a  particular  shop  practice, 
does  not  show  the  proper  way  to  plot  cams  for  regukir  use 
The  cams  operate  on  a  system  of  polar  co-ordinates ;  therefore, 
why  not  lay  them  out  as  such,  and  not  on  a  rectangular  co- 
ordinate system.  The  paper  mentions  that  an  angle  of  45  degrees 
is  about  the  maximum  proper  for  a  roller  running  on  a  cam,  but, 
evidently,  if  a  certain  amount  of  radial  movement  be  attained 
through  a  certain  number  of  degrees  of  arc  with  an  angle  of  45 
degrees,  where  a  cam  is  of  large  radius,  the  same  movement 
through  the  same  are  will  require  a  much  steeper  angle  where 
the  cam  is  of  smaller  radius.  Frequently,  also,  the  desired 
movement  cannot  be  obtained  in  a  given  arc  with  size  of  cam 
ntended,  not  only  because  the  angles  are  too  steep,  but  because 
a  re-entrant  curve  comes  out  of  less  radius  than  that  of  the 
roller.  The  natural  way  of  laying  down  a  cam  is  on  the  draw- 
ing of  the  cam  itself,  and  if  other  cams  are  to  keep  time  with  it, 
they  can  be  preliminarily  laid  down  over  it,  and  then  transferred 
to  other  sheets.  An  accurate  rectilinear  motion  derived  from  a 
crank  is  represented  simply  by  a  circle,  as  in  the  Zeuner  system 
of  showing  valve  motions,  and  the  distortions  due  to  short  con- 
necting rods,  toggles,  etc.,  can  be  made  to  modify  this  circle,  as 
well  as  the  particular  curve  shown  on  the  rectangular  system. 

Mr.  Geo.  M.  Bond. — I  should  like  to  say  that  the  practice  of 
the  company  with  which  I  am  connected,  in  cutting  cams,  is  to 
have  the  cutter  travel  practically  in  the  same  path  as  does  the 
roll  which  is  to  work  with  the  cam,  and  in  this  way  to  get  the 
relation  of  the  working  surfaces  as  nearly  the  same  as  possible 
in  the  making  as  in  action. 

These  "  paradigms  of  motion  "  have  been  successfully  applied 
in  the  design  and  execution  of  a  model  type-setting  machine  by 
the  Paige  Company,  in  which  both  the  timing  and  fitting  have 
proved  equally  successful  by  the  application  of  this  method. 
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when  the  machine  was  assembled.  No  scraping  or  fitting  was 
required  throughout  the  entire  series,  in  which  a  great  number 
and  variety  of  cam  motions  and  timing  is  involved. 

Mr,  Jesse  M,  Smith — I  happen  to  be  working  on  a  machine, 
just  at  present,  which  involves  this  very  question.  I  find  that  I 
want  to  make  a  cam  on  which  a  roller  shall  roll  properly  without 
any  jar,  and  I  want  to  give  it  a  certain  size,  so  that  the  friction 
on  the  pin  about  which  the  roller  revolves  shall  be  as  small 
as  possible,  and,  to  make  it  all  smooth  working,  I  also  want 
the  centre  of  this  roller  to  follow  a  certain  line.  When  I  come 
to  give  the  centre  of  the  roller  a  certain  diameter,  which  is  the 
diameter  of  the  roller  itself,  I  find  that  in  certain  parts  of  the 
cam  the  roller  is  not  supported  at  all.  The  track  on  which 
the  roller  should  travel  is  entirely  cut  away,  and  it  is  neces- 
sary, as  Mr.  Emery  has  said,  to  lay  those  things  out  by  polar 
ordinates,  rather  than  by  rectangular  co-ordinates,  so  as  to  find 
out  just  exactly  that  point,  and  it  may  be  necessary  to  change 
the  entire  form  of  the  cam,  so  as  to  get  a  path  on  which  the  roller 
shall  travel. 

Mr.  F.  M.  Leavitt, — It  seems  to  me  that  we  are  mixing  up  two 
things  that  have  nothing  to  do  with  each  other.  I  have  had  to 
lay  out  a  good  many  cam-motions  myself,  and  have  found  it 
advisable  first  to  determine  the  motions  which  it  is  necessary  to 
give  to  the  various  parts  of  the  machine  without  regard  to  the 
shape  of  cams  or  other  details  of  mechanism.  I  have  always  used 
this  method  of  Mr.  Smith's,  and  think  it  is  the  best  plan,  because 
you  can  better  study  the  relation  of  parts,  detect  interferences, 
and  all  that.  After  determining  these  points,  and  getting  the 
parts  of  your  machine  to  move  as  you  wish,  you  must  then  go 
to  work  and  lay  out  the  necessary  cams,'or  other  devices,  to  pro- 
duce these  motions,  which  is  quite  a  diflferent  affair  from  the 
first.  It  is  simply  a  question  of  detail  of  construction,  and  has 
nothing  to  do  with  the  timing  of  the  machine. 

Mr.  H.  W.  Sparigler. — It  seems  there  is  only  one  thing  which 
the  author  means,  and  that  is  simply  what  the  last  speaker  says. 
He  has  no  idea  of  giving  you  any  means  of  laying  out  the  cams, 
but  simply  giving  you  the  proper  motion  at  the  proper  time. 
The  scheme  itself,  if  I  remember  rightly,  is,  to  a  certain  extent, 
outlined  in  a  book  that,  I  suppose,  now  is  considered  obsolete — 
"  Willis'  Elements  of  Machine  Designing."  A  fair  idea  of  the 
principle  can  be  got  from  that,  but,  of  course,  it  is  in  a  crude 
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shape.  The  underlying  idea,  however,  is  very  clearly  set  forth 
in  it 

Mr.  H,  H,  Suplee. — I  had  in  mind  the  same  writer  to  which 
Mr.  Spangler  refers,  and  I  think  that  Professor  Willis  there 
stated  that  this  idea  was  first  struck  by  Mr.  Babbage  in  design- 
ing his  very  complicated  calculating  macliine,  and  that  he  found 
it  necessary  to  plot  in  some  way  the  various  motions  in  one 
diagram,  in  order  to  have  them  agree. 

Mr.  Oberlin  Smith. — It  is  very  evident  that  the  first  three  gen- 
tlemen who  spoke  have  not  studied  this  paper,  or,  if  they  have, 
they  do  not  comprehend  it  very  well.  Mr.  Leavitt,  however, 
seems  to  understand  perfectly  what  we  are  driving  at.  The 
paper  does  not  attempt  to  describe  the  process  of  laying  out 
cams.  I  have  no  doubt  we  should  be  very  glad  to  hear,  some 
time,  as  to  Mr.  Emery's  methods,  which  probably  are  very  much 
like  those  of  the  rest  of  us.  We,  of  course  (in  my  own  draught- 
ing room),  use  the  circular  method  in  laying  out  cams,  and  find 
out  whether  a  certain  assumed  proportion  with  which  we  start 
will  answer.  Very  often,  as  another  gentleman  has  observed, 
the  cam  resolves  itself  into  notliing,  and  at  certain  points  we 
have  to  make  it  larger  in  average  diameter  all  over ;  or  else  we 
change  the  slope  at  the  troublesome  point,  thus  getting  a  dif- 
ferent time  of  motion,  in  order  to  make  it  a  practical  cam, 
because  some  of  it  has  tried  to  disappear.  Of  course  we  find 
such  difficulties  when  we  come  to  lay  out  the  cams  themselves, 
but,  as  Mr.  Leavitt  says,  when  we  begin  we  must  represent  the 
proposed  motions  somehow.  I  think  this  is  often  done  inside 
of  some  one's  head,  and  some  exceptional  men  can  thus  do  it. 
It  is,  however,  something  like  playing  four  or  five  games  of 
chess  at  once,  blindfold.  Now,  this  chart  is  exactly  to  the 
motions  of  the  machine  in  question  what  a  chess-board  is  to  a 
game  of  chess.  Without  it,  the  majority  of  designers  must  go  a 
good  deal  by  the  rule  of  "  cut  and  try." 

The  system  described  is  a  practical  one,  and  has  long  been  in 
use  by  me  with  the  help  of  ordinary  draughtsmen.  We  do  not, 
moreover,  any  of  us  know  how  we  could  get  along  without  it. 
On  our  preliminary  chart  we  see  that  one  thing  does  not  inter- 
fere with  another  by  running  down  the  vertical  lines.  We  thus 
tell  at  a  glance  where  a  certain  member  has  come  at  a  certain 
time,  and  whether  the  other  ones  will  dodge  it.  If  there  is  more 
time  than  is  necessary  at  one  point,  we  can  shorten  it  a  certain 
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amount  of  time,  and  lengthen  it  out  at  another  place.  And  8o 
we  go  over  the  thing  until  we  get  a  set  of  motions  which  seem, 
on  the  whole,  to  be  best.  It  is  usually  a  very  short  job,  toa 
Then  the  next  thing  we  do  is  to  lay  out  the  cams  and  other  driv- 
ing devices  according  to  this  chart.  It  is  easily  done,  because 
all  we  have  to  do  is  to  take  our  vertical  ordinates  from  the  chart, 
and  transfer  them  to  radial  ordinates  on  the  proposed  design,  or, 
rather,  the  "  roller-path  "  of  the  same,  as  Mr.  Emery  would  ap- 
pear to  suggest 

Beferring  k>  what  Mr.  Bond  said,  regarding  cutting  cams,  this 
is  exactly  my  own  practice.  I  have  also  used  a  grinding  wheel 
in  the  same  way  as  his  cutter,  to  finish  oflf  cams  which  had  to  be 
very  accurate,  keeping  the  grinding  wheel  of  exactly  the  same 
diameter  as  the  future  roller. 

Mr.  Spangler  evidently  sees  the  thing  just  as  did  Mr.  Leavitt, 
with  a  correct  conception  of  what  it  means.  I  was  not  aware  of 
anything  of  this  kind  having  been  published  by  Willis  or  Bab- 
bage.  Of  course,  I  shall  be  interested  in  looking  it  up,  but  I 
understand  from  one  of  the  speakers  that  they  did  not  work  it 
out  very  completely.  I  have  not  given  my  system  as  new 
(although  original  with  me),  but  simply  as  a  good,  practical 
method  of  working,  which  I  know  is  not  in  very  general  use. 
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CCCLXXII. 
METHODS  OF  REDUCING  THE  FIRE  LOSS. 

BT  0.  J.  H.  WOODBURT,  BOSTON,  XAS8. 

(Member  of  the  Society.) 

The  liability  to  injury  by  fire  is  a  hazard  inherent  to  all  build- 
ings, and  a  constant  menace  which  imposes  upon  the  owner  a 
persistent  outlay,  which  endures  as  long  as  the  building  stands. 

As  every  method  of  construction,  the  various  mechanical  pro- 
cesses, and  the  stock  in  each  stage  of  manufacture  each  bear  some 
relation  to  the  fire  hazard  as  a  supporter  or  possible  originator  of 
combustion,  the  engineer  whose  duties  pertain  to  these  matters 
must  necessarily  consider  not  only  the  direct  application  of  those 
engineering  problems  required  in  the  design  and  installation  of 
fire  apparatus,  but  also  the  question  of  the  fire  hazard  in  the 
important  phase  of  prevention. 

The  fire  loss  is  a  most  oppressive  tax,  much  of  which  can  be 
abated  by  the  application  of  well  established  means  of  prevention. 
In  a  practical  sense  certain  fires  are  to  be  considered  as  unpre- 
ventable,  being  caused  by  exposure  to  fires  in  other  burning 
buildings,  and  therefore  entirely  beyond  the  control  of  the  injured 
party.  Other  fires  proceed  from  causes  so  rare  that  they  are  not 
anticipated,  and  in  any  event  it  might  not  be  feasible  to  prevent 
their  occurrence. 

There  are,  however,  very  few  fires  whose  destructive  results 
might  not  have  been  prevented  by  the  exercise  of  precautions 
entirely  feasible  in  their  nature. 

These  several  topics  will  be  considered  in  reference  to  the 
reduction  of  the  fire  loss  on  isolated  manufacturing  property, 
because  the  exercise  of  eveiy  possible  precaution  may  not  avail 
anything  if  the  property  is  liable  to  be  imperilled  by  fires  origin- 
ating in  adjacent  buildings* 

Supervision. 

Care  is  the  most  important  element  in  the  prevention  and  ex- 
tin^ishment  of  fires.     Only  a  small  proportion  of  fires  is  the 
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result  of  a  direct  act  of  an  individual,  but  tbey  proceed  from 
natural  causes,  and  might  have  been  prevented  by  the  exercise 
of  due  precautions. 

An  experience-table  of  mill  fires  for  over  a  generation  shows 
that  the  largest  fires  have  not  reached  their  destructive  results 
through  the  absence  of  what  could  be  considered  adequate  appar- 
atus, but  by  the  lack  of  care  or  suitable  management  of  such  ap- 
paratus. 

The  prevention  of  fires  must  in  greater  measure  proceed  from 
the  efficiency  of  the  supervision  exercised.  This  must  include 
inspection  of  the  buildings,  heed  to  probable  causes  of  fire,  and 
attention  to  the  fire  apparatus. 

In  a  manufactory  there  is  a  wide  distinction  to  be  made  between 
to-day's  dirt  and  yesterday's  dirt,  meaning  by  the  first  the  rubbish 
necessarily  incident  to  manufacturing,  and  by  the  second  its 
neglect.  Nearly  every  kind  ot  bye-product  is  liable  to  sponta- 
neous iguitioD,  and  should  be  removed  to  a  place  of  safety  before 
night.  This  precaution  does  not  apply  merely  to  oily  waste,  but 
tc»  every  kind  of  waste  material,  even  including  iron  turnings, 
whose  oxidation  when  wet  is  a  frequent  cause  of  fire.  It  is  not 
safe  to  make  a  discrimination  in  regard  to  oily  waste,  because 
there  are  numerous  fires  starting  in  what  is  considered,  and  truly 
appears  to  be,  clean  waste.  The  best  waste  boxes  are  made  of 
galvanized  iron,  like  small  ash  cans,  except  that  they  are  provided 
with  short  legs,  so  as  to  stand  about  four  inches  above  the  floor. 
The  waste  cans,  after  being  emptied  at  night,  can  be  overturned 
in  the  middle  of  the  floor ;  any  infraction  of  .this  rule  to  be  re- 
ported by  the  watchman. 

The  best  administration  of  an  establishment  does  not  appear  to 
be  that  where  the  manager  tries  to  do  everything,  so  much  as  it  is 
where  he  does  not  do  anything  that  some  one  can  do  just  as  well 
for  him — perhaps  better.  While  the  manager  of  a  large  estab- 
lishment should  be  conversant  of  all  details  pertaining  to  that 
position,  it  is  sometimes  better  for  him  to  supervise  certain  details 
by  knowing  the  deviation  from  the  rules  and  policy  laid  down  by 
him,  rather  than  by  an  endless  reiteration  of  matters  which  are 
strictly  in  accordance  with  a  routine,  and  therefore  requiring  no 
special  action  on  his  part. 
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BLEACHERY  AND  DYE  WORKS. 

IN8PECT0KB'  WBBKLT  BEPORT. 

The  undersigned  report  the  reeuU  of  their  examination  of  the  different  depart" 
mente  aefoUowe : 
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Kkmakkb. — We  woald  again  call  attention  to  boxes  used  in  Colored  Finisbing 
Boom  as  being  a  source  for  collecting  inflammable  material.  Would  suggest 
that  a  metallic  box  of  some  kind  be  used  in  Grey  Room  to  bold  oil-cans,  coal-tar, 
and  lead  mixtares  ;  also,  tbat  a  pan  be  used  for  boldiog  oil-cans  in  Box  Shop. 
We  would  also  suggest  for  oonslderatiou  the  closing  of  fire-doors  in  store-bouse 
aatomaticallY. 

JOHN  WINN  ^ 

C.  J.   MULLANEY*  )       ^^ 


'tore. 


In  order  to  have  a  fall  knowledge  of  the  details  of  a  large 
establishment,  some  method  of  inspection  is  necessary,  and  while 
this  will  differ  in  details  at  every  establishment,  yet  there  is  much 
which  is  common  to  all.  Let  the  inspection  of  the  whole  property 
be  made  on  Saturday  afternoon  by  two  men — such  as  foremen  or 
overseers  of  rooms — who  may  be  appointed  to  serve  four  weeks, 
their  assignment  terminating  on  alternate  fortnights.  The  report 
should  be  made  on  a  sheet  of  paper  divided  into  squares,  each  of 
the  horizontal  lines  being  devoted  to  one  of  the  rooms  of  the 
estabUshment,  and  the  vertical  lines  dividing  it  into  columns  for 
markiog  the  condition  of  the  order  of  the  room,  machinery,  and 
fire  apparatus,  in  the  several  details  as  shown  by  the  report  inserted 
18 
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on  the  previous  ])age.  Approval  being  marked  by  a  circle,  fault  by 
a  cross,  and  tlie  absence  of  the  feature  in  the  column  by  a  dash,  the 
completeness  of  the  report  is  assured  by  a  mark  in  every  square, 
and  tlie  result  of  the  whole  work  is  clearly  shown  on  the  chart, 
taken  from  an  actual  report,  in  a  manner  similar  to  a  roll  call. 

Although  fires  originate  more  frequently  during  the  day,  yet  the 
absence  of  the  employees  to  render  service  causes  the  greater 
destruction  to  be  done  at  night.  It  is  of  the  utmost  importance 
that  the  work  of  the  watchman  should  be  carefully  arranged. 

The  watchman  should  be  a  strong,  efficient  man,  and  not,  as  is 
frequently  the  case,  employed  for  the  position  because  he  is  good 
for  nothing  else,  and  can  therefore  be  hired  cheaply.  He  should 
understand  how  to  start  the  fire  pumps,  as  well  as  to  manage  any 
part  of  the  fire  apparatus.  As  property  should  be  watched  dur- 
ing the  day  Sunday,  as  well  as  at  night,  it  is  under  the  care  of 
watchmen  about  five-eighths  of  the  time,  and  the  measure  of 
this  responsibility  should  be  clearly  understood. 

The  overseers  should  remain  in  their  rooms  after  the  help 
have  left  at  night,  and  should  be  joined  by  the  watchman,  and 
not  go  away  until  both  are  agreed  that  the  room  is  in  proper 
condition  in  regard  to  care  of  waste,  windows,  steam,  and  water, 
and  a  record  has  been  made  on  the  watch  clock  by  each  of  them. 

The  route  over  the  works  should  be  carefully  laid  out  so  that 
the  watchman  should  go  through  and  not  merely  across  every 
room,  and  at  least  once  an  hour  go  out  of  doors  in  order  that 
the  sense  of  smell  should  be  more  acute  to  the  faint  odor  which 
precedes  spontaneous  combustion.  In  many  instances  a  dog  is 
a  very  valuable  aUy  for  a  watchman. 

The  best  method  of  furnishing  a  watchman  with  light  in 
buildings  is  by  means  of  a  gas  jet  near  each  end  of  the  rooms ; 
but,  as  this  is  rarely  practicable,  lanterns  must  be  used,  and 
especial  care  must  be  given  to  the  construction  of  lanterns. 
Safety  requires  that  the  lanterns  should  be  securely  guarded ; 
that  the  handle  and  sustaining  parts  of  the  lantern  be  connected 
together  by  rivets  or  by  locking  the  metal  together  without  re- 
lying on  soldered  joints ;  and  thirdly,  that  the  lamp  should  be 
put  in  from  above  and  never  from  the  bottom. 

The  patrol  should  be  recorded  on  a  watchman's  clock,  not 
merely  to  show  that  he  was  not  unfaithful,  but  also  to  prove  that 
he  was  faithful.  There  are  a  great  number  of  varieties  of  watch- 
men's record  clocks.     In  all  of  them  the  record  is  made  by  markS' 
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or  perforations  upon  a  sheet  of  paper,  generally  circular,  which  is 
revolved  once  in  twelve  hours  like  an  hour  hand,  by  means  of  a 
clock  work  There  are  radial  lines  which  indicate  the  time,  and 
they  are  generally  provided  with  concentric  circles  upon  the  paper, 
which  designate  the  number  of  each  of  the  stations  visited  by 
the  watchman.  The  mechanical  clocks,  sometimes  in  portable 
form,  and  sometimes  fixed  Id  each  room,  are  being  supplanted 
by  the  electric  clocks,  of  which  there  are  a  great  number  of 
types, — all  of  them  good,  but  at  the  present  time  preference 
seems  to  be  given  to  those  in  which  the  electricity  is  generated 
in  each  of  the  stations  by  means  of  a  magneto-machine,  which 
is  operated  by  the  act  of  the  watchman  in  making  the  record. 
This  arrangement  obviates  the  necessity  of  batteries,  and  as 
there  is  no  electricity  in  the  system  except  at  the  instant  of  its 
use,  the  opportunities  of  fraudulent  record  appear  to  be  im- 
possible. Especially  in  districts  liable  to  disorder  and  lawless- 
ness, it  is  desirable  to  have  a  district  messenger  signal  box  in 
the  works,  visited  once  an  hour,  with  the  understanding  that  if 
the  call  is  not  made  within  fifteen  minutes  of  the  appointed 
time,  it  will  be  assumed  that  there  is  trouble  and  help  sent  at 
once. 

In  other  methods,  electricity  serves  a  useful  purpose  in 
devices  for  the  protection  against  fire.  The  telephone  and 
the  city  fire  alarm  system  are  considered  indispensable  wherever 
possible.  The  auxiliary  fire  alarm  in  connection  with  the  city 
circuits  helps  to  save  the  seconds  which  are  so  precious  at 
time  of  fire.  A  large  amount  of  ingenuity  has  been  expended 
upon  various  forms  of  automatic  fire  alarms,  in  which  the  heat 
will  expand  or  fuse  metals,  or  volatilize  a  liquid,  and  this  in  turn 
actuate  electrical  contacts  and  in  that  manner  produce  a  fiie 
alarm.  The  general  experience  with  these  automatic  fire  alarms 
has  not  been  as  satisfactory  as  could  be  wished,  on  account 
of  their  liability  to  get  out  of  order,  and  in  an  inoperative  con- 
dition, or  to  give  false  alarms  with  undesirable  frequency. 

There  are  numerous  minor  electrical  devices,  such  as  an  alarm 
and  record  whenever  a  fire-proof  door  is  opened,  or  an  alarm 
whenever  a  main  bearing  is  becoming  warm.  All  these  electrical 
devices  are  apt  to  require  the  supervision  of  a  skilled  electrician 
to  maintain  an  assurance  of  their  operative  condition. 

Whenever  there  is  a  necessity  of  night  or  Sunday  repair  work 
requiring  the  use  of  any  artificial  light,  more  than  one  man 
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should  be  employed,  and  the  same  precautions  as  those  concern- 
ing watchmen's  lanterns  apply  here. 

The  lack  of  proper  lubrication,  particularly  on  main  bearings, 
is  a  fruitful  cause  of  fire,  which  calls  for  careful  attention  that 
such  journals  be  kept  in  line,  and  freely  lubricated  with  good 
oil. 

The  storage  of  oil  should  be  outside,  in  a  building  either  be- 
low the  surface  or  banked  around ;  and  in  one  instance  the 
oil  house  is  placed  near  to  the  sand  bins  of  a  foundry.  The  most 
stringent  measures  are  necessary  to  prevent  oil  being  drawn  when 
artificial  light  is  used. 

It  is  necessary  not  merely  to  see  that  steam  pipes  are  free  from 
contact  with  combustible  material,  but  also  that  they  are  not 
covered  with  a  non-conducting  material  which  will  ignite  at  the 
temperature  to  which  they  are  subjected.  Some  of  the  materials 
used  for  covering  steam  pipes  cannot  be  set  on  fire  until  heated, 
and  then  they  become  highly  combustible. 

The  number  of  fires  originating  from  the  contact  of  combus- 
tible or  oily  material  with  steam  heating  pipes  has  been  very 
materially  diminished  by  a  return  to  the  earlier  custom  of  placing 
the  pipes  overhead,  hanging  them  in  coils  of  about  four  pipes 
placed  about  three  feet  from  the  walls  and  two  feet  below  the 
ceiling.  Although  this  method  of  heating  is  very  efficient  in 
keeping  the  temperature  at  the  desired  point  and  the  room  more 
uniformly  heated  with  a  smaller  expenditure  of  steam  thAn  is 
required  by  the  ordinary  method  of  heating  a  room  by  means 
of  steam  pipes  placed  next  to  the  walls  and  near  the  floor,  yet 
the  later  method  of  warming  a  building  by  blowing  air  which 
has  been  heated  by  passing  through  a  case  containing  the  coil  of 
steam  pipes  is  now  considered  the  most  desirable  and  efficient 
means  of  heating  a  building,  and  in  this  connection  is  commend- 
able on  account  of  its  freedom  from  fire  hazard. 

The  class  of  fires  occurring .  in  the  process  of  lighting  up  a 
mill  are  not  readily  prevented,  as  the  work  is  necessarily  done 
by  the  help  employed,  and  accidents  will  occur  even  when  jacket 
lamps  are  used  with  a  netting  around  the  light.  It  is  the  relief 
from  the  hazard  of  lighting  the  burners  which  has  rendered 
electric  lighting  the  safest  method  of  artificial  illumination. 

Certain  classes  of  mat'Crial,  such  as  lime  and  powdered  zinc, 
are  liable  to  produce  fire  when  wet,  and  should  receive  due  care 
on  this  account. 
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The  hazard  from  storage  of  raw  material  or  finished  goods  is 
far  less  than  that  of  the  manufacturing  processes ;  and  careful 
attention  should  be  given  to  the  desirability  of  keeping  the  man- 
ufacturing buildings  as  free  as  possible  from  any  material  except 
that  which  is  in  the  process  of  manufacture. 

In  the  settlement  of  losses  from  destructive  fires,  the  interests 
of  the  assured  have  frequently  suffered  through  the  lack  of  a 
schedule  of  machinery,  giving  an  appraisal  of  the  contents. 
This  is  especially  true  in  regard  to  patterns,  which  may  pertain 
to  machinery  for  which  there  is  a  constant  demand,  or  which 
may  belong  to  machinery  long  since  superseded,  or  which  may 
be  a  portion  of  some  machine  made  for  an  inventor  or  manufac- 
turer, charged  for  in  the  bill  at  the  time  and  representing  neither 
value  nor  investment.  One  of  the  largest  and  best  managed 
shops  in  the  country  uses  the  following  method  of  dividing  up 
the  book  containing  the  appraisal  of  patterns,  and  a  similar 
method  for  all  stock : 


ProgPCi- 
tArc  No. 


Shop 
No. 


«2' 


Dcpcrlp- 
tion. 


Weight. 


Rate. 


Flret 
Valaatioii. 


Last 
Valoatioii. 


Die- 

COUDt. 


Present 
Valuation' 


Another  method  is  a  portion  of  a  very  complete  system  of 
accounting  in  the  establishment  of  a  manufacturing  stationer.^ 
Forms  similar  to  the  enclosed  are  used  with  certain  modifica- 
tions for  stock  in  process,  or  articles  which  will  be  for  sale,  as 
the  articles  which  are  in  the  following  register  are  not  for  sale. 

*  J.  C.  Blair,  Hontlngdon,  Pa. 
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A  simpler  method,  and  probably  just  as  complete  in  many 
instances,  is  the  one  given  below,  and  is  used  for  appraising  a 
larger  amount  of  property  than  either  of  the  other  forms. 


No.  of 


Floor. 


When 
Built. 


Depcriptioh 
or  Item. 


let 
Value. 


Dep. 


Net 
Value. 


8*;"!^K  Amount. 
Lp. 


Total. 


Another  duty  of  the  manager  of  the  works,  which  is  too  often 
overlooked  under  pressure  of  immediately  urgent  affidrs  con- 
nected with  production,  is  that  of  supervision  of  the  fire  appara- 
tus, both  in  regard  to  its  care  and  also  practice  in  its  use  ;  and 
the  neglect  of  such  supervision  constitutes  a  deficiency  which  is 
responsible  for  many  unexpected  losses. 

Fire  apparatus  should  be  kept  in  service  as  well  as  in  order. 
It  is  no  exception  to  the  rule  that  practice  is  essential  to  obtain 
efficient  results.  During  the  warm  season  of  the  year  a  portion 
of  the  help  should  be  formed  into  a  fire  organization,  arranged 
by  assigning  a  man  to  each  part  of  the  fire  system  where  there 
is  liability  of  needing  any  help,  and  this  organzation  should 
practice  from  time  to  time,  at  least  twice  a  month,  in  order  to 
familiarize  themselves  with  the  use  of  the  apparatus,  and  also  to 
reveal  any  defects  in  its  installation. 

The  details  of  such  organizations  differ  with  the  arrangements 
and  administration  of  every  mill ;  but  the  general  policy  of  defi- 
nitely assigning  persons  to  the  positions  for  which  they  are  best 
adapted  and  where  it  is  presumed  they  could  be  most  useful, 
and  to  practice  them  in  such  work,  is  a  rule  which  is  common 
to  alL  In  establishments  like  steel  works,  where  the  operation 
is  continuous,  it  is  necessary  to  have  an  organization  made  up 
from  each  of  the  gangs  of  men.  By  way  of  a  distinctive  feature, 
the  members  of  one  fire  organization  are  provided  with  belts  with 
a  special  clasp,  and  when  any  person  wearing  one  of  these  belts 
leaves  work,  he  is  to  give  up  his  belt  to  his  alternate  before 
leaving  the  yard.  In  this  manner  by  retaining  the  wearers  of 
the  belts  always  on  the  premises,  it  is  arranged  that  there  shall 
always  be  a  fully  manned  fire  organization  present  during  the 
working  hours  of  the  week.  It  is  not  generally  desirable  that 
overseers  or  room  foremen  should  he  assigned  positions  in  such 
organizations,  as  it  is  clearly  their  duty,  in  case  of  fire,  to  remain 
if  possible  in  the  rooms  under  their  supervision. 
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The  practical  results  of  such  fire  organizations,  where  fire  has 
occurred,  have  been  yery  marked,  and  systematic  and  skilfal 
work  has  been  the  rule  in  place  of  the  needless  confusion  and 
liability  to  breakage  of  fire  apparatus  which  almost  inevitably 
occurs  where  there  is  a  lack  of  such  organization. 

It  is  also  essential  that  pumps  should  not  be  kept  for  fire  par- 
poses  only,  but  that  some  arrangement  shoidd  be  made  so  that  a 
pump,  even  if  its  service  is  not  required  for  other  purposes, 
should  be  put  into  operation  at  least  once  a  week. 

The  arrangement  of  pipes  should  be  i\s  simple  as  possible, 
and  especial  care  taken  that  the  gates  in  the  mains  should  be 
marked  with  an  arrow  showing  the  direction  of  opening,  and  that 
the  drip  valve  for  the  purpose  of  removing  the  water  from  the 
pipes  of  the  system  should  be  in  a  prominent  location,  instead 
of  a  concealed  and  hardly  accessible  place,  ad  is  too  frequently 
the  case.  The  valves  to  automatic  sprinklers  should  be  sealed 
open  by  placing  a  strap  around  the  pipe  and  one  of  the  spokes 
of  the  wheel  of  the  valve  and  securing  the  ends  together  by  a 
rivet  or  belt  cement. 

A  great  deal  of  firtf  apparatus  is  destroyed  by  freezing  water 
during  the  winter  months,  and  therefore  a  special  inspection  of 
all  such  apparatus  should  be  made  late  in  the  autumn,  when  the 
water  should  be  drained  from  all  portions  of  the  system  where 
there  is  liability  of  freezing,  and  all  hydrants  and  valves  should 
be  weU  oiled,  preferably  with  mineral  oiL  The  hazard  should  a 
hydrant  or  other  portion  of  the  apparatus  be  broken  by  frost 
does  not  lie  ^o  much  in  the  probability  that  disadvantage  may 
result  from  the  disuse  of  one  element  of  the  plant,  as  in  the 
liability  that  such  a  breakage  may  interfere  with  the  whole 
system  and  render  it  inoperative. 

Construction. 

In  its  design,  a  mill  for  any  standard  line  of  manufacture  is 
not  a  building  whose  arrangement  and  proportions  are  fixed 
upon  at  the  whim  of  the  owner,  but  they  must  conform  to  certain 
conditions  of  dimensions,  stability,  light,  and  application  of 
power  to  satisfy  the  requirements  essential  for  producing  the 
desired  results  at  the  lowest  cost, — circumstances  and  conditions 
to  which  capital  has  been  mercilessly  starved  by  close  competi- 
tion and  the  encroachments  due  to  growing  socialistic  tenden- 
cies.   As  methods  of  manufacture  change,  so  mill  construction 
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must  in  like  maimer  be  altered  to  conform  to  the  new  con- 
ditions. 

Whatever  changes  may  be  made  in  methods  of  construction, 
the  question  of  the  fire  hazard  continues  to  be  represented  by 
an  annual  charge  which  differs  from  the  other  fixed  charges  of 
interest  in  that  its  ratio  is  a  variable  one  and  is  based  upon 
the  estimated  annual  chance  of  fire.  The  more  efficient  the 
manner  in  which  such  a  building  can  be  arranged  to  resist  fire, 
by  so  much  will  the  hazard  represented  by  the  insurance  pre- 
mium become  less. 

Although  a  great  deal  depends  upon  construction,  this  hazard 
can  never  be  reduced  to  zero,  as  that  would  indicate  that  the 
mill  was  absolutely  fire-proof.  A  fire-proof  mill,  both  in  name 
and  reality,  must  not  only  be  built  of  incombustible  material, 
but  must  also  be  capable  of  resisting  any  fire  of  its  contents 
without  destructive  effects  upon  the  structure.  Such  a  building 
would  be  a  commercial  impossibility,  both  in  regard  to  prohibi- 
tive costs  and  also  the  hindrances  to  manufacturing  involved  by 
a  method  of  construction  which  would  bear  comparison  with 
the  casemates  of  fortifications,  and  is  therefore  unsuited  to  the 
conditions  essential  for  the  advantageous  operation  of  machinery. 
It  is  apparent  that  the  name  of  fire-proof  mills  never  deceived 
anybody,  for  the  owners  keep  them  insured,  and  the  insurance 
companies  charge  a  rate  in  accordance  with  their  estimate  of 
the  hazard.* 

The  destructive  consequences  attending  fire  in  such  buildings, 
whose  iron  and  masonry  construction  is  called  fire-proof,  shows 
that  some  other  form  of  construction  is  necessary  to  obtain  the 
desired  result  of  minimizing  the  annual  cost  of  the  maintenance 
of  the  invested  capital,  as  represented  by  insurance,  depreciation, 
interest,  and  taxation.  There  is  little  incentive  for  entering  into 
unusual  expenses  in  the  construction  of  a  manufacturing  build- 
ing for  the  purpose  of  increasing  its  resistance  to  fire,  unless  the 
additional  interest  on  such  increase  in  the  investment  is  to  be 
met  by  a  corresponding  reduction  in  the  annual  cost  of  the  fire 
hazard.     In  addition  to  these   questions  involving  the  annual 

*  Winiam  A.  Green,  when  Chief  EDgineer  of  tbe  Boston  Fire  Department,  in 
answer  to  an  inquiry  from  an  official  at  Berlin,  a<*kiDg  for  a  list  and  descrip- 
tion of  tbe  fire-proof  buildings  at  Boston,  wrote  tbat  tbe  Beacon  Hill  Reservoir 
was  tbe  only  fire-proof  building  in  Boston,  altbougb  tbey  did  not  at  times  feel 
quiie  snre  of  it. 


Digitized  by 


Google 


2S2  METHODS  OF  BEDUOIKG  THE  FIBE  LOSS. 

maintenanoe  cf  the  plant,  the  iDcreas3  in  the  expense  of  the 
building  above  a  certain  point  may  prove  poor  management  by 
locking  up  capital  for  too  long  a  time,  and  may  tend  to  prevent 
the  improvements  in  arrangement  and  cocstruction  which  are 
necessary  for  the  most  advantageous  manufacturing. 

The  method  of  mill  building  known  as  slow-burning  construc- 
tion combines  the  advantages  of  low  initial  cost  and  great  resist- 
ance to  destruction  by  fire,  the  final  result  being  that  the 
manufacturing  process  is  housed  at  the  minimum  annual  cost 
Such  slow-burning  methods  of  construction  also  furnish  the  most 
advantageous  arrangements  for  manufacture  as  to  stability,  light, 
and  application  of  power  ;  the  whole  being  the  result  of  the 
best  fitness  of  means  to  ends  in  the  effort  to  reduce  the  cost  of 
production  to  its  lowest  terms. 

The  principal  features  of  slow-burning  construction  may  be 
illustrated  by  bits  of  experience  drawn  from  many  sources.  The 
fundamental  principle  of  such  construction  is  to  mass  the 
material  in  such  a  way  that  there  shall  not  be  any  concealed 
spaces  about  the  structure,  and  that  the  number  of  projections 
of  timber  which  are  more  easily  ignited  than  the  flat  surfaces 
shall  be  reduced  as  far  as  possible:  that  iron  portions  of  the 
structure  shall  not  be  exposed  to  the  heat  of  any  fire  in  the  con- 
tents of  the  building,  and  furthermore  that  the  isolation  of  the 
various  portions  shall  be  as  complete  as  is  feasible — both  as 
respects  one  building  to  another  and  the  various  rooms  and 
stories  of  the  same  building  to  each  other. 

It  is  a  rare  occurrence  that  one  has  an  opportunity  to  arrange 
an  establishment  on  an  extended  scale  from  the  very  beginning. 
In  such  instances  it  is  easy  to  organize  the  whole  so  that  the 
dangerous  processes  shall  be  relegated  to  special  buildings,  that 
the  storage  shall  be  separated  from  manufacture,  that  the  pro- 
gress of  stock  in  process  of  manufacture  shall  be  continuous, 
that  due  preparation  shall  be  made  for  future  extensions — and 
particularly  in  regard  to  the  arrangement  of  buildings  to  grade — 
and  that  full  arrangements  for  the  application  of  power  may  be 
made  so  as  to  take  advantage  of  the  various  possible  economies 
from  the  latest  state  of  the  art.  Under  such  circumstances  the 
arrangement  of  all  pipes  and  fire  apparatus  can  be  made  to  the 
most  efficient  purpose. 

Far  more  engineering  skill  is  required  for  the  reconstruction 
of  old  establishments,  biinging  their  methods  as  far  as  possible 
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to  the  present  state  of  the  art;  and  in  many  instances  this 
work  has  been  done  with  but  little  interference  with  the  pro- 
duction. 

Some  of  the  more  salient  features  of  modem  mill  construc- 
tion pertaining  to  questions  of  resistance  to  fire  can  be  briefly- 
related,  without  entering  upon  the  general  subject  of  mill  con- 
struction. The  most  important  feature  is  that  of  the  mill  floors, 
which  should  be  laid  on  beams,  generally  of  southern  pine, 
12  X 14  inches,  or  two  inches  larger  when  required  by  unusual 
loads  or  longer  span  than  22  feet  (Fig.  34).  These  beams  are  placed 
from  8  to  10  feet  apart  between  centres,  and  it  is  preferable  that 
they  should  be  made  up  of  two  pieces  bolted  side  by  side,  with 
small  blocks  interposed  to  provide  an  air  space  of  about  an  inch, 
as  this  will  diminish  the  tendency  to  decay  or  to  twist  as  the  result 
of  long  continued  seasoning.  At  the  anchorage  of  the  walls  the 
beams  should  rest  upon  cast  iron  plates  secured  into  the  walls 
and  provided  with  a  rib  on  the  top  one  and  a-half  inches  in 
height  projecting  into  a  wide  groove  across  the  bottom  of  the 
beam  and  brought  to  a  firm  bearing  by  a  pair  of  wedges  driven 
into  a  groove  each  side  of  the  iron  tongue.  It  is  important  that 
an  air  space  should  be  left  in  the  wall  each  side  and  at  the  end  of 
the  beam  to  prevent  dry  rot,  and  that  the  bricks  in  the  wall  for 
about  four  rows  immediately  above  the  beam  should  be  laid  in 
dry  sand.  A  preferable  modification  of  this  is  to  use  a  cast  iron 
box  made  to  receive  the  end  of  the  beam  and  separated  from 
contact  on  the  top,  end,  and  sides  of  the  beam  by  ribs  project- 
ing on  the  inside  of  the  box.  As  in  the  former  case  these  iron 
supports  are  securely  built  in  the  wall.  This  arrangment  is 
much  more  stable  in  anchoring  the  beams  to  the  wall,  and  if 
by  reason  of  fire  the  beams  break  they  will  slide  out  from  their 
anchorage  without  injury  to  the  wall  as  soon  as  the  groove  on 
the  bottom  of  the  beam  clears  the  rib  in  the  supporting  plate. 

At  the  columns,  beams  rest  on  cast  iron  caps  which  should 
present  a  supporting  area  at  least  three  times  that  of  the  cross 
section  of  the  wood  columns  used,  as  the  resistance  of  timber  to 
longitudinal  crushing  is  three  times  that  of  its  resistance  across 
the  grain.  The  support  from  one  column  to  the  next  should  be 
made  by  cast  iron  pintles,  preferably  those  whose  section  is  in 
the  form  of  a  Greek  cross,  as  that  presents  advantages  in  the 
way  of  securely  joining  them  to  the  timber  beams.  At  the  top 
of  the  pintle  a  cast  iron  plate  should  support  the  base  of  the 
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column  above.  A  flat  plate  with  a  projection  in  the  middle 
securing  the  column  by  insertion  into  the  core  of  the  column 
is  preferable  to  the  cup  form  which  is  so  frequently  used,  as 
the  latter  tends  to  retain  moisture  to  the  deterioration  of  the 
column  by  dry  rot. 

Timber  columns  are  preferred  to  those  of  iron,  unless  the 
load  is  greater  than  can  be  sustained  by  timber, — the  limita- 
tion of  a  safe  load  on  oak  or  southern  pine  of  straight  grain  and 
free  from  knots  being  about  six  hundred  pounds  to  the  square 
inch.  Such  columns,  when  subjected  to  destructive  tests,  give 
way  by  direct  crushing,  and  for  this  reason  the  tendency  of 
late  years  has  been  to  make  square  instead  of  round  columns. 
These  offer  no  greater  obstruction  to  the  floor  than  the  round 
coluoms  and  give  about  one-fourth  extra  resistance.  Wood 
columns  should  have  a  If  inch  hole  bored  along  the  axis,  and 
two  i  inch  holes  through  the  column  near  to  each  end,  to  dimin- 
ish checking.  Whenever  the  amount  of  load  renders  it  neces- 
sary to  use  iron  columns,  they  should  be  protected  by  wire  lath 
and  plaster,  or  by  some  of  the  special  tiles  made  for  the  purpose. 

The  floor  planks  for  this  type  of  floor  are  generally  made  of 
spruce  plank  from  three  to  four  inches  in  thickness  grooved  on 
both  edges  and  joined  together  by  hard  wood  splines.  These 
floor  planks  should  be  two  bays  in  length,  breaking  joints  at 
leasf  every  four  feei 

Above  this  the  top  floor,  of  1 J  or  IJ  inch  hard  wood,  is  laid ; 
and  in  some  instances  the  resistance  of  the  floor  to  fire  is  greatly 
increased  by  laying  a  coat  of  plaster  on  the  floor  plank  before 
the  top  flooring  is  put  on.  But  the  general  method  of  increasing 
the  resistance  of  the  floor  to  fire  is  to  cover  the  floor  and  beams 
on  the  nnder  side  with  plaster  laid  on  wire  lathing.  Whenever 
anything  of  this  kind  is  done  care  should  be  taken  that  the 
covering  to  the  timber  shonld  not  be  hermetically  sealed,  as 
that  course  increases  the  tendency  to  dry  rot,  particularly  if  the 
timber  is  not  very  thoroughly  seasoned  at  the  time  of  its  appli- 
cation. There  have  been  a  number  of  failures  of  the  strength 
of  such  construction  on  account  of  the  disregard  of  this  well- 
known  principle  :  that  it  is  not  desirable  to  seal  up  the  outside 
of  unseasoned  timber.  This  not  only  applies  to  the  method 
cited  above,  but  also  to  paints  and  varnishes  which  are  laid  on 
BQch  work  before  it  is  thoroughly  seasoned. 
.    In  mill  floors  of  very  large  area  care  should  be  taken  that  the 


Digitized  by 


Google 


286  METHODS  OF  BEDUGING  THE  FIBB  L08S« 

transverse  shrinking  of  the  floor  should  not  pull  the  walls ;  and 
on  large  low  structures  which  are  far  enough  across  to  be 
affected  by  a  very  slight  longitudinal  shrinkage  of  the  beams, 
other  methods  of  anchorage  than  the  one  referred  to  should  be 
adopted. 

The  mill  roof  is  similar  to  the  floor  in  many  of  its  character- 
istics, the  timbers  being  somewhat  lighter.  If  the  roof  is  higher 
in  the  middle  the  beams  extend  through  the  wall,  and  their  ends 
properly  cut  serve  as  brackets  for  the  roof  planks,  which  are 
continued  to  the  ends  of  the  beams,  and  thus  make  a  finish 
without  calling  for  the  construction  of  hollow  cornices  with 
gutters. 

There  will  be  no  trouble  from  condensation  on  such  a  roof  in 
cold  weather  if  the  plank  and  roof  boarding  are  three  inches  in 
thickness,  Unless  some  wet  process  be  carried  on  which  pro- 
duces a  large  amount  of  vapor,  like  paper  manufacturing ;  in  this 
case  it  is  advisable  to  make  the  roof  four  inches  in  thickness, 
also  placing  roofing  felt  between  the  plank  and  the  roof  boarding. 

If  it  is  desired  to  add  finish  by  placing  sheathing  against  the 
underside  of  the  roof  plank,  such  finish  should  be  blind  nailed, 
as  the  nails  are  good  conductors  of  heat,  and  reaching  to  the 
colder  portion  of  the  roof,  the  moisture  in  the  air  will  condense 
on  the  nail  heads  if  exposed.  It  was  formerly  assumed  that  a 
double,  sloping,  hollow  roof  was  necessary  over  a  paper  ma- 
chine, but  the  above  type  of  roof  has  been  successfully  employed 
for  such  purposes. 

A  coal  tar  concrete  walk  about  the  building  will  protect  the 
foundations  and  also  take  care  of  water  dripping  from  the  roof. 
Under  some  circumstances  the  slope  of  the  roof  is  reversed, 
being  depressed  at  the  middle  and  highest  at  the  edges,  the 
storm  water  being  removed  through  gutters  extending  down 
through  the  middle  of  the  building.  This  enables  the  walls  to 
be  extended  above  the  roof,  forming  a  parapet  which  is  a  great 
defence  against  fire  from  exposure  outside,  and  is  a  method  of 
construction  which  is  being  generally  followed  in  cities. 

There  is  but  little  to  be  offered  in  this  connection  on  the  sub- 
ject of  walls  ;  but  the  method  of  building  pilastered  walls  is 
becoming  more  frequent,  as  it  affords  an  opportunity  to  dispose 
the  brickwork  more  rigidly  than  in  plain  brick  walls,  and  also  to 
introduce  features  of  architectural  symmetry.  With  buildings 
one  or  two  stories  in  height,  walls  are  made  of  plank  in  a  manner 


Digitized  by 


Google 


METHODS  OP  REDUOINO  THE  FIBE  LOS«».  287 

similar  to  the  mill  floor,  producing  at  low  cost  a  building  which 
is  strong,  warm  and  light,  without  also  containing  the  combusti- 
ble features  of  an  ordinary  frame  building. 

Such  a  mill  floor  and  columns,  while  possessing  in  a  very  high 
degree  features  which  offer  resistance  to  fire,  and  are  weakened 
only  to  a  slight  extent  as  they  are  slowly  burned  away  under 
exposure  to  a  very  severe  fire,  also  possess  the  merit  of  great 
economy,  both  as  regards  the  low  price  of  construction,  and  in 
that  the  floor  is  thinner  in  comparison  with  joisted  floors  of 
equal  strength,  saving  in  this  respect  for  every  floor  in  a  building 
about  ten  inches  in  height  of  wall,  stairs,  belting,  steam  pipes, 
and  all  vertical  connections  reaching  from  floor  to  floor — a  sav- 
ing which  amounts  to  considerable  in  the  total  cost  of  building. 

It  is  important,  however,  that  floors  should  not  be  pierced 
with  unprotected  openings  for  stairways,  elevators,  or  main 
belts.  There  is  no  record  of  such  a  mill  floor,  without  belt  or 
other  holes  in  it,  being  burned  through  by  a  fire  starting  in  the 
room  below. 

The  principles  of  mechanics  to  be  followed  in  the  design  of  a 
mill  floor  are  not  those  of  the  ultimate  resistance  to  breaking, 
but  of  the  amount  of  distortion  which  it  will  be  permissible  to 
impose  upon  the  machinery  by  reason  of  the  yielding  of  the 
floor.  The  usual  method  of  fixing  upon  the  limit  of  such  deflec- 
tions as  a  constant  ratio  of  the  span  is  clearly  wrong  in  principle, 
the  form  of  the  flexure  being  a  curve,  and,  therefore,  not  a  con- 
stant ratio  of  the  span.  The  proper  allowance,  however,  of  the 
measure  of  the  amount  of  distortion  allowed  to  the  floor  is  that 
of  the  mean  radius  of  curvature — a  safe  limit  being  that  the 
deflection  in  inches  should  not  exceed  .0012  multiplied  by  the 
square  of  the  span  in  feet ;  the  desired  result  is  to  fix  upon  con- 
ditions of  stiffness  of  the  floor  plank  and  the  floor  beams,  which 
will  cause  it  to  deflect  to  an  equal  radius  of  curvature  in  both 
directions  by  the  same  load  per  square  foot. 

Floors  near  the  earth  in  basements  should  be  well  ventilated, 
if  there  is  a  space  between  the  floor  and  the  surface  of  the 
earth ;  but,  unless  that  space  is  continuous  and  two  or  three  feet 
in  height,  it  is  better  to  lay  the  floor  directly  upon  the  earth, 
taking  care  to  prevent  dampness  by  putting  in  a  layer  of  stones 
or  cinders.  Above  this  the  sills  for  the  floor  are  laid  in  a  trench 
with  coal  tar  concrete,  which  is  also  laid  between  the  sills,  on  a 
level  with  the  top  of  them,  and  the  floor  boards  are  laid  over 
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this.  When  well-seasoned  chestnut  is  used  for  this  purpose,  it 
will  last  a  great  many  years  without  dry  rot.  Cement  concrete 
will  cause  timber  to  decay  rapidly.  The  sills  are  not  necessary 
except  to  furnish  material  to  secure  lag  screws  holding  down 
quick-running  machinery ;  and  whero  the  two  courses  of  floor 
plank  are  sufficient  for  such  purposes,  the  sills  may  be  omitted 
and  the  plank  laid  directly  upon  the  concrete. 

Windows  for  a  mill  should  be  placed  as  high  as  possible,  as 
the  illumination  from  the  upper  part  of  a  room  is  much  more 
imiformly  diffused.  The  window  sills  should  be  sloping,  in  order 
that  articles  should  not  be  left  on  them  in  a  disorderly  manner. 
The  architectural  effect  is  usually  heightened  by  placing  sashes 
as  near  to  the  line  of  the  inside  of  the  wall  as  possible,  making 
the  disclosure  or  opening  around  the  sash  on  the  outside  as 
large  as  possible.  Ventilation  can  generally  be  arranged  more 
satisfactorily  by  means  of  stationary  sashes,  the  upper  part  of 
which  swings  like  a  transom  over  a  door.  In  places  where  the 
work  will  be  disturbed  by  currents  of  air,  a  desirable  form  of 
window  ventilator  is  made  by  deflecting  a  portion  of  the  middle 
of  the  sash — about  eighteen  inches  in  height  and  of  same  width — 
inward  into  the  room,  covering  the  top  of  the  bracket-like  pro- 
jection thus  formed  with  a  cover  which  can  be  opened  at  will. 
The  air  from  the  outside  is  directed  upward  toward  the  ceiling, 
thus  giving  a  uniform  circulation  in  the  room  without  causing 
rapid  currents.  In  case  the  windows  admit  too  much  light,  this 
can  be  readily  modified  by  painting  the  inside  of  the  windows 
with  a  mixture  of  turpentine  with  zinc  white.  The  amount  of 
obstruction  desired  can  be  readily  fixed  upon  after  a  few  trials. 

In  one-story  mills,  and  in  the  upper  stories  of  wide  mills,  it  is 
necessary  to  introduce  light  through  the  rool  While  the  expen- 
sive English  ridge  and  furrow  roof  gives  a  very  soft  and  blended 
light,  it  is  hardly  adapted  to  the  northern  part  of  the  United 
States,  on  account  of  the  difficulties  with  snow,  and  monitor 
roofs  or  hipped  skylights  give  the  best  satisfaction.  If  the  latter 
are  used,  it  is  desirable  in  many  instances  that  the  lower  part  of 
the  space  under  the  skylight  be  separated  from  the  room  below 
by  means  of  glazed  sashes,  placed  flush  with  the  ceiling.  The 
monitor  roof  of  a  one-story  machine  shop  affords  an  opportunity 
for  a  travelling  crane  with  a  minimum  of  building  space  (Figs. 
35  and  36). 

Stairways  should  not  be  placed  in  direct  communication  he- 
ld 
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tween  different  stories  of  the  mill,  but  in  masonry  towers,  with 
substantial  doors  at  each  story.  Although  almost  generally  a 
better  architectural  effect  can  be  produced  by  building  such 
stairway  towers  on  the  outside  of  the  mill,  yet  in  many  instances 
principles  of  economy  can  best  be  served  by  building  the  tower 
inside  of  the  mill  at  a  corner.  Stairways  should  be  made  in 
straight  runs,  with  square  turns  rather  than  spirally.  Foothold 
on  the  stairway  may  be  increased  either  by  laying  upper  treads 
containing  a  number  of  grooves,  similar  to  those  frequently  used 
on  the  steps  and  platforms  of  street  cars,  or,  what  is  better,  by 


ri REPROOF  DOORS 

Fig.  87. 

using  the  silicate  grooved  tiles  made  especially  for  the  purpose 
and  extensively  used  in  England. 

Elevators  should  be  so  arranged  that  they  would  not  serve  as  a 
flue  under  any  circumstances ;  but  it  is  not  necessary  to  place  them 
in  a  tower  outside  of  the  building,  as  elevators  through  any  por- 
tions of  mills  can  be  safely  placed  at  almost  any  point  desired 
for  sake  of  convenience,  and  the  openings  kept  closed  by  means 
of  automatic  hatches. 

The  division  of  mills  into  various  portions  by  means  of  fire- 
walls is  frequently  not  so  efficient  as  assumed,  by  reason  of  the 
lack  of  fire-doors  to  fulfill  satisfactorily  the  purpose  of  resisting 
fire.     The  best  form  of  fire-door  is  that  made  of  two  thicknesses 


Digitized  by 


Google 


IfETHODS   OF  REDUCINO   THE  FiBE  LOBS. 


291 


of  matched  boards,  placed  at  right  angles  to  each  other  and 
nailed  together,  being  covered  on  the  outside  by  tin,  securely 
locked  together  and  held  to  the  door  by  numerous  hanging  strips 
(Fig.  37  .  The  door  should  be  secured  to  the  hangers  by  means 
of  bolts,  and  not  screws,  and  the  rail  upon  which  it  runs  should 
be  strongly  bolted  to  the  wall.  When  closed,  such  door  should 
fit  into  a  jamb  and  be  securely  held  in  this  manner  against  the 
walL  Such  doors  are  frequently  hung  upon  an  inclined  track, 
and,  by  some  application  of  highly  fusible  solder  at  the  catch, 
are  so  arranged  that  they  will  be  closed  by  the  heat  of  a  fire,  if 
not  closed  by  hand.  This  same  principle  may  be  applied  to 
fire-proof  shutters  hung  over  various  openings  which  necessarily 
exist  in  walls  which  are  desired  to  form  a  fire-proof  separation 
between  various  portions  of  a  building.  A  fire-wall  must  extend 
through  the  roof,  cutting  off  continuity  of  woodwork,  especially 
at  the  roof  cornices.  The  top  of  such  a  fire-wall  can  be  covered 
with  tiling,  which  is  made  in  special  form  for  such  purposes, 
better  than  by  a  stone  coping. 

In  this  treatment  of  the  arrangement  of  buildings  to  resist  fire, 
consideration  has  not  been  given  to  the  cost  of  land,  which  is  of 
itself  an  important  factor  in  determining  what  arrangement  will 
be  the  most  expedient  for  an  establishment.  Where  land  is 
expensive,  or  where  there  are  limitations  in  the  space  suitable 
for  building,  it  is  frequently  necessary  to  build  mills  and  shops 
higher  than  would  be  preferred  under  other  conditions;  but 
where  circumstances  will  permit  it,  the  one-story  mill  has  been 
very  successful,  not  merely  in  immunity  from  fire  and  very  low 
cost  per  square  foot  of  floor,  but  also  in  the  advantages  of  manu- 
facturing, particularly  in  regard  to  cost  of  supervision  and  move- 
ment of  the  stock  in  process  of  manufacture.  These  are  ques- 
tions which  must  be  determined,  not  merely  in  regard  to  the 
various  processes  of  manufacture,  but  the  individual  needs  of 
each  concern ;  the  position  of  the  fire  risk  in  the  matter  being 
that  the  hazard  of  a  building  increases  very  rapidly  with  its 
height  and  to  some  extent  with  its  area.  The  extension  of  one- 
story  buildings  over  too  large  an  area  will  not  be  commended,  and 
certainly,  as  regards  the  question  of  fire,  it  has  a  tendency  to  place 
too  large  a  property  in  direct  exposure  to  a  very  wide  hazard. 

The  illustration  (Fig.  38)  is  taken  from  a  photograph  of  a  one- 
story  cordage  factory  designed  by  Stephen  Greene,  Mem.  Am. 
Soc.  Mech.  Engineers.     This  mill  was  erected  in  place  of  a  three- 
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story  building  like  the  one  shown  in  the  background  of  tie 
picture,  which  had  been  destroyed  by  fire,  but  the  cost  of  manu- 
facture was  so  much  less  in  the  new  mill  than  in  the  old  laill 
that  the  latter  could  not  compete  with  it ;  and,  having  outliTed 
its  usefulness,  was  taken  down  as  a  cumberer  of  the  ground  iu 
order  to  afford  an  opportunity  for  the  extension  of  the  one-story 
milL 

The  train  in  the  foreground  is  drawn  by  a  locomotive  operated 
by  compressed  air,  its  service  displacing  the  work  of  twenty-two 
horses  and  sixteen  men. 

Some  textile  mills  have  been  built  in  the  form  of  the  block 
letter  U,  this  form  having  been  decided  upon  as  giving  the  con- 
ditions of  lowest  resultant  cost.  One  wing,  two  stories  in  heif^bt, 
contains  weaving;  the  other  wing,  three  stories  in  height, 
contains  carding  and  spinning  ;  while  the  engine  is  placed  in  the 
connecting  building.  The  pickers  and  the  boilers  are  in  outside 
buildings,  so  placed  that  they  will  not  interfere  with  future 
extensions  of  the  building  into  the  form  of  the  block  letter  H- 

In  this  connection  there  is  but  little  reference  to  be  maile  to 
storehouses,  except  to  mention  the  necessity  of  the  closest 
supervision  of  their  contents.  The  preferable  arrangement  of 
stairways  and  elevators  for  such  structures  of  more  than  one 
story  in  height  is  to  place  them  in  towers  upon  the  outside  of 
the  building,  not  directly  connected  to  the  rooms,  but  readied 
by  means  of  open  galleries  which  lead  from  the  door  of  tho 
storehouse  to  a  corresponding  door  in  the  tower  at  the  same 
level.  The  height  of  each  story  should  be  low  enough  to  pre- 
vent overloading.  The  best  conditions  of  safety  require  that 
not  over  one  row  of  stock  in  bales  on  end  should  be  placed  on 
a  floor.  It  is  very  important  that  the  floors  of  storehouses 
should  be  made  as  tight  as  possible  and  provided  with  scuppers 
with  swinging  covers  on  the  outside  to  discharge  any  excess  of 
water  thrown  on  them  in  case  of  fire. 


Machinery. 
The  actual  hazards  from  the  tools  and   machinery   used 


m 


manufacturing  processes  are  so  many  that  there  is  no  opportu- 
nity for  more  than  passing  reference  to  some  of  those  of  quite 
frequent  occurrence. 

In  all  machinery  hot  journals  are  a  prolific  source  of  fires,  and 
protection  is  to  be  secured  by  free  lubrication  with  oil  suited 
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to  the  especial  service  required  of  it.  In  many  instances  it 
would  be  a  good  investment  to  place  long  lines  of  heavy  shafting 
in  pillow  blocks  on  masonry  piers,  rather  than  in  hangers  or  in 
harness  frames.  This  particularly  applies  to  the  methods  of 
transmitting  power  to  the  beating  engines  in  paper  mills. 

Taking  the  dangers  from  machinery  in  the  order  of  their  causes, 
those  from  prime  movers  require  the  first  consideration.  The 
dangers  from  fire  in  boiler  rooms  are  few,  the  risk  being  well 
understood  and  is  looked  out  for  accordingly.  If  other  perfectly 
well  known,  although  not  as  apparent,  possibilities  of  fire  were 
as  carefully  guarded,  there  would  be  a  great  diminution  in  the 
number  of  fires. 

The  fires  from  the  spontaneous  ignition  of  bituminous  coal  are 
very  difficult  to  conquer.  The  explosion  of  gas  generated  by  the 
hot  coal  frequently  causes  serious  damage  in  addition  to  that 
from  the  direct  combustion  of  the  coal.  Such  fires  are  prone  to 
occur  when  least  expected  and  to  cause  unwarrantably  large 
damage.  The  cause  of  the  spontaneous  ignition  of  coal  is  un- 
doubtedly the  heat  produced  by  the  chemical  changes  occurring 
in  the  inorganic  sulphur  compounds  abounding  in  the  coal ; 
these  changes  being  favored  by  time,  dampness  and  pressure. 
While  it  may  be  assumed  that  within  certain  limits  the  per- 
centage of  such  inorganic  sulphur  compounds  would  be  a  meas- 
ure of  the  hazard  of  spontaneous  ignition  likely  to  arise  from 
any  quantity  of  a  given  coal,  yet  there  are  difficulties  in  the  way 
of  an  application  of  any  such  assumption.  The  sulphur  which 
causes  the  damage  is  not  that  of  the  average  of  the  whole  mass, 
but  the  maximum  in  any  lump  of  coal  exposed  to  favorable  con- 
ditions ;  and  secondly  the  analyses  generally  give  the  total  per- 
centage of  sulphur  without  separating  the  organic  from  the  in- 
organic compounds. 

Betuming  to  the  more  practical  features  of  the  matter,  bitumi- 
nous coal  should  not  be  stored  under  valuable  buildings,  nor  in 
contact  with  timber.  When  a  lot  of  coal  is  used  up,  the  coal 
shed  should  be  thoroughly  swept  out  before  a  new  supply  of 
coal  is  added.  If  the  depth  of  coal  exceeds  eight  feet,  iron  rods 
should  be  pushed  to  the  bottom  and  examined  every  day,  as  the 
warmth  of  any  heating  within  the  pile  is  conducted  to  the 
protruding  end  of  the  rod,  and  thus  an  opportunity  is  given  to 
shovel  over  the  coal  before  it  actually  reaches  the  ignition 
stage. 
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There  are  no  precautions  to  be  suggested  for  anthracite  coal 
storage,  as  the  hazard  is  almost  nominaL 
The  general  use  of  crude  petroleum  for  fuel  is  too  new  to  fur- 
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nish  a  history,  but  the  record  thus  far  has  contained  accounts 
of  many  accidents,  principally  in  connection  with  faulty  methods 
of  storage.    The  petroleum  should  be  securely  stored  in  venti- 
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I  latedy  covered,  iron  tanks,  placed  below  the  point  of  consnmp- 

tion,  and  where  the  oil  cannot  endanger  any  property  in  event 
of  breakage.  At  the  point  of  consumption,  the  oil  is  attended 
witH  the  hazards  of  other  gaseous  fuel,  particularly  at  the  in- 
stant of  lighting,  and  in  like  manner  it  is  necessary  to  apply  the 
flame  before  turning  the  oil  spray  on  to  the  furnace. 

The  crude  petroleum  used  for  fuel  has  a  flashing  point  of  16  to 
35  degrees  Fah.,  giving  oflf  inflammable  vapors  at  about  the  freez- 
ing point  of  water.  The  reduced  oil  has  been  "  treated  "  in  order  to 
remove  the  readily  volatile  material,  and  its  flashing  point  raised 
to  125  degrees  and  upward,  sometimes  reaching  300  degrees  FaL 
It  is  much  safer  than  crude  petroleum,  but  very  difficult  to  pomp 
in  cold  weather. 

In  the  steam  engine  room,  hazards  are  not  due  to  the  machine, 
but  to  neglected  oily  waste  and  similar  reprehensible  matters. 

Water  wheels  are  subject  to  dangers  in  connection  with  the 
wearing  away  of  the  wood  step,  which  will  occur  at  odd  intervals 
and  without  any  previous  notice ;  the  alteration  in  the  height  of 
the  turbine  shaft  frequently  causing  the  bevel  gears  to  strike  fire, 
thus  igniting  the  grease. 

The  distribution  of  power  has  been  attended  with  many  and 
severe  fires,  generally  resulting  in  what  is  known  as  a  total  loss. 
The  greater  part  of  this  destruction  may  be  avoided  by  building 
a  belt  tower  in  the  mill,  opening  toward  the  engine  room  and 
covered  by  a  glass  roof  with  wire  netting  beneath  the  glass.  The 
driving  is  in  this  tower,  and  the  power  is  transmitted  by  shafting 
passing  through  holes  in  the  wall  of  the  tower. 

All  machinery  which  throws  a  waste  product  in  a  dust  room, 
as  cotton  pickers,  buffing  machines,  and  napping  machines,  fre- 
quently ignite  such  fluff,  and  the  fire  returns  to  the  room  where 
it  started  through  the  flue  or  trunk  of  some  other  machine 
not  in  operation,  or  the  flames  burst  from  several  of  the  ma- 
chines when  they  are  stopped  at  noon  or  night  .Such  mishaps 
are  materially  reduced  by  placing  light  swing  dampers  at  the 
ends  of  the  flue  where  they  are  kept  open  by  the  cuiTent  of  air 
from  the  blowers  of  the  machines  in  operation,  and  at  other 
times  are  shut  (Fig.  39). 

The  floor  under  machines  liable  to  scatter  oil  should  be  pro- 
tected by  sheet  metal,  particularly  in  the  case  of  woolen  c£^s, 
mule  heads,  and  in  some  instances  electric  motors. 

The  limitations  of  a  single  paper  will  not  allow  further  allu- 
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sions  to  the  dangers  from  particular  macbines ;  but  the  principle 
of  keeping  them  in  the  best  operating  condition  is  also  that  of 
keeping  them  in  the  safest  condition,  and  no  one  is  better  fitted 
for  the  exercise  of  such  care  for  the  prevention  of  fire  than  those 
engaged  in  the  practical  attendance  of  such  machines. 

Fire  Appajratus. 

All  methods  for  the  prevention  of  fires  fall  so  short  of  the  ideal 
of  immunity  that  there  is  a  necessity  for  fire  apparatus.  The 
principle  of  defence  of  a  manufactory  against  fire  is  that  of  self 
protection  by  making  the  installation  and  management  of  the 
fire  apparatus  of  such  a  grade  as  to  be  able  to  cope  with  the 
progress  of  any  fire  which  can  possibly  occur.  The  merits  of 
fire  organizations  have  already  been  considered  as  essential  to 
the  service  of  fire  apparatus. 

Buckets  of  water  are  the  most  effectual  fire  apparatus.  They 
should  be  kept  full  and  distributed  in  liberal  profusion  in  the 
various  rooms  of  a  mill,  being  placed  on  shelves  or  hung  on 
hooks,  as  circumstances  may  require.  In  order  to  assist  in 
keeping  them  for  fire  purposes  only,  they  should  be  unlike 
other  pails  used  about  the  premises,  and  in  some  instances  each 
pail  and  the  wall  or  column  behind  its  position  bears  the  same 
number. 

It  is  a  mistake  to  keep  fire  pails  in  dry-rooms,  as  the  water  in 
the  pails  evaporates  rapidly,  and  also  in  so  doing  interferes 
with  the  drying  processes.  The  pails  should  be  placed  in  some 
convenient  situation  near  to  the  dry-room,  where  they  will  not 
oppose  the  drying  process,  and  will  also  be  more  accessible  in 
case  of  fire  than  when  hung  inside  of  a  dry-room. 

In  unheated  buildings  the  contents  of  fire  pails  can  be  pre- 
vented from  freezing  in  winter  by  adding  chloride  of  magnesium 
to  the  water. 

Galvanized  iron  pails  are  better  than  wood  pails,  and  indur- 
ated fibre  makes  a  very  satisfactory  pail,  especially  in  places 
around  bleacheries,  chemical  pulp,  or  paper  mills,  where  corro- 
sive fumes  rapidly  injure  metal  pails. 

There  are  various  expedients  to  insure  the  full  condition  of 
fire  pails,  such  as  various  floats,  or  electrical  contrivances,  or 
sealing  over  the  top  of  the  pail  some  thin  sheet  of  impervious 
material;  but  the  fact  is  that  there  is  no  fire  apparatus  so 
simple  and  effective  as  a  full  pail  of  water  in  good  hands.     All 
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automatic  devices  are  not  above  contingencies,  and  they  lead  to 
Idwering  the  standard  of  personal  espionage,  which  is  the  con- 
trolling principle  in  the  administration  of  affairs. 

Generally  there  is  also  need  of  casks  of  water  to  furnish  a 
further  supply  to  the  fire  pails. 

Garden  hose  attached  to  a  supply  of  water  often  constitutes  a 
very  useful  portion  of  the  fire  apparatus.  Any  cocks  in  the 
nozzles  should  be  fixed  in  an  open  position  by  striking  a  heavy 
blow  on  the  handle  of  the  plug  cock  commonly  used  in  such 
fittings. 

Automatic  sprinklers  have  proved  to  be  a  most  valuable  form 
of  fire  apparatus,  operating  with  great  eflSciency  at  fires  where 
their  action  was  unaided  by  other  fire  apparatus,  particularly 
at  night.  In  mill  fires  the  average  loss  for  an  experience 
of  twelve  years  shows  that  in  those  fires  where  automatic 
sprinklers  formed  a  part  of  the  apparatus  operating  upon  the 
fire  the  average  loss  amounted  to  only  one-nineteenth  of  the 
average  of  all  other  losses.  If  the  difference  between  these  two 
averages  represents  the  amount  saved  by  the  operation  of  auto- 
matic sprinklers,  then  the  total  damage  from  the  number  of 
fires  in  places  in  which  automatic  sprinklers  are  accredited 
as  forming  a  portion  of  the  apparatus,  has  been  reduced  six 
and  a  quarter  million  dollars  by  the  operation  of  this  valuable 
device. 

Although  there  have  been  numerous  patents  granted  to  invent- 
ors of  automatic  sprinklers  since  the  early  part  of  the  present 
century,  yet  their  practical  use  and  introduction  has  been  sub- 
frequent  to  the  invention  of  the  sealed  automatic  sprinkler  by 
Henry  S.  Parmelee,  of  New  Haven,  Conn.,  about  twelve  years  ago. 
This  device  being  the  first,  and  for  many  years  the  only  auto- 
matic sprinkler  manufactured  and  sold,  and  actually  perform- 
iug  service  over  accidental  fires,  to  him  belongs  the  distinction 
of  being  the  pioneer  and  practically  the  originator  of  the  vast 
work  done  by  automatic  sprinklers  in  reducing  destruction  of 
property  by  fire. 

Although  nearly  or  quite  two  hundred  thousand  Parmelee 
automatic  sprinklers  have  been  installed,  their  manufacture  has 
b*?en  supplanted  by  other  forms ;  and  the  total  number  of 
(tatomatic  sprinklers  in  position  at  the  present  time  must  be 
about  two  million. 

In  an  automatic  sprinkler  system   the  sprinkler  heads   are 
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attached  to  tees  in  pipes  against  the  ceiling ;  the  arrangement 
being  such  that  there  shall  be  at  least  a  sprinkler  to  every 
one  hundred  feet  of  floor,  some  places  requiring  a  still  larger 
number  of  sprinklers.  There  should  be  two  sources  of  water 
supply,  with  check  valves  in  the  pipes  leading  into  the  sprink- 
ler system,  giving  it  the  benefit  of  the  greater  pressure  with- 
out the  intervention  of  any  personal  aci  If  one  of  these  sup- 
plies is  furnished  by  an  elevated  tank,  the  minimum  head  from 
the  bottom  of  the  tank  to  the  highest  sprinkler  should  be  not 
less  than  twelve  feet. 

The  inability  to  withstand  freezing  temperatures  is  a  defect  in 
automatic  sprinkler  systems  which  has  not  been  fully  remedied  by 
invention.  There  are  many  so-called  dry  pipe  systems,  in  which 
the  water  is  kept  from  the  system  until  fire  occurs,  when  the  heat 
which  releases  the  sprinkler  is  presumed  to  actuate  devices  which 
open  the  main  valves  admitting  water  to  the  system.  Such  ap- 
paratus is  always  complicated ;  these  systems  have  sometimes 
proved  to  be  inoperative  at  fires ;  and  have  frequently  been  dis- 
covered to  be  out  of  order  when  examined.  The  attempts 
at  making  a  solution  of  low  freezing  point,  which  should  be 
non-combustible,  and  under  the  conditions  of  its  use  should 
also  be  non-corrosive,  do  not  appear  to  have  been  successful. 

Water  is  sometimes  removed  from  automatic  sprinkler  sys- 
tems during  cold  weather  by  pumping  in  air  to  a  pressure  suffi- 
cient to  displace  the  water.  This  method  demands  a  great  deal 
of  attention  ;  and  in  case  of  a  fire  it  requires  even  longer  to  dis- 
charge the  compressed  air  from  the  pipes  and  throw  water  on  the 
fire  than  would  be  the  case  with  the  usual  dry  pipe  system. 

The  only  resource  for  automatic  sprinklers  in  rooms  liable  to 
temperatures  below  the  freezing  point  appears  to  be  to  shut  the 
supply  valve  and  slowly  draw  the  water  from  the  pipes  late  in 
the  autumn  and  to  admit  the  water  in  the  spring.  The  valves 
should  be  in  a  place  accessible  at  time  of  fire,  and  all  persons 
Uable  to  have  any  duties  in  the  matter  should  be  made  acquainted 
with  the  necessity  of  opening  such  valves  in  time  of  fire. 

The  discharge  of  automatic  sprinklers,  including  the_resistance 
of  the  pipe  fitting  may  be  represented  hjQ  =  0.6V p,  in  which 
Q  equals  the  discharge  in  cubic  feet  per  minute,  and  p  the  pres- 
sure in  pounds  per  square  inch. 

The  following  standard  of  sizes  for  pipes  for  automatic  sprink- 
ler installations  is  based  upon  the  principle  of  using  the  nearest 
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eommercial  sizes  permitting  a  uniform  frictional  loss  through  the 
sjstem. 


Namber  of  Sprinkler*. 

115 

78 
48 
28 
18 
10 

-6 

8 

1 


Diameter  of  Pipe. 

4  incUos. 

8i  •* 

8  ** 

2*  - 

2  •• 

U  '' 

U  '* 

1  ** 


When  automatic  sprinklers  were  first  introduced  there  were 
many  apprehensions  that  leakage,  and  also  excessive  water  dis- 
charged upon  small  fires,  would  be  sources  of  damage.  In 
England  this  opinion  found  expression  in  increased  insurance 
rates  in  buildings  where  automatic  sprinklers  were  installed. 

Many  automatic  sprinklers  have  been  made  in  such  a  manner 
as  to  impose  unusual  stress  upon  the  fusible  solder,  which  is  a 
weak  alloy  possessing  but  little  resilience,  and  therefore  ill 
adapted  to  withstand  the  forces  due  to  water  pressure,  water 
hummer,  and  what  is  sometimes  greater  than  either,  the  initial 
tension  in  setting  up  the  sprinkler  to  make  it  tight.  It  is  not 
surprising  that  such  sprinklers  break  or  leak ;  but  among  the 
score  or  more  automatic  sprinklers  on  sale,  it  is  easy  to  select 
several  varieties,  any  one  of  which  would  impose  but  little  risk 
of  leakage  from  water  pressure. 

The  logic  of  figures  shows  that  this  liability  to  damage  is 
merely  nominal  in  the  case  of  well  constructed  sprinklers.  An 
aifiSQciation  of  underwriters  who  have  given  careful  attention  to 
tiie  subject  obtained  the  facts  that  out  of  514,071  automatic 
sprinklers  which  had  been  in  actual  service  on  the  average  for 
tive  years,  under  a  water  pressure  reaching  in  some  instances 
one  hundred  and  eighty  pounds  to  the  square  inch,  but  averag- 
ing sixty-nine  pounds  to  the  square  inch,  there  had  been  only 
fifty-eight  instances  of  sprinklers  leaking  from  water  pressure, 
and  three  hundred  and  seventeen  instances  of  leakage  from 
other  causes  than  fire,  generally  by  accidents  to  the  machinery 
or  by  carelessness  of  the  employees ;  the  average  damage  from 
all  these  causes  being  $2.56  per  plant  per  annum. 

Although  automatic  sprinklers  have  proved  to  be  so  reliable 
aud  effective,  yet,  in  order  to  provide  for  all  possible  contingen- 
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cies,  their  intaroduction  should  not  displace  other  forms  of  fire 
apparatus,  particularly  standpipes  in  the  stairway  towers  with 
hydrants  at  each  story.  The  hose  at  these  hydrants  should  be 
festooned  on  a  row  of  pins,  or  doubled  on  some  of  the  reels 
made  especially  for  such  purposes.  Standpipes  are  not  recom- 
mended to  be  placed  in  rooms  or  on  fire  escapes ;  and  inside 
hydrants  should  not  be  attached  to  the  vertical  pipes  supplying 
automatic  sprinklers. 

One  pound  of  burning  wood  produces  sufficient  heat  to  evap- 
orate six  and  one-half  pounds  of  water,  and,  owing  to  the  waste, 
a  much  larger  proportion  of  water  to  fuel  is  necessary  to  quench 
afire. 

Fire  pumps  are  generally  too  small  for  the  work  required  of 
them,  five  hundred  gallons  per  minute  being  the  minimum 
capacity  recommended.  For  a  five-story  mill  there  should  be 
an  allowance  of  two  hundred  and  fifty  gallons  per  minute  for  an 
effective  fire  stream  through  a  li-inch  nozzle,  and  for  lower 
buildings  the  estimate  should  rarely  be  less  than  two  hundred 
gallons  for  each  stream. 

Contrary  to  the  general  assumption  a  ring  nozzle  is  not  so 
efficient  as  a  smooth  nozzle,  the  relative  amount  of  discharge  of 
ring  and  smooth  nozzles  of  the  same  diamater  being  as  three  is 
to  four.  For  standpipes  |-inch  nozzles  are  recommended,  but  for 
yard  hydrant  service  the  diameter  should  never  be  less  than 
1-inch,  and  1  ^-inch  generally  fulfils  the  conditions  of  best  service. 

It  is  important  that  the  couplings  on  the  hose  and  hydrants 
should  fit  those  of  the  public  fire  department.  The  best  diameter 
of  hose  is  2J-inches;the  loss  by  friction  under  equal  deliveries  of 
water  being  only  one-third  in  a  2i-inch  hose  of  what  it  is  in  a 
hose  2  inches  in  diameter. 

Fire  pumps  should  be  equipped  with  a  relief  valve  and  also 
a  pressure  gauge,  and  placed  where  they  will  be  accessible  under 
all  circumstances,  and  so  connected  that  they  can  be  started  at 
least  once  a  week. 

The  best  location  for  fire  pumps  is  a  matter  differing  with  the 
conditions  of  each  mill,  but  they  should  be  situated  as  near 
to  the  source  of  supply  as  practicable,  with  full  size  suction  pipe, 
easy  of  inspection  and  not  containing  any  avoidable  bends. 

In  a  steam  mill,  it  is  sometimes  preferable  to  draft  the  water 
from  a  point  below  where  the  water  of  condensation  is  discharged 
into  the  stream,  as  there  is  less  freezing  there  ;  in  mills  driven 
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by  water- wheels  it  is  a  conTeDienee  in  time  of  repairs  for  steam 
fire  puinpi?  to  draft  water  from  the  wheel  pit.  Rotary  fire 
pumps  should  have  a  short  draftj  but  not  placed  below  the  level 
of  the  supply. 
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Wator  mains  about  a  mill  jiird  should  be  of  ample  capacity 
not  to  ciiuse  au  excessive  loss  by  friction,  their  diameter  baing 
based  upon  a  limit  of  velocity  <»f  ten  feet  per  second  for  the 
maxim uui  delivery. 
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The  yard  hydrants  should  be  placed  at  a  distance  of  fifty  feet 
from  buildings,  and  covered  with  a  house  which  should  also  con- 
tain hose,  nozzles,  axes,  bars,  and  spanners.  Hydrant  houses 
are  made  in  a  great  variety  of  forms,  but  it  is  important  that  the 
doors  should  be  high  enough  to  avoid  ice,  or  that  the  house 
should  be  placed  upon  slight  mounds.  An  economical  hydrant 
house  may  be  built  six  feet  square  with  two  adjacent  sides  hung 
on  hinges,  so  that  the  doors  can  be  swung  around  to  the  other 
side  and  be  held  by  catches.  The  pins  on  which  hose  is  hung 
should  be  two  inches  in  diameter,  and  placed  diagonally  and 
staggered  in  two  rows.  If  there  is  no  hose  cart,  the  reserve 
hose  can  be  placed  on  shelves. 

Stop  valves  in  the  main3  should  be  covered  by  boxes  four  feet 
iD  height,  and  the  direction  of  opening  clearly  marked  on  the 
hand  wheel  of  the  gate. 

Eesults. 

These  methods  of  supervision,  building,  and  equipment  do 
not  refer  to  any  ideality,  but  to  measures  which  have  been 
widely  carried  into  eflfect  for  the  purpose  of  reducing  the  fire  loss  ; 
the  result  of  such  action  being  to  diminish  the  cost  of  insur- 
ing industrial  property  engaged  in  such  normally  hazardous 
processes  as  textile  manufacture  and  other  industries,  down  to  a 
yearly  cost  of  less  than  one-fourth  of  one  per  cent.  This  has  been 
accomplished  by  the  consideration  of  sources  of  danger  and  their 
abatement,  and  by  a  course  which  has  been  in  line  with  sound 
engineering  principles,  and  also  practical  methods  of  manufac- 
ture ;  and  it  has  thus  been  proved  that  it  is  cheaper  to  prevent 
a  fire  than  to  sustain  a  loss. 

There  has  been  no  attempt  made  to  credit  individuals  with 
their  share  in  these  features  of  mill  development.  They  have 
been  the  outgrowth  of  a  continual  profiting  by  experience,  adopt- 
ing some  features  and  modifying  others.  The  concurrent  action 
of  the  large  number  of  minds  engaged  on  the  same  problem  has 
led  to  duplication  of  methods  ;  but  the  whole  progress  has  been 
a  matter  of  slow,  steady  growth,  advancing  by  hairs'  breadths, 
as  the  result  of  persistant  efforts  to  adapt  means  to  ends  in  ihe 
endeavor  to  reduce  the  cost  of  manufacture. 


DISCUSSION. 
Mr.  Frederick  Grinnell — The  author  has  failed  to  make  it  quite 
clear  as  to  the  length  of  time  during  which  was  effiected  the 
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saving  by  automatic  sprinklers  to  which  he  alludes.  He  speaks 
of  saving  six  millions  of  dollars.  Of  course,  to  make  apparent 
the  value  of  an  apparatus,  he  ought  to  couple  with  that  state- 
ment the  number  of  properties  in  which  fires  have  occurred  and 
the  time  during  which  this  six  million  dollars'  saving  was 
eflfected. 

One  statement  which  is  made  would  convey,  I  think,  rather  a 
wrong  impression.  The  danger  or  liability  of  water  damage  is 
alluded  to  in  the  use  of  automatic  sprinklers  in  property  in 
general,  and  it  is  stated  that  statistics  were  obtained  to  ascertain 
what  this  probable  loss  had  been  during  a  given  period  of 
years.  The  statistics  which  were  obtained  show  a  loss  of  two 
dollars  and  some  cents  per  annum  for  each  sprinkler  plant  or 
installation.  This  average  loss  was  obtained  by  dividing  the 
aggregate  loss,  which  a  large  number  of  parties  reported  as 
having  taken  place  in  their  premises,  by  the  whole  number  of 
installations  of  automatic  sprinklers.  Now  that  total  number 
of  installations  included,  I  think,  some  four  or  five  different 
kinds  of  sprinklers,  and  of  the  total  number  certainly  three- 
fourths  were  of  one  single  kind  of  sprinkler  which  is  acknowl- 
edged to  be  specially  free  from  any  danger  of  leakage  or  of 
breaking  open.  Therefore  the  low  average  loss  obtained  by 
taking  into  account  the  large  number  of  installations,  where 
there  had  been  practically  little  or  no  loss,  would  give  a  wrong 
impression  as  to  the  relative  liability  of  loss  with  the  different 
sprinklers  which  were  in  use,  although  it  is  correct  as  repre- 
senting the  general  liability  of  loss  with  all  apparatus  used. 

Mr.  Scott  A.  Smith. — In  referencie  to  the  sketch  of  fire-proof 


Fig.  97. 
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doors,  I  think  I  may  mention  something  of  interest — that 
the  Corliss  Safe  Door  &  Vault  Company,  of  Providence,  make  a 
double  door  of  two  plates  of  wrought  iron,  which,  when  it  is 
shut,  has  movable  flanges,  which  latter  are  thrown  out  into 
recesses  around  the  four  edges  of  the  doors,  making  a  practically 
air-tight  joint  through  which  hot  air  cannot  go  (Fig.  97).  They 
have  made  a  large  number  of  these  doors  for  fire-proof  vaults 
for  banks  and  bankers.  No  doubt  it  is  a  practical  door  for 
iniUs  and  workshops. 

Mr.  W.  S.  Rogers. — There  is  one  paragraph  in  Mr.  Woodbury's 
paper  which  strikes  me  with  a  great  deal  of  force,  and  it  is 
where  I  did  not  expect  to  see  it — in  a  paper  on  such  a  subject 
as  the  "  Reducing  of  the  Fire  Loss."  He  says  :  "  I  think  the 
best  administration  of  an  establishment  does  not  appear  to  be 
that  where  the  manager  tries  to  do  everything  himself,  so 
much  as  it  is  where  he  does  not  do  anything  that  some  one  else 
can  do  just  as  well  for  him  and  perhaps  better."  That  recalls 
a  little  incident  I  once  went  into  a  shop  where  there  was  a 
sign  which  had  been  put  there  by  the  old  superintendent,  and 
it  said,  "  These  buckets  must  not  be  used  for  any  purpose  except 
fires  only,"  but  there  was  not  a  bucket  in  the  shop.  If  He  had 
not  tried  to  see  to  all  that  himself,  and  had  left  it  to  ^me  one 
who  could  have  done  it  better,  the  buckets  would  probably  have 
been  there. 

Mr.  James  McBriiie.  —  I  notice  another  suggestion  in  the 
author's  paper  regarding  the  organization  of  a  fire  department 
among  the  employees  of  the  premises,  and  that  they  should  be 
drilled  under  the  supervision  of  foremen  of  different  depart- 
ments. I  recall  one  instance  where  a  large  manufacturing 
establishment  in  the  city  of  Brooklyn  had  its  employees 
drilled  as  a  fire  department,  and  the  proprietor  gave  exhibition 
drills  there  very  frequently  to  show  his  friends  how  quickly  he 
could  put  out  a  fire.  Finally  he  had  a  fire,  and  his  volunteer 
department,  instead  of  flying  to  their  posts,  flew  out  of  the  build- 
ing and  his  whole  place  was  consumed.  He  then  made  applica- 
tion to  the  Fire  Department,  and  adopted  every  possible  means 
he  could,  such  as  telegraphs,  signal  boxes,  etc.,  for  the  purpose 
of  getting  protection  from  the  department.  He  thought  it  was 
better  to  depend  upon  the  men  who  were  paid  for  doing  fire 
work  than  to  depend  on  his  own  employees. 

Prof,  J.  E.  Siveef. — I  think  Mr.  Woodbury  will  thank  me  for 
20 
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calling  the  attention  of  the  Society  to  one  point  set  forth  in  hia 
paper,  which  is,  the  importance  of  having  a  sufficient  suppk  of 
water.  There  was  a  wagon-shop  at  Syracuse,  supplied  witL 
automatic  sprinklers,  and  one  day  afire  took  place.  The  auto- 
matic sprinklers  had  reduced  it  so  that  no  blaze  was  visible* 
The  Fire  Department  came  on,  coupled  their  hose  to  the  hv* 
drants,  threw  all  the  water  their  mains  would  supply  od  the  oq^ 
side  of  the  brick  walls,  while  the  fire  raged  within.  In  other 
words,  the  Fire  Department  took  the  water  away  from  the 
automatic  sprinklers,  and  the  building  burned  to  the  grounth 

Mr.  Henry  R.  Totvne. — Professor  Sweet's  reminiscence  prouipts 
me  to  relate  another,  as  illustrating  the  possibility  of  having  tf^ff 
much  water  in  case  of  fire.  In  my  own  establish Dient,  a  uumlier 
of  years  ago,  we  had  a  fire  occurring  from  spontHueous  com- 
bustion in  a  shed  .used  for  the  storage  of  combustibles,  chietiy 
oils  and  varnishes,  and,  in  the  absence  of  gooil  leadershi]j,  the 
men  attempted  at  first  to  fight  the  fire  with  water.  The  i-esult 
was  that  the  water  flowed  out  over  the  ground,  the  nil  floated  on 
the  water,  and  the  fire  was  thus  carried  a  considerable  distance- 
That  experience  taught  us  to  make  provision  whereby,  in  the 
event  of  fire  among  combustible  materials  whicli  are  not 
quenched  by  water,  they  should  not  be  fought  by  using  water. 
The  remedy  is  a  very  simple  one.  It  consists  simply  in  making 
the  shed  or  house  for  storing  such  materials  with  a  pit  two  or 
three  feet  deep,  and  preferably  with  brick  waUs,  although  even 
wooden  ones  would  do,  the  volume  of  the  pit  being  sufficient  tc 
hold  the  contents  of  all  the  barrels  and  cans  stored  in  it,  so  that, 
in  the  event  of  fire  and  the  bursting  of  the  barrels,  the  fluid* 
would  be  retained  in  the  pit  until  they  had  burnt  themselves  out 
If,  in  such  a  case,  an  attempt  is  made  to  extinguish  the  flames 
the  proper  material  to  use  is  not  water,  but  sand  or  dirt. 

Mr.  F.  H,  Laforge. — There  is  one  point  which  the  author  lim 
not  brought  out  in  his  paper.  I  have  noticed,  in  different  facto 
ries,  where  they  have  the  best  appliances  for  preventing  tire 
I  think  I  can  say  almost  universally,  there  are  two  sources  o 
water-supply  connected  with  the  system.  Am  I  not  right.  Mi 
Woodbury  ? 

Mr.  Woodbury, — Yes,  sir;  and  the  necessity  of  two  sources  o 
water-supply  to  automatic  sprinklers  is  stated  in  the  paper* 

Mr.  Andreiv  C.  Camphdl. — I  would  like  to  atlcl  a  few  wonls 
which  I  think  Mr.  W.  F.  Durfee  would  supply  were  he  pr6ft<mt 
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relative  to  this  matter  of  preventing  serious  fires  where  highly 
inflammable  materials  are  present.  Some  time  since  a  fire  was 
started  through  carelessness  in  the  japan  room  of  the  Wheeler  & 
Wilson  Manufacturing  Company's  factory,  which  resulted  in  the 
destruction  of  the  building.  Mr.  Durfee  was  called  upon  as 
engineer  to  design  and  erect  the  new  building,  and  he  so  arranged 
it  that  the  several  dipping  tanks  and  barrels  of  japan  are  each 
located  in  a  separate  brick  fireplace  provided  with  a  chimney. 
Where  the  fireplaces  open  into  the  room  they  are  provided  with 
vertically  sliding  fire-proof  doors.  The  tops  of  the  several  chim- 
neys are  provided  with  covers  to  keep  out  rain,  and  so  over- 
b^anced  that  they  tend  to  fly  open.  These  covers  are  kept 
closed  by  an  attached  string  which  extends  downward  within 
the  chimney,  and  so  secured  that,  in  the  event. of  a  fire  in  any 
tank,  the  string  would  burn  and  open  the  chimney  top,  at  the 
same  time  releasing  and  dropping  the  sliding  door  at  the  base, 
thus  allowing  the  fire  to  burn  itself  out  without  other  damage. 
Fortunately,  no  fires  have  occurred  to  test  the  value  of  this  method 
since  its  adoption,  though  no  doubts  exist  as  to  its  efficiency. 

Mr.  Jos,  L,  GobeiUe, — I  think  the  main  cause  of  fire  or  the 
success  of  a  fire  is  that  the  night-watchman,  or  the  man  in 
charge,  does  not  have  sufficient  presence  of  mind  or  body  to  put  it 
out  when  it  starts.  If  we  put  a  little  more  money  in  our  night- 
watchmen,  we  would  not  have  so  many  fires.  Comparatively 
few  fires  occur  in  the  day-time. 

Eight  or  nine  years  ago  I  had  charge  of  a  wood- working  es- 
tablishment. There  were  some  six  or  eight  rooms  in  it.  At 
that  time  the  gasoline  stove  was  a  new  thing,  and  it  was  sup- 
posed to  be  very  safe.  We  used  those  stoves  for  heating  the 
glue.  We  had  perhaps  fourteen  or  fifteen  gasoline  stoves  of 
various  kinds.  We  never  had  a  serious  fire  there,  although 
scarcely  a  week  would  pass  when  we  did  not  have  a  dangerous- 
looking  fire.  We  had  a  big  cloth  in  each  room,  and  had  the 
men  drilled  so  that  when  one  of  those  stoves  exploded  they  would 
go  and  put  the  fire  out  with  the  cloth.  I  noticed  that  in  a 
serious  fire  which  we  did  have  afterward  (after  we  got  rid  of  the 
gasoline  stove  and  put  in  steam  and  other  things  which  were  not 
supposed  to  be  in  anything  but  safe  condition),  it  was  because 
the  night-watchman  did  not  know  enough  to  put  the  fire  out  when 
it  started,  but  had  to  go  quite  a  long  way  and  get  a  policeman 
to  show  him  how  to  get  the  fire-box  open  and  turn  on  the  alarm. 
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Mr,  A.  A.  Gary. — Some  mention  has  been  made  of  missing 
fire-pails.  I  visited  George  Corliss'  works  a  short  time  ago  iu 
Providence,  and  found  that  they  had  dispensed  witli  nil  fiihelTea, 
and  instead  had  a  large  number  of  hooks  on  which  were  hung 
pails  with  a  round  bottom  which  could  not  conveniently  be  used 
for  washing  up  or  any  other  purpose  than  that  for  which  they 
were  designed. 

Mr,  C.  J.  H.  Woodbury, — In  reply  to  the  questions  and  remnrks 
made  in  the  course  of  the  discussion,  I  would  submit,  firat,  in 
reply  to  the  first  speaker,  that  the  details  of  the  data  wliieh  be 
asks  for  in  respect  to  the  economic  results  of  automatic  wpHnk- 
lers  are  contained  in  full  in  the  paper,  and  were  ouly  omitted  in 
order  to  comply  with  the  brevity  necessary  in  readinj^,'  the  paper* 
I  certainly  disclaim  any  desire  to  make  a  wrong  imprension  rela- 
tive to  the  liability  of  water  damage  from  automatic  spriuklersj 
and  the  measure  of  such  damage  is  shown  by  the  averji^^e  of  the 
whole  number  of  accidents  resulting  from  the  prenenoD  of  auto- 
matic sprinkler  systems  in  buildings.  There  were,  it  m  tnie, 
several  different  kinds  of  automatic  sprinklers  included  in  the 
plants  on  which  the  investigation  was  made,  and  it  m  conceded 
that  there  are  different  degrees  of  liability  to  leaka^^e  hy  water 
pressure  in -the  various  sprinklers,  whatever  that  difference  may 
be.  The  results  of  the  investigation  show  that  for  the  ^iround 
covered  the  amount  of  damage  from  leakage  was  very  smalL  Of 
the  375  instances  of  leakage  reported  only  58  were  duo  to  the 
inability  of  the  sprinkler  to  withstand  water-pressure,  the  re- 
maining 317  instances  of  leakage  being  due  to  various  acui<li^ntSi 
such  as  freezing,  breaking  of  belts,  and  blows  from  machinery, 
mishaps  in  which  the  construction  of  the  sprinkler  bore  no  part 
whatsoever. 

The  relative  characteristics  of  various  automatic  Hprinklers  iji 
respect  to  sensitiveness  to  heat,  efficient  distribution  of  water^ 
and  resistance  to  leakage  are  in  many  instances  apparent  on 
examination  by  any  good  mechanic;  at  all  events,  information 
on  these  subjects  is  readily  accessible  elsewhere.  It  should, 
however,  be  stated  that  there  are  numerous  kinds  of  automatic 
sprinklers  in  the  market  which  were  not  installed  in  the  prop- 
erty from  which  these  facts  were  taken,  by  reason  of  defectw  of 
such  sprinklers,  principally  the  inability  to  resist  continunns 
water  pressure  and  also  the  impact  of  water  hammer. 

Some  sprinklers  have  not  been  widely  introduced,  and  there- 
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fore  have  not  been  exposed  to  as  many  mishaps  as  others ;  thus 
a  division  of  these  results  among  the  different  automatic  sprink- 
lers reported  upon  would  have  only  produced  a  multiplicity  of 
figures  without  establishing  anything  beyond  individual  dis- 
tinctions. 

The  instance  cited  by  another  speaker  respecting  the  failure 
of  a  fire  organization  appears  to  be  an  indictment  against  the 
management  of  that  particular  organization,  and  not  against  fire 
organizations  in  general ;  for  it  goes  without  saying  that  any 
machinery,  whether  it  be  fire  apparatus  or  that  used  in  the  gen- 
eral conduct  of  an  establishment,  can  be  better  managed  by 
those  who  are  practised  in  it  and  who  have  full  aiAi  personal 
knowledge  of  all  the  details  of  the  property,  rather  than  by  call- 
ing in  strangers  with  all  the  rush  and  confusion  incident  to  a 
fire  alarm.  The  facts  bear  me  out  in  this  opinion,  as  the  analysis 
of  mill  fires  for  a  series  of  years  shows  that  the  large  losses  have 
not  been  due  to  a  lack  of  what  would  be  considered  adequate 
apparatus,  but  to  a  lack  of  systematic  and  skilled  management 
of  that  apparatus,  either  at  the  time  of  the  fire  or  in  keeping  it 
in  good  order  ready  for  use  at  such  time.  A  mill  fire-organiza- 
tion cannot  be  made  merely  by  posting  the  names  of  a  lot  of 
men  with  assignments  to  various  positions,  but  there  must  be 
systematic  drill  in  the  duties  which  may  be  required  of  them, 
without  any  of  the  fuss  and  feathers  which  was  such  a  serious 
defect  in  the  volunteer  fire  companies  of  years  ago,  and  may 
exist  to-day  in  town  fire  companies. 

I  must  take  exception  to  the  statement  of  Mr.  Gobeille,  that 
few  fires  occur  in  the  day-time.  An  experience  for  thirty-two 
years  shows  that  three-fourths  of  the  mill  fires  occur  in  the  day- 
time, but  that  three-fourths  of  the  losses  occur  in  the  night ; 
thus  the  average  night  fire  for  that  period  of  years  was  nine 
times  as  great  as  the  average  day  fire,  the  cause  of  this  difference 
being  the  presence  of  the  help  to  extinguish  the  numerous  fires 
incident  to  manufacturing  processes  occurring  during  working 
hours.  During  recent  years,  this  difference  between  night  and 
day  fires  has  been  largely  reduced  by  the  action  of  automatic 
sprinklers,  which  are  of  course  as  efficient  in  their  action  by 
night  as  by  day,  and  also  constitute  an  automatic  fire  alarm  for 
those  on  the  premises. 

With  regard  to  the  remarks  relative  to  the  fire  pails  with  the 
hemispherical  bottom,  it  is  true  that  such  pails  are  not  suited 
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for  other  than  fire  purposes,  and  some  forms  of  them  are  not 
very  convenient  even  in  such  instances,  because  the  hemispbere 
covers  the  whole  bottom  of  the  pail,  and  the  course  of  the  water 
cannot  be  directed  by  the  hand  any  more  than  that  of  a  too  large 


Fig.  96. 

size  of  ninepin  ball.  However,  in  some  styles  of  these  paik  the 
hemispherical  bottom  does  not  reach  the  edges,  which  hare 
chines  like  an  ordinary  pail,  and  the  course  of  the  water  thrown 
from  the  pail  can  in  like  manner  be  directed  as  in  an  ordinary 
pail  (Fig.  96). 


Digitized  by 


Google 


THE  COXPABISON  OF  IMDICATOBa 


311 


3  CCCLXXIII. 

THE  COMPARISON  OF  INDICATORS. 

BT  J.  BURKITT  WEBB,  HOBOKBN,  N.  J. 

(Member  of  the  Society.) 

[  The  question  often  arises  as  to  which  of  two  indicators  is  the 
best,  and,  thus  stated,  it  may  seem  a  simpler  and  more  definite 
question  than  it  is.  To  make  it  definite,  however,  it  must  be 
known  for  what  particular  use  the  instrument  is  to  be  "  the  best," 
for  the  possibility  must  be  evident  a  priori  that  one  indicator 
might  be  the  best  for  one  purpose  and  another  for  a  different  use. 

Now  an  indicator  may  be  used  for  three  things  : 

(a)  To  obtain  the  area  of  the  true  card,  as  representing  the  work 
done  per  stroke, 

(6)  To  obtain  the  pressure  as  some  particular  point  of  the 
stroke, 

(c)  To  obtain  the  shape  of  the  true  card,  as  indicating  the  con- 
dition and  action  of  the  steam  and  various  parts  of  the  engine. 
It  does  not  follow  that,  because  one  indicator  is  superior  to  another 
for  one  of  these  uses,  it  is  so  for  the  other  two. 

There  are  also  various  features  in  the  construction  of  the  indi- 
cator, which  must  be  carefully  examined  and  compared  before  a 
correct  judgment  of  the  merits  of  the  instruments  can  be  made. 
Confining  what  follows,  for  simplicity  and  brevity,  to  the  ordinary 
forms  of  instrument  and  leaving  out  of  consideration  special  forms, 
devised  by  others  and  by  myself,  the  following  features  of  con- 
struction in  the  indicator  and  its  connections  will  affect  the  accu- 
racy of  the  instrument  in  one  or  more  of  the  points,  (a)  (6)  (q), 
mentioned : 

(1)  Uniformity  of  the  spring, 

(2)  Parallelism  of  the  piston  movement  to  the  cylinder, 

(3)  Uniformity  of  the  pencil  movement, 

(4)  Parallelism  of  the  pencil  movement  to  the  drum  axis, 

(5)  Accuracy  of  the  drum  motion, 

(6)  Phase  of  the  drum  motion, 
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(7)  Mass  of  the  parts  and  its  distribution,  and  the  streqgtli  of 
the  spring, 

(8)  Friction  of  the  piston  and  pencil  movements, 

(9)  Lost  motion. 

(1)  A  spring  can  be  investigated  and  the  card  corrected  for  auj 
lack  of  uniformity  discovered. 

(2)  The  .parallelism  of  the  piston  movement  depends  mainly 
upon  the  way  in  which  it  is  attached  to  the  spring.  The  ideal 
piston  should  remain  parallel  to  the  cylinder  throughout  its 
motion,  independent  of  any  restraining  action  of  the  latter  upon 
it,  but  the  actual  piston  is  more  or  less  guided  by  the  cylinder,  by 
which  action  a  variable  friction  is  caused.  The  cylinder  guides  it 
in  two  ways  :  First,  it  compels  the  piston  to  slide  along  piirallel  to 
itself,  whereas,  were  the  cylinder  absent,  the  piston  would  gener- 
ally follow  a  different  path  ;  second,  it  compels  the  jdstuu  to 
remain  constantly  with  its  axis  parallel  to,  or  coinciding  with,  the 
axis  of  the  cylinder,  except  in  so  far  as  the  looseness  of  the  former 
may  allow  of  its  tipping  a  little  so  as  to  make  a  slight  angle 
between  the  axes  of  the  piston  and  cylinder. 

The  tendency  of  the  piston  to  leave  the  exact  center  of  tb© 
cylinder  and  press  against  the  sides  of  it  is  caused  by  the  obliq- 
uity of  the  link  connecting  it  with  the  pencil  movement,  which 
may  generally  be  neglected,  and  by  the  action  of  the  spring  itself* 
if  improperly  connected. 

Figures  41  to  44  illustrate  such  a  method  of  connection.  In  Fig. 
41  the  spring  is  supposed  to  be  under  no  compression  and  its  ends 
are  attached,  at  a  to  the  cylinder  cover  and  at  b  to  the  juston,  in 
such  a  manner  as  to  make  a  perfectly  rigid  union,  such  an  would 
be  made  by  entering  the  ends  into  holes  and  brazing  them  fast 
Such  a  connection  has  the  effect  of  fixing  the  angle  a,  t\i  which, 
under  all  conditions  of  the  spring,  it  must  meet  the  cylinder  head 
and  piston. 

Fig.  42  shows  the  effect  of  a  simple  compression  of  the  spring 
when  not  confined  by  the  walls  of  the  cylinder,  and,  as  steam 
could  not  be  applied  in  this  case,  it  may  be  supposed  to  be  eatised 
in  some  other  way,  say  by  making  the  piston  b  of  iron,  and  attract- 
ing it  upward  by  a  magnet  placed  above  it,  or  by  pulling  it  nn  bj  a 
cord,  as  indicated  by  the  force  (arrow)  shown.  6  must  then  staad 
not  directly  beneath  a,  because  the  compression  has  reduced  the 
pitch  of  the  spring  without  a  corresponding  diminution  nf  the 
angle  a,  which  has  remained  constant.     Drawing  then  tlie  spriu^ 
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with  the  reduced  pitch  it  must  be  tipped  to  one  side,  as  shown 
in  the  figure,  in  order  that  it  may  meet  a  and  b  at  the  fixed 
angle  a. 

Fig.  43  is  drawn  on  the  supposition  that  the  piston  is  now  pulled 
to  the  left  bj  the  hoiizontal  force  shown  until  it  is  directly 
beneath  a,  and,  in  addition  to  the  uniform  torsion  which  exists 
throughout  the  wire  of  the  spring  in  Fig.  42,  the  wire  will  be  bent 


Fig.  41. 


Fig.  42. 


Fig.  4a 


Fig.  44. 


somewhat,  so  that  the  spring  will  assume  the  curved  form  shown. 
In  consequence  of  this,  the  piston  will  lose  its  vertical  position  and 
incline  to  one  side,  as  in  the  figure.  * 

Fig.  44  shows  the  piston  brought  back  again  in  line  with  a.  To 
accomplish  this,  two  equal  and  opposite  forces,  constituting  a 
couple,  have  been  introduced,  as  shown.  The  piston  now  being 
in  position  to  fit  the  cylinder,  it  may  be  supposed  to  be  in  its 
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usual  place  therein,  so  that  the  force  to  compress  tlie  spring  is 
represented  in  the  figure  as  furnished  by  the  steam  beneath  tbe 
piston,  while  the  horizontal  forces  are  furnished  by  tlie  walls  of  the 
cylinder,  against  which  the  piston  presses  at  the  points  c  and  d. 

With  this  method  of  attaching  the  spring,  therefore,  the  piston 
binds  in  the  cylinder  somewhat  harder  on  one  side  than  on  the 
other,  and  thus  causes  friction,  which  increases  as  the  spring  k 
compressed.  The  limits  of  this  paper  prevent  a  discussion  of 
duplex  springs  and  other  methods  of  attachment :  the  method 
discussed  being  chosen  mainly  as  an  illustration  of  the  points  to 
be  considered  in  discussing  the  attachment  of  springs. 

(3)  and  (4).  Uniformity  and  parallelism  of  the  pencil  movemeoi 
depend  upon  the  geometrical  nature  of  the  pencil  mechanism,  atsil 
will  not  be  discussed  further  than  to  say,  that  any  iuaccnracies  in 
these  respects  can  be  ascertained  by  experiment  or  calcLilation, 
and  corrections  made  therefor. 

(5).  The  accuracy  of  the  drum  motion  does  not  depend  upcin 
the  indicator  itself,  but  upon  the  method  of  connecting  it  with  the 
engine.  It  is  mainly  a  geometrical  question  and  one  but  little 
xmderstood,  to  judge  from  the  numerous  radically  bad  nnd  care- 
lessly made  connections  in  frequent  use.  This  subject  will  be 
passed  over  so  far  as  it  is  a  geometrical  one  witli  the  statement 
that,  like  other  geometrical  inaccuracies,  the  errors  resulting  there- 
from may  be  calculated  or  found  by  experiment  and  allowed  for* 
The  experimental  determination  of  the  error  would  consist  in  set- 
ting the  piston  of  the  engine  in  a  number  of  positions  and  causing 
the  indicator-pencil  to  describe  a  vertical  line  on  the  card  for  each 
position  ;  if  the  positions  of  the  piston  are  equidistant,  the  lines  on 
the  card  should  be  the  same,  and  such  a  test  should  be  made  in 
all  cases  where  there  is  not  an  absolute  certainty  tlmt  the  reducing 
mechanism  is  geometrically  perfect. 

When  cords,  however,  are  introduced  into  the  reducing  mechan- 
ism which  actuates  the  drum,  there  is  liability  to  an  error  which 
does  not  depend  upon  the  geometrical  nature  of  the  mechanism, 
but  upon  the  elasticity  of  the  cord. 

An  important  mechanical  principle  underlies  the  action  of  the 
drum,  and  the  same  principle  affects,  as  will  be  seen  later*  the 
dynamic  action  of  the  spring,  piston,  and  pencil  connections. 

It  is  necessary  to  the  ideal  action  of  the  drum,  that  its  natural 
speed  of  oscillation  should  agree  properly  with  the  speed  of  the 
engine,  and  every  drum  and  spring  have  their  own  period  of  oscil- 
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latioD.  To  ascertain  this,  the  spring  should  be  made  fast  to  the 
drum,  instead  of  being  simply  hooked  to  it,  and  the  drum  should 
be  mounted  upon  centers  so  that  it  may  oscillate  with  little  fric- 
tion. When  the  spring  and  drum  are  so  proportioned  to  each 
other  that  they  have  the  same  time  of  oscillation  as  the  engine, 
the  motion  of  the  drum,  if  there  be  no  friction,  will  agree  with  the 
motion  of  the  engine ;  i,  e.,  the  drum  will  reverse  at  exactly  the  same 
instant  as  the  engine  does,  and  a  cord  conveying  motion  to  the 
dram  will  remain  uniformly  stretched,  so  that  there  will  be  no 
change  of  amplitude. 

The  natural  time  of  oscillation  is  the  same  whether  the  spring 
be  attached  firmly  to  the  drum  and  the  drum  be  free  to  oscillate 


UDconfined  by  a  cord,  or  whether  the  spring  be  booked  to  the 
drum  and  the  latter  drawn  permanently  out  of  its  position  of  rest 
by  a  tightly  stretched  cord.  To  make  this  clearer,  suppose  a  sim- 
ple mass  m,  Fig.  45,  attached  to  a  spring  and  supported  by  a  long 
string,  so  that  it  is  free  to  oscillate  horizontally  uninfluenced  by 
gravity.  If  the  mass  be  now  drawn  a  distance  a  to  the  right  and 
set  free,  it  will  oscillate,  under  the  action  of  the  spring,  between 
two  positions  equidistant  from  and  on  opposite  sides  of  its  central 
position,  or  position  of  rest,  and  the  distance  2a  between  these 
two  extreme  positions  is  the  amplitude  of  its  oscillation.  Call 
the  time  or  period  of  its  complete  oscillation  t,  i.  e.^  the  time 
required  for  its  return  to  the  position  at  which  it  was  set  free. 
Suppose  again  that  the  same  mass  be  suspended  from  the  ceiling 
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by  the  same  spring,  as  in  Fig.  46,  the  weight  of  the  iimas  will 
stretch  the  spring  as  shown,  and  if  the  mass  he  supposed  to  be  a 
unit  of  mass,  the  tension  in  the  spring  will  be  about  32  Wm^^ 
whereas  in  the  central  position  iu  Fig.  45  the  tension  is  zero.  Now 
let  the  suspended  mass  be  either  raised  or  pulled  down  a  distaoee 
a  from  its  natural  positi(»n  and  set  free,  it  will  vibrate  vertically, 
precisely  the  same  as  it  before  vibrated  horizontally,  if*  ^ .,  tbe 
time  t  will  be  the  same  and  the  amplitude  2a  the  same.  Supiiose 
that  in  Fig.  45  the  tension  of  the  spring  when  extended  a  to  the 
right  is  10  lbs.,  and  when  compressed  a  to  the  left,  —  10  lbs.,  the 
minus  sign  indicating  that  the  tension  is  compression,  then  at 
intermediate  points  the  force  of  the  spring  will  be  proporiionate 
to  the  distance  of  the  mass  from  its  central  position.  The  s^ame 
is  true  when  the  mass  is  suspended,  except  that  all  the  tetisions 
must  have  32  lbs.  added  to  them,  so  that  at  the  extreme  uppor 
position  the  tension  of  the  spring  is  32  -f-  (  —  10)  —  2'i  ;  fit  the 
central  point,  32  -f  0  =  32  ;  at  the  lowest  point,  32  -f-  10  ^  42,  lunl 
at  any  intermediate  point  32  4-  un.  amount  proportionate  to  the 
distance  of  the  mass  below  its  central  position,  distances  above 
being  regarded  as  minus. 

Suppose  in  tlie  third  place  that  the  mass  and  sprini<  are  ngain 
arranged  to  oscillate  horizontally,  (see  Fig.  47,  in  which  the  mass  la 
supposed  to  be  supported  by  a  frictionless  plane,  instead  of  being 
suspended,  as  in  Fig.  45,)  and  that  the  mass  be  drawn  out  of  iU 
central  position  by  a  constant  force  of  32  lbs.,  as  in  Fig.  46.  Under 
these  conditions  the  circumstances  of  the  oscillation  will  be  the 
same  as  in  Fig.  46,  with  the  exception  that  it  will  now  be  horizontal. 
In  Fig.  47,  J  is  a  strong  spring  which  will  bear  32  lbs.  tension  with 
a  small  increase  in  length  ;  f/  is  a  sliding  bar  wuth  a  cross-Jilot  in 
which  the  crank  c  works  and  gives  the  bar  a  stroke  2a  in  length. 
If  now  the  crank  be  rotated  in  tlie  time  /,  that  is,  in  the  time  in 
which  the  spring  and  mass  naturally  oscillate,  tiien  the  bar  and 
the  mass  may  oscihite  in  unison,  and  the  spring  h  be  stretehecl 
by  the  constant  force  of  32  lbs.,  so  that  an  in  extensible  cord 
might  take  its  place.  As,  however,  all  cords  are  elastic,  tlioy  am 
properly  represented  by  the  spring  h,  and  the  arrangement  in  Fig. 
47  corresponds  with  an  indicator-drum  acted  upon  b}'  itis  spring, 
and  connected  by  a  cord  with  tlie  cros-^-head  of  an  engine* 

If  the  crank  be  revolved  in  a  greater  or  less  time  than  /,  the 
mass  will  be  compelled  to  follow  it,  and,  therefore,  to  change  il« 
period  of  oscillation  and,  in  consequence,  a  change  in  the  amplitude 
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will  occur.  If  the  mass  be  made  to  oscillate  in  a  time  greater  than 
t,  the  force  supplied  to  it  at  each  point  of  its  path  must  be  less 
than  the  spring  8  would  supply,  which  will  be  the  case  if  the 
spring  b  suitably  changes  its  tension ;  thus,  suppose  that  in  the 
extreme  left  position  b  has  shortened  sufficiently  to  lower  its  ten- 
sion to  31  lbs.,  and  at  the  extreme  right  that  it  has  lengthened  so 
as  to  increase  its  tension  to  33  lbs.,  while  in  the  central  position 
no  change  has  occured  ;  and^suppose  that  the  slight  change  in  the 
positions  of  the  mass,  due  to  the  change  in  the  length  of  b,  be 
neglected  so  far  as  affects  the  tension  in  «,  so  that  the  tensions  in 
the  three  positions  may  be  taken  as  above  calculated,  i.  e.,  at  22, 
32,  and  42  lbs. ;  then  the  force  urging  the  mass  to  the  right  and 
causing  the  oscillation  being  the  difference  of  the  tensions  of  the 
springs,  is  31  -  22  =  9,  32  -  32  =  0,  and  33  -  42  =  -  9  for  the 
three  principal  positions  and  proportionate  amounts  for  inter- 


mediate ones,  which  force  will  require  a  time  greater  than  t  to  pro- 
dace  an  oscillation  of  the  mass. 

The  effect  on  the  amplitude  will  be  to  decrease  it  by  an  amount 
equal  to  the  change  of  length  in  5,  due  to  the  change  of  tension 
from  31  to  33  lbs.,  which  occurs  during  an  oscillation;  and  in  the 
same  way,  if  the  mass  be  forced  to  oscillate  in  a  less  time  than  t, 
the  amplitude  will  be  increased,  the  spring  b  being  stretched  to  a 
greater  tension  than  32  lbs.  at  the  extreme  left,  and  to  a  less  ten- 
sion at  the  extreme  right,  so  as  to  make  the  force  actuating  the 
mass  greater  than  that  required  for  an  oscillation  in  the  time  t. 

With  an  actual  indicator  and  cord  connection  the  change  in 
ampUtude  will  be  greater  or  less  as  the  cord  is  longer  or  shorter. 
Change  of  amplitude,  however,  is  not  particularly  objectionable, 
providing  the  motion  of  the  drum  remains  a  sufficiently  exact 
reduction  of  the  piston  motion,  which  has  been  supposed  to  be  the 
case  in  the  above  treatment,  so  that  all  discussion  of  slight  dis- 
turbances introducing  harmonics  has  been  avoided.  The  motion 
of  the  piston  has  also  been  supposed  harmonic,  as  represented  in 
Fig.  47.    When  the  piston  motion  is  not  harmonic,  as  is  ordinarily 
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the  case,  a  long  string  will  allow  the  drum  motion  to  depart  from 
the  exact  reduction  of  tlie  piston  motion  so  as  to  become  more 
like  the  natural  harmonic  oscillation  of  the  drum.  With  some 
engines  having  short  connecting  rods  this  would  be  a  point  requir- 
ing investigation  as  to  the  accuracy  of  the  card  if  a  long  string 
connection  were  used. 

It  sometimes  happens  with  a  weak  drum-spring  or  a  lieavj 
drum  that  the  latter  oversteps,  or  throws ;  thus,  if  tlie  engint 
revolves  in  a  less  time  than  t,  tlie  force  to  produce  oscillation  iti 
the  mass  7n  might  be,  for  the  left,  center,  and  right  positions  ii 
Fig.  47,  33  -  22  =  11,  32  -  32  rr  0,  and  31  -  42  =  -  11 ;  but  if  \U 
spring  s  is  very  weak,  say  only  one-tenth  as  strong  as  previously 
supposed,  so  that  in  the  three  positions  its  tensions  are  2,  3,  and 
4  lbs.  instead  of  22,  32,  and  42,  there  will  be  large  differences  t( 
be  made  up  by  b.  As  the  central  tension  of  ^s  is  I^  the  average 
tension  of  b  must  be  3,  so  that  in  the  central  position  tbe  fore* 
acting  on  the  mass  will  be  3  —  3  =  0  ;  but  in  the  extreme  positioDi 
to  get  the  11  lbs.  required,  b  must  be  stretched  at  the  left  am 
shortened  at  the  right.  At  the  extreme  left  b  must  stretch  unti 
its  tension  is  13,  so  that  13  —  2  may  =11,  while  at  the  extrettn 
right  it  must  shorten  until  its  tension  becomes  —  7,  so  that  —  7  —  ■ 
may  =  —  11  as  required  ;  b  will  then  be  under  7  lbs.  compressioD 
which  is  possible  if  J  is  a  spring  capable  of  being  compressed ;  bu 
if  it  is  a  cord,  then  as  soon  as  the  mass  reaches  a  pobit  to  tlu 
right  for  which  the  cord  tension  becomes  nothing,  the  cord  wil 
become  slack  and  the  drum  will,  beyond  that  point,  oscillate 
under  the  action  of  8  alone.  This  will  cause  the  drum  to  over 
step,  inasmuch  as  s  alone  is  too  weak  to  bring  it  to  re^t  itt  tbi 
proper  point. 

The  only  difference  between  the  drum  with  its  sprijig  and  tli* 
arrangement  in  Fig  47,  is  that  in  the  latter  we  have  a  simple  fore 
urging  a  mass,  while  in  calculating  the  action  of  the  former  th 
moment  of  the  s}>ring  takes  the  place  of  the  force,  and  the  momeu 
of  inertia  of  the  drum  the  place  of  its  mass,  leaving  the  actioj 
of  the  drum  otherwise  the  same  as  that  of  a  simple  mass. 

(6).  If  friction  be  supposed  between  the  mass  and  its  supportini 
plane,  a  change  of  phase  will  be  produced  and  the  oscillation  c 
the  mass  will  lag  behind  that  of  the  sliding  bar  d.  This  is  plaii 
when  it  is  remembered  that  friction  involves  a  transmission  o 
energy  from  the  crank  c  to  the  mass  m,  and  that,  theteforOj  h  nius 
be  shorter  during  the  stroke  to  the  left  and  longer  during  that  t4 
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,  than  it  would  be  with  no  friction  and  the  oscillation  of 
s^oti  with  that  of  (L 

ame  thing  occurs  in  other  methods  of  transmission  of 
Suppose,  Fig.  48,  tliat  a,  h,  and  c  are  the  cro^s^head,  con- 
'od,  and  crank  of  a  steam  engine,  and  that  f/  and  ^!?  are  the 
ng-rod  and  crossi-bead  of  a  purap  driven  by  a  crtmk  at  the 
snd  of  the  shaftj  which  may  be  of  considerable  length,  then 

0  the  twisting,  or  torsion  of  the  bhafl,  there  wili  be  a 
>f  phase  between  engine  and  pump,  so  that  the  latter  will 
ad  the  fornjer. 

1  comparing  indicators,  or  calculating  the  action  of  any 
rament,  it  is  not  enough  to  consider  the  weight  or  mass  of 

is  often  done,  but  its  distribution  must  also  be  taken 
of*  The  piston  is,  indeed,  the  only  part  that  goes  into 
tilation  with  it*5  simple  mass,  the  spring  and  other  piU'ts  go 


Fig  4a 

rith  *'  equivalent  masses,''  calculated  in  much  the  sanae 
the  moment  of  inertia  of  a  rotating  l>ody,  and  becoming 
aent  of  inertia  for  any  part  which  simply  revokes.  For 
Dg  the  **  e<-|^utvalent  muss  *'  is  one- third  its  actual  masn,  to 
ad  to  the  mass  of  tlie  piston.  This  matter  will  not  be 
explained  liere,  diffeiiug  as  it  must  with  different  iiidica- 
iugh  at  some  futnre  time  it  may  be  the  subject  of  a  paper 
ip  one  or  more  styles  of  the  instrument,  and  calculating 
tion  and  defects, 

ijuestiun  of  the  relation  of  the  mass  of  tlie  parts  to  the 
s  a  very  simple  one  when  friction  is  not  considered.  If  at 
of  the  stroke,  or  elsewherej^  steam  at  full  pressure  be  sud- 
dmitted,  the  piston  and  pencil  will  Hy  to  double  the  height 
unding  to  the  pressurej  ami  contimie  oscillating  unchecked 
and  below  the  pressure^    wliich  need  not  remain   con- 

Iteration  of  the  mass  of  the  parts,  or  of  the  strength  of  tlio 
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spring,  will  cause  simply  a  change  in  the  time  of  oscillation  and 
in  the  scale  of  the  card ;  in  fact,  the  state  of  things  is  the  same  as 
in  Fig.  45,  where  a  constant  force  acts  on  a  mass  controlled  by  a 
spring. 

(8).  The  friction  of  the  piston  and  pencil  motions,  and  the  par- 
tial throttling  or  friction  of  the  steam  in  the  passages  modifies 
and  checks  the  oscillations,  and,  after  they  have  disappeared,  it 
shifts  the  lines  of  the  card,  principaUy  the  expansion  line,  so  as  to 
alter  the  shape  of  the  card  and  increase,  generally,  its  area.  The 
greater  the  friction  the  less  will  be  the  oscillations  and  the  sooner 
they  will  disappear,  but  the  greater  will  be  the  subsequent  distor- 
tion of  the  card. 

(9).  Lost  motion  to  any  appreciable  extent  is  simply  imperfect 
construction  of  the  instrument,  and  can  be  more  or  less  accurately 
ascertained  and  a  correction  made  for  it. 

Returning  now  to  a,  J,  and  c,  the  following  remarks  may  be 
made  as  to  the  action  of  an  indicator : 

For  the  purpose  a,  the  card  is  aflfected  by  1,  2,  on  account  of 
the  friction  of  the  piston,  3,  5,  6,  8,  and  9.  A  fault  in  2  may 
appreciably  alter  the  area ;  faults  in  1,  3,  5,  and  9  may  be  allowed 
for.  6  tends  to  reduce  the  area  of  a  steam  card.  8,  as  far  as 
produced  by  a  fault  in  2,  generally  increases  it.  7  acts  indi- 
rectly. The  stronger  the  spring  for  the  same  piston  and  pen- 
cil movement,  the  less  the  energy  stored  in  the  oscillation  at  the 
beginning  of  the  stroke,  and  the  less  the  time  required  for  the 
friction  to  absorb  it,  and  the  greater  the  remaining  time  during 
which  the  friction  affects  the  area  directly.  Duripg  the  oscilla- 
tion the  area  is  affected  by  the  fact  that  the  motion  of  the  drum 
is  not  uniform.  Were  it  so,  the  areas  added  to  and  taken  from 
the  true  card  by  the  oscillations  might  balance  each  other,  but, 
because  the  distance  of  the  pencil  from  the  end  of  the  card  varies 
nearly  as  the  versed  line  of  the  crank  angle,  oscillations  neai*  the 
middle  of  the  card  will  occupy  much  more  space  lengthwise  of  the 
card  than  those  at  the  end,  and  the  exact  balancing  of  the  areas 
given  and  taken  from  the  card  is  more  complicated.  The  shorter 
the  period  of  the  oscillation  the  sooner  it  will  die  out,  which  is  an 
additional  reason  for  using  a  strong  spring,  the  other  reason  being 
given  above,  so  that  a  strong  spring  conduces  to  accuracy  in  a. 

Most  of  the  things  affecting  a  affect  also  b  and  e,  but  in  differ- 
ent degrees.  If  the  pressure  is  desired  near  the  end  of  the  stroke, 
7  affects  it  but  little,  and  6  has  little  effect  on  a  pressure  near  the 
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ug  of  the  stroke.  7,  independent  of  frictioo,  Las  no  eft'eot 
shape  of  the  card  except  that  the  osu illation  malvG  it 
ry  to  supply  a  part  of  the  card  by  estiniatiug  ii  mean  lino 
out  the  extent  of  the  same.  Friction  affeeti^  both  press- 
d  shape  seriously,  and  considerable  chnuge  of  shape  m 
le  to  5  and  6. 

hums  of  indicators  could  be  made  adjustable  as  to  their 
:  oscillation  by  furnishing  several  springs  with  them. 
of  this,  masses  adjustable  radiaUy  could  be  attached  to  the 
y  which  the  moment  of  inertia  thereof  couUl  be  changei]. 
pping  with  light  springs  can  also  be  prevented  by  making 
I  connection  double,  i.  e.,  by  using  an  endless  cord  stretched 
lleys.  I  believe,  however,  that  for  accurate  work  it  might 
>r  to  run  an  indicator  drum  continuously  by  a  belt  from  the 
shaft,  and  to  get  the  area  of  the  card  by  adding  together  a 
it  number  of  ordinates,  so  spaced  as  to  allow  for  the  change 
ard  due  to  the  change  in  the  motion  of  the  drum.  This 
dimply  require  a  suitable  parallel  grating  for  ruling  the 
>s.  The  method  would  give  several  distinct  cards  in  sue- 
instead  of  superimposed  cards,  when  the  operation  of 
cil  was  not  confined  to  one  stroke,  on  account  of  the 
e  shght  difference  in  speed  resulting  from  the  use  of  a 
ead  of  gearing.  A  planimeter  might  be  made  for  such 
it  planimeter  work  is  not  in  general  so  accurate  as  the 
by  ordinates. 

DISCUSSION. 

I.  W.  Spangler, — It  might  be  interesting,  in  this  counec- 
call  attention  to  an  article  by  Messn^,  Reynolds  and 
lore.  This  is  a  paper  on  "Errors  of  the  Indicator  Dia- 
in  the  proceedings  of  The  Institution  of  Civil  Engineers 
,t  Britain,  Vol.  LXXXIIL,  Session  1885-8H,  Part  I.  It 
agrams  showing  the  effect  of  the  inertia  of  the  jjarts  and 
ir  matters  which  are  treated  of  by  Professor  Webb  in  a 
mplete  and  satisfactory  manner. 

/.  H.  Suplee. — The  first  trial  of  the  TJ.  S.  cruiser  Balfi- 
r  horse-power  and  speed  gave  rise  to  considerable 
ion,  hingeing  upon  this  very  question  of  the  friction  of 
icators  with  which  the  test  was  made.  It  seemj?  tliat 
jtion  of  the  instrument,  or  some  of  the  iDstrnmeutH, 
en  tested  to  ascertain  the  extent  of  the  friction,  and 
21 


Digitized  by ' 


1 


322 


THE   COMPARISON   OF   INDICATORS. 


corresponding  correcti(5ns  were  made  in  the  cards.  The  correc- 
tion was  for  the  friction  of  the  pencil  and  partially  of  the  pistoD, 
and  this  measurement  of  the  cards  reduced  the  power  below  that 
which  the  contract  demanded,  and  I  think  it  was  mainly  upon 
this  very  point  that  the  Baltimore  went  to  sea  on  the  second 
trial,  in  order  to  ascertain  if  she  could  make  her  horse-pnwer.  I 
do  not  think  that  details  of  this  matter  have  been  given  to  the 
public,  but  I  believe  they  will  be  as  soon  as  the  report  in  regard 
to  the  Baltimore  is  completed.  If  we  are  measiiriog  press- 
ures upon  a  half  of  a  square  inch  of  area  to  determine  the  horse- 
power of  cylinders  running  up  to  60  or  72  inches  in  dianieter, 
the  importance  of  the  error  becomes  correspondingly  greater  as 
the  size  of  the  engine  increases. 

I  cannot  give  the  exact  details  as  to  the  method  of  allowing 
for  variable  friction.  The  mean  height  of  each  card  was  taketi 
with  the  Coffin  averaging  instrument,  and  I  think  a  mean  height 
had  previously  been  taken  from  a  test  card.  In  other  wonls, 
pressures  with  the  instrument  had  been  compared  with  the 
actual  pressures  'measured  by  other  means,  and  these  were  used 
to  show  what  was  the  error  in  the  indicator  at  ten  different 
points  of  the  stroke.  That  gave  a  corrective  amount  to  be  added 
or  subtracted  above  or  below  atmosphere.  Correspondinf;  ordi- 
nates  were  added  when  a  card  was  to  be  measured,  anil  the  cor- 
rections were  plotted  inside  and  outside  of  the  curve,  and  a  new 
duty  diagram  drawn  in.  Then  the  planimeter  was  run  around 
this  corrected  diagram.  I  believe  some  objection  was  made  to 
the  method  of  correcting  the  cards,  because  it  made  quite  a  dif- 
ference in  the  power  indicated  on  the  cards.  This  shows  the 
importance  of  correcting  for  the  friction,  particularly  wliere  so 
very  large  powers  come  into  question. 

Mr.  Spcmgler. — I  have  been  told  that  the  correction  on  the 
cards  of  these  tests  was  made  substantially  as  Mr.  Suplee  has 
said,  but  practically  with  some  slight  differences.  The  correo 
tion  card  simply  shows  the  statical  difference  between  the  press- 
ure on  the  under  side  of  the  piston  and  the  line  at  whicli  the 
pencil  stands  for  that  pressure.  These  diagrams,  which  are 
nothing  more  than  straight  lines  drawn  and  showing  the  press- 
ure corresponding  to  a  certain  spring,  are  sent  with  the  indi* 
cator.  The  indicator  card  is  then  taken  and  divided  into  two 
parts.  One  part  of  the  card  covers  the  admission  and  expansion 
line.     The  area  between  the  zero  line  and  the  admismon  and 
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m  Hue  is  measured  and  divided  by  the  lenpfth.  This 
&  mean  height  during  the  forward  stroke,  and  to  this 
}h^ht  iH  added,  or  from  it  is  subtracted,  the  proper  cor- 

The  lower  half  of  the  card  was  taken  in  much  the  same 
he  area  below  the  card  proper  and  to  the  line  of  aero 
'  was  measured  and  divided  bv  the  lenrrth,  givin^r  the 
ight  and  the  mean  presisnre  on  the  back  stroke*  This  was 
1  The  difference  between  theae  two  corrected  dimen- 
^  taken  as  the  pressure.  I  believe  that  is  substantially 
[t  has  been  repeatf^d  to  me  several  times,  but  I  do  uot 
at  it  is  at  all  correct.  It  may  be  interesting,  antl  I  give 
\  I  understood. 

Tfiitrsftm, — I  would  like  to  call  attention  to  the  article 
to  still  more  strongly  than  has  Professor  Spanglen     It 

A  discussion,  printed  with  the  orif^Dal  paper,  which 
aore  ground  than  any  similar  discnssion  with  which  I 
r  met ;  and  the  paper,  as  a  whole,  seems  a  better  coin- 
on  errors  iu  indicators,  based  on  experimentally  deter- 
^ suits,  than  anytbiiig  I  have  ever  seen, 
/•  //.  1  Vf'h  k* — 1 1  a  V  in  g  ex  a  m  ined  the  two  jiapers  i  by  Pro- 
sjTiolds  and  Mr.  Brightmore,  whose  complete  titles,  by  the 
Dot  given  in  the  preceding  part  of  the  discuBsiuu,  some 
aarks  thereon  will  be  appropriate.  Dr.  Thurston's  estl- 
the  value  of  the  discussion  upon  the  papers  is  sustained 
lamination  ;  but  his  characterization  of  them  as  a  paper 
>n  experimentally  determined  results  ''does  not  accord 
»  fjact  that  there  are  two  distinct  papers,  the  first  of 
e tails  a  "  theory  taught  for  many  years  iu  Owens  Cnl- 
id  based  mainly  on  the  laws  of  mechanics,  while  the  sec- 
rds  experiments  just  maile  to  test  the  application  of  the 

l\iid  to  find  that  no  essential  change  would  have  been 
n  my  paper  IimI  these  been  read  before  preparing  it 
st  was  twofold ;  first,  to  put  in  a  clear  and   readable 

'^ueiosun*  under  the  Rulf^*. 

So,  2070,  *'Oii  the  Tlienry  of  the  tmlicator  and  the  Error!*  iii  Itidicatur- 
'  by  Oslwme  Reynolds,  M.A,,  LK.D.,  F.N.H.,  M.  Innt.  C.E,;  and 
2071,  "  Eitporiments  on  tbp  Stoam  Kng^uic  lndicnt^^^,'*  by  Arthur 
SrightTuore,  B,Sc,,  Btud.  Inf^i,  C.E.,  late  HerkKley  Fi-Uoiv  id  Ovrens 
■oche^ter.  Occupying  pagei*  1  to  20  ^nd  puj^es  21  to  41,  wiih  iTtim- 
isfion,  oeeu trying  pag*'^  42  to  105.  of  tliM  '^Minu(«*s  of  Pmct*t?dif>g  of 
tion  of  Ciril  ED|rme*^re/*  VoL  J^XXXIII, 
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shape  for  the  general  mechanical  public  the  maiu  laws  of  me- 
chanics which  control  the  action  of  the  indicator— which  can 
scarcely  be  new  to  any  one  well  versed  in  mechanics— and^  sec- 
ond, to  call  attention  to  some  points  which  were  supposed  to  be 
new,  and  which,  I  now  find,  are  not  mentioned  in  these  papers 

The  general  method  of  treating  the  subject  adopted  by  Pro* 
fessor  Beynolds  is  much  to  be  admired,  as  showing  a  familiarity 
with  and  reliance  upon  a  strictly  mathematical  investi^atioa.  In 
the  necessarily  limited  time  which  can  be  allowetl  and  devoted 
to  my  concluding  remarks  in  this  discussion  a  complete  review 
of  these  papers  cannot  be  made,  and  it  would  be  scarcely  just, 
therefore,  to  point  out  as  positive  errors  all  the  thingsi  which 
strike  me  as  questionable.  With  this  proviso,  however,  I  slinll 
feel  free  to  question  some  of  these  points,  referring  to  the  aame 
by  pages  and  tenths,  the  decimals  indicating  the  distance  down 
the  page. 

The  treatment,  as  a  mathematical  analysis  of  actual  indicator 
cards,  leaves  much  to  be  desired,  and  notably  in  these  points  i 
(a)  In  the  treatment  of  friction  ;  (b)  in  the  application  of  the 
analysis  to  cards  represented  by  equations,  and  in  some  degree 
resembling  actual  cards ;  (c)  in  the  notation,  interpretation,  and 
discussion  of  the  equations,  with  the  view  of  exposing  tbeir 
anatomy  and  the  simple  laws  of  mechanics  which  they  express* 

In  the  requirements  for  an  exact  diagram,  page  3.2,  presum- 
ably  "  instantly  "  means  in  the  time  occupied  by  the  change  of 
pressure.  In  the  causes  of  disturbance,  page  44,  it  is  difScult  to 
imagine  any  advantage  in  enumerating  the  three  causes  as  af- 
fecting the  drum  when  but  two  affect  the  piston.  On  the  con- 
trary the  "  varying  action  of  the  spring  "  would  seem  to  be  a  de* 
sirable  thing. 

Page  5.5.  Equation  (2)  will  not  apply  to  an  onlinary  indicar 
tor  card,  even  with  t  removed  from  under  the  radical  sign. 

This  method,  page  6.4,  of  estimating  the  centrifugal  enor,  as  it 
vmay  be  called,  is  undoubtedly  elegant,  if  accurate  ;  it  had  not 
previously  occurred  to  me  that  it  might  be. 

The  reason  stated  for  the  "  vibratory  disturbance,"  page  1.% 
seems  to  me  to  be  unsupported  by  the  equation  or  reason.  Tbe 
term  (2)  is  not  a  function  of  the  shape  of  the  card  nor  of  tbe 
velocity  of  the  engine,  and  the  statement  seems  to  be  directly 
contradicted  by  the  figure  and  paragraph  following  it, 

I  presume  that  it  is  not  intended  to  state,  page  8.5,  that  the 
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irefisare  could  ever  be  instantaneous,  or  that  the  pencil 
Br  go  to  the  double  height.  Upon  this  point  Mr.  Bright- 
igB  3r5.1,  Beems  to  have  a  peculiar  theory,  differing  from 
)1  one,  held  by  Professor  Reynolds.  Now  if  any  coinci- 
[ij^ht  appareiitly  l>e  favorable  to  the  height  of  the  first 
Dii,  it  would  be  to  have  the  period  of  the  oscillation  an 
part  of  that  of  the  engine,  and  so  little  friction  that  the 
ons  tnight  coTitiime  unchecked  thi^ughout  the  card. 
Ij  then,  alnoj  the  shorter  the  period  of  admission  the 
the  oscillation,  but  no  such  persistent  oscillations  seem 
view. 

the  effect  of  friction  on  the  diagram,  pages  9.2  and  10.6, 
t  not  be  more  correct  to  say,  in  the  case  of  horizontal 
^n  and  back  pre^itsure  lines,  that  the  friction  might  act 
o  increase  or  dt*  crease  the  diagram,  according  to  the 
of  oscillatinDB  introduced  by  the  rapid  changes  of  press- 
;he  ends  of  the  card?  For  an  odd  number  of  semi- 
ODS  tho  effet*t  will  be  to  increase  the  area,  and  for  an 
n>bei"  it  will  l>e  decreased.  This  may  easily  be  seen  for 
L>n,  for  if  the  pi^ocil  be  stopped  by  friction  before  the 
per  84?nii-o&eilhttion  is  completed,  the  pencil  will  remain 
he  admission  line*  While  if  it  passes  that  line  and  is 
during  the  second,  or  lower,  semi-oscillation,  it  will  be 
sath  the  line,  thu^  reducing  the  area. 
*.mn  to  rae  that  there  is  a  slight  mistake,  page  9.7,  where 
lers  are  saiii  to  hv  cut  off  by  45  lines  ;  these  corners  and 
v^ed  corners  in  Fi^.  3  would  seem  to  be  common  trac- 
In  Fig.  4,  ako,  on  the  supposition  that 
oretieal   (dotted)   card   is   a   rectangle, 

0  comers  replaced  by  the  expansion 
upressiou  curves,  there  will  be  trac- 
t  the  two  rectan-^ular  corners,  and  at 
nt    of  eut*off  the  pencil   line  will  not 

1  angle,  as  shown  in  Fig.  4,  but  will  have  a  round  corner, 
n  in  Fig.  104. 

matmant  of  the  ^^Disturbances  of  the  Drum,"  page  11.7, 
rora  satiMfactorj',  It  is  a  problem  differing  but  little  in 
iin  th*3  previous  one.  In  both  there  is  a  mass  attached  to 
a:  and  having,  tlicrefore,  a  natural  line  of  vibration,  and 
inpt  is  made  to  compel  it  to  follow  some  other  law  of 
In  the  former   problem  the  pressure  of  steam,  repre- 


Fio.  104. 


826 


THE   COMPARISON   OF   INDICATDliS. 


sented  by  a  series  of  harmonic  terms,  and  in  thiB  the  ©Wticitj 
of  a  cord,  connecting  the  mass  with  a  more  or  less  ImrmuuicAllT 
moving  point,  is  the  compelling  force.  No  such  similimty  i& 
apparent  in  the  mathematical  treatment. 

In  "(3.)  The  Inertia  of  the  Drum,''  page  1L9,  the  drum  is 
tacitly  supposed  to  have  its  spring  removed  and  tlie  cord  kept 
stretched  by  a  constant  force,  so  that  the  acc^^lfratiou  of  the  tlruni 
depends  upon  the  tension  in  the  cord,  the  e  fleet  of  thod  rum 
spring  being  taken  up  in  the  next  paragraph  liut  one-  Now»  id 
the  expression  ylN^x,  page  12  0,  for  the  displacement  of  the 
drum  from  its  true  harmonic  position,  we  have  /*W  as  the  ac- 
celerating force  necessary  at  the  surface  of  the  drum  and  due  to 
the  change  in  length  {=yIN^x)  of  the  cord,  whereas  it  would 
seem  necessary  to  reduce  the  moment  of  inertia  /  to  the  nwlirts 
(a,  say)  of  the  drum  and  to  put  in  place  of  N  tlie  angular  veloeit v 
of  the  engine. 

The  moment  of  the  friction  of  the  drum,  paj^e  13.1,  couW 
hardly  cause  an  absolute  stoppage  of  the  same,  unless  it  wert^ 
greater  than  the  maximum  value  of  the  moment  required  to 
oscillate  it.  All  it  could  do  would  be  to  deorr^ivse  the  availahli? 
oscillating  or  gyrating  moment,  even  if  it  were  not  utherwist' 
provided  for.  But,  were  the  friction  proportional  to  the  velueiU', 
a  retardation  of  the  phase  of  the  drum  motion  w  oiild  pro  vide  im 
it  without  disturbing  the  harmonic  motion.  Tlii^  [gyration  may 
as  well  be  supposed  harmonic ;  if  a  short  counectiug-rod  bo 
introduced,  as  in  the  figure,  page  13.5,  its  eflect  on  the  harmonic 
motion  should  be  discussed  mathematically  in  another  plaoe, 
inasmuch  as  it  has  nothing  to  do  with  the  (luestioii  i^f  Hk»pf*»ge 
at  the  enjds  of  the  diagram. 

The  eflfect  of  uniform  or  slightly  varying  friction,  aj^  differinj^ 
from  friction  supposed  to  vary  with  the  velocity,  will  be  snh- 
stantially  the  same  as  regards  change  of  phase,  with  the  *iddi* 
tion  of  a  disturbance  of  the  exact  harmonic  gyration  sufficient  to 
equalize  the  force  devoted  to  overcoming  the  friction*  Th^ 
drum  acts,  in  fact,  as  a  fly-wheel,  absorbing  the  eitcess  of  ener^ 
furnished  near  the  middle  of  the  card  by  the  change  of  phases 
and  giving  it  out  near  the  ends.  It  follows,  also,  that  the  dk- 
tance  of  the  drum  behind  its  true  position  can  hardly  be  con- 
stant, so  that  the  analysis  on  page  14  is  of  doubtful  accuracy* 

This  drum  friction  is,  of  course,  variable,  iucreaj^iug  from  owe 
end  of  the  card  to  the  other. 
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aearcely  imapue  that  (page  15,0)  any  one  with  a  fair 
If^e  oi  analytical  aud  practical  mechanics  could  carefully 
r  the  action  of  an  indicator  drtim  witbaut  perceiving  the 

friction.     I  had^  in  fact,  supposed  it  to  be  a  phenomenon 

to  experts  upon  indicator  cardsj  who  may  tind  but  little 
them  in  the  rest  of  the  paper,  eBpncially  jib  the  applica 
*©  not  to  the  modern  forms  of  instruments  now  exclu- 
B©d  in  j^ood  practice, 
ipparatus  employed,  pa^e  39.5,  to  detect  the  effect  of 

is  admirable  and  the  results  iuterestiag.     I  cannot  see 

any  evidence  that  the  drum  remains  at  rest  at  the  ends 
iird- 

d  it  not  be  near  one  end  of  the  card  that  the  cord  might 
lof^se,  page  41.6,  ratlier  than  near  the  middle? 
J/„  p(tge  38,5,  should  be  constant  I  cannot  see,  nor  why 
tM7ni plicated  law  for  the  friction  moment  Mf  is  supposed, 
tement  that  "the  tension  7^  is  a  maximum, "  etc.,  page 
mot  be  correct ;  when  the  time  of  oscillation  of  the  drum 
rith  that  of  the  cross-head  of  the  enf(ine  the  tension  T 
je  constantj  except  for  the  frictiou,  Tlum  the  drum 
:ipe rates  the  drum  without  any  help  from  tbe  tension  T. 
r  speeds  of  the  engine  the  drum  spHng  in  assisted  more 
by  the  elaHticity,  not  by  the  mean  tension,  of  the  cord, 
ans  of  operating  the  drum  the  drum  spriDj^  seems  to  be 

as  if  its  ouly  office  were  to  keep  the  cc^rd  stretched.  On 
the  weight  of  the  parts  is  supposed  to  afte^-t  the  finding 
)ressiire  by  drawing  a  line  midway  betweeu  the  crests 
OW8  of  tlie  oscillations,  aud  this  weight  comes  into  the 
I,  page  36,7,  from  pa<^e  28,  where  it  lias  been  put  into  the 

Q.  How  it  can  affect  tins  value  I  cannot  see,  because 
*s  are  reckoned  from  an  jitmospheric  line  drawn  on  the 
r  which  means  the  weight  is  eliminated,  whether  the 
&nt  be  used  upright  or  inverted.  Tha  pressure  line  is 
y  such  an  average  where  tlie  presBUre  is  constant  and 
no  friction,  as  is  here  snp]>osed  ;  the  more  interesting 
rhere  the  pressure  varies  and  there  is  friction.  By  the 
[),  page  28.9,  the  spring  sht)nld  not  enter  the  equation 
ralue  of   W  with  half  its  weii^ht. 

is  wanted  is  a  mathematical  treatment  of  fhe  indicator, 
iction  included,  and  with  deductions  drawn  logically 
m,  but  excluding  doubtful  speculations. 
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CCCLXXIV. 

OX   THE  INFLUENCE   OF   THE  STEAM-JACKETS   OS 
"  THE  PAWTUCKET  PUMP/NO  ENGINE. 

BY  J.  E.  DBNTON,  HOBOKEN,  N.  J. 

(Member  of  the  Society.) 

The  engine  under  notice  is  of  the  double  expansion  type,  cylin- 
der 15  X  30J  bore,  and  30  'inches  stroke,  cranks  at  right  angles, 
cylinders  connected  with  a  receiver  of  four  times  the  capacity  of 
high  cylinder;  average  revolution,  49.5  per  minute;  average  boiler 
pressure,  125-lbs/  gauge  ;  average  cut-oflf  in  high  cylinder,  one- 
fourth,  and  one-thii'd  in  low. 

Jackets  envelop  the  heads  and  barrels  of  both  cylinders,  and 
steam  of  full  boiler  pressure  is  used  in  each.  The  condensed 
steam  from  the  jackets  is  pumped  into  the  feed-pipe  at  a  point 
between  the  boiler  and  hot  well.  The  condensed  steam  collected 
in  the  receiver  is  received  in  a  trap,  and  continuously  pumped 
through  a  heater  placed  in  the  chimney  flue,  and  thence  returned 
to  the  top  of  the  receiver.  Out  of  a  total  of  155  lbs.  thus  circu- 
lated, one-third  only  is  evaporated  and  returned  to  tlie  receiver  as 
steam ;  the  other  two-thirds  gradually  accumulate  in  the  receiver 
and  is  blown  to  waste  eveiy  three  hours. 

Besults  of  tests  *  of  this  engine  are  given  in  Table  I.  By  the 
2d  and  3d  tests  in  this  table  it  will  be  seen  that  when  the  engine 
was  in  use  with  steam  in  the  jackets,  107  lbs.  of  steam  condensed 
per  hour  in  the  jackets  of  both  cylinders  together,  and  that  when 
the  total  steam  consumed  per  hour  was  2,046  lbs.,  the  indicated 
horse-power  was  nearly  148. 

♦  The  tests  of  this  engine  have  been  made  by  the  writer  as  a  matter  of  gen- 
eral interest,  as  its  performance  has  been  extraordinary  ever  since  its  erection 
by  Mr.  Corliss  in  1878.  During  the  year  ending  November  30,  1888,  the  Water 
Works  report  claimed  an  annual  duty  of  123,656,000.  exceeding  its  previous  per- 
formances by  several  million  foot  pounds.  As  no  determination  of  the  steum  con- 
sumption and  boUer  evaporation  had  ever  been  pvblisJied,  the'  determinations  of 
duty  depending  on  mensurements  of  coal  and  water  pressure  only,  the  writer  re- 
quested permission  to  make  these  measurements  and  to  verify  the  extraordinary 
duty  of  last  year.  Such  permission  was  cordially  granted  by  the  superintendent, 
Mr.  Edwin  Darling,  who,  together  with  the  chief  engineer,  Mr.  John  Walker,  co- 
operated with  the  writer  in  every  possible  way  to  make  the  investigation  corn- 
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wbeu  steam  was  shut  off  from  both  jackets,  and  the  eti- 
iiie  to  perform  as  nearly  as  possible  the  same  work,  ilie 
ptioa  per  hour  was  *i,070  U>3,  This  would  incliciite  a 
Fim  by  the  use  of  the  jackets^  which  would  amount  to  about 
h  of  a  pound  of  steam  per  hour  per  indicated  horse- power. 


3f<h  i.  n  ito«f  tml  Out  till  0.2a; ; 


with  Jfttrkeu, 


;  Wlttiuut  JtjK^eU, 


»    i,2%     M        **        "    »■   a35  S 

»  i    et    Tf      It      >*   ft  ouis ; 

Lfs,  honever,  rhat  the  variation  iu  indicator  cards,  taicen 
le  most  I  lerftjctl V  invariable  conditions  of  action  avaihdilo 
ice,  is  such  that  the  mean  effective  press  lire  of  the  cart  I B 
19  may  be  in  error  one  pound  per  square  inch,  and  that  of 
one -quarter  pound  per  is  qua  re  iricli,  so  tliat  the  indicated 
>wer  may  be  in  error  three  *  per  cent*  Also,  that  the  cut- 
nuined  from  cards  may  err  one- half  of  one  per  cent, 
Lcts  make  it  possible  for  the  steam  per  hour  per  indvmlnl 
)wer  to  be  indeterminate  within  j'V  lbs.  in  13  lbs,»  arid  for 
I  steam  out  of  2,000  to  be  due  to  differences  of  cut-off  not 
y  the  average  cards  in  comparative  tests  with  auJ  without 
It  would  be  quite  permissible,  therefore,  «o  to  vary  the 

tndH  for  the  expeDBt^s  of  tlie  t«*flts  were  geiieroufily  subscribed  bv  ib<? 
f  the  Sieve  us  luatitate,  Joel  Sbwrp,  A.  C\  Hamphreys,  »tid  Messrs.  H^ 
A.  P.  Tmatwein,  W.  AV,  Da^hieK  and  tb^  Stevens  huUiiite  Aluiniji 
ji.  TLt*  results  obtaified  fully  tsuatnln  ibe  Writer  VVoiks  report  of 
i^*  Tbe  preheat  paper  ia  abstrrtcred  fmin  tlie  full  rnpart,  not  jet 
^  but  a  dij^«^'t  (^f  whicb  was  presented  lo  tlii?  FflU  lliver  int*etinp  f>f  )be 
|BT*d  Water  WorkK  Asi^ocjfitirih. 

rmltl  be  nnderyt^Kid  tlmi  ibia  t-rror  dQin^  uu\  enter  the  calrulation  of  ih^^. 
\*^  en^inCj  wLicb  depi'ndH  im  tb»'  ineasuri-intinr  rif  LMsal  anil  wuter  pree- 
lal  i\w  pi  angers,  bntb  nf  winrk  ^inantitiufci  Are  deierniiiJtiUlt^  to  witbtn  \ 
•  cent. 
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data  of  horse-power  and  steam  in  cols.  (12)  and  (13)  of  Table  L, 
as  to  make  the  consumption  per  horse-power  in  col.  (li)  be  in 
favor  of  '*no  jacket."  This  has  been  the  result  in  some  cti^^  of 
tests  of  enginea  The  pumping  engine  at  Wilmington,  Del,,  for 
example,  gave,  on  comparative  24-hour  tests,  19,8  lbs,  steam  per 
hour  per  horse-power  with  jackets  (including  consumptioii  of 
latter),  and  17.9  lbs.  without  jacket,  the  latter  being  confined  to 


\    6 


Receiver  Preasure  9  Lb&. 


No.  5,  73  Hour  Test.  Cut  off  OJSIO 


'•     6,  34     »» 
»     7,    6     »» 

M     8,    9     ff 


I 

»»    •»  ojai5) 

»'      »»    0.335  ^ 
"      •♦    0.330  D 

Fig.  50. 


with  JackeU. 


Without  Jac-krt.s. 


the  high  cylinder.  The  diflference  of  two  pounds  per  hour  per 
horse-power  represents  seven  times  the  jacket  eonaumpiian  ptr 
hour. 

I  believe  such  results  to  be  due  to  errors  in  securing,  or  in  re- 
ducing results  to,  truly  identical  conditions  with  and  without  jacket 
For  it  is  improbable  that  there  should  be  more  tlian  a  very  slight 
loss  of  economy  from  the  jacket  for  the  following  reasons : 

Beferring  to  column  (15)  Table  I.,  it  is  seen  that  460  lbs-  of 
steam  is  condensed  during  admission.  Thereby  68  thermal  unif?« 
per  stroke  are  absorbed  by  the  metal  surfaces  of  some  part  of  the 
interior  of  the  cylinder.  Again  by  reference  to  Fig.  51  it  will  be 
seen  that  there  is  re-evaporation,  represented  by  the  distance 
d!,  -h  <^'8-  This  amount  of  re-evaporation  requires  17  thermit  1 
units  per  stroke  to  emanate  from  the  cylinder  walls,  and  the  in 
crease  of  mean  effective  pressure  thereby  is  a  considerable  frac- 
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tlie  whole  card.  Treating  the  cylimlei's  as  well-covered 
le  loss  of  iieat  by  radiation  is  about  *20  lbs.  of  Bteam  per 
as  leaving  -ST  lbs,  of  steam  per  hour  to  be  consumed  in 
et«  by  heat  taken  from  them  by  the  steam  in  tbe  cylin- 


ow,  87  lbs,  of  steam  per  hour  represents  about  13  ther- 
B  per  stroke,  which  is  one-lHth  of  the  heat  causing 
use  of  460  lbs.  during  admissii^n,  and  almost  equals  the 
dug  the  considerable  increase  of  card  area  during  expitn- 
;be  high  cj linden     It   m  not  reasonable,  tlaerefovej   to 
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suppose  that  this  heat  does  not  make  some  practical  diHereuce  id 
the  average  temperature  of  the  cylinder,  which  must  liave  value 
in  either  increasing  the  area  of  the  card  during  expanBiotij  or  re- 
ducing cylinder  condensation  during  admission  to  the  cylinders,  oi 
both.  So  far  as  the  cards  available  are  concernei^,  there  ih  do 
difference  in  the  law  of  the  expansion  curve  with  and  without 
jackets,  as  shown  in  Fig.  51,  although  less  variations  in  length 
friction,  etc.,  in  the  cards,  may  lead  to  a  different  conclusioE 
later.  The  influence  of  the  jacket  heat  must  therefore  be  con- 
fined  to  the  reduction  of  cylinder  condensation  during  admis- 
sion, and  it  is  improbable  that  it  does  not  save  an  amount  ol 
steam  equal  to  that  expended  in  the  jacket  less  radiatiou,  while  i1 
is  quite  possible  that  the  reduction  of  cylinder  condensaiion  maj 
be  slightly  greater  in  amount  than  the  expense  in  the  jacket, 
Excessive  claims  of  saving  by  the  jacket  amounting  to  a  multiple 
of  the  amount  of  steam  used  by  it,  are,  however,  difficult  to  con- 
ceive, if  no  difference  of  temperature  or  pressure  existK  beiweei] 
the  steam  in  the  jacket  and  that  in  the  cylinder  during  admiBBion 
In  Table  IL  is  given  the  water  per  hour  per  horse- i}ower  as  cal 
culated  from  the  cards.  It  averages  about  9J  lbs.,  and  does  nol 
essentially. differ  between  cut-off  in  the  high  cylinder  and  release 
in  the  low  cylinder. 

There  is  re-evaporation  in  both  cylinders,  about  8  per  cent-  it 
the  high  and  6  per  cent,  in  the  low.  The  expausion  lines  agree 
most  nearly  with  the  Mariotte  law.  The  engine  was  carefnll] 
tested  regarding  leakage  of  the  valves  and  pistons.  The  great 
est  leakage  was  at  one  admission  valve  on  the  low  cylinder,  ant 
was  'but  5  lbs.  of  steam  per  hour,  or  J  of  one  per  cent. 

Appended  is  a  description  of  the  manner  of  plotting  the  {>oiiit* 
of  the  different  cards  in  Fig.  70. 

Conclusions  : 

1.  That  the  averages  of  results  of  indicator  cards  taken  in  the 
most  careful  manner  with  the  best  modem  indicators,  show  i 
possible  saving  from  the  use  of  jackets  amounting  to  from  (M3  tc 
0.35*  lbs.  of  steam  per  hour  per  horsfe-power,  but  that  thea* 
amounts  are  within  the  limit  of  error  to  which  the  determinatioi] 
of  indicated  horse-power  and  cut-offs  are  subjected,  fio  that 

2.  The  most  that  can  be  claimed  for  the  jacket  \^  that  it  prob 
ably  caused  no  loss,  and  may  possibly  have  caused  a  jt^aving,  noi 
exceeding  3  per  cent,  of  the  total  steam  consumption. 
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APPENDIX   L 


ilNING    MEIHOD    OF    PLOITmO    POIHTS  IN   EXPANSION    LINES 

IN    FIG.  51  ANL>    PLATK,    FIG.  70. 

actual  cards  as  per  Figs-  51  and  69  bave  been  measured  as 
t  referring  to  Table  III< : 

tun  2  gives  the  total  length,  <f/A,  of  the  eard  in  inches ;  col- 
J,  7,  11,  15,  19,  25,  29,  and  33,  give  the  actual  lengths  of 
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line  M,  ij^  ghy  ef^  cd,  mriy  opj  qr  ;  columDS  4,  8,  26,  30,  etc.,  give 
the  same  distances  with  the  clearance  added,  namely,  4  per  ceot. 
of  al  for  the  high  pressure  cards,  and  3.7  per  cent,  for  the  low 
pressure  cards ;  columns  5,  9,  13,  17,  and  21,  give  distances  in 
the  preceding  columns,  expressed  in  per  cent.,  of  ah,  and  divided 
by  the  ratio  of  the  volumes  of  the  cylinders,  namely,  4.08;  col 
umns  27,  31,  and  35,  give  the  same  ratios  v^ithout  dividing  by  the 
ratio  of  the  cylinders ;  columns  6,  10,  28,  32,  36,  give  values  ir 
preceding  columns  reduced  to  the  length  of  card  No.  99  as  unitj 
for  the  high  pressure  cards,  and  to  No.  34  for  the  low  pressure 
cards.  These  cards  are  shown  in  the  plate  to  the  same  scales  o: 
the  horizontal  scale  representing  volumes,  the  length  of  the  lom 
pressure  card  being  100. 

The  distance  AB  represents  the  cut-off,  common  to  all  ih( 
high  pressure  cards,  and  the  point  P  is  common  to  all  low  pres 
sure  cards.  The  values  iu  columns  10, 14,  18,  etc.,  are  laid  of 
along  the  horizontal  lines  (72>,  EF^  etc.,  for  cards  taken  witl 
jackets,  and  along  OD\  E'F'y  etc.,  for  cards  taken  without  jackets 
A  curve  drawn  through  the  point  A,  and  any  point  at  6' or  Eo 
OE\  belonging  to  the  same  card,  forms  the  curve  of  expansioi 
for  that  card.  The  vertical  lines  SS,  aS^-j^,  etc.,  show  the  limiti 
between  which  fall  the  points  in  the  expansion  lines  of  each  o 
the  twelve  cards  taken  under  the  two  conditions  in  each  cylinde 
and  incorporated  in  Table  III. 
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APPENDIX  n. 


ABSTTlACrr  Of   EXPEIUMENI^   PEBFOHMED/ 


n  May  30  and  June  1,  1^89,  the  engine  was  ran  cod- 
seYenty-two  hours  under  itt^  usiiial  workinfr  condi- 
measurements  made  of  the  coal  consnined,  anthracite 
a  being  used ;  the  horse-power  performedp  both  for 
the  water  and  to  overcome  tbe  friction  of  the  engine 
B  pounds  of  Bteam  generated  in  the  boilers  and  used  to 
tie  engine ;  the  pounds  of  water  used  to  condense  the 
it  left  the  engine ;  all  temperatures  and  detailed 
rents  necessary  to  determine  tlie  heat  rejected  by  the 
he  Bteatn  condensed  in  the  jacketn ;  the  ecouomy  due 
[^  the  eondeuHed  steam  from  the  receiver  through 
chimney  flue,  and  the  dryness  of  the  s^eam, 
ty  of  the  plant,  the  steam  per  hour  per  horse-power, 
evaporation  of  the  boilers  per  pound  of  co>il  were  the 
elements  of  the  quantities  sought. 
n  June  Ist  and  pJune  2d  the  engine  was  run  twenty- 
R  under  the  same  conditions  as  l)efore,  but  with  selected 
[^reek  bitumiuous  coal  for  fuel, 

me  determinatioDS  were  made,  but  the  special  object 
ovide  a  check  upon  the  first  test  and  to  ascertain  liow 
n  in  duty  could  be  expected  from  choice  bituminous 
ompared  to  the  stove  ^mthracite  used  in  the  firet  test 
e  usual  operation  of  the  plant. 

!n  June  3  and  June  6,  1889,  short  tests  of  from  six  to 
rs  were  made,  the  eUj^ine  being  sometimes  run  wnth,  aud 
fs  ran  without,  jackets.  No  meaBiiroments  of  fuel  were 
^  object  sought  being  to  determine  the  steam  conBUmed 
gine  jser  horse^pow^^r,  with  atid  without  jackets  iu  action. 


rriEPAllATIONS    FOR  THE   TESTS. 

consisted  of  the  following ; 

sertion  of  a  water  meter  iu  the  line  of  feed-pipe  deliver 

'  from  the  hot  well  to  tlie  boilers. 


f  lull  UetniU  ai*w  Buguutriny  Nifi^a^  Uecembtir  38,  1SH9,  et  atq. 
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The  insertion  of  a  group  of  three  water  iiteters  in  the  }iv»  of 
exhaust  ])ipt!  leading  from  the  bat  well  to  the  river,  into  whicii 
the  water  wasted. 

The  insertion  of  thermometers  into  mereury-iilled  tnl>eg,  the 
latter  beinpf  screwed  into  the  steam  and  water  pipes  at  variouft 
places* 


Fig,  m. 

DOtLKR  nOi^M   WlTTl    METEU   AlTACHEU  TO  FEED -PIPE, 

The  testing  and  sealing  of  the  scales  upon  which  the  coal  wai» 
weii^lied. 

Cleans  for  secnring  indicator  cards,  recording  the  revolutions, 
testing  pre^isure  gauges,  etc,  of  the  most  eatisfactory  character 
were  already  at  the  station. 

The  arranrrement  of   the  feed-water  meter  is  shown  in  Fig^ 
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^  mHfsY  arranged  between  two  branch  pipes,  which  lead 
li^.  main  feed-pipe  at  right  fl-ngl^s  to  the  latter  through 
valves,  C  aud  II  Between  the  latter  is  another  valve,  Z), 
the  liue  of  the  main  feed-pipe. 

fusing  valve  I)  and  opening  C  and  ^  the  feed- water  is 
)  travel  througli  B  and  the  inett^r,  A,  and  regain  the  main 
e  through  C  Hence  it  pasBOH  into  the  boiler  through 
cftl  valves  leading  upward  out  of  the  horizontal  pipe 
along  the  front  of  the  boUers*,  G  is  the  thermometer 
eaiiures  the  temperatures  of  the  feed-water  as  it  enters 
yrst  Should  any  accident  l>efail  the  meter,  valves  Cand 
be  iostantly  closed  and  D  opened,  thereby  returning  the 
bem  to  its  normal  coiiditioih 


VALUE  AND  TEKT  OF  METER. 

a©  of  a  meter  to  measure  the  feed- water  has  the  great 
fe  of  disiturbinL^  none  of  the  conditions  of  regular  work- 
the  hot  wfiil  water  is  run  into  weighing  tanks,  a  sepa- 
ip  in  imoeaaary  to  feed  the  Vioilers,  and  in  handling  the 

run  the  pump  the  temperature  of  the  feed- water  and 

of  steam  generated  pet  minute  of  time,  etc.,  are  altered 

nor  mid  conditiooB* 

Worthing  to  u  meter,  once  rated,  does  not  change  its  rate 
m  water  within  any  interval  such  as  is  consumed  by 
d  it  is  niucli  more  satisfaetoi-y  for  night  and  day  contin- 
rk  than  any  human  labor  which  could  be  assigned  to  the 
^  out  ol  tanks.  The  rating  of  the  meter  in  the  present 
1  performed  as  follows  : 

E  was  closed  and  a  valve  Ofjt  shown  opened,  so  that  the 
^sing  the  meter  all  escaped  by  a  nipple,  F,  which  led  off 
i  feed* pipe  between  the  valves  E  and  D.  From  F  a  hose 
to  four  barrels  holding  about  5\  cubic  feet  each.  The 
seconds'  flow  from  F  was  led  into  a  pail  until  the  meter 
integral  number  c*f  cubic  feet  It  was  then  switched 
first  Imrreli  and  by  watching  the  increase  of  weight  each 
titbi,  the  valve  F  could  be  ruljunted  in  thirty  seconds,  so 
er  flowed  at  the  same  rate  as  wlien  feeding  the  boilers. 

ten  to  twenty  cubic  faet,  as  shown  by  the  meter,  were 
lected  in  the  barrels  and  weighed,  thus  rating  the  meter 
le  exact  conditions  of  cuiront  which  existed  while  the 
srere  being  fed. 
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The  following  table  gives  the  resuUs  of  such  teats : 


I 


Hati. 


ii        tn  >■ 

It        II  t* 

II  41  I- 


Junt^l,  188X 


VoJum«  Rpglatervd  by  Heter. 


Wtfifffal  per  nliAf 


10  rohtc  fi3^t. 

20  cubic  ff^ft,  fii&t  5  rubic  feet.  . , 
*'  .(^MronH  5  cubic  f^et. 
*'  third  5  cubic  feet  . » 
*'  "'  *'  fourth  5  cubic  feet. 
Average  of  flU  four  barrels  .,.*.. 
Ti^t  weight  .,  t  ....♦..**-..  r*. . 
10  cubic  feet  ,.-*.,,. ,  .* .  - 


OB. no 
§11411 

6e.40 


Grand  averft^*-. 


m,S7$ 


The  group  of  meters  for  measuring  the  hot  well  are  shown  in 
Fig.  100  at  B,  V  and  I).   Ttvo  are  2-inch  Crown  meters  and  the  one 


Via.   )U0. 
UASO  OF   MBTtltS   Vmm    HUT   WKLL. 
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middle  is  a  3-inch  Worth  ington  meter,  F  is  the  end  of 
well  discharge  pipe,  h»  orfliiuirily  used,  and  from  thence 
leters  is  the  temporary  ex  tension  for  tln^  purpose  of  the 
f  is  an  air  vent  to  avoid  the  passage  of  air  through  tlie 

The  temperature  of  the  water  when  it  reached  the 
did  not  exceed  90  degrees  F  ,  so  that  no  trt)nhle  was 
iced  in  operating  the  Crown  meters.  The  flow  of  water 
r  unifiirm  throughout  the  test.    A  slight  amount  of  vapor 

at  A,  As  these  meters  were  only  under  the  prefisnre 
he  eight  feet  of  fall  from  the  point  F  to  the  river,  they 
?  tented  in  the  ordinary  way.  This  was  done  at  tlie  test- 
Q  of  the  Pawtueket  Water  Works,  and  the  result  showed 
Worthiugton  meter  registered  one  eubic  foot  for  eauh  \H 
>0  degi'ees  F,,  and  each  of  the  Crown  meters  one  culiic 
each  63.4  Iba 


tItON  OF  THEBMOMETERS  AND   OESERAL   ABBAIJGEMENT   OF 
APPARATUa 

^.  iOl  is  shown  a  sectional  view  of  the  engine^  with  the 
thermometers  and   metei"s  attached.     Thermometer   G 

meter  valveK,  etc.,  are  the  same  as  in  Fig.  W.  Ther- 
r  J/ was  a  special  one,  36  inches  long,  graduated  by  H.  J, 
Twenty  int*he*s  of  length  were  devoted  to  the  100  degrees 
300  and  400  F.  Each  degree  was  tlierefnre  represent^sd 
h  of  an  inch,  thus  making  the  temperature  of  the  steam 
ble  with  great  act.^nracy.  This  thermometer  remained 
,  Bo 6*1  degrees  during  mo^t  of  the  experiments,  thereby 

the  steam  to  be  superheated  about  3  degrees. 
short  time  the  chimney  temperature  rose  from  428  de* 
B  normal  amount,  to  500  degrees,  and  the  superheating 
same  ecpial  to  18  degrees,  but  the  average  was  ^]  degrees, 
minimum  2|  degrees. 

uality  of  the  steam  was  therefore  determined  to  be  per- 
*y  on  entering  the  engine,  without  the  application,  of  the 
leas  vexatious  devices  known  as  calorimeters,  for  the  use 
>f  which,  the  Barrus  superheating  ft>rm,  arrangements 
\\  made. 

liermo meter  wj  determined  the  temperature  of  the  water 
J  suction  well  on  its  way  into  the  u^ondeuser. 
Liometers  //and  /measured  tlie  temperature  of  the  water 
the  condenser-     //extended  just  through  tLe  pipe  and  / 
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to  uefirly  the  o|)posite  si  tie  of  tlift  pipe  ;  tliO  Former  sliovved  **oii- 
staiitly  about  104  ile^rt>eft  when  the  latter  read  about  92  degre^sv 
This  apparent  anomaly  was  finally  explained  by  the  oouclit^ioa 
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e  thermometer  //  sbowed  the  temperature  of  saturation 
teiiUi  or  vap<ir  at  tlie  pressure  given  by  the  vacuum  gauge 
bps,  while  I  gave  the  temperature  of  the  mixture  of  Con- 
;  water  and  eondenseil  steam. 

momet^r  A" showed  the  temperature  of  the  hot  well  water. 
!mgs  were  practically  identical  with  those  of  /,  and  prac- 
with  those  of  G  when  the  latter  were  not  influenced  by 
ranee  of  the  condensed  steam  from  the  jackets  into  the 
pe.  Such  steam  was  pumped  into  the  feed-pipe  at  a  point 
ow  31. 


?EB   OF   COMMENCIKO  AND  ENDING  THE   FIRST  TWO  TESTS. 

^QgiuB  being  at  work  under  its  regular  conditions  of  about 
.  boiler  pressure,  the  steam  jiressure  was  allowed  to  fall 
lening  the  fires  until  it  reached  about  100  lbs.  The 
was  then  stopped  and  the  fires  drawn,  the  grates  and  also 

pits  being  cleaiieti  as  quickly  as  possible.  A  new  fire 
^n  laid  with  a  weighed  quantity  of  wood,  and  as  soon  as 
%m  pressure  recorded  130  lbs,  the  engine  was  started,  and 
t  was  under  way,  The  water-level  in  the  boilers  was 
it  the  time  of  lighting  the  fires.  At  the  end  of  the  time 
I  to  the  test  steam  is  hroiiglit  to  as  nearly  as  possible  the 
•e  at  which  the  wood  fire  was  lighted,  and  the  water-level 

made  the  same,  Care  was  also  taken  that  the  fire  was 
med  out  and  the  pyrometer  in  chimney  falling.  At  the 
t  set  for  the  end  of  the  te^t  the  engine  was  stopped  and 

drawn  and  wei|^hed. 

Instrate  how  little  time* is  lost  in  starting  a  test  in  the 
uannerj  the  following  abstract  from  the  log  is  given  : 
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WedTiesday,  May  30,  1889.    Commencement  of  72  Hmr^  TfM. 


Time. 


8.80  A. 
8.40 
8.45 
9.22 

9.29 
9.30 
9.32 
9.34 

9.85 
9.40 
9.45 
9.55 
10.00 


M. 


Itemarki>. 


Ceased  firing 125 

Drew  tires 110 

;  Engine  stopped 1 05 

Ash  pits  and  grate.s  cleaned,  new 

tires  lighted,  268  lbs.  wood i  102 


Height  of  water  wlrb  rfrj^reuct"  io  i  mi^ 
on  gla8i*  4  iiichi'Fi  jclnivtt  l^mtium  nf  ttK 
latter. 


Boiler 
Pressure. 


No.  1      ' 
Boiler 


Steam  rising. 


Engine  started 

^  Vac. 

I  Under  fall  headwaj,  V9 


Rec. 
5    lbs. 

5^    -. 

7  •*  . 

8  ••  . 
8      '*  . 


112 
120 
130 


.128 
127 
1>5 
128 


0 
0 
0 

U 
I 

4  ' 


Bnikr. 


No  4 


i' 


r 

'I* 

f 


y  Pyrometer,  410  . 


J 


One  fchousand  three  hundred  and  fifty  pounds  of  small  coal 
were  in  the  furnace  at  this  time.  The  throwing  on  of  the  full 
load  within  one  minute  is  accurately  the  fact.  This  was  iloiie 
several  times  in  my  presence  during  the  above  tests.  The  loml 
on  the  engine  was  also  reduced  from  110  to  30  lbs.  of  v^s^t^t 
pressure,  with  throttle  wide  open,  in  15  secouds.  The  only 
result  was  the  increase  of  speed  from  49 J  to  52  revolutiouB* 
The  governor  has,  therefore,  complete  control  over  the  bursting 
of  a  main. 

The  use  of  a  new  fire  in  making  a  test  of  the  perform  ane^  of  a 
boiler  is  the  only  perfectly  accurate  method  of  procedure,  unless 
the  duration  of  the  test  is  to  exceed,  say,  100  hours.  To  start 
without  drawing  the  fires  and  trust  to  the  judgment  of  the  eye 
to  determine  an  equivalent  condition  at  the  end  of  a  abort  Wst 
may  involve  an  error  of  10  per  cent  in  the  evaporative  effi- 
ciency. 

DIMENSIONS  OF   BOILERS,   METHODS    OP    FIRING    AND    SELECTION    Of 
FUEL,  ASHES,  CLINKERS,  ETC. 

Three  boilers  were  used.  The  grate  surface  in  each  l>oilei 
was  a  circle  of  4J  feet  in  diameter  and  15  square  feet  m  nr-^a 
Each  boiler  was  a  cylinder  li  feet  long  and  4  feet  in  diauieter. 
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ded  vertically  in  brickwork  and  havlDg  48  3-inch  tubes 
g  from  end  to  end.    The  total  heating  surface  in  the  three 

was  1,281   square   feet  in  contact  with  water  and  508 

feet  of  superheatinj^  surface. 

boiler  flues  had  been  swept  clean  about  five  days  previous 
test.  As  soon  as  the  firths  were  evenly  ignited  the  fireman 
oiU^d  to  200  lbs.  of  coal  per  hour,  with  an  extra  allowance 
lbs*  for  cleaning  every  six  hours. 

licely  was  the  firing  uoder  control  that  the  furnace  doors 
carcely  ever  opened  to  look  at  the  fires  between  the  hours. 

hour  approached,  the  allotted  200  lbs.  were  loaded  upon 
iw  and  brought  close  to  the  furnace  of  one  boiler.  The 
r  of  this  boiler  was  then  closed,  the  fire  door  opened,  and 
ird  of  the  barrow-load  quickly  but  accurately  distributed 

over  the  grate,  and  the  same  operation  was  repeated 
he  other  two  boilers.  Each  fire  door  was  open  less  than 
nute,  • 

in  the  fire  was  cleaned  the  engineer  assisted  the  fireman, 
Lug  the  slice-bar  and  the  other  withdrawing  the  clinkers, 
oaning,  including  the  addition  of  one-third  of  the  allotted 
1,  of  extra  coal^  was  acciimplished  in  about  three  minutes 
h  fire.  On  several  occaeiions  the  whole  of  the  100  lbs.  of 
>g  coal  was  not  required. 

above  refers  to  the  72  hours'  test,  during  which  the  fuel 
*inly  stove  anthracite.     It  is  the  practice  of  the  station  to 

this  coal  on  a  1-inch  square  mesh,  thereby  freeing  it  of 
*11  pif^ces  of  the  size  equivalent  to  nut  coal.  The  small 
r  that  which  falls  throu<fh  the  screen,  is  used  for  banking 
is,  while  the  larger  or  stove  size  is  used  for  the  bulk  of 
rk.  ' 

small  screenings  were  used  for  starting  the  fires  in  the 
rs'  teat  up  to  about  six  o'clock,  as  indicated  in  the  ab- 
oi  the  log. 

refnse  of  the  anthracite  coal  collected  in  the  ash  pits  was 
*,  This  was  screened  through  a  |-inch  mesh  and  110  lbs. 
lumed  coal  obtAined,      This  coal  was   put  on  the  fires 

the  last  or  72d  hour  of  the  test,  after  the  firing  with  fresh 
ad  ceased.  The  cliukers  removed  during  the  cleaning  of 
PEiounted  to  iWS  lbs, 

contents  of  the  grates  at  the  end  of  the  test  amounted  to 
I, 


Digitized  by 


CW 


348    STEAM-JACKETS   ON  THE   PAWTUCKET   PUMPIKG    ENGrNK. 

The  anthracite  coal  was  therefore  as  follows  : 

Total  coal  fired 15,710  lbs. 

Wood,  taken  as  equivalent  to  40  per  cent,  of 

coal 105 

Total  futrl  used IS.mS  HiB. 

Consumption  per  hour 21W.r> 

Incombustible  from  ash  pits 641 

Incombustible  clinkers 658 

Left  in  furnaces 944 

Total 2,a^ 

Total  combustible 13/i7T  lb*. 

The  total  refuse  equals  14.3  per  cent,  of  fuel. 

The  bituminous  coal  made  no  clinkers,  and  the  fires  were  not 
cleaned  during  the  entire  24  hours  of  its  use.  No  separatiou  of 
the  ashes  was  made,  the  total  refuse  from  ash  ]>its  ami  giates 
combined  being  510  lbs. 

The  total  consumption  was  : 

Coal n.^yowm. 

Wood 80 

Total  in  the  24  hours 5,280  lbs. 

Consumption  per  hour,  218.6. 
Ashes  equal  9.^  per  cent,  of  fuel. 

I  regard  the  above  details  of  firing,  etc.,  as  worthy  of  ncrte. 
from  the  fact  that  it  is  a  matter  of  well-founded  opinion  that  a 
very  sensible  part  of  the  performance  of  fuel  dependfi  upon  tLe 
degree  of  skill  displayed  in  the  firing  when  the  best  r^siiUj^  are 
obtained.  Beyond  doubt  the  extraordinary  annual  pe^rformauce 
of  the  Pawtucket  pumping  engine  is  partly  due  to  the  high  state 
of  eSkciencj  to  which  the  routine  firing  and  other  det^iils  of 
management  have  been  brought  by  Chief  Engine*^r  Walker's  zeal 
and  intelligence. 

PRINCIPAL  RESULTS — ANTHRACITE  TEST. 
Date,  May  30  to  June  1,  \Si9. 
Duration,  72  hours. 

Dirtmeter  of  high-pre-siire  cylinder » .  15    inclifS. 

Diameter  of  low-pressure  cylinder , .  JIOJ 

Length  of  stroke,  both  cylinders 30        *' 

Length  of  cut-oif,  hi^h-pressure  cylinder 0/3?    " 

Length  of  cut-off,  low-pressure  cylindfT 0.S35  ** 

Clearance,  high-pie.-isure  cylinder 4       feet» 

Clearance,  low-pressure  cylinder H.T 
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It  ftf^ft  ill  |>er  renr,  of  piston  areo  .— 

Ad[»iiti<iU>ii  hii;b-pre*:3ure  criiiidi  r. 9.4  per  cl. 

Exb Ji Ost  hi^ h-p rva^u 1 1?  tiy  lititler  ^  * 14.8 

Adt»ia**loM  Inw'pressure  cvliudor* 5.4     *" 

ExbdiiMi  l«>w-pii^s;-ure  cylintipFH . » 0.8     '* 

nmi.*i«r  of  (lII  paiup  pluu^ifTg, . . ,. 10.52  ins. 

iimeU'T  of  ml i  mxis * 2 J       ' * 

^vomilo  i»  p+ir  U]luiit4> ., , 49.03 

eta  en¥elop  botb  cjlinders,  including  heads.  Volume 
nvBt  approximately  equal  to  volume  of  low-pressure 
r. 

BOIl^RS* 

imber  in  ii-^e  .».,».... , , .   . , 8 

ater  lit-nting  aurface 1.281  pq.  ft. 

if>efiiejitiiig  siirface , 508 

mte  aurfttc^ , * . . . , 45      " 

itia  of  benting'  lo  grftfe  »uf fiici^. . . , , 88.6  ** 

PIlESfiURES. 

remge  boiler  pr^sstire.  * 127     11)8. 

rt-rag-t*  rcici ver  pressure. ,»..,,».., 8^    ** 

v  VH I.U um    *.♦..,.... 28i^  IDS. 

:  V'*  lwtck*prrs.^ure  in  low*pT#*a9are  cylinder 1.25  lbs. 

rerage  wiitt«r  pr^ssur^^  ft^ainst  pumps 115      " 

Ftirag«  smnion  ajfMin^t  pumps. 5.78 

7**T«gt9  bivroiueir f  prt^ssiiFP  ,..,..,..* 80 

TEMPERATURES. 
fnperMlure  of  flfttnrAtird  aieam  at  average  boiler  press- 
ure  , 3o3deg.F. 

rt-ragp  tJtnii'^^^^re  of  ^itt^am  in  ptpe  two  feet  from 

steam  cheat 356       '* 

^rei?^  of  superheat  ,.*  .* *..... 3      *' 

fiap^rmtiire  of  feed-water  enterinp-  boilers 104       ** 

piuperature  oT  feed- water  leaving  hot  well 92.1  '* 

icfwawt^  of    lempeiature  dun   lo  admission  of  jacket 

waier , 11. 9  " 

emperaiure  of  jacket  water  entering:  feed-pipe 310       " 

era prratqre  of  coii*!eni»ijjg' water  leaving  puction  well.     63      ** 

empe^rattirk'  of  ga^-es  at  f*xit  from  iKtUer  flues 428       " 

*top*-ramre  *>f  gaaes  after  pas^^ing  beater  in  flue 
tbroujfli  which  coIlden^a^i^>n  from  receiver  was  cir- 
culated . , 354      *' 

tnip«^r»tur*»  of  water  blowo  tn  wa-^te  from  receiver. . . .  225       '*    • 
Vnifwuitor*'  *if  tht?  atni<>^plit^re 70      ** 


TOTAL  QUANTITIES. 

kDthniclte  CEMiL , . . . . 

SqatTali^nt  of  wofid  at  40  per  cent.,  263  IbH  . 


15,710  lbs. 
105     •• 


T^tal  .... 15,815 
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Ashes,  clinkerft,  etc 2,288  lbs. 

Water  fed  to  boilers,  including  condeDsation  from 

jackets 140,969    '* 

Condensing  water 4,201,887    " 

HOURLY  QUANTiriES. 

Fuel 219.5  lbs. 

Feed-water 1,958    •* 

Condensing  water 58,851    " 

Condensed  in  jackets 107    ** 

Condensed  thmngli  receiver 156    " 

Blown  to  waste  from  receiver 118    *' 

Averagfi  indicated  horse-power«  steam  cylinders '    148.89 

Average  indicated  horse-power  of  pumps 188.86 

Average  horse-power  to  overcome  friction  of  engine, 

including  air  pump 5.18 

Average  horse-power  to  operate  air  pump 2.35 

Rate  of  combustion  or  coal  per  square  foot  of  grate 

per  hour 4.9  lbs. 

ECONOMY  OF  ENGINE. 

Steam  per  hour  per  indicated  horse-power  of  steam 

cylinders 1,864 

This  figure  should  be  regarded  subject  to  a  possible  error  of 
3  per  cent,  due  to  this  limit  of  error  affecting  the  determination 
of  horse-power  from  indicator  cards. 

Efficiency  of  mechanism  of  engine  pumps 96.4  per  ct. 

ECONOMY  OP  BOILERS. 

Water  evaporated  per  pound  of  fuel  from  102  degrees 

into  steam  at  125  lbs.  pressure , 8.88  lbs. 

Equivalent  evaporation  from  and  at  212  degrees  per 

pound  of  combustible 12.12    " 

ECONOMY  OF  ENGINE  AND  BOILERS  COMBINED. 

Duty  per  100  lb?,  of  coal  at  actual  efficiency  of 

boilers 124,720,000  ft.  lbs. 

Coal  per  hour  per  indicated    hor8e-|>ower   of 

steam  cylinder.^ 1.54  lbs. 

If  boilers  had  evaporated  10  lbs.  of  water  into 
steam  from  actual  temperature  of  feed- 
water,  the  duty  would  be  per  100  lbs.  of 
coal 140.430,000  ft.  lbs. 

Coal  per  hour  per  indicated    horse-power   of 

steam  cylindeis 1.37  lbs. 
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:pon  mzasitrement  of  feed-water  by  measurement  op 
lt  exhausted  or  itejected  at  air  pump  op  engine. 

leftt  which  entered  the  eogitie  per  hour  was  as  follows  : 
m*  of  feed-water,  to  each  pound  of  which  there  was  sup- 
221  heat  uikitii^  the  total  heat  of  evaporation,  hence  : 

It  ^ren  to  sUnm,  1,95S  x  1,321  =  2.890,718  beat  units. 

of  water  ftt  225  dei^r^es  In  a  ream  &t 

2i  lbs,  pre^nre,  niftklug  3$  ?<  900  t=  86,480 

ft]  hem  receiTftil  by  eogine * .  2,427,198 

heat  is  distributed  as  follows  : 

151  Ibe.  of  oondenstng-  w^ater  is  raised  in 
teTO[>eratur^  from  tJ3  degs*.  To9'i*l  degs.  F., 

tuaking ...,. 1,698.014 

lbs.  of  the  ff-ed -witter  Is  blown  io  wante 

from  till*  ffcelvfiT.  rep  resenting  1 18  x  225  =        26,530 

llts.  of  the  feed-water  is  dnimed  from  the 

jackei4i,  representing   JOT  ^'  rHU  = 83,520 

■  lenifti  rider  of  the  feed-wHtor,  Or  1,958— 
118-107  =  1.73S  lbs.,  is  fntind  In  the  hot 
well,  rentrent^nting  1.783  x  02.1  = 159,609 

*  ind'»c;ited  work  j^er farmed,  <^r  14il.49hor^e- 
power  repT^ents  1^13.40  k  l,980,00u 

-— =  868,769 

s  i?*»iiimted  rttdlatian  Si»  90  ll»*  of  sieam  per 
liour,,,* ,. 38.820 

2,324.412 

AOC«  tioftcc^ouiited  for  H 102,786 

discrepancy  represents  4  per  cent,  of  the  whole  amount 
Part  of  thiB  is  aacribable  to  the  leakage  of  steam  from 
tj'-valvet*  and  stuffing  1  vox  as  referred  to  above,  and  the 
hich  escaped  from  the  vent  J,  Fig.  100.  The  remainder 
o  undefined  causes.  The  error  is,  however,  on  the  right 
make  the  feed- water  meaharements  worthy  of  confidence 
f  slightly  too  large  and  unfavorable  to  an  exaggeration 
conomy  of  the  engine. 


BITUMEKOUB    TEST. 

ata  for  this  test  are  the  name  except  the  following : 


^'ohttintiB  per  ^l1IiUU^. 
<*r»fe  boiler  preftaure. 


49.44 
128  lbs. 
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Average  water  pressure  agaiopt  pumps 

Average  cut-off  high-pressure  cylinders 

Average  hoVse-power  indicated,  f^team  cylinders 

Average  horse-power  indicated,  pumps 

Average  liorse-powi-p  indicated,  devoted  to  friction. 

Total  bituminous  coal 

Total  wood  =  40  per  cent.  x200= 


Total 

Total  ashes 

Duration  of  test,  24  hours  18  minutes. 

Fuel  per  hour , 

Feed-water  per  hour 


116  Ibi^. 

0,235 

147,M 

140.74 

7.21 

5200  lbs. 

80    ■* 

5280    '" 

dio  ^* 

H8JJ   <* 

204fi   *• 

Steam  per  hour  per  indicated  horse-power  of  steam 

cylinders 13,83  lb*. 

Efficiency  of  mechanism •. 95  ptr  ct. 

ECONOMY  OF  BOILERS. 

Water  evapoiated  per  pound  of  fuel  from  102  degrees 

into  steam  at  126  pounds D.35  Ibp, 

Water  evaporated  per  i>ound  of  combu8tible,  and  at 

212  degree« 12. 11    *' 

ECONOBCY  OF  ENGINE  AND  BOILEBS  COMBINED* 

'    Duty  per  100  pounds  of  coal  at  actual  efficiency 

of  boiler 127,350,000  ft.  Ibo. 

Coal  per  hour  per  indicated  horse-power  of  ^team 

cylinders 1.48  II  b. 

ECONOMY  OF  ENGINE  AND  BOILEBS  COMBINED  IF  B0ELEB8  HAD  EVA] 
ORATED  10  POUNDS  OF  WATER  PER  POUND  OF  COAL 
FROM  TEMPERATURE  OF  102^ 

The  duty  per  lOOlbs.  of  coal  = 145,041,000  ft.  lbs. 

Coal  per  hour  per  indicated  horse-power  of  cylin- 
ders    1.30  Ibii. 

By  reference  to  the  remarks  on  the  theoretical  heating  capacit 
of  the  two  kinds  of  coal  it  will  be  seen  that  the  increase  of  diil 
with  the  bituminous  coal  was  not  as  great  as  the  chemical  anal; 
sis  indicates  should  have  been  the  case. 

INFLUENCE  OF  STEAM-JACKETS. 

The  engine  was  worked  for  six  hours,  and  again  for  nine  hour 
without  the  presence  of  steam  in  the  jackets,  but  with  the  tJc 


Digitized  by 


Google 


EAM-JACKETS   ON  THE   PAWTUCKET  PUMPING  ENGINE.    853 


r  in  action.  The  coal  consumption  was  not  determined, 
km  consumed,  as  shown  by  the  feed  meter,  being  the^ 
measurement  For  six  hours  the  total  water  consumed 
)ut  180  cubic  feet  The  level  of  water  in  the  boilers 
e  made  the  same  at  the  beginning  and  end  of  the  test, 
3ne-half  inch.  Thereby  the  maximum  error  of  water 
nation  would  be,  for  three  boilers,  about  one-half  of  one 
t  No  practical  error  is  involved,  therefore,  in  basing 
ons  upon  so  short  an  interval  as  six  hours.  Table  lY. 
lie  principal  results  compared  with  those  obtained  with 
ets  in  use.  Column  14  gives  the  steam  consumed  per 
r  horse-power.  There  is  apparently  a  gain  in  economy 
Lse  of  the  jackets,  the  consumption  being  13.62  lbs.  with 
d,  and  as  high  as  14.17  lbs.  without  them, 
he  diflferences  in  cut-oflf  in  the  high-pressure  cylinder 
it  diflferences  of  consumption,  which,  theoretically,  may 
le  variations  in  economy.  Furthermore,  the  probable 
mean  pressure  determinations  from  the  indicator  cards 
bwo  per  cent  It  is  not  possible,  therefore,  to  conclude 
diflferences  of  economy  shown  in  column  14  are  entirely 
ible  to  the  influence  of  the  jacket.  As  a  probable  result, 
age  of  the  two  tests,  with  and  without  the  jacket,  may  be 
d.  This  basis  makes  the  gain  in  economy  due  to  the 
[ual  to  about  three  per  cent  Inasmuch  as  the  complete 
)  of  the  jackets  is  regarded  as  important  in  temporarily 
ng  with  the  use  of  the  latter  for  the  purposes  of  a  test, 
wing  explanation  is  made  regarding  the  steps  taken  to 
he  emptiness  of  the  jacket  spaces  when  the  latter  were 
>lied  with  steam.  The  pipe  supplying  the  steam  to  the 
\  one  inch  in  diameter.  It  connects  with  the  jackets  at 
om  of  the  cylinders,  and  there  are  no  obstructions  to 
condensed  water  from  flowing  by  gravity  from  the  jackets 
well  of  the  jacket  pump,  situated  about  one  foot  below 
om  of  the  cylinders.  When  the  jacket  is  supplied  by 
"  straight- way  "  valve  on  the  one-inch  pipe  is  wide  open 
the  steam  from  the  boiler. 

the  test  without  jackets  was  made,  this  valve  was  closed, 
L  a  one-inch  valve  on  the  same  pipe,  connecting  with  the 
Lpe,  was  opened  wide,  thereby  causing  the  jacket  spaces 
)lently  blown  free  of  all  water  then  in  them.  The  con- 
between  the  jacket  pump  and  the  boiler  feed  pump  was 
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then  closed  by  a  globe  valve,  and  the  delivery  side  of  the  pump 
opened  to  the  atmosphere.  The  pump  remained  in  action,  and 
the  blow-off  valve  remained  open  during  the  tests.  The  lattei 
were  not  commenced  until  the  engine  had  been  running  about  ai 
hour  under  the  above  conditions. 

Table  V.  compares  the  theoretical  steam  consumption  of  tw( 
of  the  four  tests.  Columns  10  and  11  show  that  eighty-eight  pei 
ceni  of  steam  at  release  in  high-pressure  cylinder  appears  a 
cut-off  in  low-pressure  cylinder  with  the  jackets,  and  eighty-foui 
per  cent  without  jackets.  The  re-evaporation  is  about  eight  pe: 
cent,  of  the  total  consumption  in  both  cylinders  with  the  jacket 
and  about  half  as  much  without  the  jackets.  The  difference  o 
re-evaporative  effect  with  the  jacket  in  use  represents  just.abou 
the  steam  condensed  in  the  jackets.  This  fact  can  hardly  b 
regarded  as  proven,  however,  so  far  as  the  indicator  cards  ar( 
concerned,  for  the  latter  do  not  show  any  uniform  difference  i] 
the  law  of  the  expansion  line  with  and  without  jackets,  respect 
ively.  This  is  evident  from  Fig.  51,  in  which  the  dotted  point 
between  the  lines  S  S,  /S,  /S'j,  etc ,  represent  the  expansive  line 
of  different  indicator  cards  reduced  to  the  same  cut-off  aD( 
length,  all  high  cards  passing  through  A  and  all  low  card 
through  P. 

The  indicator  cards  were  taken  with  all  ordinary  care  sxn 
skill,  and  with  a  truly  parallel  motion — a  pantagraph  or  Corlis 
lazy  tongs  being  used.  But  no  precautions  were  taken  to  elimi 
nate  the  finer  elements  of  eri'or  in  the  drum*  motion.  Conse 
quently  the  length  of  cards  differed  over  a  range  of  2  per  ceni 
in  about  five  inches.  Such  error  is  not  important  for  most  othe 
deductions,  but  it  is  inadmissible  where  such  a  refinement  as  th 
influence  of  jackets  is  to  be  studied.  Arrangements  are  noi 
being  made  to  obtain  cards  with  and  without  jackets  in  use,  b 
the  use  of  more  perfect  indicator  drum  motion. 

CONDITION  OF  ENGINE  AND  BOILERS. 

The  engine  was  placed  successively  on  the  several  dead  cei 
tres  and  the  leakage  of  the  inlet  valves  and  pistons  noted  b 
observing  the  escape  of  steam  from  the  proper  indicator  coob 
The  greatest  leakage  was  measured  by  attaching  a  hose  an' 
leading  the  steam  into  a  condenser.  From  this  experiment  th 
leakage  in  the  other  cases  was  estimated  by  the  eye. 
*  See  discussion  of  such  errors  iii  paper  by  J.  B.  Webb.  Trans.  Am.  Soc  M.  E. 
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LEAK  THfiOUGH    IKLET  YALVE, 

Cfllndtr  bpftd,  E. . , , ,  .6  lbs.  per  hour,  by  experiment. 

OYTiad^pr  emtik,  E 2   "  **  **  estimate. 

i^lliidrt  hp«J,  E.. .3'* 

I  cylinder  cr«nk,  £,,*,..,,.,.-!*■ 

LEAK   THROUGH   PI3TON   Hildas  BY  ESTIMATE. 

-prea-inn*  ovlindpr  bead.     E,  «»»..**** , 2  lb?. 

-pr*f*<ftUtv  cylinder  crank,  E....,.i..,. 4    '* 

Ii-pffst3iirc  cylinder  U^ad,   E* »....»., 6   ** 

li-preriflare  cyUudt^r  urnak,  E.  ,*,..**  ♦ 0   ** 

^battflt  Talves  could  not  be  conveniently  tested.  Two 
afety-vaWbS  leaked  sligbtly,  but  it  was  not  considered 
i  to  stir  tbem,  A  leak  was  present  at  the  high  cylin- 
3n  rod,  and  at  the  plunger  of  the  jacket  pump.  No 
«  was   made  for   these   leaks  in   the   steam  consump- 


OS    OF    PBESSUnE    MEASUHEMRSTS    AND    TEST  OP  PRESSURE 
GAUGES  AND  INDICATOR   SPRINGS. 

L§hcToft  Manufacturing  Company  kindly  loaned  me  for 
rk  six  of  the  latest  designi^  of  the  Tabor  Indicators, 
ere  sent  directly  from  their  works  to  the  pumping  sta- 
Dur  of  these  indicators  were  fitted  with  springs  stan- 
.  for  use  under  eold  water  pn^asure,  and  the  remaining 
3ther  with  a  pair  from  the  Winters  cabinet,  contained 
^standardized  for  steam  contact.  The  indicators  with 
wrings  were  tested  on  an  Ashcroft  gauge  tester ;  the  lat- 
iged  to  the  pumpiaig  station,  and  consisted  of  a  hollow 
h\  with  glycerine,  to  one  end  of  which  the  instrument  to 
d  could  be  attached,  while  at  the  other  end  a  known 
)  can  be  produced  by  loading  a  piston  with  weights.  The 
las  an  area  of  0/248  square  inches,  and  weights  were 
1  corresponding  to  each  five  pf  muds  pressure  per  square 

folind  these  weights  in  accurate  condition,  and  that  the 
>r]ngs  of  the  indicatora  agreed  with  the  testing  appara- 

with  each  other^  and  with  the  pressure  gauges  from 
ere  read  tlie  water  pressure  against  the  pumps — within 
nd  per  square  inch,  which  was  the  limit  of  accuracy  of 
ing  apparatus, 
^augesi  in  the  engine  room  from  which  the  boiler  press 


Digitized  by 


cS 


356    STEAM-JACKETS   ON  THE  PAWTUCKET   PUMPING   ENGINE. 


ures  were  read  were  also  tested  on  the  Asbcroft  tester,  with  tl 
following  results : 

Reading  of  Gauges.  Reading  of  Standard. 

32;^  lbs.  per  sq.  in.  30  lbs.  per  sq.  in. 


57 

82 

107^ 
123 
128- 


55 

80 

105 

120 

125 


Now  the  gange  is  attached  to  the  vertical  portion  of  the  steai 
pipe  in  such  a  position  that  there  is  a  column  of  condense 
steam,  4.62  feet  in  height,  which  interposes  its  weight  betwe^ 
the  mechanism  of  the  gauge  and  the  boiler  pressure,  the  gauj 
therefore  fails  to  receive  the  full  steam  pressure  by  the  weigl 
of  the  4.62  feet  of  water,  which  amounts  to  1.9S  lbs.  per  squai 
inch.  Calling  this  two  pounds  and  applying  it  as  correction  i 
the  above  figures,  it  appears  that : 

When  the  steam  reads  30^  the  boiler  pressure  is  30  lbs. 
"  55        "  "  55   " 

"  80        "  "  80   " 

105}      "  "  105   " 

121        "  "  120   " 

126        "  "  125    " 


The  discrepancies  are  all  within  the  limit  of  error  of  the  tea 
ing  apparatus.  Mr.  Walker,  the  chief  engineer,  had  informe 
me  that  he  had  adjusted  the  gauge  to  allow  for  the  effect  of  tl 
water  column,  and  I  give  the  above  detailed  account  as  an  exce 
lent  illustration  of  the  skilful  accuracy  with  which  the  details  ( 
the  pumping  stations  are  maintained. 

The  steam  springs  of  the  indicators  were  tested  by  using  tl 
different  indicators  and  springs  at  the  same  cylinder  cock  ] 
times  when  the  conditions  of  boiler,  receiver  and  vaccuum  presi 
ures  were  the  same ;  the  fact  that  they  all  agreed  with  eac 
other,  and  that  six  of  them  were  directly  from  the  hands  of 
standard  manufacturing  company,  was  considered  sufficient  ev 
dence  of  accuracy. 

The  vacuum  gauge  was  not  tested ;  the  average  vacuum  ws 
28}  inches,  the  average  barometer  reading  was  30  inches,  an 
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fcge  back-pressare  in  the  low-pressure  cylinder  1 J  pounds 
re  inch,  or  2^  inches  of  mercury.  These  figures  make 
-pressure  due  to  imperfect  vacuum  equal  to  30  —  28.5  = 
IS  =  0.76  pounds  per  square  inch,  and  due  to  forcing 
it  of  cylinder  0.49  pounds  per  square  inch.  There  is, 
),  no  occasion  to  regard  the  vacuum  gauge  as  possessing 
r  of  practical  importance. 

iction  pressure  against  the  pumps  was  shown  by  a  float, 
kve  the  feet  of  height  through  which  the  water  was  lifted 
welL  This  height  averaged  13.35  feet ;  the  temperature 
ater  lifted  averaged  63.6  degrees,  F. ;  hence  the  suction 
was  5.78  pounds  per  square  inch.  The  suction  pressure 
>  measured  by  a  vacuum  gauge  connected  to  the  pump 
at  the  centre  of  the  latter  height ;  the  average  suction 
by  this  gauge  was  5.65  pounds  per  square  inch. 
72  hours'  test  the  average  pressure  shown  by  the  water 
gauge  K  (Fig.  3),  connected  at  the  discharge  pipe  at  a 
tween  the  pump  chamber  and  the  main  check  valve, 
59  pounds  per  square  inch,  reduced  to  the  level  of  the 
f  pump  pistons.  Adding  this  to  the  average  of  the  two 
)r  suction  pressure  given  above,  we  have  the  total  head 
against,  as  determined  by  pressure  gauges,  equal  to 
unds  per  square  inch.  This  pressure  should  be  less 
mean  effective  pressure  shown  by  the  pump  indicator 
r  the  amount  equal  to  the  foice  required  to  work  the 
Ives,  but  the  mean  effective  pressure  shown  by  the  pump 
'  cards  was  from  114.7  to  115  pounds  per  square  inch, 
adoxical  discrepancy  was  apparent  early  in  the  test,  and 
e  the  subject  of  the  most  careful  study.  But  while  the 
Lvolved  in  calculation  of  gauges  and  springs,  and  the 
the  very  fine  scale  of  100  had  to  be  used  for  the  pump 
ay  allow  the  discrepancy  between  the  two  figures  to  be 
,  there  is  still  no  surplus  to  represent  any  sensible  loss 
ire  due  to  working  of  the  valves.  In  the  calculations  of 
wer  and  duty  I  have  used  the  mean  of  the  pressures 
from  the  gauges  and  indicators  respectively. 

)REnCAL  HEATING  CAPACITY  OF  COALS   USED  IN  TESTS. 

cal  analyses  of  the  anthracite  coal  used  in  the  72  hours' 
of  the  bituminous  used  in  the  24  hours'  test  resulted 
^s: 
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ANTHUACITE.  BlTrxtNaPi. 

Moi>ture  l.SOpercent.        1.0Spere«»t, 

Hvdrogen 4.60  *'  S.85 

Carbon 79.80  "  83. OO        '* 

Sulphur 0.85  "  0.72 

Oxygen 4.65  *'  1.50 

Nitrogen 1.90  "  1.45 

Ash 6.90  "  6.45 

100.00       *•  100.00 

Afhee,  clinkers,  etc.,  bj  test 14.8         "  10.00 

Assuming  that  the  excess  of  ash  in  the  boiler  furnace  o^ 
that  given  by  chemical  analysis  is  unburnt  carbon,  we  have  t 
heat  evolved  by  .combustion  as  follows,  in  British  thermal  unii 

ANTHnAClTl.         BtTriftXOCft. 

Hydrogen 2,512 .00  8,660,00 

Carbon 10.425.00        ll.SfM.OO 

Sulphur ay. 00  na.oo 

12,970  00        15,226.00 

Besides  the  moisture  shown  above,  it  is  probable  that  ea 
coal  contained  3  per  cent,  more  of  moisture  during  the  ie 
which  dried  out  of  the  coal  during  the  interval  of  a  month  iiit4 
vening  between  the  time  of  the  test  and  that  of  the  analysis. 

A  sample  of  the  anthracite  coal  dried  over  the  boiler  for  fi 
hours  lost  3  per  cent,  but  no  similar  determination  was  nia 
in  the  case  of  the  bituminous. 

The  heat  evolved  by  combustion  is  distributed  as  follows  : 

1.  Each  pound  of  moisture  requires  1100  heat  units  to  evii 
orate  it  from  78°,  the  temperature  of  the  boiler  room,  to  ate* 
at  atmospheric  pressure,  and  also  108  units  to  superlieat  i 
vapor  to  428'',  the  temperature  of  the  chimney.  There  woi] 
thus  be  consumed  58  thermal  units  for  the  anthracite,  and 
thermal  units  for  the  bituminous  coal. 

2.  Each  pound  of  anthracite  coal  evaporated  8,88  pounds 
water  from  103"*  temperature  of  feed  into  steam  at  127  poun 
gauge  pressure,  and  similarly  the  bituminous  evaporated  9. 
pounds  of  water.  There  would  thus  be  consumed  9919  tliern 
units  for  the  anthracite,  and  10,444  thermal  units  for  the  bitaii 
nous. 

3.  Chemical  analyses  of  the  chimney  gases  in  the  ease  of  t 
anthracite  gave  the  following  result : 
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PER  CENT.   BY  VOLUMK 


Carbonic 
Acid. 

Carbonic 
Oxide. 

8.2 

0.4 

e.5 

0.4 

6.& 

0.0 

Oxygen. 

Nitrotfen 
by  DTfl. 

9.4 

82.0 

12.1 

79.0 

10.9 

79.6 

8.7 


0.3 


10.8 


80.3 


these  figures  it  follows  that  with  the  anthracite  the  loss 
LDg  effect  due  to  imperfect  combustion  by  formation  of 
^  oxide  was  132  thermal  units  per  pound  of  coal. 
e  aboTe  analyses  of  chimney  gases  give  for  the  average 
af  air  supplied  per  pound  of  carbon  25  pounds,  which  is 
equivalent  to  20  pounds  per  pound  of  coal.  Adding 
*  combustible  in  a  pound  of  coal,  we  have  the  weight  of 
scaping  by  the  chimney  as  20.85  pounds  per  pound  of 

easurement  of  the  velocity  of  air  entering  the  ash  pit 
riUi  a  eurrect  Cassella  anemometer,  it  was  determined 

avera^^e  velocity  for  all  partes  of  the  area  of  opening  cor- 
ed to  tlie  supply  of  20.28  pounds  of  air  per  pound  of 
whith  the  addition  of  the  combustible  being  made,  we 
13*  as  the  pounds  of  chimney  gas  per  pound  of  coal, 
g  21  pouDds  as  the  mean  of  the  two  methods  of  deter- 
1,  we  have  the  heat  escaping  by  the  chimney  at  428° 
ture — 1,954  thermal  units  per  pound  of  coal. 
larizing  these  expenditures  we  find  the   total  for  the 
ite  is  12/2G3  units,  leaving  12,970-12,063  =  907  units  as 
;t  of  radiiition  from  the  external  surface  of  the  boilers 
u  aeh  pit 
irij  the  total  for  the  bituminous  is  12,577,  leaving  15,226 

~  2649  units  for  radiation. 

&  coal  burned  per  hour  was  220  pounds  for  both  kinds  of 
ft  not  reasonable  to  suppose  that  over  twice  as  much  radi- 
11  Id  occur  with  the  bituminous  as  with  the  anthracite. 
[^  I J  heat  unit  per  hour  per  square  foot  of  surface  per 
iifference  of  temperature  as  the  radiation  co-efl5cient,  and 
he  average  difference  of  temperature  between  the  boiler 

rrick  fitting  of  tbe  Corliss  b  dlers  was  almost  eutirely  encased  in  iron, 
jridtwork  wan  in  excellent  condition.  The  openings  for  air  supply 
^rate  tfirougU  the  fire  door  amount  to  but  one  per  c»'nt.  of  the  ash  pit 
and  are  therefore  neglectable  in  the  presence  of  other  sou'ces  of  error. 
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surface  and  the  atmosphere  as  200°,  the  possible  loss  by  radk 
tion  would  be  150,000  thermal  units  per  hour,  the  boiler  surfao 
being  about  750  square  feet.  This  amounts  to  1050  units  pe 
pound  of  fueL  It  is  therefore  probable  that  the  radiation  loe 
for  the  anthracite  is  nearest  correct,  and  that  therefore  th 
bituminous  coal  contained  more  moisture,  gave  more  carboni 
oxide  than  was  found  for  the  anthracite,  or  that  the  air  pe 
pound  of  coal  may  have  been  more,  making  the  chimney  loe 
greater. 

The  probable  distribution  of  heat  may  therefore  be  summi 
rized  as  follows : 

Anthracite.  Bitaminons. 

«X  Percent.  ^^l  PerC« 

Consumed  in  making  steam 9010  76.5  10,441  68.6 

Lost  ill  evaporating  moisture 58  0.5 

Lost  by  imperfect  combustion 132  1.0  3,878  25.4 

liost  by  cbimney 1954  15.0 

Lost  by  radiation 907  7.0  907  6.0 

Total  by  cbemlcal  analysis 12,970        100.00  15,226        100.00 

Note. — For  fuller  details  see  Engineering  News,  commencing  December  21 
1889,  page  608. 

DISCUSSION. 

Mr.  Chas.  E.  Emery. — The  impression  left  upon  the  min 
after  reading  this  paper  is  that  the  saving  due  to  steam-jacketin 
in  general  is  but  3  per  cent  at  the  greatest,  whereas  it  hi 
been  shown  distinctly  in  other  cases  that  there  is  a  saving  c 
about  12^  per  cent.  The  result  stated  in  the  paper  mof 
therefore  be  looked  upon  as  a  special  case.  These  engines  ai 
quite  familiar,  and  were  undoubtedly  used  with  the  Corlis 
boiler,  with  superheating  surface  formed  by  vertical  tube 
extending  above  the  water.  A  very  slight  superheating  woul 
account  for  the  absence  of  gain  by  a  steam-jacket  in  the  &n 
cylinder,  and  the  presence  of  a  reheater  in  the  intermedial 
chamber  for  the  absence  of  gain  in  the  second  cylinder.  Th 
results  due  to  superheating,  those  due  to  reheating,  and  thos 
due  to  the  jackets  are  all  of  the  same  kind,  and  in  the  san 
direction.  All  these  processes  simply  reduce  the  amount  ( 
cylinder  condensation  by  keeping  the  internal  surfaces  of  th 
cylinder  nearer  to  the  initial  temperature  of  the  steam.  It  i 
true,  as  the  author  says,  that  the  steam-jacket  is  an  imperfe( 
means  of  transferring  heat.     This   should  be  considered  as 
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iar  case  for  the  reason  that  where  there  is  no  superheating 
reheating,  a  very  appreciable  gain  has  been  shown  by 
of  the  steam-jacket. 

?.  A.  Hague. — I  gather  from  the  paper  that  the  diflfer- 
the  consamption  of  steam  with  and  without  the  jackets 
n  measured  from  the  indicator  cards.  Now  it  seems  to 
;,  with  a  pumping  engine  driving  such  a  constant  load  so 
neasured,  it  would  give  more  accurate  results  to  base 
iparison  upon  the  actual  work  done.  The  errors  of  indi- 
and  the  variation  of  moisture  in  the  steam  resulting  from 
mating  or  over-saturation,  bring  factors  into  the  question 
render  it  very  difficult  to  arrive  at  a  conclusion  in  tte 
;  and  I  would  like  to  ask  the  author  how  he  determined 
uantities  of  water  or  steam,  the  weight  of  steam  per 
ower,  and  how  he  determined  the  steam  used  by  the 
with  and  without  the  jacket.  An  engine  pumping  water, 
ngine  driving  a  flour-mill,  is  under  such  a  constant  load 
leems  as  though  the  work  was  very  easy  to  measure  out- 
the  indicator  itself.  The  water  accounted  for  by  the  in- 
in  a  good  class  of  unjacketed  compound  engines  at  high 
ipeed  does  not  go  much  above  78  per  cent.,  and  with  triple 
on  and  the  higher  class  of  compound  engines  the  efficiency 
irater  accounted  for  drops  below  thai 
i  an  experience  two  or  three  years  ago  in  testing  a 
g  engine  on  reservoir  service  almost  identical  with 
[Tie  total  load  was  100  lbs.  to  the  square  inch.  On 
the  engines  the  jacket  trap  got  out  of  order  in  the 
of  the  test.  The  engine  then  was  indicating  107,000,000 
actual  weight  of  water  without  deduction,  and  the  jacket 
tting  out  of  order  we  shut  it  off,  and  the  duty  fell  to 
KX).  Well,  now,  of  course  there  might  have  been  some 
eft  in  the  jackets,  which  would  lower  the  economy  when 
:ets  were  not  in  use,  but  I  have  reason  to  believe  they 
npty.  We  shut  off  the  jacket  pipe  and  took  advantage 
jpportunity  for  a  few  minutes  to  see  what  the  difference 
be  in  the  duty ;  and  gradually  as  we  observed  it  it  fell 
*7  to  99,  which  is  a  difference  of  over  8  per  cent. ;  and,  as 
stated,  before  forming  any  opinion  I  would  like  to  know 
)  quantity  of  steam  used  is  determined,  and  whether  pow- 
determined  by  the  indicator,  or  whether  they  are  de- 
d  by  the  water  end  of  the  machine. 
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Mr.  Oberlin  Smith. — As  I  understand  this  jacket  matter,  the 
difference  between  the  results  with  and  without  a  jacket  are 
when  respectively  the  steam  is  allowed  to  circulate  through  the 
jacket  and  when  it  is  merely  shut  off  by  cocks  or  valves,  leaving 
the  jacket  "  empty  " — that  is,  full  of  air  or  vapor  at  a  very  low 
pressure,  or  whatever  else  may  be  in  there.  I  do  not  know 
much  about  the  subject  experimentally,  but  it  seems  to  me  that 
this  is  hardly  a  fair  test  In  order  to  show  the  absolute  differ- 
ence of  effect  between  jacket  and  no  jacket,  the  jacket  should  ^be 
used  in  the  ordinary  way  in  the  one  case,  and  in  the  other  case 
should  be  entirely  removed.  Otherwise  its  contents  act  to  some 
extent  as  a  non-conducting  "lagging."  I  would  like  to  ask  the 
author  whether  he  has  tried  any  experiments  in  this  way.  It 
would  be  an  easy  matter  to  make  a  jacket  in  halves,  or  to  make 
it  so  that  it  could  be  slid  off  endwise,  or  something  of  the  kind, 
so  that  the  experiment  could  be  tried  with  all  other  conditioDfi 
the  same.  It  would  not  be  a  fair  trial  to  take  two  separate 
engines,  built  as  nearly  alike  as  possible  except  in  the  matter  o: 
jacket,  because  the  conditions  of  friction,  etc.,  might  be  different 
But  with  a  removable  jacket  the  thing  could  be  very  accurately 
tried  and  the  real  results  arrived  at. 

Mr.  A.  R.  Wdff. — The  idea  of  the  steam-jacket,  as  it  h« 
always  been  understood,  is  not  to  prevent  the  radiation  of  heai 
from  the  cylinder,  but  to  supply  heat  units  to  the  steam  durinj 
its  expansion  in  the  cylinder,  so  that  the  rate  of  condensatioi 
there  will  be  decreased.  It  is  well  known  that  with  a  certaii 
amount  of  water  in  the  cylinder  during  admission  the  amoun 
will  increase  very  rapidly  during  expansion.  The  idea  of  th< 
steam-jacket  is  to  supply  steam  to  the  jacket  and  have  the  con 
densation  take  place  within  the  jacket  itself,  and  thus  transfe: 
heat  to  the  steam  in  the  cylinder,  during  its  expansion,  rathe: 
than  to  have  the  condensation  take  place  in  the  cylinder  itsell 
On  that  account  the  trial  is  certainly  entirely  fair  for  the  deter 
mination  of  the  relative  efficiency  of  the  engine  with  an( 
without  a  jacket.  The  presence  of  the  jacket  when  empty  an( 
not  used,  incapable  of  radiating  heat  to  the  steam  in  th( 
cylinder  (since  it  contained  no  available  heat  units),  would  no 
cause  the  engine  to  show  a  higher  efficiency  than  if  no  jacket  wa 
round  the  cylinder.  The  point  of  this  paper,  as  I  understanc 
it,  is  the  following :  that  with  and  without  jackets  in  thii 
particular  engine  the  steam  consumption  certainly  did  not  diffe 
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ms  of  3  per  cent ;  tbat  furthermore,  the  variation  in  the 
or  e&rds  taken  approximately  under  the  same  conditions 
li  that  it  makes  it  doubtful  whether  this  variation  in 
rlormauce  is  not  due  to  variation  in  the  indicator  cards. 
f  that  be  «o,  the  possibility  of  such  variation  may  enter 
^  steam-engine  trials  thus  far  on  record  to  show  the  rela- 
tlue  of  jai-kets,  because  nearly  all — if  not  all — the  leading 
mente  in  Bteam-jaekets^  were   made   on  steam-engines  in 

the  indicated  liorse-power  and  the  steam  consumption 
1  the  record  to  test  the  efficiency.  These  percentages 
erencse,  to  wliich  reference  has  been  made  in  discussion^ 
1  aud  12  per  cent,  gain  by  the  use  of  the  jacket,  were 
on  the  trials  of  engines  in  which  the  indicated  power  was 
red  and  the  actual  steam  consumption  obtained,  either  by 
^aporation  of  tlie  boiler  and  testing  the  quality  of  the 
,  or  by  measuring  the  heat  units  in  the  steam  as  it  left  the 
er-   Certainly  the  author'^  experiments  now  communicated 

Society  were  made  with  the  greatest  care,  and  whatever 
g  the  results   may  have  on  other  experiments,  it  seems 

to  question  the  correctness  of  the  special  residts  on  this 
alar  engine,  because  of  some  other  experimental  records 
^the^  engines  not  here  detailed. 

lay  add  that  I  have  carefully  examined,  especially  with 
w  to  this  tliscussion,  other  records  above  referred  to, 
icb  11  and  12  per  cent  gain  have  been  recorded  as 
led,  and  as  far  as  I  have  been  able  to  examine  those 
la,  the  indicated  powen*  differed  so  widely  within  a  given 

conditions  with  jackets,  or  again  without,  that  it  made 
reconls  of  11  and  12  per  cent,  gain  and  the  like  appear 
lubious,  indeed,  as  to  accuracy  and  justification. 

*L  T*  Hcnthoru. — I  have  in  mind  a  series  of  experiments 
L  were  made  with  an  engine  of  about  the  same  type  as  the 
"tucket/'  running  at  the  same  ratio  of  expansion,  with  the 
steam  aud  water  pressure  and  jacketed  in  the  same  way, 
t  wafi  found  from  a  series  of  twenty-four  and  thirty-six 
runs,  re|>eated  alternately,  that  the  value  of  the  steam 
ts  was  from  7  to  10  per  cent.  That  is,  that  was  the  value 
a  jackets  to  the  economy  of  the  engine  and  based  on  the 
1  duty  of  the  engine  in  foot  pounds. 

f/p  J,  B.  llV&t.— In  some  of  these  tests  of  the  efficiency  of 
ts  it  seems  that  doubts  exist  as  to  the  accuracy  of  the 
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indicator  cards  and  other  data,  and  it  seems  to  me  that  any 
supposed  saving  due  to  the  jacket  must  remain  doubtful  until 
it  be  made  reasonably  clear  from  the  theory  why  the  jacket 
should  save,  or  until  such  saving  be  demonstrated  by  an  unim- 
peachable set  of  experiments.  It  is  a  question  whether  a  cer- 
tain amount  of  steam  can  be  used  more  economically  in  the 
jacket  than  it  can  in  the  cylinder.  One  of  the  first  conditions 
in  using  steam  to  get  power  out  of  it  is  that  no  fall  of  tempera- 
ture shall  be  allowed  without  a  certain  proportion  of  power 
being  developed.  The  steam  in  the  jacket  of  the  low-pressure 
cylinder  must  be  subjected  to  a  considerable  fall  from  the  boiler 
temperature  to  that  of  the  cylinder,  so  that  there  is  at  once  a 
great  loss  for  the  steam  which  is  used  in  that  jacket  There  is 
a  way  in  which  it  may  be  seen  that  the  jacket  might  save.  The 
condensation  of  the  steam  in  the  cylinder,  as  has  been  suggested, 
I  jbelieve,  by  Rankine,  probably  obeys  the  same  law  as  the 
freezing  and  boiling  of  water — viz.,  that  the  temperature  at 
which  it  occurs  changes  with  circumstances,  and  it  may  be  that 
a  jacket  acts  mainly  to  delay  the  formation  of  the  first  particles 
of  condensed  water.  As  long  as  their  formation  can  be  prevented 
condensation  cannot  occur,  but  as  soon  as  they  form  they  act  as 
nuclei  and  it  goes  on  rapidly.  The  action  of  a  jacket  may  resem- 
ble stopping  a  leak  in  a  dam,  which,  left  unstopped,  enlarges  its 
hole,  and  may  finally  cause  a  loss  out  of  all  proportion  to  the 
small  beginning.  When  condensation  has  once  commenced,  it  is 
doubtful  whether  any  reason  can  be  assigned  why  the  steam 
can  be  used  to  more  advantage  in  the  jacket  than  in  the  cylinder 
itself,  for  the  reason  that  a  loss  of  temperature  occurs  equal  to 
the  difference  between  boiler  temperature  and  the  average  tem- 
perature of  the  inside  of  the  cylinder.  In  view  of  this  unavoid- 
able loss,  it  seems  to  me  doubtful  whether  it  can  be  shown  that 
the  jacket  effects  a  saving. 

Prof.  B.  H,  Thurston. — These  results  are  interesting — in  some 
respects  extraordinary ;  they  surprise  many  of  us. 

The  result  which  has  been  shown  in  the  author's  paper  is 
one  which  has  not  been  entirely  unanticipated  as  an  abstract 
possibility.  Our  experience  with  jackets  runs  back  now  a  great 
many  years.  With  the  old  single  cylinder  engine  Watt  found— 
and  I  think  a  good  many  engineers  since  his  time  have  found — 
that  by  the  use  of  steam-jackets,  under  the  usual  conditions,  it 
was  perfectly  possible  to  make  a  difference  of  15   or  20  per 
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L  the  duty  obtained  from  such  an  engine.      In  the  nse 
pound  engines,  more  recent  experiments  have  shown  that 
ence  of  10,  or  perhaps  more,  per  cent  may  be  produced  by 
►per  use  of  jackets.  The  statement — which  is  undoubtedly 
ihat  an  engine  of  such  extraordinary  excellence  of  con- 
>n,  such  remarkably  efficient  design,  as  to  give  a  record 
at  the   time  of  its  construction,  had  never  been  ap- 
Bd,  could  still  give  equal  efficiency  without  the  use  of  a 
B  to  me  one  of  the  most  interesting  and  instructive  facts 
has  yet  been  experimentally  revealed.      But,  noting  the 
facts  to  which  I  have  referred  in  my  own  paper  and 
can  be  seen  that  the  effectiveness  of  the  jacket  is  of  pro- 
ely  decreasing  magnitude  as  the  perfection  of  our  pro- 
for  increasing  efficiency  in  other  directions  increases, 
le  of  my  own  papers,  I  think,  you  will  find  a  remark  that, 
«rtain  conditions,  a  jacket  may  be  of  no  value,  and  under 
other  conditions  may  even  exaggerate  the  losses  which  it 
ended  that  it  should  reduce.     I  can  imagine  a  condition  in 
in  this  engine,  there  should  be  no  saving,  but  that  the  use 
acket  should  give  us  a  decreased  efficiency.     I  should  be 
ed  if  it  should  be  so,  but  I  can  certainly  imagine  an  en- 
reducing  efficiency  by  the  use  9f  the  jacket, 
lints  of  the  performance  of  the  Chicago  "  West-Side '' 
ig  Engine  report  duties  of  ninety-five  and  ninety-seven 
s,  and  that  with  compound  engines  unjacketed,  except  on 
wer  heads.     Mr.  Wilson,  their  designer,  told  me  that  he 
en  the  view  which  I  have  just  presented  to  you  ;  that  he 
ivinced  that  he  coidd  build  a  cheaper  engine,  and  get  as 
ity  when  jacketing  simply  the  lower  heads  as  when  jack- 
1  over.     He  did  build  an  engine  which  for  the  time  gave 
dinarily  high  duty  ;  and  he  built  a  cheap  engine.     He  put 
<5ket  which  proved  to  be  effective,  and  a  form  of  jacket 
ould  be  made  without  increasing  the  cost  of  the  machine 
ich,  or  introducing  the^  risks  which  always  are  introduced 
application  of  a  jacket  of  the  ordinary  kind. 
Ik  Vclson  Wood, — I  notice  that  the  steam  consumption 
engine  appears  to  be  remarkably  low.     I  have  watched 
me  interest  the  results  of  trials,  and  I  find  that  by  add- 
>er  cent,  to  this  that  it  is  Still  lower  than  any  which  I 
>n8idered  authentic     I  do  not  say  this  by  way  of  criti- 
I  take  it  for  granted  that  the  experiments  are  well  made. 
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bat  I  do  it  rather  to  call  attention  to  the  fact  and  also  to  draw 
out,  in  case  I  am  mistaken,  in  regard  to  steam  consumption  from 
others,  the  fact  that  these  figures  have  been  approximated  to. 
I  would  like  to  have  it  confirmed. 

Another  point :  Admitting  the  correctness  of  the  experiments 
and  the  resul!:s,  it  would  seem  to  show  in  this  engine  that  the 
empty  steam-jackets  might  have  been  serviceable.  We  cannot 
tell  definitely,  I  suppose,  without  some  such  experiment,  as  was 
referred  to  by  Mr.  Smith,  in  which  the  whole  steam-jacket  is 
removed.  But  it  is  possible  that  the  space  once  having  been 
heated  and  filled  with  hot  air,  did  all  the  service  which  the  live 
steam-jacket  could  have  done.  I  was  informed  by  the  engineei 
of  the  Cromwell  Line  that  they  were  running  single  cylinder 
engines  of  long  stroke  and  early  cut-oflf  (about  jV)>  ^^  which 
there  was  an  arrangement  for  a  steam-jackei  He  said :  "  1 
have  not  used  a  steam-jacket  for  years." 

I  asked  him  why  not.  He  said,  "  It  seems  to  give  us  as  good 
results  as  when  we  used  live  steam."  He  supposed  that  the 
space  being  filled  with  air  formed  a  hot-air  space  which  pre- 
vented transmission  of  heat  outward.  If  this  be  true,  it  followf 
that  making  the  cylinder  practically  a  non-conductor  of  heat,  ii 
is  in  this  case  as  beneficial  as  the  attempt  to  transmit  heat  fron 
the  jacket  to  the  cylinder. 

Major  English,  who  has  made  an  extensive  series  of  experi 
ments  upon  the  action  of  steam  in  cylinders,  draws  several  con 
elusions,  among  which  is  the  following  :  "  Reducing  the  arei 
of  unjacketed  clearance  surface  as  far  as  possible,  appears  U 
the  author  to  be  unattended  with  any  counterbalancing  disad 
vantages ;  and  he  is  of  the  opinion  that  it  is  of  greater  impor 
tance  effectually  to  jacket  the  cylinder  covers  and  piston  than  thi 
sides  of  the  cylinder  themselves  ;  and  that  the  economical  result 
obtained  by  the  Corliss  and  other  similar  valve-gear  are  mon 
directly  attributable  to  short  steam  passages  and  consequen 
reduction  of  clearance  surface  than  to  any  other  cause."  * 

Mr.  John  C.  Ka/er. — The  amount  of  steam  used  per  indicatec 
horse-power,  aa  shown  by  the  figures,  is  apparently  very  lov 
and  this  would  imply  that  the  steam  was  superheated,  and  i 
highly  superheated  there  would  be  very  little  cylinder  conden 
sation,  and  the  efficiency  of  the  jacket  would  be  proportionate!; 

decreased.  ^^^ 

*  Engineering,  November  15lh,  1S89,  p.  686. 
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rimeDta  were  made  twenty-five  years  ago,  dhowiug  the 

ge  of  Buperheated  steam— if  it  could  be  practically  used 

hjeci  being  the  same  as  that  sought  after  by  the  use  of 

pin-^jack^L 

^  fsJlacy  to  suppose  that  the  use  of  the  st^am-jacket  will 

condetisatiou ;  steam  will  be  condensed  in  one  case  in 
tet,  and  in  the  other  in  the  cylinder,  the  difference  being 
len  condensed  in  the  cylinder  re-evaporation  takes  place 
reduction  of  pressure,  and  when  condensed  in  the  jacket, 
ssure  being  constant,  there  is  no  re -evaporation. 
5  steam  is  superheated,  there  would  be  very  little  cylinder 
lation  in  this  type  of  engine,  and  the  amount  of  steam 
^d  lor  by  the  indicator  would  approximate  closely  to  the 
y  of  steam  used  by  the  engine. 

>nld  like  to  know  what  percentage  of  the  steam  used  is 
«d  for  by  the  indicator  with  and  without  the  jacket  in  use. 

Prej*Efien/»— Before  Prolesftor  Denton  sums  up  tlie  discus- 
vould  call  attention  to  one  other  point,  namely  :  that  the 
LT  of  the  steam 'jacket  is  undoubtedly  affected  by  the 
r  of  expansion  earned  on  within  one  cylinder— that  is,  by 
'erence  in  temperature  at  the  two  ends  of  the  stroke ;  and 
is  might  explain  the  fact  that  different  regal ts  would  be 
^d  from  an  engine  having  a  very  high  degree  of  expansion 
igle  cylinder,  and  a  compound  engine  having  a  moderate 
of  expansion  in  each  of  several  cylinders, 
A  t/o-f.  E.  Denton,^ — I  do  not  desire  the  impression 
I  by  my  paper  to  be  that  the  saving  by  jackets  is  limited 
^^  cent,  in  all  classes  of  engines.  I  am  skeptical,  however, 
much  greater  saving  ever  having  been  proved  to  have  been 

by  jackets  on  engines  having  a  speed  of  revolution  up- 
of  60  per  minute.    Will  Mr.  Emery  name  any  experiments 

in  his  opinion,  bave  proved  to  the  contrary' ? 
.  Emery. — I  had  in  mind  those  made  on  the  Galkdin,   There 
te  same  check  upon  the  results  with  that  vessel  as  in  test- 
jutnpitig  engine-     It  is  to  be  recollected  that  the  experi- 

were  made  under  the  general  direction  of  Chief  Engineer 
Loring,  U.  S.  K,  representing  the  U.  S.  Navy,  and  myself, 
entiug  the  Treasury  Department  The  vessel  was  secured 
>ck  in  a  slip,  out  of  tbe  influence  of  the  tide,  and  a  constant 
>f  water  maintained  by  keeping  the  supply  of  coal  on  the 
•  Author*B  Closure,  under  the  Hulecs. 
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dock,  and  only  bringing  it  onboard  in  bags  as  reqaired  from  tiii]« 
to  time.  It  follows,  therefore,  that  the  resistance  ^tm  the  s&ihf 
during  both  experiments,  and  measured  practically  by  the  nutubf^i 
of  revolutions  of  the  propeller  in  each  case,  so  that  the  economy 
of  the  steam-jacket  can  be  ascertained  by  Qomparing  the  actual 
amounts  of  water  evaporated  and  coal  burned  with  the  qutuI^^i 
of  revolutions  of  the  propeller,  entirely  independent  of  resulta  ob- 
tained by  compariug  the  power  shown  by  the  indicator  diagramH 

I  would  only  add  that  all  deductions  from  scientitie  researchof 
can  be  invalidated  on  this  principle  of  stating  that  the  change  it 
result  due  to  a  particular  modification  is  within  the  limits  o 
error  of  observation,  or  of  the  instruments  used.  Deduotioni 
must  necessarily  be  made  from  averages  in  experimental  matters 
the  same  as  in  ordinary  commercial  transactions. 

Prof.  Denton, — The  experiments  on  the  GaUcdin  are  admi 
rable,  as  proving  many  interesting  facts.  But  when  studied  witt 
reference  to  the  exact  effect  of  jacketing,  they  present  man} 
inconsistencies  which  make  it  permissible  to  discount  tlie  appar 
ent  gain  due  the  jacket  as  shown  by  the  figures  published,  to  tbi 
extent  of  a  considerable  fraction  of  this  gain.  For  example^  iJ 
one  set  of  four  experiments,  Nos.  29  to  32  ("  Peabod  v's  Thermo 
dynamics,"  page  278),  it  is  possible  to  conclude  that  the  jacket 
produced  a  loss  of  upwards  of  12  per  cent 

Again,  we  have  a  right  to  ask  why  the  steam  confiumptioti  o 
this  engine  for  about  one-quarter  to  one-sixth  cut*ofl'  was  fom 
or  five  lbs.  per  H.  P.  higher  than  the  amount  which  practice  ha 
clearly  settled  belongs  to  the  conditions.  This  remark  applies  t^ 
the  cases  where  the  condenser  was  or  was  not  usecK  The  ver 
best  results,  as  shown  by  experiments  40  and  41,  to  be  attnin 
able  only  with  the  use  of  a  jacket,  are  matters  of  eveiy-daj 
guarantee  with  first-class  engines  under  similar  couditioua,  l>u 
unjacketed.  It  is  unfortunate  that  some  of  these  f^sL]>6rimettti 
were  not  duplicated  to  determine  the  probable  error  of  each  test 

As  regards  the  amount  of  superheating,  it  is  an  omission  no 
to  have  stated  it  in  my  paper.  It  was  carefully  determined  t< 
be  2^  degrees  Fahrenheit.  I  am  not  aware  that  we  have  anj 
right  to  believe  that  cylinder  condensation  during  admissioi 
would  be  annulled  by  less  than  some  175  degrees  of  superheat 
ing.  The  amount  of  steam  condensed  during  admlBsioo  was  % 
per  cent  of  the  total  steam  consumption  with  the  Jacket  in  use 
and  about  28  per  cent,  without  it. 
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0  giving  all  of  the  data  of  the  tbst,  I  am  very  glad  to  do 
it  will  be  found  in  the   form   of  an  appendix  to  the 

re  wonld  be  bo  essential  difference  in  my  conclusions  re- 
Erom  nsing  the  wat^r  pressure  as  the  measure  of  work  per- 
But  as  the  friction  of  the  engine  was  variable,  in  consec- 
stB  over  a  possible  range  of  abont  2  per  cent  of  the  total 
ibe  same  element  of  error  presents  itself.  Begarding  the 
of  some  7  per  cent,  gain  by  dispensing  with  jackets  on  a 
pumping  engine,  I  understand  this  engine  to  have  run  at 
5  revolutions  per  minute.  I  do  not  attempt  to  deny  that 
speed  of  revolution  there  may  be  the  amount  of  gain 
»y  the  speaker ;  but  I  hardly  think  that  his  figures  can  be 
i  fus  not  subject  to  a  possible  correction,  on  account  of 
r  short  interval  of  time  during  which  the  jacket  was  out 
D,  Mn  Hague  has  informed  me  that  the  engine  to  which 
rred  was  the  AUis  Compound  Pump,  at  Allegheny,  Pa. 
gine  has  one  high  and  two  low  cylinders,  and  expands 
bout  sixteen  times  at  about  100  lbs.  boiler  pressure^ 
known  that  the  radiation  of  a  steam-cylinder  is  only 
ne  per  cent  of  the  HtQAxn  used,  estimated  in  heat,  and  any 
n  of  this  loss  due  to  the  presence  of  the  jacket  when  not 
ing  steam  is  not  a  sensible  one  in  the  problem, 
lerstand  the  engine  referred  to  by  Mr.  Henthorn  was 
>on  the  same  model  as  the  Pawtucket  engine  tested  by 
t  was  of  somewhat  smaller  dimensions.  I  can  ouly 
for  his  facts  on  the  ground  that,  in  all  probability, 
am  supplied  to  this  engine  was  superheated  to  the 
ent  which  Mr.  Corliss  designed  to  have  his  boilers  s€- 
amely,  about  75  degrees,  the  experiments  being  a  se- 
rried on  at  Mr.  Corliss*  works  previous  to  his  making 
rtucket  engine  contract.  Mr.  Corliss  once  informed  me, 
a  convurBation  regarding  the  value  of  jackets,  that 
lidered  5  per  cent,  of  gain  all  which  could  be  relied 
"om  their  infiuence,  and  I  have  been  assured  at  another 
f  his  brother,  Mr,  William  Corliss,  that  it  is  difficult  to 
nstanoes  in  the  extensive  practice  of  himself  and  his 
'  where  there  was  proof  of  eVen  this  small  amount  of 
nag  attributable  to  jacketing.  It  should  be  borne  in 
iiat  this  practice  applies  to  engines  making  upwards  of 
ilutions  per  minute,     I  am  e^lad  tro  have  the  support  of 
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no  rigorous  a  student  of  physics  as  Professor  Webb  regarding 
the  absence  of  any  inconsistency  between  my  position  and  the 
tbermo-dynamic  views  which  he  has  applied  to  the  question  oi 
the  usefulness  of  jackets. 

I  have  found  that  it  was  the  opinion  among  many  practice 
American  engineers  that,  whatever  the  gain  by  the  use  of  the 
jacket,  it  was  too  small  to  make  itself  felt  by  the  amount  of  coa 
burned,  and  in  several  instances  the  use  of  steam  in  jackets  hai 
bei^n  abandoned  and  the  engines  found  to  do  their  work  with  d( 
apparent  difference  of  action  whatever.  I  do  not  mean  to  b 
ui]derstood  as  claiming  that  the  jacket  is  not  valuable  on  larg( 
taurine  engines  for  the  purpose  of  heating  up  the  cylinders  afte 
tlm  engines  have  been  idle,  and  in  maintaining  the  cylinder 
freer  from  strains  due  to  temperature.  Many  practical  engineer 
}>6lieve  in  the  value  of  jackets  for  this  purpose,  and  their  appli 
cation  to  the  latest  types  of  marine  engines  must  be  regarded  a 
valuable  on  these  grounds.  But  so  far  as  experimental  proof  o 
large  economies  due  to  jackets  is  concerned,  this  general  criti 
eUm  is  to  be  made :  First,  some  considerable  change  of  condi 
tlons  has  generally  existed  between  the  tests  with  the  jacket  an* 
those  without ;  or,  second,  the  economy  gotten  by  the  use  of  th 
jiicket  could  be  excelled  or  equalled  by  engines  without  a  jackei 
running  under  practically  the  same  conditions.  For  example 
Iliru's  claim  of  20  per  cent,  gain,  based  upon  experiments  mad 
about  1859,  is  vitiated  by  the  fact  that  the  ratio  of  expansion  wit 
the  jackets  was  about  9,  and  only  about  14  without  jackets.  Thi 
range  of  expansion  is  now  known  to  involve  losses  due  to  ii 
ct'case  of  cylinder  condensation  sufficient  to  discount  greatly  th 
0hnm  for  the  jackets. 

Hallauer's  test  on  apparently  the  same  engines,  made  seven 
jenrs  later,  finds  but  8  per  cent,  gain  in  favor  of  the  jacket,  and  hi 
conditions  involve  a  difference  of  boiler  pressure  of  about  10  Ibi 
in  60,  and  one  unit  in  the  ratio  of  expansion,  which  was  about  7. 

A  similar  analysis  of  Mr.  J.  G.  Mair's  *  admirable  tests  to  d< 
tc  rmiue  influence  of  jackets,  and  of  the  noted  example  in  tli 
U^fRdin  of  the  MuUhouse  Society,  1878,  where  apparently  30  pc 
cent  of  gain  is  derived  from  the  jacket,  either  leaves  room  \ 
discount  the  claim  of  such  gain  on  account  of  wide  differences  i 

♦   trans.  Inst.  Civil  Engrs,  of  Ot.  Britain,  Vols.  LXX.  and  LXXIX.    f  See 
bmiih'a  Steam  Engine  Practice,  tbe  account  of  *'  Uu Unut-r's  Engine  Tests." 
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n,  or  to  raise  the  point  that  nearly  eqnal  ecoDomy  to  that 
f  the  use  of  the  jacket  is  available  by  the  best  engines  in 
practice* 

Qot  mean  to  be  unAergtood  as  believing  that  all  gain 
for  jackets  by  these  experiments  is  delusive,  Mr,  Mair's 
engines  of  slow  rotational  speeds  aflFord  a  very  good  basis 
tieHef  of  considerable  gains  from  jackets  under  auch  con- 
Regarding  the  gain  held  to  be  obtainable  by  jackets  in 
;ime^  his  opinion  was  doubtless  based  upon  the  i>erform- 
the  pumping  enr^ines.  In  these  the  range  of  tempera- 
the  cylinder,  by  the  principles  of  the  equilibrium  valve, 
11 ;  there  was  considerable  w^i re-drawing  which  tended  to 
B  steam  dry  during  admission,  audat  the  same  time  cause 
ior  temperature  to  exist  in  the  jacket,  which  makes  it 
asonable  that  5  per  cent,  of  steam  speot  in  a  jacket  should 
abled  cylinder  condensation  to  be  entirely  avoided,  and 
some  20  per  cent  of  gain  made  available.  This  view  is 
ed  by  the  water  consumption  tests  of  Wicksteed  on  a 
I  &  Watt  engine*  We  may  freely  admit,  therefore,  that 
estimate  of  the  jacket  was  well  founded,  and  yet  fail  to 
any  such  gain  in  modem  engines,  because  the  latter  do 
lisse  the  comlitions  of  steam  distribution  of  the  Watt 
[g  engine. 

ret  that  one  of  the  speakers  does  not  give  some  explana- 
to  what  are  the  conditions  which  permit  a  jacket  to  make 
ily  different  a  saviug  ip  different  modern  engines.  Pos- 
is  view  is  based  on  the  theory  of  Cotteidll ;  an  ingenious 
lit  lacking  prrjbabiHty;in  view  of  its  ascribing  to  liquid 
the  ability  to  absorb  heat  with  an  improbable  degree  of 

case  cited  by  another  speaker  as  occurring  un  one  of  the 
ell  Line  st-eamers  represents  the  opinion  common  among 
ork  steam-boat  men- 

irding  the  experiments  of  Major  English,  I  have  not  had 
)  study  them  closely ;  but  in  testa  made  by  the  writer  and 
D.  S.  Jacobus  *  on  a  17  x  30  engine,  not  having  Corliss 
,  the  economy  obtained  was  such  as  to  make  it  question- 
phether  Major  Englishes  opinion  regarding  the  special 
fjf  Corliss  valves  will  be  found  supported  in  prat^tice. 

tt-am  Cousumpitou  at  Vnrmble  Sjiet-d,"  TMfis,  Am,  Soe.  Mtxhanical  En- 
VoLX.,  Nq,  CCCXLIX.,  j>.  73?. 
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CWLXXV. 

ON  THE  PERFORMANCE  OF  A   DOUBLE-SCREW 
FERRY-BOAT. 

BT  S.  ▲.  8TSTKN8  (ABSOCIATK)  AND  J.  S.  DKNTON  (MKlCBEHk  llDBOKK>(|  H,  i^ 

INTRODUCTION,  BY  K   A.   STEVENS 

The  first  propeller-boat  used  for  ferrj-  purposes  was  coi 
structed  in  the  first  decade  of  this  centui  j  bj  my  graodfathe] 
John  Stevens,  and  made  a  run  between  Hoboken  and  Barela 
Street,  my  uncles,  John  C.  Stevens  and  Robert  L.  Bteve»Sj  ac 
ing  respectively  as  pilot  and  engineer. 

The  engines  of  this  vessel  are  at  present  in  the  Stevens  Inst 
tute ;  and  while  the  vessel  would  hardly  be  classed  as  a  ferri 
boat,  in  our  understanding  of  the  word,  it  is  a  curious  coine 
dence  that  she  was  run  over  the  very  route  on  which  the  Ikajt 
is  now  serving. 

About  forty  years  ago  my  uncle,  Robert  L,  Stevens,  and  m 
father,  E.  A.  Stevens,  went  so  far  as  to  have  au  estimate  made  \ 
Hogg  &  Delamater,  predecessors  of  the  Delamater  Iron  Work 
for  a  screw  ferry-boat  for  the  Hoboken  ferries. 

In  1867  a  patent  was  obtained  by  Edwin  L.  Brady,  of  Ne 
York,  for  a  screw-propeller  ferry-boat.  Two  vessels  of  900  toi 
burden  were  built  under  this  patent.  If  they  were  used  i 
ferry-boats  at  all  it  was  to  a  very  limited  extent.  Thej  wei 
used  subsequently  at  the  mouth  of  the  MiBsissippi  River  as  a^ 
tating  dredges.  It  is  believed  that  the  washing  of  the  leve. 
caused  by  the  quick  water  from  the  screwii  was  so  serious  as 
cause  their  use  as  ferry-boats  to  be  abandoued. 

Some  twenty  years  ago  Mr.  Brady  consulted  on  the  matter 
screw  ferry-boats  with  the  late  Captain  Woolsey,  ol  Jersey  Ci 
ferries,  General  McClellan,  and  Mr.  William  W.  Shippen,  th 
President  of  the  Hoboken  Land  and  Im  prove  me  nfc  Compati 
It  was  Mr.  Brady's  idea  at  the  time  that  boats  could  be  bu 
under  proper  conditions. 
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t  ibe  same  tituef  it  is  said,  a  ningle-screw  vessel  was  used, 
ly  partial  success,  on  the  Connecticut  River,  to  transfer 
o6s  that  stream* 

t,  if  not  at,  the  same  time,  Mr.  Francis  B.  Stevens,  of 
n,  niade  a  model  for  a  double-ended  propeller  ferry-boat, 
1  I  will  refer  later,  the  subject  having  been  considerably 
?d  by  the  management  and  Ijy  Professor  R.  HL  Thurston, 
Stevens  Institute  and  now  of  Cornell  University, 
ignst,  1879,  the  Oxton,  a  double-ended  boat  with  twin 
it  each  end,  was  placed  in  service  on  the  Mersey,  between 
tead  and  Liverpool  Since  that  time  a  number  of  simi- 
ela  have  been  built  and  operated  on  the  same  route, 
dings  are  made  from  the  side  of  the  vessels  and  not  over 
s,  as  is  the  practice  in  this  country.  The  vessels  are 
red  successful,  having  great  manoeuvring  power,  and 
lore  economical  than  the  side-wheel  vessels  which  they 
L 

years  ago  a  paper  was  read  before  this  Society  in  Boston 
William  Cowlea,  of  New  York,  containing  general  draw- 
a  proposed  screw  ferry-lK)at,  and  comparing  it  closely 
e  prevailing  type  of  ferry-boat  in  use  in  the  New  York 
and  with  an  improved  compound  side- wheel  boat  sug- 
\y  him. 

owles  proposed  using  a  toggle-joint  on  each  side  of  his 
ao  as  to  give  proper  submersion  for  his  screws,  which  he 
pr<i posed  to  protect  from  ice  by  guard  braces,  and  by  a 
3m  projecting  down  in  front  and  connected  with  a  shoe 
from  the  keel  He  further  proposed  using  a  double 
itack,  carried  up  on  the  divisions  between  the  cabins  and 
Q  gangway. 

erry  across  the  Straits  of  ]!irlackinac  has  long  used  {)ro- 
oats,  being  considered  bj  the  company  superior  for  use 
^hich  in  that  locality  often  occurs  in  fields  four  feet 
uiess,   through  which  the  vessels   have    to  force  their 

so^ralxir,  1887,  the  steamer  SL  Ignace  was  launched  from 
ks  of  the  Detroit  Dry  Dock  Company  at  Detroit.  She 
iigned  by  Mr,  Frank  Kirby ;  is  built  of  wood  of  great 
1.  Her  general  dimensions  are  250  feet  in  length,  50 
>eam,  and  22  feet  depth  of  liold.  She  has  two  compound 
^  each  one  driving  a  propeller  at  opposite  ends  of  the 
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boat ;  the  forward  engine  propeller  being  small  and  less  power- 
ful than  the  after  one. 

It  was  found  by  experience  that  propeller  Tesfiels  made  bettet 
headway  through  heavy  ice  by  proceeding  stern  first  than  bj 
going  ahead.  The  usual  practice  had  been  to  back  a  vessel  ink 
a  field  of  ice,  run  out  ice  anchors  at  each  quarter  aa  far  as  pc»s- 
sible,  then  to  start  the  vessel  ahead,  throwing  the  quick  w»tei 
from  the  propeller  against  the  ice  through  which  it  wag  Bouglil 
to  force  a  way;  to  reverse  the  engine  and  back  the  vessel  througi 
the  field  which  had  been  previously  weakened  by  the  flow  ol 
quick  water. 

Mr.  Kirby's  idea  was  that  a  forward  auxiliary'  screw  could  b< 
used  to  project  a  stream  of  water  ahead  of  the  vesgal,  so  as  t< 
allow  her  to  proceed  continuously  through  ice  of  altooat  ani 
thickness,  the  propelling  force  of  the  vessel  iu  that  caae  being  th< 
difference  between  the  powers  of  the  two  engines.  The  idea  ii 
practice  has  been  found  entirely  sueees&ful,  tlie  boat  makiu; 
much  better  time  than  any  of  the  other  vesaeb  used  in  croasinj 
the  Straits. 

The  problem  of  constructing  a  screw  forry-boat  Inm  been  j 
long-standing  one  with  the  Hobokeu  ft^rries.  Early  in  th^ 
70's,  as  previously  noted,  Mr.  Francis  B.  Stevens,  of  Holxiket 
got  up  a  model  and  some  preliminai*y  dra%vings  for  such  a  veespl 
The  management,  though  not  prepared  fur  ho  ratlieul  a  dtipartun 
kept  the  question  before  their  minds  aa  a  possibility.  Early  i 
1885  it  became  evident  that  two  new  boats  muni  soon  lie  btiDl 
and  the  question  was  raised  whether  tlioj  bhould  be  made  \m 
peller-boats  or  not.  With  some  reluctance  it  was  decided  tin 
there  was  not  sufficient  time  to  mature  the  necessary  [>lans,  as  i 
became  evident  that  the  subject  needed  careful  and  eloBe  stuib 
At  that  time,  in  connection  with  the  Siiperintcmdent  of  Ferriei 
Captain  C.  W.  Woolsey,  I  began  a  series  of  calculations  and  ei 
periments  which  ended  some  two  years  biter  in  the  model  c 
the  Bergen, 

Shortly  after  we  had  entered  on  the  subject,  Mn  Cowle»'  papi 
was  read  before  this  Society.  The  service  demanded  of  a  Ifi* 
York  ferry-boat  calls  for  some  peculiar  features  of  cunstructioi 

The  weight  of  the  loads  carried,  both  in  passengers  aiid  team 
as  well  as  the  strain  caused  by  the  ice,  and  the  danger  of  collisioi 
all  call  for  a  hull  of  great  strength  and  rigidity*  Beyond  tlii 
the  vessel  must  have  gi-eat  stability,  to  resist  burj  ing  by  il 
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well  as  heeling.     She  mu8t  b©  able  in  floating  ice^  and 
attain  a  speed  of  about  twelve  miles  an  hour  m  service, 
Dain  cbaTacteristics  of  the  Bergeria  model  are  a  full  flar- 


er  body,  fine  under-water  body,  with  a  full  water-lilies  a 
-shape  midship  section  (Figs.  71  and  72),  and  the  peculiar 
away  of  the  ends  to  bring  the  rudders  and  screw  withiii 
jendicular  of  the  stems  (Fig.  73), 


lie 
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:^^ 


Fro.  72. 


The  shape  of  the  walerlin* 
and  upper  body  were  determine 
by  consideration  of  power  ia  u 
and  stability- 

Tlie  midship  section,  in  iwij 
to  give  an  unbroken  line  for  tl 
shafting,  had  to  haye  a  mtin 
depth.  It  was  found  tbjit  m\ 
the  required  displacement  tl 
form  adopted  (Fig.  7*2)  waa  abo 
the  only  ptneti cable  one*  TIi^  ^ 
perience  on  the  Hoboken  forr 
moreoYer,  had  been  very  Invorab 
to  a  sharp  V  section.  The  olil 
wooden  boats,  built  on  a  pcirft? 
V  section,  gave  excellent  mstull 
while  of  the  iron  and  stetsl  l>oa1 
the  Ornuffe  and  MunUiaif^  wbi* 
more  closely  apprt^ach  tbiit  *^ 
tion,  gave  better  rB«ulU  than  tl 
other  boats  which  had  a  «#fnim 
cular  section ;  und»  as  far  as  c^u 
be  judged,  than  the  West  Shu 
and  Pennsylvania  li  It  fen 
bnat^,  with  straight  sidei*  au*1 
flat  floor. 

The  experience  on  the  Hobok 
ferry%  with  balanced  rudders  liai 
under  the  keel  and  supported  fru 
above,  having  been  very  faToml 
both  as  regards  efficiency,  strengt 
and  ease  of  repair,  it  was  decid 
to  use  a  rudder  as  nearly  Bimil 
to  the  ones  in  use  as  contlititi 
would  allow. 

The  form  shown  in  Pig-  73*  wi 
the  ends  of  rudder  stock  support 
in  the  shoe,  appeared  moRt  »ui 
•^™"«^'  aide,  and  the  fixed  rudder  in  t] 
bow  seemed  to  promise  protecti< 
from  ice   to  the  forward    scr^ 
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arrangement   has  shown  itself  perfectly  satisfactory   in 


!e. 


question  as  to  motive  power  presented  four  alternatives 


De  engine,  driving  a  line  of  shaft  with  universal  flexible 
there  lye'mg  an  angle  in  the  Hhaft  on  each   side  of  the 
as  proposed  by  Mr.  Cowles. 
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2.  One  engine,  without  such  joints,  and  with  a  straight  ^haf 
as  in  the  Bergen. 

3.  Two  engines,  each  driving  independent  shafts  at  an  angl 
to  each  other,  as  in  the  St  Igncice,  and,  I  believe,  in  the  boal 
built  by  Brady. 

4.  Two  engines,  either  with  or  without  flexible  joiutB  in  thei 
shafts,  driving  two  propellers  at  each  end,  as  in  the  Mers« 
boats.  . 

This  last  plan  was  rejected  on  account  of  the  lesser  protectio 
from  ice  afforded  the  screws,  and  the  fear  of  trouble  in  riding  u 
on  racks,  as  is  often  done  when  entering  a  slip  with  a  stroD 
wind  and  tide. 

The  advantages  of  the  first  and  third  methods  were  a  deepc 
submersion  of  the  screw  and  a  flatter  midship  section.  The  dimjc 
vantages  were  the  insecurity  of  the  flexible  joints  in  the  fin 
method ;  and  in  the  third,  the  increased  cost  of  construation  ati 
operation. 

The  cost  of  construction  on  the  plan  adopted  has  shown  a 
advantage  in  the  case  of  the  screw.  The  hull  is  slightly  moi 
expensive,  the  engine  decidedly  less  so,  with  the  same  power- 

The  engines  and  boilers  of  the  Orange,  500 1.  H.P.,  cost  aboi 
the  same  as  the  Bergen's,  660  H.P. 

I  might  add  here  that  the  Bergen  is,  if  anything,  more  powerfi 
than  necessary. 

In  cost  of  operation  it  was  found  that,  in  a  six  weeks'  run,  th 
saving  in  coal  would  more  than  pay  for  the  wages  of  an  oiler  an 
the  extra  lubricators  used.  Whether  an  oiler  is  necessary  i 
doubtful. 

As  to  capacity,  the  following  table  shows  a  comparison  be 
tween  the  Bergen^  Orange,  and  Moonachie. 
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to  be  noted  in  case  ol  tte  Bergen  that  tlie  space  is  more 

le,  especially  as  regarda  teams,  her  toam  capacity  being 

than  the  3I<t</mtch}Vh\  and  almosst  equal  to  the  Orurajtat. 

;ided  advantage  in  the  Benjen  is  the  ease  with  wliich  s!ie 

unloaded,  the  saring  in  the  crowded  hours  of  travel  being 

ut^ide  table, 

oint  of   handling,  the  lievffen  compares  ver^"   favorably 

\y  ferry-boat  on  the  river.     Her  greater  draught  mnkes 

eptionally  steady  on  her  helm,  while  it  is  fonnd  that  she 

n  as  readily  as  other  boats. 

?^n  stop  in  a  shorfcer  distance,  notwithstanding  her  higher 

Jefects  which  have  been  foand  are  not  incident  to  the  de- 
id  while  there  are  many  de]>artnres  that  will  be  made  in 
ine  in  the  next  boat  built,  the  hull  will  be  practically  un- 
],  and  DO  alteration  in  the  engine  involving  any  change  in 
le  has  as  yet  been  fonnd  advisable. 

ising,  I  would  Bay  that  the  Bftijnt  should  be  regarded  aa 
^riment  in  adapting  a  style  of  iirnpnlsion  which  has  been 
fidly  employed  elsewhere  to  the  purposes  of  a  ferry-boat 
York  harbor.  Whether  use  in  heavy  ice  will  show  any 
which  may  require  modification  is  as  yet  an  unsettled 
a ;  but  we  feel  full  confidence  that  no  more  serious  trouble 
change  in  the  type  of  the  propellers  will  be  met 
feically,  the  Bergen  is  preferred  by  passengers  and  pilots 
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alike.     While  the  boat  is  by  no  means  perfect,  she  is  the  hef 
boat  we  have,  and  will  furnish  a  type  for  our  futare  boats. 

The  engines  of  the  Bergen  were  designed  by  Mr.  J.  Shield 
Wilson,  of  Philadelphia.  A  number  of  engineers  gave  us  adnc 
and  encouraged  us  by  their  confidence  in  the  plan  of  buildii] 
such  a  boat.  Among  the  latter  I  may  mention  Mr.  Fran 
Kirby,  of  Detroit,  and  Messrs.  Herman  Winter  aud  Andre 
Fletcher,  of  New  York.  A  general  view  of  the  engine  is  shoTv 
in  Fig.  74 

RESULTS  OF  EXPERIMENTS  TO    DETERMINE    PERFOHMASCE    OF    SCBE 
FERRY-BOAT  **  BERGEN." 

BT  J.  E.   DEKTON. 

The  objects  of  the  experiments  undertaken  were  to  determii 
the  relative  economy  of  the  Bergeriy  as  compared  to  the  h^\ 
type  of  paddle-wheel  ferry-boat  having  the  common  style  of  ove 
head  beam  engine,  a  jet  condenser,  and  drop- return  flue  boiler 
The  paddle-boat  selected  for  this  purpose  was  the  Orang 
one  of  a  pair  of  steel  boats  designed  in  1887  by  Mr,  Francis  ] 
Stevens,  and  representing  the  best  modem  example  of  its  clas 
of  ferry-boats.     The  programme  carried  out  was  as  follows : 

L  The  steam  consumption,  boiler  evaporation,  horse-powe 
and  speed  were  determined  for  each  boat  during  14  hours  of  regi 
lar  ferry  service. 

n.  Each  was  run  to  Newburgh  and  return,  a  distance  of  1^ 
miles,  without  stoppage,  and  the  steam  consumption  per  hors< 
power  determined  at  the  maximum  capacity  of  the  boilers.  Als' 
the  evaporative  economy  of  the  boilers,  starting  with  new  woo( 
fires,  was  determined  during  an  interval  of  14  hours,  and  ti 
speed  was  measured  by  an  estimate  of  the  probable  velocit}'  < 
tides,  and  a  log  whose  correction  co-efficient  was  approximate! 
known. 

m.  The  speed  of  the  Bergen  was  determined  at  the  max 
mum  horse-power  for  which  the  engines  were  designed,  by  opp< 
site  runs  over  a  1-mile  course,  after  allowing  the  boiler  pressui 
to  accumulate  above  the  average  pressure  which  the  boilers  ca 
maintain  for  more  than  a  few  minutes. 

IV.  One  of  the  screws  of  the  Bergen  was  removed,  and  th 
power  and  speed  determined  by  runs  over  a  2-niile  courae,  fii^ 
with  the  single  screw  pushing,  and  then  with  it  pulling^  the  boi 
at  equal  speeds  of  revolution  of  the  engine. 
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principal  data  and  results  are  shown  in  Tables!,  2,  3, 


CONCLUSIOKS, 

principal  conclusious  drawn  £rom  the  experiments  are  as 

le  steam  used  per  horse -power  for  all  purposes  is  25 
r  hour  for  the  beam  engine,  and  22  Iba  for  the  triple 
under  their  average  conditions  of  ferry  service;  but  the 
ption  of  the  Bergen's  main  engine  is  only  18.3  lbs.  per 
ler    H*P,,  the    direct-acting    steam  feed  and  circulating 

etc ,  consuming  about  3 J  lbs*  per  indicated  horse-power, 
he  fiteam  consumption  of  both  engines  does  not  practically 
rhile  in  intermittent  ferry  service  from  that  found  dur- 
tinnous  working  of  tlie  engines.  Pages  389  and  402.  « 
The  economy  of  the  drop-return  flue  boiler  of  the  Orange 
dcally  the  same  as  the  locomotive  type  in  the  Bergen,  both 
evaporating  on  the  average  about  8^2  lbs.  of  water  per  lb. 
mi  nous  coal^  under  ordinary  working   conditions,   thus 

the  eonsum ption  of  coal  per  hour  per  H.P.  about  2.9  for 
im  engine*  2.6  lbs,  for  the  Bergen,  for  all  purposes,  and 
^,  for  main  engines  alone. 

Che  speed  of  the  boats  under  all  conditions  is  practicaUy 
ement  with  the  law  of  cubes,  and  by  the  application  of 
w  it  appears  that  for  a  still-water  speed  of  12.6  statute 
*er  hour  the  following  statements  are  practically  true  : 
paddle-wheel  boat  wouil  require  642  H.P.,  and  would 
41  revolutions  per  minute,  with  a  slip  of  26  per  cent, 
acrew  boat»  using  double  screwsi  would  require  680  H.P., 
ue  speed  of  145  revolutions,  and  the  slip  would  be  12^ 
It. 

screw  boat,  using  one  screw  at  the  stem,  would  require 
P.,  152  revolutions  per  minute,  and  the  slip  would  be  18 

it 

screw  boat,  using  one  screw  at  the  bow,  would  require 
P.,  1G3  revolutions  per  minute,  and  the  slip  would  be  18 
ut,  but  the  recoil  upon  the  hull  of  the  water  which  the 
vets  on  would  make  the  apj^iirent  slip  about  22  per  ceni 
'he  screw  at  the  bow,  using  the  same  horse-power  as  the 
it  the  stern  for  equal  revolutions,  propels  the  boat  slower 
]e  screw  at  the  stern  by  an  amount  practically  equal  to 
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the  equivalent  of  the  extra  resistance  dne  to  the  increase  of  tl 
velocity  of  the  boat  by  an  amount  equal  to  the  velocity  of  slip  ( 
the  screw.     See  page  438. 

YL  By  calculations  based  upon  the  accepted  relations  betwee 
the  slip  of  the  screw  and  the  velocity  of  a  boat,  it  appears  tha 
in  order  for  the  double  screws  to  produce  the  same  speed  as 
single  screw  of  the  same  diameter  at  the  stern,  the  slip  of  tl 
latter  must  be  to  the  former  in  the  ratio  of  18  to  11^,  and  ther 
fore  the  cause  of  the  extra  power  consumed  by  the  two  screws  i 
compared  to  the  one  screw  is  the  fact  that  the  slips  are  as  18 1 
12.6,  instead  of  as  18  to  11.5.  The  details  of  this  calculation  ai 
given  in  the  body  of  the  paper. 

TABLE  I. 

DIMENSIONS   AND  WRIGHTS  OF   *' OBANQB  "  AKD   "  BBROEN." 


Dimensions. 


Length 

Beam  

Draught  above  base  of  hull 

luimeised  surfHCe 

Augmented  surf  ace 

Co-etficient  of  augmeDtation 

Mean  angles  of  water  lines 

Wbiohts. 

Boiler 

Water  in  boiler 

Propelling  wheels 

Propelling  wheel  shaft 

Engines   witliout  propelling  wheels  and 

sTiaft,  but  including  frame,  kelson!«,  etc. 
Fresh  water  tanlcA  filled,  donkey  pumps. 

attachments  (piping,  chimney,  etc.)... . 

Total    machinery   burden,  exclusive    of 

8teering  and  ventilating  engines 

Hull  as  launched 

Total  weight,  machinery  and  hull,  as 
launched 


Oranob. 

Bbrokn. 

211' 

82' 

7'. 8' 

6,571  sq.  ft 

7,347  -     - 

1.818 

14' 

200' 

82' 

8'  10" 

5,788  Pq.  ft. 

7,524  ••    " 

1.299 

13*  13' 

Lb3. 
76,000 

60,000—186,000 
80,000 
24.000—104,000 

Lbs. 
100,852 
55,000—155,853 

6,000 
27,000-  88,000 

182,000 

122,000 

80,000 

86,000 

452.000 
860,000 

896.853 
720.848 

653  tons. 

558  tons. 
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TABLE  IL 

AL  SUICHAKY  OF   ESFKKIMENTS  OF  F£nB7*HOATS   ''OEAKOE*'  ASfD 


EnotSflc 

0H4)fUE. 

BZBOIIV. 

High. 

iDteim. 

Low, 

CjUnder^liicliv  *........ 

4fiiiu. 

tort. 

«fL 

t 

m 

m 

«7" 
»ft. 

9 
1S*!< 

a 

aft. 
t 

fion  -  K .        +  , ,                K  K  +     * » , , 

Ufilan  BofU,  percimt  of  Piaton. 

n% 

Boil^EBf. 

ig  Snrf t^;,  «q.  ft... ....... 

r..«: ;:..::::;;::::■:-.:. 

^  tu  Heating  Surface. , 

0 

4S 

LDt^H  AA0¥£  At^obfuere. 

LBsAltc 

^K  ATM( 

l^QEltK. 

PmeefllTAXi. 


icr  Piviflurfe. K 

raum  Pr^sQUTV  ......   


TixmuTcrssa. 


Han. 


1? 
]0 


'"I 


Service. 


37  ina. 


9a« 


Huu. 


It4 
105 


Feny 
Survlco, 


140 
100 

n 


iia« 
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TABLE  IL^Continued, 

GEKEBAL  8UMMABT  OF  EXFEltlMEKTB  OF  FEBRT-B0AT8  ''OB^KOK"  AJlD 

'*  BERGEN.*' 


Ikdioatsd  Hobbb-powsb. 


I.  H.  P.,  indading  all  pumps . . 
1.  U.  P.,  not  including  pumps. 

I. H.  P.,  feed-pump 

I.  H.  P.,  circulating  pump .... 
I.  H.  P.,  bilge  pump 


Total  Weights. 


Bituminous  coal  per  hour,  lbs 

Percentage  of  ashes 

Feed-water  per  hour  for  all  purposes 

Feed-water  per  hour  for  pumps,  etc 

Feed-water  per  hour  for  steenng  engines,  lbs. . 


SmcixNCT  or  Boilebs. 


Evaporation  at  actual  pressure  and  temperature 
of  feed  per  lb.  of  coal 

Evaporation  from  and  at  iilS?  per  lb.  of  com- 
bustible  


Etficisnot  or  Snoiub. 


Water  for  all  purposes  per  hour  per  I.  H.  P. . . . 
Water,  main  engines  only,  per  hour  per  I.  H.  P. 
Water,  feed,  and  circulating  pumps,  etc.,  per 
hour  per  X.  H.  P 


Theoretical  water  per  hour  per  I.  H.  P.. 
Calculated  from  cara  


Obanoe. 


laO-MUe 
Run. 


480 


1,560* 
18,487 


8.65 
11.00 


27 


80 


Ferry 
Service. 


810 


180 


Bkboen. 


320  mh            Feny 

6W 
0 

ew 

r.bT% 

I 

n4o 


le.s 


100 


150 


e^M 


CoDdenEine- 


tSLf 


130 

dentlDg. 


*  These  amounts  are  estimated  from  the  feed-water  consumed,  by  use  of  the  flguivfl  for  e-^pa 
tion  per  lb.  of  coal,  as  determined  from  the  boiler  tests.    See  pages  886  and  80^. 
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TABLE  III. 

SUMMARY  OP  8PEBD  DBTEBMINATI0N8  OF    *'BEIIGEN." 


I 

1 

Iloree-power. 

Obeervecl  Still-water  or 
00         Trne  Speed.    Statute 
Miles  per  Honr. 

Slip 

per 

centum. 

4 

16.4 
12.6 
11.0 
10.? 
10.? 

18.2 
17.7 
16.0 

22.8» 

ITIOK8. 

IP 

ill 

From  Augmented 
Surface. 

From 
Appar- 
ent Slip. 

7=4^  2^«00H.P. 
'^     Au-Snrf. 

1 

2 

5 

12.37 
12.60 
14.30 
10.50 
6.00 

6 

7 

rsin  ofc.... 

142 

146 
162 
114 
71 

662 
700 
1,007 
384 
97 

11.9 
12.62 
14.6 
10.5 
6.4 

11.96 
18.42 
6.96 

14.19 
14.57 
16.18 

11  .ar 

7.45 

11.8 
13.4 
16.2 
11.6 
7.8 

rat  Stem... 

146 
16-3 

146 

458 

684 

93 

11.96 
18.67 
7.30 

12.5 
14.32 
7.36 

12.7 
14.4 
7.8 

at  Bow 

461 

11.28 

11.99 

12.0 

^  Arramed  to  be  18  per  cent,  for  calculation  of  Column  7. 

TABLE  IV. 
SPEED  OP    PADDLE-WHEEL  BOAT   •'OBAKGE." 


a.  P. 


Observed  True    I  "^peed  Calculated  from 
SoiS  Aug.  Surface^ 

^^"  V=     V18,O0OH.  P. 


SUtute  Miles.    , 

I 


y' 


aug.surf. 


490    , 
642    1. 


lU 


12.1 


Apparent  Slip. 
Percentage. 

26 
28 


Speed  Estimated  by 
Law  of  Cubes. 

Statute  miles. 


12.6 


25 
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TABLE  V. 
MEASUnBMENTS  MADE  ON  SCREW  OF   "BEBOEK,"  AS  FeU    FIG.    TC. 


S-o 

5 

*>-fi 

Angle  between  Unee 

III 

5  «  o 

t^. 

Angle  between  llne^ 

B5  . 

in  Col.  1. 

Pitchy 

in  Col.  t. 

^  i  - 

JIB'S 

1=1 

Pitch. 

Designa- 

m 

P^ 

■    Dp'lerni' 

Jn 

lit 

tion. 

Degrees. 

LiJr.. 

Decreet, 

^2 

^1 

1-0-11 

««14' 

19-81 

6A 

8.1SI 

2a-{Mfl 

TW 

33-ai 

M.ISI 

14-16 

OS 

D.soa 

5«H-lMfl 

a^^a.y 

as-is 

«S.M 

7-9 

« 

UJH7 

87-0-19 

mr 

ar-Ji 

1 

a&,oo 

1-10 

at 

fl.TTiti 

1-0-6 

88»18' 

19-22 
14-17 

11^ 

5.049 
8.^61 

7-18 

8.950 

S-4 

11^ 

a.ri 

' 

8-6 

n 

7,245 

J 

8-0-11 

IS'Sa' 

3i)-21 
15-16 

J" 

h   14» 

7  Tsy 

7,55* 

7  4  'i 

s  rut 
•s.7l"l 

Average  pitch  for  PB^blne  pide  of  blaik 

11-0-6 

16*84' 

8-9 
8-10 
8-11 
21-80 
16-17 
9-18 
10-4 
11-5 

4| 

4| 

!!' 

1 

for  poinu 
Average  pi 

for  the  sa 
Projected  a 

disk  area 
Area  of  bot 

«,  8-6,  7-«r,  and  1HJ ,  ... 

Lch  for  Pulling  nide  of  bUde 

me  points . 

rea  of  blades  in  per  cent,  of 

8,99Q 
6i.1 

fl 

S.5 

8-0-5 

81*44' 

8-5 

^ 

H.;44 

1-0-0 

46'>80' 

19-22 
14-58 

i 

1^.974 

7-27 

u  a']7 

1-6 

18} 

8.93a 
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PART  L 

EXPERIMENTS   WITH    PADDLE   FERRY-BOAT   -ORANQE/* 


ONE  HUNDRED  AND  TWENTY  MILE  TEST  OF  PADDLE-\VHEEL  FEBRY-BOJ 

"  ORANGE." 

With  the  boat  at  the  dock,  the  banked  fir€*s  were  spread  i 
4  A.M.,  Aug.  15,  and  steam  raised  to  20  lbs.  The  engine  was  the 
worked  until  steam  fell  to  10  lbs.  At  6  a.  m.  the  fire  was  haiile 
the  grates  and  ash  pit  being  well  cleaned. 

A  new  fire  was  then  made,  using  1,425  lbs.  of  conl-wood,  Th 
fire  was  lighted  at  6.20  A.M.,.and  the  boiler  evaporation  teat  dsiU 
from  this  time. 

The  steam  pressure  was  then  8  lbs.,  and  iho  boiler  cootainc 
about  81,000  lbs.  of  water.     The  steam  pressure  coraraeneecl 
rise  at  7  a.m.,  nnd  was  about  20  lbs.  at  8  a.k. 

The  engine  was  worked  at  the  dock  until  9  a,m.,  when  tl 
boat  left  for  Newburgh.  The  throttle  wa6  opened  wide  at  10.3 
and  the  water  consumption  test  of  the  engine  alone  dates  fro 
this  time,  a  special  mark  being  made  on  the  water  glnss  to  no 
the  water-level  in  the  boiler.  From  the  time  of  starting  up 
10.30,  the  engine  being  under  throttle,  a  boiler  pressurt*  nl  I 
lbs.  was  maintained,  and  the  cards  taken  at  10  25  showed  4\ 
H.P.,  the  speed  of  the  engine  being  704  revohitions  in  30  niiuuk 
or  23.5  per  minute.  When  the  throttle  waa  opened  wide,  tl 
boiler  pressure  quickly  fell  to  20  lbs.,  but  during  the  run  fro 
10.30  to  11  A.M.,  558  H.P.  were  indicated,  and  the  engine  mat 
719  revolutions,  or  23.9  per  minute.  The  average  btiiler  pree 
ure  was  19  lbs.  for  this  interval.  Steam  continued  to  fall  up 
12  A.M.,  when  the  pressure  was  17  lbs.  The  ILP,  averaged  4J 
and  revolutions  23.0  per  minute. 

The  steam  pressure  averaged  23  lbs.  until  the  arrival  at  Nei 
burgh,  about  1.52  p.m.  The  H.P.  for  this  interval  averaged  58 
and  the  revolutions  24  per  minute.  The  engine  was  checked 
Newburgh  only  long  enough  to  reverse  the  ilirection  of  its  rot 
tion,  about  three  minutes  being  consumed  before  the  boat  gaiB< 
full  headway  toward  New  York. 

From  causes  not  determined,  the  steaming  capacity  of  the  l>oi 
ers  rapidly  decreased  after  2  o'clock,  the  steam  pressure  l*eii 
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L  at  2.30  P.M.,  and  11|  afc  3.30,  with  the  revolutions  at  21.8 
iritite  and  H.P.  420,  The  engine  was  then  throttled  to 
iteam  to  me^  and  at  4  rm.  the  boiler  presBore  was  17  lbs., 
volutions  being  20*3  for  the  half- hour  and  the  H.P.  376- 

rose  steadily  to  '24  lbs.  at  4.B0  and  30  at  5  P.M.,  and 
ed  27  lbs.  until  6.30  p.m.,  when  the  boat  reached  her  dock 
)oken.  The  amount  of  throttling  is  shown  by  cards  a  and 
83),  The  speed  durinj^  this  interval  of  three  hours  under 
e  averaged  22.5  revolutions  per  minute,  and  the  H.P.  aver- 
44.  The  amount  of  steam  uscul  during  the  five  hours  under 
iler  pressure  was  determined  by  a  meter  to  be  1,095  cubic 
Each  cubic  foot  regiiitered  by  the  meter  was  determined 
bration  of  the  Jiitter  (under  its  actual  working  conditions) 
esent  65  Iba  Hence,  in  five  hours,  71,175  lbs.  of  steam 
enerated,  or  14/235  lbs.  per  hour. 

x9 '  *  Niagara  direct-acting  steam- pump  used  233  lbs.  per 
■om  12  o'clock  until  4.30*  Hence  the  engine  alone  used 
-  I  X  233,  or  13,996  lbs 

average  H.P.  from  10.30  a  m.  to  3,30  p.m.  was  518.  Hence 
am  used  per  hour  per  H.P.  was  27.25  lbs. 
amount  of  steam  used  during  tlie  three  hours  under  throt- 
i  36,725  lbs.,  from  which  is  to  be  subtracted  one  hour's  use 
pump,  making  36,492  lbs.  of  steam  for  three  hours,  or 
lbs.  per  hour*  The  average  H.P,  was  444,  making  the 
iption  of  steam  per  hour  per  H.R  27.40  lbs.  In  using  the 
I  the  water  in  the  boiler  ae  a  basis  for  estimating  the  heat- 

the  w^ater  contained  therein,  an  error  of  J"  of  level  may 

t  either  the  beginning  or  end  of  the  test     This  involves 

ba.  of  water  as  a  possible  error  due  to  1 '  of  difference  of 

eveL      For  the  five-hour  test  the  resulting  variation  in 

1200 
consumption  per  hour  per  H,R  is  ^  '    _-^  =  0.5  lbs.,  and 

three-hour  test  ^— — i-i-.  =  0.9  lbs. 
3x  444 

possible  variation  due  to  the  estimatioa  of  the  pump's 

pamp  delivered  water  from  tht^  iwer  into  tlie  feed-tanks  ;  it  was  run 
rot  tie  at  probnUl  j  IQ  Ibe,  pressure?  iibove  the  atmoppb«r«,  at  100  revolution  a 
lU.  It  woe  [started  at  12  oVLock  and  Mopped  lU  4. MO.  Its  steam  consump- 
!£t mated  Assam in^  10  per  cent,  cleanmee^  and  thnt  tbree  times  as  much 
itvted  the  cjlinder  as  would  fill  Us  plsr^ii  and  cl*  sirance  volume.  The 
this  com  pal  atiQTi  doe»  not  exceed  ntie-tUird  nf  the  pteam  involved  for 
&ne,  or  two-thirds  of  one  per  cent,  of  thei  steam  used  by  the  engine. 
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consumption  of  steam  is  abont  0.2  lbs.  per  hour  per  H.P.»  and 
further  variation  of  1  per  cent.,  or  0.2  Ibs^  may  arise  from  the  pos 
sible  error  of  calibration  of  the  meter.     It  therefore  follows  tha 
the  measurement  here  recorded  determines  the  consumption  c 
the  engine  between  the  following  limits  only : 


Possible 
Hinimum. 

Steam  per  hoar  per  H.P,  without  throttle 26.25    to 

**  "  •'  using  '*     26.00     ** 


Powibh 
MaximoE 

28.25 

29.00 


Manifestly  no  deduction  regarding  the  relative  economy  c 
throttle  V8.  no  throttle  should  be  made  from  these  figurea  Th 
most  reliable  deduction  is  that  under  mixed  conditions  of  runnin 
with  part-open  and  full-open  throttle,  such  as  commonly  occd 
in  practice,  the  consumption  per  hour  per  H.P.  averaged,  for  th 
entire  eight  hours,^  27.3  lbs.  of  steam.  Table  I.  gives  details  c 
observations  during  the  trip. 

TABLE  VI. 

eE:«EBAI>  OBBEBYATTOKS,    120-MlLB  TB8T  PADDLE-WHEEL  BOAT   **0BA1I0B/' 

AUGUOT  15,    1889. 


StefAta 
Pre8t<ure 
Gauge. 

Vacunm 
incheB. 

R^OLDTIONO. 

Horse- 
power. 

Tijre. 

Reading 
of  Rero- 

lution 
Comiter. 

PerMlB. 

Rbmarks. 

A.M. 

10.00 
10.80 
11.00 
11.80 
12.00 
12.80 
KOO 
1.80 

a.oo 

2.90 
8.00 
8.80 
4.00 
4.80 
6.00 
5.15 
6.80 
6.45 
6.00 
6.20 

1*8 
80 

S8 
22 
21 

Hi 

26 

26 
26 
26 

26 
26 

0 

704 
1,428 
2;i20 
2;807 
8,.'i26 
4^6 

4,g:5 

6,618 
6,848 
7,0*5 
7^79 

^,287 
8,M4 
9,019 

10,811 

10,978 
11,424 

23.5 
28.9 
28.0 
28.0 
28.9 
2S.9 
24.8 
24.& 
21.2 
22.7 
21.8 
20.8 
21.9 
2i.5 
22.8 
23.1 

22.2 

498- 

558 

482 

482 

608 

57B.5 

568.5 

568.5 

690.5 

468 

419.5 

878.5 

470.5 

478 

485.5 

456.5 

488 

440 

454.7 

.  Throttle  wide  open.    See  Curd 
Fig.  88. 

Throttle  partly  closed.   See  can 
a  and  c.  Fig.  88. 

Average. 

17 

26 

22.9 

490 

The  boiler  test  ended  at  7.20  p.m.,  making  it  extend  over  a 
interval  of  thirteen  hours.  The  pressure  at  the  time  of  drawin 
the  fires  was  20  lbs.      The  total  water  fed  ^as  130,260  lbs.    Th 
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>al,  14,915  lbs.  Taking  the  1,425  lbs.  of  kindliug  wood  as  — 
icnt  to  i^„  as  mitch  coal,  we  have  tho  total  fuel  equal  to 
Iba.  of  coal.  The  iire  was  well  burned  out  at  the  close  ol 
t.  The  total  refuse  from  grates  and  asb  pit  was  1,659  lbs. 
water  iu  the  boiler  was  at  2^0""  at  the  close  of  the  test 
240 '  at  the  starts  we  must  credit  the  fuel  with  the  heat  to 
le  weight  of  water  in  the  boiler  through  20''  Fahrenheii 
mounts  to  81,000  x  20  =  1,620,000  thermal  units^  The 
generated  was  determined  to  be  perfectly  dry  by  the  jet 


Bottom. 


HoUer  Prrtsdjiflw 


-^ItM. 


Fia  88.— 120'mile  run  of  "  Orange/' 

I  Its  average  pressure  was  20  lbs.  above  the  atraosphere, 
cb  the  total  heat  of  evaporation  is  1,192  thermal  units, 
rerage  temperature  of  feed- water  was  93'  Fahrenheit 
iach  pound  of  steam  required  of  the  fuel  1,192  —  93  =  1,099 
1  uuits. 

efore,  1,620,000  thermal  units  represent  the  evaporation 
J  lbs.  of  water  from  93^  into  steam  at  20  lbs.  The  total 
ition  of  water  was  therefore  131,7-^3  lbs.,  with  15,235  Iba. 
inia  bituminous  coal,  or  8.65  lbs,  of  water  per  pound  of 
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coal.  The  ashes  amount  to  10.9  per  cent  of  the  eooJ.  Th 
average  temperature  of  uptake  was  500"*.  If  the  air  per  pound  i\ 
coal  was  19  lbs.,  the  heat  escaping  by  chimney  per  pornid  c 
coal  was  20  x  (500^  x  80°  temp,  fire  room)  X  0.24  specific  heat^: 
2,016  thermal  units.  Taking  13,000  heat  units  as  the  total  \m 
evolved  by  the  combustion  of  a  pound  of  the  cosl  with  the  abot 
percentage  of  ashes,  the  waste  by  chimney  is  15.4  per  cent   TIj 

steam  absorbs   '  lonnA       X  100  =  73.2  per  cent.      This  leav« 

11.4  per  cent,  to  be  dissipated  by  radiation  from  the  exterior  t 
.the  boiler  and  ash-pit,  and  heat  contained  in  the  fuel  and  refill 
on  grates  and  in  ash-pit  at  the  close  of  the  test. 

If  the  evaporation  had  taken  place  under  atmospheric  pre? 
ure,  and  the  feed-water  been  at  212°  Fahrenheit^  each  poujul 
steam  would  have  required  966  thermal  uuits  from  the  iiu 
Hence  the  evaporation  per  pound  of  coal  would  be 

8.65  X  ^f^~  =  9.83  lbs. 

The  total  combustible  being  89  per  cent,  of  the  total  fuel,  H 

evaporation  per  pound  of  combustible  from  and  at  *2l2^  will  ' 

9  83 

-  -  -  =  11  lbs.     Boilers  of  first-class  design  evaporate   from 

to  12  lbs.  of  water  per  pound  of  combustible  from  and  at  21! 
with  natural  draught  The  boiler  of  the  Orange  is  shown 
Fig.  85. 

The  Heating  Surface,  of  the  Boiler  is  distributed  as  follows : 

Furnace 217  eq.  fu 

6-16"Flues 250  **     ^* 

76—  5"  Tubes  and  Rear  Connection 1,088  "     '" 

72-  4i"  Tubes 1 

2-  6"        •'     I 

2-8"        '*    .....p,4S3"     *' 

2-  sr    *'  1 

j  _  9"         *«    and  Middle  CouDection .*....  J 

Totnl ,,..  .3.048  sq.  ft- 

Total  Grate  Surface 60  fq,  ft. 

Heating  Surface  divided  hy  Grate Z^  "     " 

Steam  Space , 500  cii.  ft. 

Approximate  determinations  of  temperatures  gave  results 
follows : 
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ulure  of  Fire 2,500**  Falir.» 

'  **   Gases  Leaving  Furnace IjeOO"** 

'  "   Rear  Conneciion 1,000'' 

"   Middle        '•       700' 

••   Uptake 500" 

at  Top  of  Chimney 485' 

THE   THEORETICAL   DISTRIBUTION    OF   CHIMNEY    DRVUGHT. 

imney  was  of  unprotected  sheet-iron.  Its  diameter 
ehes,  and  height  above  the  top  of  the  boiler  46  feei 
ce  exposed  to  the  atmosphere  was,  therefore,  about  575 
3t.  Peclet  gives  for  the  rate  of  loss  of  heat  from  such 
1.5  heat  units  per  square  foot  per  hour  for  each  degree 
of  temperature  between  the  interior  and  exterior 
►f  the  chimney. 

ing    to    this    the   loss    of    heat    per    hour  would  be 
X  400  =  350,800  heat  units,  assuming  that  the  average 
of  temperature  was  400''. 

;al  heat  lodged  in  the  escaping  gases  at  500°  tempera- 
id  be  500  X  16  X  0.24  x  1,400  =  2,500,000  heat  units ; 
t  of  gas  per  pound  of  coal  being  assumed  at  15  f  lbs.,  the 
coal  consumed  per  hour  being  1,400,  and  the  specific 
le  products  of  combustion  being  0.24. 
uently,  the  loss  of  heat  in  passing  up  chimney  should 

;ual  loss  of  temperature  observed  was  65"*. 

a\  height  of  chimney  producing  draught  was  54  feet 

1  400 
of  combustion  was  -^/r-  =  17.5  lbs.  of  coal  per  hour 

e  foot  of  grate. 

)ss-section  of  chimney  is  15  sq.  ft.  =  0.18  X  grate  surf. 

*        "  •       Ist  set  of  flues  is  8.4  sq.  ft  =  0.095  x  gr.  sur. 
2d      "      "  10.5     "      =0.12     X     " 

3d      "      "  10.5     "      =  0.12     X      " 

ight  of  gases  passing  through  these  sections  per  second, 

151bs.  per  pound  of  coal,  is  o'bnrk    X  15  =  6.5  lbs.     At 

o,oUU 

^rature  of  the  chimney  the  volume  per  second  will  be 

ted  from  J.  C.  Hoad1ey*a  ''Measurements  on  Warm  Blast  Boiler." 
gure  is  per  ponnd  of  coal,  not  carbon.     It  is  assumed  by  comparison 
sasorements  made  on  the  Bergen*8  draught. 
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6.5  X  25.0  =  163  cubic  feet ;    making  the  velocity  up  ohimm 

-j^  =  10.8  feet  per  second. 

The  frictional  resistance  of  a  •  stack  50  inches  diamet€ 
and  46  feet  long,  due  to  this  velocity,  is  equal  to  the  weig 
of  a  column  of  gas  one  foot  square  and  of  a  length  eqital 

(10.7)*        .05  X  46       -   .     ^     .       ,  .  ,      .    ^,  1      .       . 

— ^     -  X  jr^ =  1  foot ;  m  which  gis  the  acceleration  d 

2g  ft  ,  .  . 

to  gravity,  or  32.16,  and  .05  a  co-efficient  of  friction  for  aoo 
surfaces.  At  the  ten^perature  of  500°  the  density  of  the  chii 
^^7  g^s  is  practically  one-half  that  of  the  atmospheric  a 
so  that  the  difference  between  the  weight  of  a  column  of  f;u 
gas  and  a  column  of  air  of  equal  height  is  equal  to  the  weig 
of  the  column  of  gas  itself.  This  difference  is  the  force  pi 
ducing  the  chimney  draught.  Hence,  the  1  foot  of  fri 
tional  resistance  due  to  the  chimney  may  be  consider 
to  represent  the  effect  due  to  1  foot  of  the  chimney's  heigl 
In  passing  through  the  six  6"  flues,  the  density  of  the  gaa 
is  one-half  that  of  the  gases  in  chimney,  but  the  veloei 
is  thereby  twice  as  great  for  equal  area.     The  actual  velocity  i 

150 
equal  volume  is  -^-^  =  19  feet  per  second.     Taking  the  fricti 

inversely  as  the  density  and  as  the  square  of  the  velocity,  we  ba 

the  height  of  chimney  to  overcome  the  resistance,  the  flues  bei 

10  feet  long. 

(19)'       05        (2)' 

~-^  X  ' —  X   -r/-X  10  =  4  feet  of  chimney  height 

2g        ^  '2 

Similarly,  for  the  resistance  in  passing  through  the  76-5"  tn\ 
there  is  required  5.4'  feet  of  chimney,  and  for  the  72 -4^  tub 
etc.,  forming  the  last  pass  to  the  stack,  there  is  required  46  fi 
of  chimney. 

To  accelerate  the  gases  from  a  state  of  rest  to  their  fi] 
velocity  in  the  chimney,  requires  2  feet  of  chimney ;  and  for  i 
three  changes  of  direction  we  should  allow  three  times  as  mo 
as  for  acceleration,  or  6  feet  of  chimney.  For  the  resistance 
passage  through  the  grate  and  fire  we  should,  by  Peclet  a 
Bankine,  allow  0.0017  x  Volume  Gases  flowing  per  second 
temperature  of  500°  in  cubic  feci     This  gives  88  feet. 

Hence,  the  total  height  of  chimney  required  should  be, 

F«L 

For  acceleration ..,  1,6 

**  Chimney  resistance 1.0 
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Feet. 

>r  Tama  la  passn^en 6 

'  Frtctlan through  pnasa^e of  16'  flues 4 

'        •*  "  M        *'     5"     «•      ^.  5.4 

»        •!  li  i<        **     ^'^     <«    4.6 

gfatoftudflre 88 

(M).8  ft. 
Tim  «etttftl  height  waa 54.0  ft. 

aught  gango  46  feet  below  the  top  of  the  chimney  aver- 
)M  inches  of  water.  By  formula,  page  288,  Eankine's 
5-,  WG  have 

n  iBcheaot  water  =  0,19:2  -^  ^0.0807  +  ^')  x  ^,  Fo  being 

Jime  of  air  at  32^  supplied  to  each  lb.  of  fuel,  and  To  4-  Ti 
aoliite  temperatures^  and  fl'the  height  to  top  of  chimney. 
;  Vo  at  250,  To  =  500,  ajid  Ti  1,000°,  we  have  head  of  water 
orj  equal  to  0.37  inches.     As  the  water  gauge  cannot  be 

B  closely  as  -^^,  the  agreement  between  theory  and  ob- 

on  la  quite  satisfactoiy. 

F  PADDLE-WHEEL  FERRY-BOAT  "  ORANGE "  IN  REGULAR  SER- 
flE,     MAKING     HALF-HOURLY     TRIPS     FROM     BARCLAY      STREET 

I    HOBOKEN, 

mencmg  at  7  hrs*,  02  mins.,  30  sees.,  P.M.,  August  8,  the 
[nance  of  the  boat  was  ro corded  until  9  hrs.,  42  mins.,  10 
LM.,  August  9.     Table  VII.  shows  the  detailed  observa- 

Thns,  in  Column  1  is  given  the  time  of  leaving  the  slip  ; 
imn  2,  the  time  when  the  engine  was  at  full  speed  ;  Column 
interval  between  these  events,  or  the  time  at  which  the 

was  at  half-speed ;  Column  4  gives  the  time  when  the 
t  was  "slowed  down  -/'  Column  5,  the  period  during  which 
yeed  had  been  maintained ;  Column  7  gives  the  period 
J  which  engine  was  worked  with  the  bar;  Column  8  gives  the 
in  river  after  leariDg  the  slip ;  Columns  15  and  16  show  how 
team  wasted  though  tlie  >jafety-valve  ;  Column  18  gives  the 
g  in  cubic  feet  of  the  meter  which  measured  the  feed- 
Columns  19  and  20  give  the  revolutions  made  by  the 
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From  the  table  we  deduce  that  during  a  total  time  of  service 

amounting  to  14  hrs.,  39  mins.,  40  sees., 

hm.  mins.  sfC9. 

0  25      60    was  devoted  to  ** getting. up"  speed  in  leaving  the  dock. 
6  7      10      "  "  running  at  full  speed  in  crossing  the  river. 

2  20        0      •*  **  running  slow  with  engine  worked  by  '*  bar." 

0  5      45      "    consumed  in  delays  in  mid-iiver  with  engine  at  rest. 

8        58      51     Total  time  boat  was  out  of  slips. 

The  throttle  was  practically  wide  open  during  the  whole  inter- 
val that  the  boat  was  away  from  the  slips. 

The  speed  during  the  interval  of  25  mins.  and  50  sees.,  de- 
voted to  attaining  full  speed,  may  be  taken  at  half  full  speed. 
After  slowing  down,  the  average  number  of  total  revolutions 
made  by  the  engine  under  the  control  of  the  "  bar  "  was  12  ;  the 
range  being  from  10  to  16.  As  there  were  48  trips,  we  may 
therefore  assume  that  12  x  48  =  576  revolutions  were  made  with 
the  engine  worked  by  the  "  bar."  The  total  revolutions  during 
the  entire  time  were  10,631.  The  steam  consumption  per  stroke 
when  working  by  "  bar  "  may  be  taken  at  twice  that  for  regular 
action.  Hence  we  may  consider  the  total  revolutions  of  the 
engine  as  equivalent  to  10,631  +  576  =  11207  revolutions  at  full 
throttle  and  regular  valve  action  under  an  average  boiler  pres- 
sure of  32  lbs.  above  the  atmosphere.  The  steam  consumed  was 
2,091  cubic  feet,  each  cubic  foot  representing  65  lbs.  Hence,  by 
weight  the  steam  amounted  to  135,905  lbs.,  which  was  evaporated 
in  14  hours  and  40  minutes. 

As  the  amount  wasted  by  the  safety-valve  is  insignificant,  this 
weight  of  steam  represents  the  consumption  of  the  main  engine 
and  the  steering-gear  engines.  The  latter  have  two  5"  x  5" 
cylinders,  and  made  about  800  revolutions  per  hour  during  the 
test 

Allowing  double  the  weight  of  steam  displaced  by  the  pistons 
and  7  per  cent,  clearance,  the  amount  of  steam  consumed  will  be 
approximately  1  per  cent,  of  that  of  the  main  engine. 

To  arrive  at  the  average  horse-power  of  the  engine  we  may 
consider  that  576  turns  in  2  hours  and  20  minutes,  the  time  of 
"  bar  working,"  is  equivalent  to  3.2  revolutions  per  minute,  or  to 
a  speed  of  about  one-eighth  of  the  average  **  full "  speed  of  the 
engine.  The  mean  effective  pressure  under  the  "  bar  "  is  about 
I  of  that  under  cut-offl  Hence,  we  may  consider  the  action 
under  "  bar "  as  equivalent  to  |  x  |^  x  (2  hrs.  and  20  mins.)  at 
full  speed,  or  to  28  minutes  at  full  speed. 
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Again,  the  25  mins.  and  50  sees,  devoted  to  "  getting  up  "  speed 
is  equivalent  to  12  mins.  and  25  sees,  at  full  speed.  Hence  we 
may  conceive  the  total  of  10,361  revolutions  as  made  at  full 
speed  during  6  hrs.  7  mins.  16  sees,  -f  40  mins.  25  sees.,  or  6 
hrs.  47  mins.  41  sees.  This  makes  the  average  revolutions  per 
minute  25.4. 

The  average  mean  effective  pressure  of  the  indicator  cards, 
Fig.  84,  was  31.9  lbs.     Combining  these  two  figures,  we  have  as 
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Boiler  ProMure,  83  Ibi. 


Fig.  84. 
Average  Card  of  the  Orange  in  Ferry  Service.    Full  Throttle. 

the  average  horse-power  of  the  engine  in  regular  service  810 
H.P. 

Dividing  this  into  the  water  consumption,  135,905  lbs.,  and 
the  result  by  the  time  in  which  the  engine  developed  the  810  H.P., 
viz.,  6  hours  48  minutes,  we  have  as  the  steam  consumed  per 
hour  per  indicated  H.P.,  24.7  lbs. 

Subtracting  one  per  cent  for  the  steering  engines,  the  consump- 
tion of  the  main  engines  alone  under  32  lbs.  boiler  pressure,  i^V 
cut-off,  25.4  revolutions,  and  26  inches  vacuum,  becomes  24.45 
lbs.  per  hour  per  H.P. 
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This  figure  must  be  taken  as  subject  to  an  error  of  about  one 
pound,  in  consequence  of  the  nature  of  the  conditions  of  the 
measurements,  making  the  possible  maximum  25.5  lbs. 

Comparing  with  the  consumption  under  the  conditions  ot 
steady  running,  at  17  lbs.  boiler  pressure  and  22.9  revolutions, 
which  we  have  found  to  be  26  lbs.  per  hour  per  H.P.  as  a  mini- 
mum, we  find  that  the  superior  boiler  pressure  of  32  lbs.,  used 
in  regular  service,  should  make  the  steam  per  H.P.  f|*  =  ||  of 
that  for  17  lbs.  boiler  pressure.  This  gives  for  the  probable 
theoretical  consumption  at  32  lbs.  boQer  pressure,  26  x  |f  = 
24.45  lbs.  The  result  is  practically  in  agreement  with  the 
actual  measurements,  and  it  must,  therefore,  be  concluded  that 
the  intermittent  use  of  the  engine  in  ferry  service  does  not  prac- 
tically interfere  with  the  realization  of  the  maximum  economy 
which  would  be  expected  of  the  engine  under  continuous 
service. 

This  conclusion  should  not  be  regarded  as  opposed  by  the 
fact  that  the  engine  cools  by  radiation  during  its  periods  of  rest, 
and  thereby  induces  extra  condensation  of  steam  during  re-start- 
ing ;  for  such  cooling,  during  the  short  time  a  ferry-boat  is  at 
rest,  lowers  the  temperature  of  the  interior  metallic  surfaces  so 
few  degrees,  that  a  single  revolution  of  the  engine  may  restore 
the  metal  to.  the  average  temperature  at  which  it  is  maintained 
by  the  phenomena  of  cylinder  condensation. 

TEST  OF  LEAKAGE  OF  VALVES   AND  PISTON  OF  "  ORANGE." 

Inasmuch  as  the  degree  of  possible  tightness  of  poppet  valves 
is  subject  to  some  variance  of  opinion,  a  careful  test  of  the  valves 
and  piston  was  made  as  follows :  The  boat  being  in  regular 
service,  and  the  conditions  of  the  engine,  as  regards  expansion 
by  heat,  thoroughly  normal,  a  hose  leading  to  a  condenser  on 
scales  was  attached  to  the  indicator  cocks,  and  the  sum  of  the 
leakage  of  steam  through  the  valves  and  by  the  piston  deter- 
mined :  1st.  When  the  pressure  on  both  sides  of  the  piston  was 

*  This  difference  is  due  simply  to  the  effect  of  a  nearly  constant  back  pressure 
in  the  two  cases.  The  mean  baclc  pressoie  is  4.5  lbs.  per  sq.  inch.  This  causes 
a  loss  of  18  per  cent,  of  the  mean  forward  pressure  for  17  lbs.  boiler  pre58ure, 
but  only  18  per  cent,  for  82  lbs.  pressure.     It  follows  that  the  steam  per  H.P. 

for  82  lbs.  boiler  pressure  should  be  f— ttto  =  o^   o'  that  for  17  lbs.  boiler 

pressure. 
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eqnal,  both  exhaust  and  admission  yalves  being  seated.  2d. 
When  one  side  of  the  piston  was  connected  with  the  condenser. 

In  each  case  the  leakage  was  48  lbs.  per  hour,  thereby  prov- 
ing the  piston  tight,  and  that  the  entire  leakage  was  through  the 
valves.  The  leakage  in  service  at  %  cut-off  would  be  probably 
one-half  of  this  amount,  or  H  per  cent,  of  the  total  steam  used. 

The  piston  rings  are  expanded  by  their  own  elasticity  with  a 
force  of  about  5  lbs.  per  square  inch.  The  engine  had  not  been 
overhauled  for  about  one  year  and  had  been  steadily  in  use. 

SPEED   OP  THE   "ORANGE." 

The  boat  left  the  foot  of  First  Street,  Hoboken,  at  9.30  A.M., 
August  15,  1889,  and  arrived  at  Newburgh  at  1.52  p.m.  The 
distance  by  chart  is  59  statute  miles.  The  speed  along  shore 
was,  therefore,  59  -^  m  -  13.50  statute  miles  per  hour.  The 
time  of  high  water  was  11.16  A.M.  at  Governor's  Island,  and  2.45 
p.Bf.  at  Newburgh.  The  tide  was  therefore  at  about  the  period 
of  medium  velocity  during  the  whole  run. 

The  medium  velocity  is  known  to  be  about  2.0  miles  per  hour, 
henc^  the  speed  through  the  water,  or  still-water  speed,  was  11.5 
statute  miles. 

On  the  same  run,  the  time  to  pass  between  posts  10  statute 
miles  apart,  near  Yonkers,  was  43  minutes  41  seconds,  giving,  for 
the  speed  along  Hhore,  13.73  statute  miles  per  hour,  making  the 
still- water  speed  11,73  miles.  A  patent  log  gave  for  the  same 
distance  a  still-water  speed  of  12.18  statute  miles  per  hour, 
which  would  make  the  tide  1.55  miles  per  hour,  but  as  shown 
in  connection  with  tests  of  the  Bergen,  the  log  gives  results 
about  1  mile  per  hour  too  great,  which  would  make  the  tide  2.55 
milesj  and  the  corrected  speed  on  log  11.18  miles  per  hour. 
Again,  the  log  reading  between  Weehawken  and  Newburgh— a 
chart  distance  of  56  statute  miles — was  48.38  statute  miles  be- 
tween 10  A.n[/  and  1.52  p.m.  .  This  gives  for  the  still-water 
speed  12.5  statute  miles,  which,  corrected  for  error  of  log,  be- 
comes 11,5  statute  miles. 

On  the  ret  am  trip  from  Newburgh  the  times  of  high  water 
and  tides  should  have  been  approximately  as  follows : 
U 
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Time  of 
High  Water. 

Time  at  which 
Orange  Pasted. 

Tide,  Statute  MUet 
per  Hour. 

• 

Governor's  Island 

11.16  AM. 
11.46 
12.46  P.M. 

1.00 

1.16 

1.8<> 

2.15 

2.45 

6.20  P.M. 

5.42 

5.80 

5.00 

4.15 

8.25 

1.52 

Weehawken 

+   8.0 

Riyerdaie 

-+-  8.0 

ToDkers 

+  2.7 

Irvington 

+  2.7 

Haverstraw 

+  2.0 

West  Point 

—  0.5 

Newburgb 

—  2.0 

Multiplying  tide  values  by  the  distance  travelled  by  shore,  we 
find  the  average  equivalent  to  a  constant  tide  of  1.25  statute 
miles  with  the  boat. 

The  time  to  Weehawken  was  4  hours  18  minutes,  giving  a 
speed  with  reference  to  shore  of  56  -^  4.3  =  13.0  statute  miles. 
Hence  the  still-water  speed  was  13.0  —  1.25  =  11.75  miles.  The 
log  gave  a  still-water  corrected  speed  of  11.0  statute  miles.  On 
the  same  trip  the  boat  passed  between  the  10-mile  posts  at 
Irvington  and  Biverdale  in  40  minutes  and  50  seconds,  making 
the  speed  by  shore  14.5  statute  miles.  The  probable  tide  was 
2.85  miles  "  with  boat,''  making  the  still-water  speed  11.65.  The 
log  gave  a  still-water  corrected  speed  of  11.3  statute  miles. 

Summarizing  these  results,  we  have : 

statute  Milea 
per  Hoar. 
Still- water  speed  59  miles  run,  Hoboken  to  Newbnrgli,  hy  Tide  Table.      11.6 

"  56  •'  Weehawken       "  by  log 11 .5 

10  '•  Tia      •'  ".  "      11.2 

10  '*  via      "  "  by  Tide  Table.      11.7 

56  "  N'burgh  to  Weehawk'n,  ••  11.75 

56  "  "         **  '•         by  log 11.00 

10  *'  via  Weehawken  **     11.8 

10  *•         via  ••  by  Tide  Table.      11.7 

Average 11.5 

The  indicated  horse-power  and  revolutions  averaged  538  dur- 
ing the  trip  to  Newburgh  and  560  during  the  return — the  revo- 
lutions varying  from  23.4  to  22.5. 

The  average  horse-power  both  ways  is  490  and  the  revolutions 
22.9  per  minute.  These  figures  and  the  above  average  speed 
should  be  considered  liable  to  an  error  of  at  least  5  per  cent 

THEORETICAL  SPEED  OP  "  ORANGE "  FOR  490  H.P. 

The  wetted  surface  and  obliquity  of  water  lines  of  the 
Orange  are  as  follows : 
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Immersed  Surface. 
Sqoare  Feet. 

Maximum  Angle  of 
\¥ater  Line8. 

Co-efl.  of  Aug. 
1  +  4  8in»  +  sin*. 

Keel  and  rudders 

500 
1211 
1604 
1456 

800 

0- 

17-  45' 
15'  15' 
17"  80' 
19"  45' 

1.000 

Keel  to  2  ft.  liue 

1.469 

8  ft.  line  to  4  ft.  line 

4  ft.  line  to  6  ft.  line 

6  fi.  line  to  7  ft.  4  in.  line.... 

1.368 
1.280 
1.380 

Total 

5571 

Av.  14"    0 

Av.  1.8JJ9 

Multiplying  each  co-efficient  by  the   surface  controlled,   the 
average  value  of  the  co-efficient  of  augmentation  is  1.319. 
The  augmented  surface  is  therefore 

5,571  X  1.319  =  7,347  square  feet. 

By  the  formulfiB  of  Eankine's  shipbuilding  treatise  the  force,  in 
pounds,  to  propel  a  hull  through  the  water,  is 

Augmented  surface  x  («peed  in  knots  per  hour)' 

100 

Hence,  the  force  to  propel  the  Orange  at  one  knot  per  hour 
should  be  73.47  lbs.  One  knot  per  hour  is  100.8  feet  per  minute. 
Hence,  to  propel  the  Orange  at  one  knot  per  hour  should 
require 

73.47  X  100.8 


33,000 


=  0.225  H.R 


Assume  that  25*  per  cent,  of  the  indicated  ^horse-power  is 
wasted  in  the  frictional  resistances  of  the  engine  and  disturbances 
in  the  motion  of  the  water  other  than  slip.  Assume  also  that 
the  slip  is  27*  per  cent.  Then  only  0.75  X  0.73  =  0.55  of  the 
indicated  horse-power  is  available  for  the  propulsion  of  the 
hull 

This  fraction  of  490  H.P.  is  269  aP.     Hence 


v^ 


J69 
0.225 


=  ;/  1,210  =  10.65, 


is  the  speed  in  knots  per  hour  which  should  result  from  490  in- 

*  The  feathering- paddle  steamer  Admiral  was  of  nearly  the  same  size  and 
power  as  the  Orange,  with  the  eame  area  of  paddles  and  paddle  wheels. 
Rankine  fouDd>  from  his  own  experiments  with  this  vessel,  a  frictioDal  loss  of 
28  per  cent.,  and  a  slip  of  22  per  cent.  It  is  therefore  reasonahle  to  increase 
these  figures  for  the  radial  paddles  of  the  Orange.  This  allowance  for  friction 
is  also  consistent  with  the  calculated  friction  of  the  machinery  with  a  co-efficient 
of  friction  of  10  per  cent. 
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dicated  horse-power.    This  calculation  of  speed  amounts  to 

.  using  a  constant  of  18,000  instead  of  20,000  in  BAnkine's  formula, 

g  p  _     speed'  X  20,000 

augmented  surface  ' 
The  result  is  equivalent  to  a  still-water  speed  of  12.25  statute 
miles,  a  figure  not  beyond  the  probable  limit  of  error  of  the  ob- 
served speed  of  the  boat. 
• 

THEORETIOAL  SPEED  CALCULATED  FBOK  SLIP  OF  PADDLES  OF 

"ORANGE." 

The  paddle-wheels  of  the  Orange  are  21  feet  diameter  to 
outside  of  floats.  The  latter  are  20  inches  deep  (radially)  and 
4  feet  long.  They  are  distributed  over  20  spokes  on  each  half 
of  the  wheel,  a  float  on  the  outer  half  being  midway  between 
two  floats  on  the  inner  half.  When  four  floats  are  submerged  on 
one-half  of  the  face  three  are  submerged  on  the  other  half. 
When  the  boat  is  at  rest  the  outer  edge  of  a  vertical  float  is  about 
33  inches  from  the  surface  of  the  water.  If  the  centre  of  press- 
ure is  assumed  to  be  11  inches  from  the  outer  edge  of  the  floats, 
then  the  slip  for  22.9  revolutions  per  minute  is  27  per  cent  for 
a  still-water  speed  of  11.5  statute  miles  per  hour,  and  23  per 
cent,  for  a  speed  of  12  miles  per  hour.  Let  it  be  assumed  that 
the  stream  of  water  acted  upon  by  the  paddles  is  equal  to  the 
maximum  submergence  of  33  inches  times  the  total  face  of  the 
wheel,  or  8  feet ;  then  the  total  area  of  stream  reacted  by  both 
paddles  together  is  44  square  feet.  Then,  if  the  wheels  send 
astern  each  second  a  volume  of  water  equal  to  this  area  times 
the  velocity  of  the  centre  of  pressure  of  the  wheels  per  second  = 
actual  speed  of  boat  -5-  (1— slip).  The  velocity  which  this  water 
receives -is  equal  to  the  slip  expressed  in  feet  per  second  : 

__  actual  speed  of  boat       ^ 

""  1  —  slip 

The  force  required  to  be  exerted  by  the  paddles  to  create  this 
velocity  is  the  product  of  the  latter  by  the  weight  of  the  volume 
of  water  sent  astern,  divided  by  gravity,  or  32. 

Hence  the  force  exerted  by  the  paddle  is 

(speed  of  boat)'  x  alio  x  48  x    ^  lbs  • 

(1-sUp)'     ^  s^p  >< « ^  -w^^^' 

in  which  63  is  the  density  of  the  water.    If  this  force  be  mul- 
tiplied by  the  feet  moved  per  second  by  the  boat  in  still  water 
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the  product  is  foot-pounds  of  work,  and  if  divided  by  550  the 
quotient  should  be  the  horse-power  to  propel  the  hull,  and  the 
latter  should  be  0.55  of  the  indicated  horse-power,  as  previously 
explained. 
Hence, 

Acir       .loA      (speed  of  boat)*        ,.  44  x  63 

0.55  X  490  =  ^-^^7^ ,.  .>  ^    X  slip  X  --^ 50, 

(1  -slip)*  ^       550  X  32' 

in  which  the  speed  is  expressed  in  feet  per  second. 
Hence,  speed  in  statute  miles  per  hour  ahould  be 

3600  //0,55  X  490  X  (1  —  sUp)*  x  32  x  550 
5280  y  44        X        sUp        X       63       * 

For  27  per  cent  ^lip,  this  gives  a  speed  of  10.23  miles. 

For  23  per  cent  slip,  this  gives  a  speed  of  11.25  miles. 

Either  a  less  value  for  slip  or  a  less  value  for  the  area  of  the 
stream  acted  upon  is  necessary  to  make  these  figures  agree  with 
the  results  of  observations  of  speed.  For  example,  if  the  slip  was 
20  per  cent.,  the  speed  estimated  from  the  slip,  with  the  same 
area  of  stream,  would  be  12  miles.  A  reduction  of  slip  to  this 
figure  would  be  caused  by  either  a  change  of  speed  of  revolu- 
tions to  22.5  per  minute  or  by  the  assumption  of  a  speed  of  12.5 
miles  an  hour.  Neither  of  these  alterations  of  data  are,  how- 
ever, warranted  within  the  probable  limits  of  error.  On  the 
other  hand,  with  a  reduction  of  the  area  of  stream  equal  to  20 
per  cent,  a  slip  of  23  per  cent,  corresponds  to  a  speed  of  12 
miles,  which  agrees  with  the  upper  limit  of  observed  speed. 
Such  a  reduction  of  area  involves  a  reduction  of  6  inches  of  dip 
of  paddle,  and  it  is  not  unreasonable  to  suppose  that  some  ap- 
pfroximation  to  this  may  be  caused  by  the  shape  of  wave-surface 
produced  at  the  paddle-wheel  by  the  motion  of  the  boat  Be- 
sides these  possibilities  for  modifying  the  data,  the  distinction 
between  real  and  apparent  slip  should  be  considered,  as  explained 
in  the  discussion  of  the  subject  by  Bankine. 

It  is  probable  that  the  difference  between  the  real  and  appa- 
rent slip  is  slight,  but  whatever  difference  may  exist  would  assist 
in  increasing  the  speed  calculated  from  slip. 

A  most  important  conclusion  to  be  drawn  from  this  whole 
discussion  of  the  speed  of  the  Orange  is  that  determinations  of 
speed  based  upon  long  runs  in  the  midst  of  tidal  currents  should 
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not  be  used  for  scientific  deductions.  As  will  be  seen  in  con- 
nection with  the  Bergen^  the  discrepancies  of  speed  determina- 
tions on  even  a  short  course,  due  to  tides,  are  scarcely  controllable 
without  the  most  elaborate  arrangements  for  eliminating  the 
tide. 

SPEED  OF  "  ORANGE  "  IN  FERRY  SERYICE. 

By  Column  5  of  Table  YU.,  the  average  time  at  full  engine  speed 
between  Hoboken  and  Barclay  Street,  New  York  City,  during  14 
hours,  was  7 J^  minutes.  The  distance,  allowing  for  the  curved 
course  generally  followed  during  the  half-hourly  night  trips,  is 
1|^  statute  miles.  After  the  engine  is  at  full  speed,  some  time 
elapses  before  the  boat  is  under  full  headway.  This  time  seems 
to  be  about  30  seconds,  during  which  the  boat  goes  about  300 
feet  About*  300  feet  must  also  be  allowed  for  the  distance  the 
boat  is  away  from  the  slips  when  the  engine  is  slowed.  These 
allowances  make  the  distance  run  at  full  speed  1.65  miles  in  7 
minutes.     This  is  equivalent  to  14.0  statute  miles  per  hour. 

The  indicated  horse-power  during  the  service  test  was  found 
to  be  810.  If  the  boat  were  driven  12  miles  per  hour,  with  490 
H.P.,  the  speed  for  810  aP.  should  be 

12  X  A/  Yr^  =  1418  statute  miles. 


y  490 


Within  the  limits  of  error  of  these  figures,  it  may  be  con- 
cluded that  the  boat  is  able  to  travel  across  the  river  at  the  rate 
of  12  miles,  with  reference  to  the  shore  at  all  stages  of  the  tide. 

PABT  n. 

EXPERIMENTS  WITH  SCREW-BOAT   "BERGEN." 


Steam  Economy  op  "Bergen." 

DescHpLion  of  Machinery. 

The  boilers  are  shown  in  Fig.  86.  They  are  of  the  locomotive 
type  in  that  the  products  of  combustion  traverse  the  length  of 
the  boiler  but  once  before  arriving  at  the  chimney.    The  boilers 
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are  two  in  number,  and  the  principal  dimensions  of  each  boiler 
are  as  follows : 

Diameter  of  Shell 8  ft. 

LeDgth 28  ** 

Thickness  of  Shell i  in. 

Diameter  of  Furnaces 8}  ft. 

Thickness  of       "        Jin. 

Heating  Surface  in  Furnaces 192  sq.  ft. 

"  "         **  Combus^tion  Chamber 82      " 

•'  "         "  in  Tubes,  204— 2^"  diameter 1,457      " 

Superheating  Surface 0      ** 

Cross  Section  of  Tubed  per  cent,  of  Grate 18 

0ne>half  Cross  Section  of  Chimney  per  cent,  of  Grate 18 

Grate  Surface 40  sq.  ft 

opening  in  Grate  Bars  per  cent,  of  Grate 60 

Ratio  Heating  to  Grate  Surface 48 

Steam  Space— one-third  in  a  drum  between  the  two  boilers. .  800  cubic  ft. 

Height  of  Chimney  above  Grate 53  ft. 

The  main  engines  take  steam  through  a  separator  attached  to 
the  steam-pipe  near  the  high  pressure  steam-chest.  The  jacket 
space  around  each  cylinder  is  used  as  the  steam-chest  for  that 
cylinder.  Steam  to  drive  the  circulating  pump  is  taken  from  the 
first  receiver,  that  is,  the  steam-chest  of  the  intermediate  cylin- 
der. Steam  to  drive  the  feed  pump,  bilge  pump,  ventilating  and 
steering  engines,  is  taken  directly  from  the  boiler  through  reduc- 
ing pressure  valves  set  to  maintain  30  lbs.  pressure. 

The  pumps,  etc.,  are  arranged  to  exhaust  either  into  the  main 
condenser  or  overboard  against  atmospheric  pressure. 

SEPARATION  OF  STEAM  CONSUMPTION  OP  MAIN  ENGINES 

During  the  120-mile  run  to  Newburgh  the  pumps,  steering 
engines,  etc.,  were  made  to  exhaust  overboard,  and  only  the  con- 
densed steam  from  the  main  engines  allowed  to  collect  in  the 
hot  well.  Consequently  the  total  water  fed  to  the  boilers  was 
greater  than  the  condensed  steam  entering  the  hot  welL  The 
deficiency  was  supplied  from  the  large  water  tanks,  which  were 
kept  filled  to  a  mark.  The  water  supplied  to  these  tanks  was 
sent  through  one  water  meter,  and  the  total  feed  water  of  the 
boilers  was  sent  through  a  second  meter.  The  difference  of  the 
amounts  shown  by  the  two  meters  was  the  consumption  of  the 
main  engines  alone. 

BOILEB  TEST,  120-MILE  RUN. 

On  the  day  previous  to  that  of  the  run  to  Newburgh  the  heat- 
ing surfaces  of  the  boilers  were  swept  free  of  soot  and  steam 
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gotten  up.  The  fires  were  then  banked  until  4  am.  the  next  day. 
At  this  time  the  banks  were  spread,  steam  raised  to  140  lbs., 
and  the  engines  run  a  short  time,  up  to  5  A  M.,  when  the  fires 
were  drawn  and  a  new  wood  fire  kindled  at  5.35  A  m.,  with  7i7 
lbs.  of  wood.  The  steam  pressure  fell  to  110  at  5.40,  and  com- 
menced to  rise  again  at  6.00.  At  7.00  steam  was  140  lbs.,  and 
the  dampers  were  partly  closed  to  hold  the  same  pressure  until 
9  A  M.,  the  engine  being  worked  very  slowly  until  this  time.  At 
9  A.  M.  the  boat  steamed  up  the  river,  and  coal  was  burned  until 
6.30  p.  M.,  at  the  rate  of  about  1,600  lbs.  per  hour.  The  boht  ar- 
rived at  her  dock  at  7.20  P.  m.,  and  the  fires  were  allowed  to  burn 
out  until  8.10  P.  M.,  when  steam  had  fallen  to  the  same  pressure 
at  which  the  test  was  started,  110  lbs. 

The  total  coal  consumed,  including  the  kindling  wood,  taken  as 
equal  to^  as  much  coal,  was  15,906  lbs.,  making  1,116  lbs.  per 
hour  for  the  whole  interval  from  5.35  a  M.i;o  8.10  P.  m.  The  total 
water  evaporated  was  146,548  lbs.,  making  the  evaporation,  per 
lb.  of  coal,  9.21  lbs.  of  steam  at  114  lbs.  pressure  and  118**  tem- 
perature of  feed  water. 

The  ashes  amounted  to  7.9  per  cent,  of  the  coal,  making  the 
evaporation,  from  and  at  212'',  11.4  lbs.  of  steam  per  lb.  of  com- 
bustible. 

The  rate  of  combustion  was  20  lbs.  of  coal  per  sq.  foot  of 
grate  per  hour  during  the  interval  from  9  A  M.  to  6.30  P.  m.,  but 
much  less  before  and  after  this  period.  A  twenty-six  hour 
test  in  ferry  service  gave  an  economy  of  8.4  lbs.  of  steam 
per  lb.  of  coal,  for  a  rate  of  combustion  of  lOj  lbs.  per  hour 
per  sq.  foot  of  grate — a  result  which  is  possibly  explainable  on 
the  supposition  that  the  ashes  were  a  greater  per  cent  of  the 
coal  than  during  the  Newburgh  trip.  A  difference  in  the  per 
cent,  of  ashes  of  3  per  cent  in  10  per  cent,  is  sufficient  to  nearly 
account  for  the  difference  between  the  evaporation  of  8.65  lbs.  of 
water  in  the  case  of  the  Orange,  and  the  9.2  found  for  the  Ser^ 
gerCa  boiler  on  the  Newburgh  trip. 

The  steam  consumption  and  H.P.  during  120-mile  run,  from 
9.30  A  M.  to  6.30  P.  m.,  is  shown  by  Table  VIIL 
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TABLE  VIIL 
FERRY-BOAT  "BERGEN," 

120-inLE  TEST  OF  BTEAM  CONSUMPTION,   BEFTEMBEB  18,    1889. 


Boiler 

Time. 

Prei«8iire. 

Revola- 
tlons  per 

Total  horse 

Rkxarkh. 

lbs.  per  sq. 

ID. 

minute. 

power. 

9.80 

no 

144.4 

741.9 

^ 

10. 

112 

144.4 

744.4 

10.80 

114 

145. 

708.0 

11. 

110 

145.1 

696.0 

11.80 

108 

142.1 

C84.7 

1  Throttle  wide  open,  as  per  Fig. 

79. 

12. 

110 

14>.l 

677.0 

^Average  Horse-power,  668. 

12.80 

105 

142.1 

657.7 

1. 

95 

189.9 

613.8 

1.80 

90 

182.9 

582.5 

2. 

95 

188.8 

570.6 

2.80 

140 

590 

At  Newburgb. 

8. 

180 

139.7 

025 

8.80 

125 

144.8 

6)4 

4. 

120 

142.2 

654 

Steam  throttled  as  per  cards  a 

and  6, 

4.80 

122i 

142.8 

654 

y        (Fig.  78). 

5. 

120 

148. 

654 

Average  Horse-power,  670. 

6.30 

123 

145. 

783 

6. 

119 

145. 

783 

6.80 

120 

145. 

738 

J 

The  average  indicator  card  while  the  throttle  was  wide  open 
is  shown  in  Fig.  79.     For  low  card  see  page  434. 

IntennediAte  Cylinder 


Scale:  10  ttM. 


High  Pressure  Cylinder 


Bolter  Pressure:  113  lbs. 


Atmospheric  Line 

Fig.  79. 

Average  cards,  throttle  wide  open.  120-mlle  run. 
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The  extent  of  the  throttling  during  the  return  trip  is  shown  by 
the  high  cylinder  card,  Fig.  78. 

Boiler  Preesure. 


Atmosphorlc  Line 

Fig.  78. 

The  average  indicated  horse-power  of  the  main  engines  is 
placed  at  665. 

The  total  steam  consumed  was  14,411  lbs.  per  hour,  of  which 
2,358  lbs.  was  consumed  by  the  feed,  circulating,  and  bilge 
pumps,  ventilating,  and  steering  engines. 

The  consumption  per  hour  per  H.P.  was  therefore  21.7  lbs. 
for  all  purposes,  and  18.3  for  the  main  engines  alone. 

As  checks  upon  the  direct  determination  of  the  steam  used, 
the  following  estimate  is  made  : 

ACCOUNT  OF  HEAT  RECEIVED  AND   REJECTED. 

By  the  measurement  of  water  fed  to  the  boiler,  it  was  deter- 
mined that  the  steam  used  by  the  main  engines  per  hour  was 
12,153  lbs.  at  115  lbs.  pressure.  This  stjBam  contained  not  more 
than  one  per  ceni  of  moisture  by  the  calorimeter  test.  Hence 
its  total  heat  above  zero  was  1219.3  -  8.69  =  1210.6  British 
thermal  units,  by  Begnault's  determinations. 

When  this  steam  enters  the  condenser,  there  has  already  been 
taken  from  it  by  the  engine-pistons  660  horse-power  of  work,  or 

660x1,980,000       .  ancirrAn  T>     x-  1.  XI.  1         .. 

='=^~^ —  =  1,692,746  British  thermal  units,  or 

Lq^Io     =  140  units  per  pound  of  steam,  and  also  a  cer- 
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tain  amount  due  to  the  radiation  of  the  cylinders.  There  is 
about  150  sq.  feet  of  radiating  surface,  which  may  lose,  as  a  max- 
imum, 0.75  heat  units  per  hour  per  square  foot  per  degree  differ- 
ence of  temperature  between  the  steam  and  the  atmosphere. 
Taking  this  difference  as  275°,  we  have  the  loss  per  hour 

0.75  X  150  X  275  =  31,000  heat  units,  or 

31,000        ofri.      ^        -x  J     *    ^ 

1 2T^  =  2.5  heat  units  per  pound  of  steam. 

Hence,  on  entering  the  condenser  each  pound  of  steam  con- 
tains 

1,210.6  -  140-2.5  =  1,068.1  thermal  units. 

The  total  heat  delivered  to  the  condenser  per  hour  is,  there- 
fore, 

12,153  X  1068.1  =  12,980,619  thermal  units,  and  this 
amount  of  heat  should  be  found  in  the  sum  of  the  three*  follow- 
ing quantities  : 

1st.  Heat  removed  by  the  circulating  water. 
2d.   Heat  absorbed  by  water  drawn  from  fresh-water  tanks 
and  mixed  with  condensed  steam  in  the  condenser. 

3d.  Heat  remaining  in  condensed  steam  when  it  arrives  in 
the  hot  well. 

The  amount  of  circulating  water,  taking  it  to  be  half  of  the 
time  salt,  and  half  of  the  time  fresh,  so  that  its  weight  per  cubic 
foot  is  63  lbs  ,  is : 

Observed  Single  strokes 

Area  of  plunger,    stroke.  per  hour.        Decsltj. 

1.07       X     1.03      X      4  X  1339    ^    63     =  371,879. 

The  specific  heat  of  salt  water  or  brine  of  the  density  of  sea 
water  is  0.96  for  60°.  Assuming  it  to  be  the  same  at  104°,  we 
have  the  average  specific  heat  of  the  circulating  water,  taken  as 
half  of  the  time  fresh, 

^-^^■^  =  0.98. 

The  range  of  temperature  through  which  the  circulating 
water  was  heated  in  passing  through  the  condenser  was  31.4°. 
Hence  the  heat  removed  by  the  circulating  water  was 

371,879  X  0.98  x  31.4  =  11,443,460  thermal  units. 

*  K^iation  from  the  condeDser  and  hot  well  is  neglected,  as  its  amount  is  an« 
important. 
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If  the  slip  of  the  pump  be  assumed  at  2  per  cent.,  this  figare 
becomes  11,214,591  thermal  units. 

The  water  drawn  from  the  tanks  was  2,358  lbs.  per  hour,  and 
was  at  75°.  The  average  temperature  in  the  hot  well  was  118°. 
Hence  this  water  absorbed 

2,368  X  (118  -  75)  =  101,394  thermal  units. 

The  heat  remaining  in  the  condensed  steam  was 

12,153  X  118  =  1,434,054 

The  sum  of  these  three  quantities  gives : 

Absorbed  by  circulating  water ll,2t4,C91 

"      /'tank  "      101,894 

Bemaining  in  steam 1,481,054 

Total  beat  rejected 12,750,089    ^ 

•«   received 12,980,619 

Discrepancy 280,580 

This  discrepancy  represents  less  than  J  inch  variation  of  pump 
stroke,  and  as  the  length  of  the  latter  was  scarcely  measured 
within  this  limit  of  error  it  may  be  considered  that  the  measure- 
ment of  heat  rejected  satisfactorily  confirms  the  measurement  of 
steam  used,  as  determined  from  the  feed-water. 

QUALITY  OF  THE  STEAM. 

A  Barms  Superheating  Calorimeter  was  attached  to  the  main 
steam-pipe  near  the  high  steam-chest  It  showed  the  steam  to 
contain  J  of  one  per  cent,  of  moisture.  The  separator  on  the 
steam-pipe  showed  no  water  by  its  water-glass  until  about  1 
p.  M.,  when  about  50  lbs.  of  water  was  present  This  was  blown 
out  and  about  the  same  amount  had  again  collected  at  the  end 
of  the  test. 

THEORETICAL  STEAM  CONSUMPTION  OP  "BERGEN." 

The  combined  action  of  the  steam  in  the  three  cylinders  of 
the  Bergen  is  shown  in  Fig.  81. 

The  action  is  equivalent  to  that  of  a  single  cylinder  equal  to 
the  low  cylinder  of  the  Bergen,  in  which  steam  at  100  lbs.  press- 
ure should  be  cut  off  at  about  ^V  of  the  stroke,  with  a  clear- 
ance of  11.3  per  cent.,  with  the  following  modifications  : 

L  There  is  a  loss  of  mean  effective  pressure,  represented  by 
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the  areas  (a)  and  (b),  due  to  the  fact  that  the  the  pistons  are  not 
in  motion  while  the  steam  expands  into  the  clearance  spaces  of 
the  intermediate  and  low  cylinders  respectively. 

n.  There  is  a  gain  of  mean  effective  pressure,  represented  by 
the  shaded  areas  (c)  and  (d),  due  to  the  fact  that  the  clearance 
volumes  in  the  triple  cylinder  engine  are  less  than  in  the  single 
engine,  by  amounts  represented  by  these  areas ;  and  hence, 

III.  If  the  sum  of  areas  (a)  and  (b)  is  less  than  sum  of  (c)  and 
(d),  as  is  here  the  case,  the  net  result  is  that  the  mean  effective 


JBoUCf  riYKUK:  111  Iblt  

Toua  Uorifl  Kincr:  CCS 

(  Hlffh  Oft.  U  pPT  «iit 

I  Low      I     ii,j  M     *'     I 
BxpAttBlpru  of  &tcmm  by  roL^fl       / 


&Uiani  per  Hr.  f  ictuikl  -  IM  IUb. 
ai  111..  ' 


Ooogte 
100  Iba. 

in 

0 


Fig.  81. 
Average  Card  of  BergeUy  120-Mile  Run. 


Throttle  wide  open.     H.P.,  666. 


pressure  is  nearly  that  due  to  expansion  in  a  single  cylinder  with 
a  loss  due  to  a  per  cent,  of  clearance  equal  to  that  of  the  single 
engine  divided  by  the  ratio  of  the  volume  of  the  low  to  the  high 
cylinder,  which  is  about  5  to  1. 

IV.  Consequently  the  theoretical  consumption  per  hour  per 
H.P.  corresponds  to  a  real  ratio  of  expansion  of  about  9  and  a 
clearance  of  about  2^  per  cent  in  a  single  cylinder,  whereas  the 
apparent  expansion  estimated  from  the  cut-off  in  the  high 
cylinder  is  about  7 J  times,  with  16  per  cent  clearance. 

ECONOMY  OF  THE  ENGINES  OP  THE  "  BERGEN "  COMPARED  WITH 
THOSE  OF  SS.  "  METEOR.'*  * 

The  only  record  of  water  consumption  of  a  triple  expansion 
marine  engine  under  the  pressure  for  which  the  Bergen's  engine 
was   designed  is   that  of    the   SS.   Meteor,      In   this   case  the 

♦The  engines  of  this  ship  were  accurately  tested  by  the  Committee  on  SS. 
Economy  of  British  Association  of  Mechanical  Engineers. 
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engines  were  of  about  2,000  H.P.  capacity.  The  clearances 
were  nearly  the  same  as  for  the  Bergen,  The  boiler  pressure 
was  about  150  lbs.  and  all  of  the  cylinders  were  jacketed  with 
steam  of  pressure  about  equal  to  the  admission  pressure.  The 
difference  of  the  boiler  pressure  and  greater  range  of  expansion 
in  the  case  of  the  Meteor  indicates  that  her  engines  should  con- 
sume less  steam  per  hour  per  H.P.  than  the  engines  of  the 
Bergen  in  the  ratio  of  11.2  to  13.2,  which  would  make  the  Meteor* 8 

11  2 

consumption  r^  x  18.3=15.5  lbs.    The  Meteor's  actual  consump- 

tion  was  149  lbs.  The  difference  is  about  3  per  cent.,  which 
may  be  attributed  either  to  the  jackets  of  the  Meteor  or  to  the 
errors  of  determination  in  the  case  of  the  Bergen,  the  measure- 
ment in  the  case  of  the  Meteor  having  been  too  carefully  made 
to  regard  it  as  in  error  to  the  above  extent. 

HOBSE-POWER  OF  CIRCULATINO  PUMP. 

This  pump  is  of  the  direct-acting,  duplex  type,  with  steam 
cylinders,  12  inches  diameter,  and  water-plunger,  14  inches  di- 


AtmoBptaeric 


line. 
Feed  Pomp.— Duplex,  12"  x  12"  x  4f' ;  Revolutions  per  Minute,  55  ;  H.P..  9. 


^  > 

Atmoepherlc  Line. 
Bilge  Pump.— Duplex,  12"  x  12"  x  5"  ;  Revolutions  per  Minute,  48  ;  H.P.,  H. 


Atmoepheric  Line. 
Circulating  Pump.— Duplex,  12"  x  18 '  x  14";  Revolutions  per  Min.,  22  ;  H.P.,  2.7 

Pig.  83. 
Average  Pamp  Cards  of  tlie  Bergen.    Scale,  20  lbs.  to  the  Inch. 
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ameter.  The  possible  stroke  is  13  inches,  but  its  average  piston- 
travel  during  the  test  was  12J  inches.  It  ran  steadily  and  made 
1,339  revolutions  per  hour.  Indicator  cards  from  its  steam  cyl- 
inder averaged  as  per  Fig.  82.  The  mean  effective  pressure  aver- 
ages 8.5  lbs.  per  square  inch.     Its  indicated  power  is,  therefore, 

114  X  8.5  X  4  X  1.02  X  22.3  ^q7hP 
33,000  ^in..r. 

The  amount  of  water  pumped  was  5,844  cubic  feet  per  hour, 
which  was  lifted  through  4.5  feei  The  work  corresponding  to 
this  lift  is  0.84  H.P.,  so  that  1.86  H.P.  is  consumed  in  over- 
coming the  resistance  to  the  passage  of  the  water  through  the 
condenser,  and  in  the  friction  of  the  pump  mechanism.  The 
friction  of  such  pumps  is  known  to  be  about  3  per  cent  of  the 
indicated  power. 

Hence,  the  horse-power  to  circulate  the  water  through  the 
condenser  was  0.31  H.P.  per  1,000  cubic  feet  of  water  circulated 
which  corresponds  approximately  to  100  H.P.  of  work  by  the 
main  engines. 

The  steam  cODSumptioD  estimnted  from  the  card,  Fig.  82,  is  896  lbs.  per  hoar. 
E^bable  amount  due  liquefuction* 170    **         ** 

Total  per  liour 666    " 

Probable  consumption  per  hour  per  H.P.,  non-condensing. .  .210    *' 
•'  ••  *'  '*  condensing. 180    " 

«OBSE-POWER  AND  STEAM  CONSUMPTION  OP  FEED-PUMP. 

The  boiler  feed  pump  is  a  direct-acting  duplex,  with  12' x  12" 
steam  cylinders,  and  4^  water  cylinders.  In  drawing  its  water 
from  the  hot  well,  considerable  air  is  absorbed,  owing  to  the  vari- 
able condition  of  the  level  in  the  hot  well.  To  eliminate  such 
air,  a  pipe  is  led  from  the  base  of  the  air-chamber  of  the  pump 
to  the  top  of  the  hot  well,  and  a  large  portion  of  the  pump's  dis- 

*  Tbe  steam  condensed  bj  the  metallic  surfaces  is  estimated,  in  the  case  of  all 
of  the  pumps,  by  the  following  formula : 

Pounds  condensation  per  stroke  = 
Surface  exposed  during  admission  x  time  in  seconds  x  range  of  temperature. 

60 
The  constant,  kV>  is  deduced  from  experimental  determinations  of  consumption 
of  an  8"  X  10"  pump.    The  total  estimated  consumption  of  tbe  pumps  and  ven- 
tilating engine  is  2,400  lbs.    The  amount  given  bj  the  measurements  was  2,358 
lbs. 
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placement  simply  circulates  between  the  latter  and  the  hot  welL 
The  speed  of  the  pump,  therefore,  amounts  to  about  four  times 
the  number  necessary  to  displace  the  volume  of  feed-water,  the 
revolutions  per  hour  averaging  3,250  per  hour  during  the  trip  to 
Newbui^h  and  return. 

The  pump  is  supplied  with  steam  through  a  **  reducing  press- 
ure valve,"  which  maintains  30  lbs.  pressure  in  the  steam-chest 
of  pump.  The  mean  effective  pressure  was  15  lbs.,  as  per  Fig. 
82,  making  the  indicated  work  equal  to  9  horse-power. 

The  steain^oonaumed  per  hour,  estimated  from  the  card,  is. . .     1,170  lbs. 

Probable  amoaot  consumed  bj  cylinder  condensation 250   *' 

Total 1,420  lbs. 

'*  per  hour  per  H.P: 158   " 

If  the  pump  exhausted  into  the  condenser,  as  is  the  case  in 
regular  service,  the  probable  consumption  by  card  would  be  25 
per  ceni  less,  making  the  amount  per  H.P.  125  lbs. 

BHiGE  PUMP  AND  VENTILATING  AND  STEEMNO  ENGINES. 

The  bilge  pump  is  12"x  12"x5",  and  made  2,930  revolutions  per 
hour  during  the  Newburgh  trip.  Its  indicated  horse-power,  Fig. 
82,  was  1.5,  and  the  estimated  steam  consumption  575  lbs.  of 
steam  per  hour,  10  per  ceni  of  which  is  estimated  as  due  to 
liquefaction*  The  steam  per  hour  per  H.P.  is,  therefore,  about 
3^0  lbs.  By  use  of  the  vacuum  the  consumption  of  this  pump 
would  be  about  one-third  as  much,  or  130  lbs.  per  hour  per 
horse-power. 

The  ventilating  engine  ran  constantly  at  about  300  revolutions 
per  minute  during  the  Newburgh  trip.  This  engii^  is  3  inches 
by  6  inches,  and  is  estimated  to  have  consumed  1 17  lbs.  of  steam 
per  hour  during  the  Newburgh  trip. 

The  steering  engines  used  very  little  steam  during  the  trip  to 
Newburgh.  The  whole  amount  would  be  a  fraction  of  I  per 
cent  of  the  entire  consumption. 

ECONOMY  OF  SUBFACE  CONDENSATION  AND  OF  USE  OF  DIRECT-ACTING 

PUMPS. 

By  the  use  of  a  surface  condenser  the  cost  of  water  for  the 
steam  used  by  the  engines  is  almost  entirely  avoided,  but  the 
coal  used  by  the  circulating  pump  is  an  extra  expense  as  com- 
pared to  using  a  jet  condenser.    The  amoimt  of  fresh  water  saved 

is,  as  a  maximum,  225  cubic  feet  per  hour.     This  represents  about 
27 
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25  cents  per  hour  of  cost  The  coal  consumption  of  the  circulat- 
ing pump,  exhausting  into  the  condenser,  assuming  8  J  lbs.  evapo- 
ration, is  about  50  lbs.  per  hour,  representing  10  cents  of  cost.  If 
a  centrifugal  pump  was  used  as  a  circulator,  the  steam  consump- 
tion of  its  engine  might  be  45  lbs.  per  hour  per  H.P.  instead  of 
130,  as  in  the  case  of  the  direct-acting  pump ;  but  the  power  re- 
quired would  be  about  2  times  as  great,  as  the  efficiency  of  the 
centrifugal  would  be  only  about  half  of  that  of  the  steam  pump. 
The  net  saving,  therefore,  would  be  130  —  2  x  45  =  40  lbs.  of 
steam  per  hour  per  horse-power,  or,  say,  a  total  of  110  lbs.  of 
steam  per  hour.  This  represents  about  3  cents  per  hour  of  pos- 
sible saving  by  a  centrifugal  circulator.  A  greater  economy 
could  be  obtained  by  a  crank  and  fly-wheel  pump,  but  the  sim- 
plicity of  the  direct-acting  pump  makes  it  on  the  whole  probably 
the  best  device.  If  the  exhaust  steam  of  the  pumps,  etc.,  was 
made  to  heat  the  feed-water  from  the  hot  well,  so  that  the  latter 
would  enter  the  boiler  at  212°  Fahr.,  the  result  would  be  as  fol- 
lows :  The  pumps,  etc.,  would  exhaust  against  the  atmosphere,  and 
their  combined  consumption  would  be  2,358  lbs.  per  hour,  which 
is  about  one-sixth  of  the  total  feed- water.  The  latter  would 
leave  the  hot  well  at  118^  To  heat  it  to  2 12°  would  require  95*^. 
As  the  water  to  be  heated  would  be  six  times  the  weight  of  the 
steam  supplying  the  heat,  each  pound  of  the  steam  must  sup- 
ply six  times  95"",  or  570°.  As  it  would  be  necessary  to  abstract 
966°  in  order  to  reduce  all  of  the  pump  steam  to  liquid,  it  follows 
that  only  about  ^  of  the  pump  steam  could  be  saved.  This 
would  amount  to  about  2  lbs.  of  steam  per  H.P.  of  the  main 
engines.  The  most  economical  arrangement  would  follow  if  the 
steam  remaining  vaporous  after  passing  through  the  heater 
could  be  sent  into  the  second  receiver  and  thence  used  in  the 
low-pressure  cylinder. 

AIR  SUPPLY  PER  POUND   OF  COAL,  AND  AMOUNT  OF  HEAT  WASTED  BY 

CHIMNEY. 

The  velocity  of  the  air  flowing  into  the  ash  pits  was  measured 
by  a  Casella  Anemometer,  and  found  to  average  461  feet  per 
minute,  as  per  Column  1  of  Table  IX.  The  joint  area  of  the  ash- 
pit openings  was  8.9  square  feet.  The  total  amount  of  air  sup- 
plied was,  therefore, 

8.9  X  461  X  60  =  246,174  cubic  feet  per  hour. 
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The  coal  burnt  per  hour  between  9.30  A.M.  and  6.30  P.M.  aver- 
aged 1,600  pounds. 

Hence,  the  air  per  pound  of  coal  was  162  cubic  feet,  or,  taking 
the  density  of  air  at  1  lb.  to  12.5  cubic  feet,  we  have  the  pounds 
of  air  supplied  per  pound  of  coal  equal  to  13. 

By  analysis  of  the  chimney  gases,  the  average  composition  of 
the  latter  was  by  Columns  2,  3,  and  4,  Table  IX : 

Carbonic  acid 12.3  per  cent. 

Oxygen 7.0    "      " 

Carbonic  oxide 1.1    "      " 

measured  by  volume.  This  requires  that  each  pound  of  carbon 
should  have  supplied  to  it  as  many  pounds  of  air  as  are  repre- 
sented by  the  following  formula : 

Air  per  pound  of  carbon  =  43  [|.  ^-i^l^-^^^'j, 

the  symbols  COj,  0,  CO,  representing  percentages  by  volume, 
as  given  by  the  analysis. 
Hence,  in  the  present  case,  we  have  : 

Air  per  pound  of  carbon  =  4.3     -^  X  — ^  '  -      .  { — '—    =  17.0. 

Assuming  the  combustible  to  represent  practically  pure  carbon> 
and  the  combustible  being  92.2  per  ceni  of  the  coal,  we  have  the 
air  per  pound  of  coal  by  analysis  of  the  gases  equal  to  17  X  0.922 
=15.6. 

The  bituminous  coal  may  be  assumed  to  have  a  composition 
as  follows : 

AsbeH,  clinker,  and  anliurnt  coal 7.8  per  cent. 

Moisture 3      "      •* 

Hjdrogan 6       "       ** 

Carbon,  volatilized  to  CO,  or  CO 80       *«      " 

Oxygen,  etc 4      "      " 

The  air  required  for  combustion,  assuming  the  carbon  to  all 
form  CO2,  is 

11.6  X  (7+34.8(J5r-|), 

which  gives  in  round  numbers  11.0  pounds  of  air  per  pound  of 
coal.  The  above  figures,  therefore,  provide  an  excess  of  air, 
although  they  are  lower  than  is  usual  with  natural  draught. 

Taking  the  air  per  pound  of  coal  at  the  average  of  the  deter- 
minations by  anemometer  and  analysis,  we  have  14.3  pounds. 
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Adding  the   combustible,  the  total  weight  of  gas  passing  up 
chimney  per  pound  of  coal  is 

14.3  4- 0.922  =  15.42  lbs. 

The  specific  heat  of  such  gas  is  0.24. 

The  average  temperature  of  the  gas  at  the  entrance  to  the 
chimney  was  750°.  The  temperature  of  the  atmosphere  was 
80°.  Hence  the  heat  escaping  in  the  chimney  gases  per  pound 
of  coal  was 

(750  -  80)  X  15.32  x  0.24  =  2,528  thermal  units. 

TABLE  IX. 

FBODUCTS  OF  COKBUSnOK  OP  PUKNACB,  120~2nLE  TEST  OP  "BEBaEN." 
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DISTRIBUTION  OF  HEAT  OP  FUEL. 

The  probable  composition  of  the  coal,  as  already  given,  would 
afford  the  following  amount  of  heat  by  combustion : 

Hydrogen (o.06  -  ^  x  62,500  =   3,438  thermal  units. 

Carbon..! 0.80  x  14,500  =  11,600      « 

15,038      « 

Less  heat  to  evaporate  moisture  and  super- 
heat it  to  temperature  of  dhimney,  or 

0.03(750-212)  x0.48+0.03(966  +  212-80)=        41      " 
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If  some  of  the  carbon  boms  to  CO,  according  to  the  following 
analysis  of  flue  gas, 

CO2  —  12.3  per  cent  by  volnme. 

0—7.  a  it  a 

CO  -    1.1       "  "       " 

N    -79.6       " 

Then  the  percentages  by  weight  are 
^^ 12.8  X  22  X  100 

^^*  "(12.8  X  22)  +  C7  X  16)  +  (1.1  x  14)  +  (70.«  x  79)  ""  ^^'^  ^^  ^°^- 

CO  = ^'^  X  14  X  100 -   1  0    -      - 

(12.3  X  22)  +  (7  X  16)  +  (1.1  x  14)  +  (79.6  x  1.4)  ~ 

The  total  carbon  is 
(e  ""  ^^'^)  "^  (11  "^  •^'^)  =  ^^  +  ^'^  =  S-31  per  cent, 

of  which  v-ov  =  8.1  per  cent  bums  to  carbonic  oxide,  yielding 

4,400  thermal  units  per  poimd,  and  91.9  per  cent  bums  to  car- 
bonic acid,  yielding  14,500  thermal  units  per  pound.  Out  of  the 
0.8  pound  of  carbon  in  a  pound  of  coal, 

0.081  X  0.8  =  0.065  lb.<«.  produce  0.065  x    4,400  =     286  thermal  units ; 
0.919x0.8  =  0.735"  "       0.785x14.500=10,657    " 

Hence,  instead  of  realizing  from  the  0.8  lb.  of  carbon  11,600 
units  by  complete  combustion  to  carbonic  acid,  we  have  only 

286  +  10,657  =  10,943  units. 

Hence,  the  presence  of  1.1  per  cent  by  volume  of  carbonic  ox- 
ide in  the  chimney  gases  causes  a  loss  of  657  units  of  heat  per 
pound  of  coaL 

The  effect  of  moisture  and  hydrogen  would  be  the  same  as 
before,  making  the  net  heat  evolyed  by  the  combustion  of  the 
coal 

10,943  +  3,438  -  41  =  14,340  thermal  units. 
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Of  this  2,528  are  required  to  heat  the  chimney  gases,  as  has 
already  been  shown. 

The  generation  of  steam  consumes  as  much  as  will  evaporate 
9.2  lbs.  of  water  from  118°  temperature  of  feed  and  at  115  lbs. 
pressure. 

This  requires  (1,219  — 118)  =    1,101  units  per  pound,  or 
1,101  X    9.2  =  10,129  thermal  units. 

Adding  these  we  have  12,657  thermal  units,  and  the  difference, 
14,340  —  12,657  =  1,683  units,  is  lost  by  radiation  from  the  ex- 
^tf)rior  surfaces  of  the  boiler  and  through  the  ash  pit. 

Summarizing  we  liave : 

Total  beat  corresponding  to  assamed  compoMtion  of  coal. .  .15,038  thermal  units. 

Tiost  by  Incomplete  combustion 657  heat  units  =      4.37  per  cent. 

"     **  evaporation  of  moiatare 412     "        *'    =     0.25      ** 

Absorbed  by  production  of  steam 10,129    *•        **    =    67.86      ** 

Wasted  by  chimney  gases 2,528    '•        **    =    16.81      '' 

"       "    radiation,  etc 1,002    **        **    =    10.21       " 

15,088  100.00 

NOTES  ON  THEORETICAL  CHIMNEY  DRAUGHT  OF   "BERGEN." 

The  chimney  has  a  cross-section  of  14  square  feet,  and  the 
cross-section  of  the  tubes  is  practically  the  same.  The  average 
temperature  of  the  gases  in  the  chimney  was  700°  Fahr.,  and  for 
the  tubes  we  may  assume  a  mean  between  1,600,  the  probable 
temperature  at  entrance  to  the  tube,  and  the  750""  found  in  the 
uptake.  This  gives  about  1,200'"'  for  the  tubes.  The  coal  burned 
per  hour  was  1,600  lbs.,  and  the  weight  of  gases  15.4  lbs.  per  lb. 
of  coal. 

Assuming  12.5  lbs.  to  the  cubic  foot,  at  60°  Fahr.,  and  that  the 
volumes  are  directly  as  absolute  temperature  as  we  have. 
Velocity  in  chimney,  15.25  ft  per  second. 
"    tubes,       18.30  "    " 

The  resistance  due  to  this  velocity  in  the  chimney,  expressed 
in  feet  of  the  gas  itself,  is, 

^^x  W^l— '''  .     ..  =-^'x47  X  .012  =  41. 
2  g        Hydraulic  mean  depth.         2  g 

The  hydraulic  mean  depth  is  unity,  the  chimney  being  oblong 

and  14  feet  perimeter ;  47  is  the  height  of  the  chimney  above  the 

centre  of  uptake,  and  .012  a  coefficient  of  friction.     Similarly 

the  head  for  the  flues,  which  are  lO^^  feet  long,  is  found  to  be  2.5 

feet     Beducing  these  numbers  to  their  equivalent  amounts  for 
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&00***  temperature,  we  have  a  total  of  3.3  feet,  which  represents 
the  length  of  chimney  which  would  overcome  the  resistance  of 
the  flues  and  chimney. 

To  accelerate  the  gases  there  is  required  i— ^^ — -  =  3.7  feet  of 

gas  at  chimney  temperature,  and  this  reduced  to  500°  gives  3.1 
feet  of  chimney. 

For  the  combustion  chamber  enlargement  and  the  right  angle 
turn  to  the  uptake,  and  obstruction  due  to  damper,  etc.,  we 
may,  according  to  Peclet,  allow  about  once  the  accelerating 
resistance. 

For  the  resistance  to  passage  through  the  grate  a  rule,  in 
agreement  with  Bankine  and  Peclet,  is  that  the  feet  of  chimney 
equals  the  volume  of  gases,  reckoned  at  500°  times  the  constant 
0.0017. 

This  for  the  Bergen  gives  49  feet. 

Summarizing  we,  therefore,  have  : 

Height  of  chimney  to  overcome  acceleration 8.5  ft. 

'*      •'         '*        **  **       friction  of  chimney 1.7  " 

•*       '*         "        •*  "  ««      "tubes 1.6" 

"      '*         **        *•  **       turns  and  damper 8.5  " 

'*      *'         *•        •*  *•        resistance  at  graie 49.0" 

59.8  ft. 
Actual  height 68.0  " 

Considering  the  roughness  of  the  constants,  the  agreement  is 
apparently  satisfactory,  but  when  it  is  considered  that  the  dis- 
crepancy is  a  large  fraction  of  all  the  resistances  other  tlian  those  dne 
to  the  fire^  it  must  be  concluded  that  the  factor  of  greatest  influ- 
ence in  the  performance  of  a  chimney,  other  than  the  damper,  is 
the  manipulation  and  condition  of  the  fire. 

FAILURE   OP  THE  FURNACES   OF   THE   "BERGEN." 

The  furnaces  were  cylinders,  36  inches  diameter,  ^"  thick. 
To  resist  strains  tending  to  collapse  these  cylinders,  four  heavy 
rings  were  riveted  to  each  furnace,  as  shown  in  Fig.  87  and 
Fig.  86. 

The  rivets,  near  the  grate  level,  which  fastened  a  ring  to  the 
shell,  gave  evidence  of  their  inability  to  avoid  shearing  oflf  the 
rivet  head  lying  within  the  furnace.     The  boat  was,  therefore, 

*  At  this  temperature  the  weight  of  gas  is  half  that  of  atmospheric  air  at  about 
60°.     So  that  the  head  of  gas  is  then  identical  with  height  of  chimnej. 
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withdrawn  from  service  on  November  16,  and  corrugated  or 
Fox  furnaces  are  now  replacing  the  original  furnaces.  It  appears 
that  the  ring-braced  furnace  has  given  more  or  less  trouble  of 
the  nature  here  described  wherever  it  has  been  used,  but  that  by 
using  screw  bolts  instead  of  rivets,  the  rings  have  been  kept  in 
service.  A  probable  hypothesis  regarding  the  cause  of  the  rup- 
ture «of  the  rivets  near  a  horizontal  line  is  that  the  upper  half  of 


Fig.  87. 

the  circular  furnace  is  at  a  sufficiently  higher  temperature  than 
the  lower  half  to  cause  it  to  expand,  and  tend  to  shear  the  hori- 
zontal rivets.  In  the  case  of  the  Bergen,  100®  difference  of 
temperature  between  the  upper  and  lower  halves  of  the  furnace 
would  cause  sufficient  expansion  to  depress  the  horizontal  rivets 
^  of  an  inch  on  each  side  of  the  furnace.  There  is  little  doubt 
that  such  an  amount  of  irritation  might  rupture  rivets  not 
having  considerable  surplus  strength. 

BEMABES  BEGABDING  USE  OF  WATEB-METEB  USED  IN  FEEDING 

BOILEBS. 

The  use  of  a  meter  to  record  the  water  fed  to  boilers  is  the 
most  convenient  and  best  method  of  procedure  if  the  instrument 
is  reliable.  A  Worthington  meter  is  practically  a  slide  valve 
engine  in  its  mechanism,  and  is  as  little  liable  to  any  sudden 
change  in  its  condition  as  is  a  reliable  engine.  Without  some 
such  sudden  change,  a  meter  once  carefully  calibrated  may  be 
trusted  to  record  feed  water  for  a  few  days  with  more  confidence 
than  any  human  labor  can  be  expected  to  operate  in  the  weigh- 
ing out  and  tallying  of  tanka 
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Meters  used  for  long  periods  finally  become  leaky,  and  thence 
arises  the  belief  that  they  are  unreliable. 

If  a  meter  is  fitted  in  connection  with  a  boiler  so  that  it  can 
be  tested  under  the  exact  conditions  of  pressure  and  velocity 
used  in  feeding  the  boiler,  the  accuracy  of  the  instrument  can  be 
definitely  determined,  and  I  have  never  known  a  Worthington 
meter  to  suffer  any  change  of  rate  within  a  week  of  continuous 
use,  even  with  water  of  SW  temperature* 

In  the  cases  of  the  Bergen  and  Orange^  a  special  meter  was  con- 
structed, through  the  kindness  of  Mr.  C.  C.  Worthington,  strong 
enough  to  stand  250  lbs.  pressute.  The  meter  was  made  of  steel 
throughout,  and  had  3-inch  inlet  and  outlet  It  was  used  in  the 
Orange  on  the  feed-pipe  of  the  pump,  which  was  worked  from 
the  walking-beam.  This  pump  was  7  inches  diameter  of  plunger 
and  26  inches  stroke.  It  was  single  acting,  and  ran  at  25  revo- 
lutions per  minute.  The  meter  withstood  several  days  of  inter- 
mittent feeding  with  this  pump,  and  suffered  no  injury.  It  was 
standardized  by  drawing  off  25  cubic  feet  into  a  large  tank  rest- 
ing on  platform  scales,  and  the  rating  obtained  was  65  lbs.  per 
cubic  foot  shown  by  the  meter.  The  same  meter  was  used  on 
the  Bergen,  where  it  was  supplied  by  a  direct-acting  steam  pump. 
No  difficulty  was  found  in  feeding  against  160  lbs.  boiler  press- 
ure. The  calibration  of  the  meter  for  the  Bergen  was  made  with 
10  cubic  feet  portions,  against  the  actual  pressure  and  with  the 
same  rates  of  feeding  as  prevailed  during  the  tests.  The  re- 
sults varied  from  68.8  to  64.4  lbs.  per  cubic  foot  Less  variation 
could  be  obtained  by  more  elaborate  trials,  but  no  attempt  was 
made  to  work  closer  than  \  lb.  in  63  lbs.,  as  other  elements  of 
discrepancy  were  of  greater  amount  and  uncontrollable — the  vari- 
ations of  speed,  steam  pressure,  and  errors  of  indicators,  for  ex- 
ample. 

TIGHTNESS   OF  VALVES  AND  PISTON  OF  "BERGEN." 

No  opportunity  presented  itself  to  test  the  degree  of  tight- 
ness of  the  valves  and  pistons.  The  high-pressure  cylinder  was 
slightly  scratched.  The  other  cylinders  were  in  perfect  con- 
dition so  far  as  could  be  judged  by  the  eye. 

SPEED   OF  THE   "BERGEN,"   USING    DOUBLE  SCREWS. 

On  September  18,  1889,  the  time  of  the  Bergen  from  Seventy- 
second  Street,  New  York  city,  to  Newburgh,  was  4  hrs.,  54  min., 
30  sec 
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The  distance  travelled  by  shore  was  55  statute  miles.  The 
speed  along  shore  was,  therefore,  11.22  statute  miles  per  hour. 
The  times  of  low  water  along  the  route  and  the  tide-velocities 
were  approximately  as  follows : 


SeTenty-second  Street. 

Yonkere  

Irvington 

Haver.-<traw 

West  Point 

Newburgh 


Tlm«  of  Low 
Water. 


10.15  a.m. 

11.00 

11.15 

11.30 

12. 15  P.M. 

12.45 


Time  at  which 
Bergen  pawed. 


9.20  A.M. 
10.30 
11.05 
11.40 
12.45  P.M. 

2.14 


Tides.    Stntnte 
miles  per  hoar. 


-1.5 
-  1.5 
-1.5 
-0.5 
-0.5 
+  1.5 


This  would  be  equivalent  to  a  tide  of  0.7  miles  against  the 
boat  for  the  whole  distance,  and  would  make  the  still-water 
speed  about  11.92  miles.  The  speed  by  log  was  12.88  miles, 
which,  corrected,  gives  11.88  as  the  still-water  speed,  but  the  cor- 
rection for  the  log  is  not  reliable  within  J  mile  per  hour.  The 
average  revolutions  of  the  engine  were  142.4,  and  the  slip  was 
16.1  and  16.6  per  cent,  respectively. 

On  the  same  trip  the  time  between  10-mile  posts  at  Biverdale 
and  Irvington  was  54  min.  21  sec,  making  a  speed  relative  to  the 
shore  of  11.04  miles  per  hour.  The  probable  tide  against  the 
boat  was  1.5  miles,  making  the  still-water  speed  12.54  miles. 
The  log  gave  13.56  miles,  which,  corrected,  makes  12.56  miles. 
The  engine  made  144  revolutions  per  minute,  which  makes  the 
slip  12.8  per  cent. 

On  the  return  trip  from  Newburgh  the  probable  times  of  high 
water  were  as  follows : 


Time  of  High 
Water. 

Time  at  which 
Bergen  paseed. 

Tides.    Statnt© 
miles  per  hour. 

flovernor's  Island 

3.00  p.m. 

3.80 

4.30 

4.45 

5.00 

5.15 

6.00 

6.30 

7.10 
O.ll 
5.55 
5.22 
4.45 
8.45 
2.15 

Seventy -second  Street. 

+  2.5 

Hiverdale *. 

+  1.0 

Yonkers 

0. 

Irvington 

—  1  5 

Haverstraw 

—  2  5 

Weht  Point 

—  2  0 

Newburgh 

—  1.5 

This  is  equivalent  to  an  average   tide  of  0.8  mile  against 
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the  boai  The  whole  distance  was  49^  miles  in  3  hours,  58 
minutes. 

This  gives  a  speed  with  reference  to  the  shore  of  12.32  statute 
miles,  or  13.14  miles  through  the  water.  The  engine  made  145 
revolutions,  whence  the  slip  was  9.4  per  cent.  The  time  between 
10-mile  posts  on  the  return  trip  at  5.22  p.m.  was  49  minutes, 
making  a  speed  of  12.25  statute  miles  with  reference  to  the  shoi*e. 
The  tide  averaged  0.36  mile  against  the  boat,  making  the  still- 
water  speed  12.61  statute  mile  per  hour.  The  log  showed  12.72 
miles.  The  engine  ran  at  145  revolutions,  making  the  slip  12.8 
and  11.5  per  cent  respectively. 

Summarizing,  we  have :  * 


DkBCRIPTION  07  COUBSE. 

Speed 

Statute 

Miles  per 

hour. 

Slip  per 
cent. 

R«*vo- 
lationi« 
per  min- 
ute. 

Boiler 
Pressure, 
lbs.  per 
sq. inch. 

Gauge. 

Con- 
dition of 
Throttle. 

H.P. 

55-mile  ran  to  Newbargh | 

10    *'      "via        '•          ....  1 

49    **      *'  from    •'          

10    "       "   via       "            ...  1 

11.92 
ll.ftS 
12.54 
12.56 
18.14 
12.61 
12.72 

16.2 
16.6 
12.9 
12.8 
9.5 
12.8 
11.5 

142 
142 
144 
144 
145 
145 
145 

114 
114 
114 
114 
120 
120 
120 

1^ 

Is* 

662 
662 

700 
700 
667 
700 
700 

Avemge 

12.49 

iy.2 

144 

The  49-mile  run  may  be  rejected  on  the  ground  of  too  much 
irregularity  in  the  conditions. 

During  the  return  trip  from  Newburgh,  Sept.  18,  short  runs 
were  made  at  71  and  114  revolutions,  respectively,  and  the  speed 
determined  by  the  log  only  to  be  6.4  and  10.5  miles  per  hour, 
respectively,  the  corresponding  horse-powers  being  97  and  304, 
and  the  slip  about  10  per  cent.  These  figures  must  be  regarded 
as  very  rough  approximations.  Very  light  winds  and  smooth 
water  prevailed  during  the  experiments. 

On  March  30,  1889,  a  run  was  made  over  a  one-mile  course 
at  Spuyten  Duy vil,  the  engines  developing  1,007  H.  P.  by  allow- 

*  The  engines  averaged  145  revolutions  until  6.80  P.M.  They  were  then  run  25 
minutes  at  71 8  turns  per  minute,  and  then  10  minntes  at  113  revolutions;  daring 
these  periods  the  distance  run,  as  determined  by  the  corrected  log  readings  and 
the  tide  table,  was  6  miles,  which  is  subtracted  from  the  distance  to  Seventy, 
second  Street,  making  40  miles. 
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ing  the  boiler  pressure  to  accnmulate  just  before  making  the 
run.     The  data  were  as  follows  : 

Time  to  run  one  mile  against  tide 5  mins.  18  Fees.        j 

Revolutions  per  minute 156.6 

Time  to  run  one  mile  witb  tide 8  mins.  21  recs. 

Rayolations  per  minute 168.6 

Placing  this  data  in  the  following  equation  : 

<»  -  »«p)  -  ^^if)  X  ( »tar)  -  csr')  *  (™;^) 

X  I  ^^«^  I  ^^  mile^  the  'plus  sign  being  used  for  the  run 

with  the  current,  and  the  minus  sign  for  the  opposite  run; 
we  have  two  equations,  from  which  the  slip  and  tide  is  deter- 
mined to  have  been  11  per  ceni  and  2K  statute  miles,  respec- 
tively. The  time  of  the  test  was  during  the  period  of  high  ebb 
velocity.  We  therefore  have  the  still- water  speed  1407  against  the 
tide,  and  17.9  with  the  tide,  or  a  mean  speed  of  14.6  miles  for 
163  revolutions  per  minute,  and  1,007  H.P. 


SPEED  OP  "  BERGEN,"  USING  ONE  SCREW. 

On  September  28,  1889,  trials  were  made  over  a  two-mile 
course  at  Spuyten  Duyvil,  with  one  screw  removed,  and  the  re- 
maining screw  worked  first  at  the  stern  and  then  at  the  bow  of 
the  boai     The  results  are  shown  in  Table  X. 

The  tides  prevailing  during  these  experiments  are  shown  in 
Fig.  80.  The  observations  were  made  from  two  boats  anchored 
at  the  north  and  south  extremities  of  the  course,  respectively, 
by  allowing  a  submerged  float  to  drift  astern  by  means  of  a 
thread  unwound  from  a  reel  located  in  the  boat  It  will  be 
noticed  that  in  the  two  north  runs  made  with  the  screw  astern 
the  slip  is  but  about  two-thirds  of  that  for  the  run  south. 
It  is  thought  that  this  discrepancy  is  due  to  the  fact  that  the 
tide  differed  about  a  mile  an  hour  between  the  two  ends  of  t&e 
course,  being  greatest  at  the  north  end.  Hence,  in  running 
north,  the  boat  was  moving  through  water  which  may  be  con- 
ceived as  having  an  increasing  velocity,  averaging  half  a  mile  per 
hour,  so  that  the  screw  would  tend  to  have  its  slip  diminished 
by  the  effect  of  this  velocity.  These  two  cases  are,  therefore, 
discarded  for  purposes  of  comparison  of  still-water  speeds.    The 


Digitized  by 


Google 


ON  THE  PEBFOBMANCE  OF  A  DOUBLE-SCREW  FEBRY-BOAT.      429 


S 

n 


s 


s 


1     %^ 

%.*i 

Slip 

sere 

pe 

ecu 

S 

'i 

t-  ' 

o 

1 

H 

o 

M 

III 

s 

» 

s"l 

j; 

•C'O 

•£^1 

•* 

c-?. 

"^ 

u 

i 

^s 

il 

« 

^P 

9* 

^; 

5   S 

%^ 

^^ 

S  "^ 

n 

r^ 

a         a 

evol 

per 
innt 

O 

«*■   a 

«*•  si§^- 

§£fl5P 

m^ 

00 

Asi- 

t» 

h 

6 

1 

B 

« 

s^ 

•2=: 

gs 

3  V  o 

>o 

11 

2 

"a-g 

^ 

3 

** 

« 

s 

gg"^*  i 

Sis? 

CO 

5^3 

^« 

o 

(3    • 

|l 

m 

s 

1 

« 

I 

H 

o*     wo        o«0eee?9i 

I  Hi   iiiii 


!3    $$S      S2^'&:S9 


t«     O(oo»        ioo<et*(e 


§     S§a 


9t  «««-• 


S    iSs 


i    i|8 


<o     tococa 


00     <^$io 


fHS.o9<bS^o 
<o«>tc<otc>cetci«> 


Mioeo»>oooio 
OS  ft**  o  I  -  b^  oc  w  »«•* 


0D0d«-l 


5S« 


S9d 


1 

ss 

2S2 

i 

fcS 

ssss 

S3as 

^S. 

Si?.     . 

2$ 

SSoo 

@S8 

00*  CO 

i9 

.oSV: 

^  F^  r^  r^  F^  »^  1-t  r^  r^ 


di-*o*ii*ddbd 


Ssll^s. 


o^'^i^F^'Moioict         0*0<C« 


,-.*  -*  -H*  d  ^  i-«*  i-«*  ^"        <o  oo'  d 


i-'^doideoodeo         dxi^ 


«8S9j:?S8S 

et  t-I  ->♦  e«  oi  «  «'  «i 


dd '^  d9»d«o' 00 


SSS 


SiSao 


£5    j=-S6 

J  5       B  fe  O 


Tin*"  efcat  a 
05050505 


050 


i-iMeteoeod^^' 


0 

& 

3 

£ 

^ 

W 

1 

0 

!S 

€ 

s 

g 

-^ 

1 

g 

& 

^ 

8 

1 1 

B 

a> 

•2 

a 

•a 

M 

8 

P 

■O 

• 

0. 

§ 

& 

Digitized  by 


Google 


439     ON  THE  PERFORMANCE  OF  A  DOUBLE-SCREW   FERRY-BOAT. 


Digitized  by 


Google 


ON  THE   PERFORMANCE  OF  A  DOUBLE-SCREW   FERRY-BOAT.     431 


«     2  o 

Si 


o 

H 
o 

> 


(4 


o 


S 


1 

S 

S 

4 

i 

2-8 

« 

11 

S^     t!2t2o>OM»ooooS^o^io^^^ioooo     ©loeJ 

^* 

&«s^$;$^&sss§:^&s:^^^s;s;s;sss^2§s^s  ss^sifi 

s 

■o 

3 

o 

^ 

o  SS  e  .fl  3J  CHS  s  o  S  ^  S  o  t  oi  ^  «  eS  cj  t3  8 1?  s  cj  o  «  «i  Q  «  Q 

CO 
S 

;|J 

1 

s 

1 

QPJ 

£ 

E 

o 

1                                                         IQ 

M 

S 

j3i^Sg^gSS$g^^^SS?^£sS^SlpSSfS3IS$g;3gS^S 

fl-O 

i 

la             *o 

^« 

V 

a 

z;^t;;JSVin^^^^^^^^^^U^^^^%^^^^B^B^ 

S 

1 

-< 

6 

00 

^gs^s^isi'ziSSSSSSS^ISSSISSSiil 

CO 

1 

«§>* 

H 

■^j^a 

tO^TSO^?!'           US           eS                     wtO^t^      n 

fi* 

^^1 

s§3S?ss^?3rsgis35tssi£is?s^^^i;5i^^Si2s 

H 

i^ar. 

i« 

'c'S 

•*            **            '«eoeoio*>4                oi^oiv^ifO 

£ 

^1 

» 

:585§^g?fcS;S3SJ§&^5:S??S5ggg8gS2feS9 

a 

lO 

Js^^Sii  i 

fl 

n 

-s    n 

23 

1- 

'« 

•8888E8888SS88g888S88$SS^8$?3SS 

tH   « 

><  ®*  ^;  S  J5  *^  J^  ^  ??  *  ^  *  2?  S  5?  *  S  S  S  ®  S" «  S  *  ^^  *  ^  S*  n  ^ 

^      . 

*;888888888888888^88888888SS33SS 

n 

Xt^aoL^QOi^atceatcsadt^oii^oie^oacadt^b^t^adt^ft^^aoMQOfc^tct^ 

H 

J' 

^8                                So         8      8^o^o8So3 

Oi 

p;8SS8SgS5:S«8SS^5?2^8^g«§^St:S5*SSi;8 

1 

fc-fc-t-«00  0000»0»0»©0  0©^-J-;jJ^20lM©«r-ii-ii-li-iO«0««00 

t^ 

||l||  ii  if  g|  g|  g|  it  it  ii  it  if  it  it  i 

^R^R^nSz; 

^EE 

Sz; 

X 

;z;s 

?5 

R 

^ 

R 

?5 

B 

'^ 

^ 

X 

5z: 

n 

»K 

?5 

a 

Digitized  by 


Google 


432     ON  THE  PEKFORMANCB  OP  A  DOUBLE-SCREW   FEBBT-BOAT. 


•I 

c: 

a 

J. 

a 

< 


1 

90 

a 

00 

a 

B 

eo 

h 

s 

01 

S 
3 
S 

g 
Sri 

II 

gg 

r 

1 

1 

- 

O^OOOiOojSiOOCiOOiOOOOiO^^^SS 

e«  »-I  eo  ei  oi  « i-i  ei  i-i"  f^'  f^'  ^'  o» «'  «-«*  ^*  f^*  i-<'  d  d  o»  ^* «' 
1 

i 

s 

SSSSSS9£S38eSS^gS»SSS^g?SSSS  li 

1 

fc 
< 

o» 

§§g3§S§§H§iSSi§§SS^ii§§  |i 

1 

00 

§g§§IISSSSSSSSH§SSI§§S§  § 

s 

.?3 

=35 

>  -2 

»* 

« 

to 

cc  : 

is 

Si 

11 

-* 

00 

-88!Slg82!!$^S28Si?ae2S82S8S88    S 

< 

^SI^^S«8S99828$$£9S8$n888; 
p;^8^*ss>>>;ss>sa>8>>>5;98>.; 

«o  CO  eo  •^' V  ^' -v' <>  to  id  lo  «0  «  « t«' t«  I- 00  00  00  d  d  ( 

3 

ll 
II 

i 

1 

j 

1 

1 

>< 

1 

e 

1 

>- 

j 

t 

I 

1 

1 

a 

o 

1 

B>5 

^ 

1 

s 
e 

li 

s  1 

0        0) 

I 

I 

is 

I 

« 

OS 

s 


Digitized  by 


Google 


ON   THE  PERFORMANCE  OF  A  DOUBLE  SCREW  FERRY-BOAT.    433 

conclusions  to  be  drawn  from  the  experiments  are  shown  in  the 
following  table : 

TABLE  X.  (a). 


Revolntions 
per  minute. 

H.P. 

sun -water 
Speed.  Stat- 
ute niiiei*  per 
hour. 

Slip, 
Per  cent. 

Winde. 

Screw  at  Stern  .  .. 

**    at  Stem 

•'    ai  Stem 

•*    at  Bow 

146 

88 
145 

46S 

684 

98 

461 

11.96 
18.4)i 
6.98 
11.28 

18.2 
17.7 
IH.O 
82.8 

Light 
Wcscerly. 

PERFORMANCE  OF   "BERGEN       IN  FERRY  SERVICE. 

On  October  10,  1889,  observations  were  made  on  the  running 
time  during  143  hours,  commencing  at  7.20  p.m.^  the  boat 
making  half-hour  time  between  Hoboken  and  Barclay  Street, 
New  York  City ;  these  are  shown  in  Table  XL 

^he  average  interval  during  which  the  engines  were  at  full  speed 
was  8  minutes ;  allowing  20  seconds  for  the  boat  to  acquire  full 
speed  after  the  engines  were  at  full  speed,  and  300  feet  for  dis- 
tance from  slip  at  slow-down  bell,  it  follows  that  the  boat  ran 
1.65  statute  miles  in  7§  minutes,  or  at  the  rate  of  12.9  miles  per 
hour. 

The  steam  pressure  averaged  140  lbs.,  but  the  engines  were 
throttled  to  100  lbs.  admission  pressure,  and  the  link  used  to 
shorten  the  cut-off  to  a  slight  extent.  The  boilers  were  run  with 
the  damper  considerably  closed,  to  prevent  blowing  at  safety 
valve  while  in  the  slip.  When  at  full  speed  the  revolutions 
averaged  140  per  minute,  and  the  indicator  cards  were  as  per 
Fig.  76.  While  working  into  the  slip  the  revolutions  averaged 
45  per  minute,  and  the  indicator  cards  were  as  per  Fig.  77.  The 
horse-power  at  full  sp^ed  was  650 ;  while  working  into  the  slip, 
45,  and  the  revolutions  45  per  minute. 

The  total  time  spent  at  full  speed  was  7.3  hours.  The  total 
time  working  into  slip  was  2.08  hours.     The  latter  is  equivalent 

45 

to  ^^  X  2.08  hours  at  full  speed,  but  the  consumption  per  stroke 

at  slow  speed  is  only  about  ^.J^q  of  that  for  full  speed, — taking  the 

consumption  proportional  to  the  absolute  pressures  of  admission, 

— so  that  the  slow  speed  consumption  is  on  the  whole  equivalent 

45        40 
to  Y^  +  roQ  X  2.08  =  0.22  hours  at  full  speed. 

Hence  the  steam  consumed  in  the  whole  interval  was  devoted  to 

28 
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Boiler  presp.     5  lbs.  above  this  line. 


185  lbs. 


Atmospheric  li&e 


Sead  End 

High  Pressure  Cylinder 

Scale.  00  lbs. 


Heed  End 


Scale:  40 


▲tmoepherlc  Lino 


Intermediate  Cylinder 


Crank  End 


Lo\r  Pressure  Cylinder 


Scale:  10  tbe. 


Fig.  76. 
Average  Card  of  tbe  Bergen  in  Regular  Ferry  Service.       Pull   Speed,  Steam  Throttled  85 

H.P.,  650. 
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H6ad  End 

High  Pressure  Cylinder 

Scale.  00  lbs. 


Atmospheric  Line 

Crank  End 

Scale:  40  lbs. 

Intermediate  Cylinder 

^^ 



J 

Adrospherlc  Line 

Crank  End 

Low  Pressure  Cjilndcr 

Scale:  10  lbs. 

Atmospheric  Line 


Fig.  77. 
Average  Cards  of   the  Bergen  in  Regular  Ferry  Service  while  Working  into  the 
Slip.     Steam  Throttled,  ICO  Lbs. 

the  exertion  of  650  H.P.  for  7.3  +  0.22  =  7.55  hours.     The  steam 

consumption  for  the  whole  interval  of  14.3  hours  was  7,892  Iba 

7  55 
per  hour.     The  engine  was  running  at  full  power  ^^-^  =  0.5:^8  of 

the  whole  time.  Hence  the  650  H.P.  during  7.55  hours  must 
be  conceived  as  equivalent  to  650  x  0.528  =  344  H.P.  for  the 
whole  time.     The  consumption  per  hour  per  H.P.  is,  therefore, 

7,892  H-  343  =  22.9  lbs. 

This  exceeds  the  result  in  steady  service  by  1  lb.,  or  about  4^ 
per  cent. 

The  evaporation  of  the  boilers  was  determined  over  an  inter- 
val of  26  hours  of  continuous  service,  and  found  to  be  8.4  lbs.  of 
steam  per  lb.  of  coal. 

The  rate  of  combustion  was  10.5  lbs.  per  hour  per  sq.  ft  of 
grate  surface.  "  "^^ 
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THEORETICAL  SPEED  OF   "BERGEN." 

The  immersed  surface  and  angles  of  water  lines  are  as  follows : 


Sq.  ft.  Surface. 

Maximara  Angle. 

Co-ef.of  Ane. 
1  ^  4  iln«  t  Pto*. 

Keel  and  Rudders 

400 
24S 
6ti) 
620 
620 
6V0 
620 
620 
•   682 
732 

O** 

2*  40' 
S''  50' 
8-^  50' 
10**  60' 
IS**  10* 
16"  80' 
20'  81) 
26'  50 
28''  20 

1.000 

Keel  to  1  ft.  line 

1  ft.    ••  2  ••     ••    

1.010 
1.040 

2  •*     '•  3  **     "   

1.0U4 

8  ••     «•  4  «<    .«    

1.148 

4  «*     "  5  *•     '*     

1.210 

5  •'     *•  6  **     "    

1.826 

6  *'     «•  7  ««     '»    

1.5(»5 

7  *•     "  8  **     **    

1.848 

8  "    ••  9  *'     •'   

1.940 

Total,  

5,788 

Av.  =  13M3' 

Av.=1.299 

Multiplying  the  average  of  each  pair  of  co-efficients  by  the  cor- 
responding surface,  and  dividing  the  sum  of  the  products  by  the 
total  surface,  we  find  the  mean  co-efficient  of  augmentation  to  be 
1.299.     The  augmented  surface  is,  therefore,  7,524  square  feet. 

Column  5  of  Table  III.  shows  that  the  speeds  are  practically 

proportional  to  the  cube  roots  of  the  horse-powers  over  a  large 

range  *  of  power  and  engine  speed.     Column  6  is  computed  by 

the  formula :  

/21~ 
Speed  statute  miles  per  hour  -=  1.15  4/  — - 

f     Am 


200  H.  P. 

Aug.   surl ' 


(1) 


♦  iDasmucb  as  both  the  speed  and  mean  effective  pressures  are  simultaneonslj 
reduced  ns  the  indicated  horse-power  decreases,  it  is  probable  that  the  friction  of 
the  machinery  is  nearly  proponional  to  the  indicated  horse-power  throughout  the 
range  covered  by  the  table.  In  this  respect  marine  engines  differ  from  the  case 
of  stationary  engines,  the  friction  of  which  has  been  shown  to  be  constant  over  a 
large  variation  of  indicated  horse-power.  This  is  explainable  on  the  following 
grounds  :  In  the  c&se  of  the  stationary  engines,  the  variation  of  horse-power  is 
caui^ed  by  vatiation  of  mean  effective  pressure  only,  and  the  variations  of  power 
as  measured  by  a  prony  break  do  not  largely  affect  the  pressure  of  the  main 
shaft  upon  its  bearings.  The  friction  of  the  latter,  which  is  the  largest  item  in 
the  total  friction  of  the  engine,  is  not  therefore  much  affected  by  variations  of  • 
power  (see  discussion  paper  316,  Vol.  X.  Trans.  A.  S.  M.  E.) ;  but  in  the  case  of 
the  marine  engine  the  velocity  of  the  point  of  effort  being  a  less  multiple  of  the 
piston  speed,  the  variations  of  pressure  upon  the  bearings  of  the  main  shaft  are  a 
larger  fraction  of  latter's  dead  weight ;  and  furthermore,  by  the  variation  of  speed 
accompanying  variations  of  power,  the  entire  dead  weight  friction  varies  rapidly 
with  vaiiatlons  of  power. 
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in  which  the  constant  21,200  represents  an  allowance  of  20  per 

cent  of  the  indicated  power  for  losses  by  friction  in  mechanism 

and  at  the  screw,  and   16  per  cent,  of  the  net  power  in  slip. 

The   allowance   of    20  per  cent,    for  friction  is  satisfactorily 

checked  by  computing  the  friction  of  the  various  parts  of  the 

engine,  allowing  a  co-eflScient  of  fiiction  of  0.10.     The  allowance 

of  16  per  cent,  for  slip  makes  the   latter  correspond  to  the 

average  slip  for  one  and  two  screws  respectively.     The  most 

probable  slip  for  two  screws  is  taken  at  12.6  per  cent.,  and  that 

for  one  screw  at  18  per  cent     The  extreme  variation  of  the 

constant,  21,200,  between  these  limits  affects  the  speed  by  only 

about  IJ  per  cent,  which  is  within  the  limit  of  other  causes  of 

discrepancy.     The  net  power  devoted  to  the  propulsion  of  the 

hull  only  is  therefore  : 

(1  -  .20)  (1  -  .16)  X  H.P.  =  .67  H.R 

Column  7  is  estimated  from  the  formula  : 

.  J-  1        63      (speed  of  vessel)*      slip       /TrTT-r*     /^v 

Area  screw  disk  x  ^^  x    -^- ^,-.—7, x  ^^X  =  '67  H.P.,  (2) 

32  (1  —  slip)  550  ' 

in  which  the  speed  of  vessel  is  in  feet  per  second.  This  for- 
mula is  that  given  by  Rankine  when  the  difference  between  real 
and  apparent  slip  is  neglected.  The  lines  of  the  Bergen  would 
make  such  difference  less  than  2  per  cent,  if  anything,  but  the 
results  in  Column  7  are  already  too  large,  and  would  be  made 
larger  by  assuming  any  slip  greater  than  the  apparent  slip. 
The  excess  of  these  results  over  the  true  speed  may  be  due  to 
too  small  a  value  of  apparent  slip,  or  to  the  fact  that  the  effective 
area  of  the  steam  acted  upon  should  be  taken  greater  than  the 
disk  of  the  screw  itsell  Bankine  indicates  that  such  is  the 
case,  and  the  increase  of  area  necessary  to  bring  the  figures  in 
Column  7  into  agreement  with  those  in  Column  3  agrees  with 
that  given  in  his  "  Ship  Building,"  namely,  about  J  of  the  disk 
area. 

LOSS  OF  EFFECT  OF    BOW   SCREW. 

Column  4,  Table  X.  (a)  shows  that  the  screw  at  bow  propelled 
the  boat  about  j^  of  a  mile  slower  at  145  revolutions  than  did  the 
same  screw  acting  at  the  stem.  As  the  horse-power  expended 
was  the  same,  it  is  probable  that  the  less  speed  in  the  former 
case  is  due  to  the  recoil  of  the  water  from  the  bow  screw  against 
the  vessel's  hulL  The  maximuin  effect  of  such  recoil  may  be 
conceived  as  causing  an  increased  resistance  equal  to  that  re- 
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quired  to  propel  a  portion  of  the  boat's  immersed  surface  with 
an  increased  velocity  equal  to  the  slip. 

If  the  portion  of  the  boat's  surface  taken  be  that  included  in 
a  draught  equal  to  the  diameter  of  the  propeller,  this  surface 
will  be  about  4,374  sq.  ft.,  with  an  average  co-efficient  of  augmen- 
tation equal  to  1.166,  making  an  augmented  surface  equal  to 
5,100  sq.  ft,  which  will  move,  with  reference  to  the  water,  with 
a  velocity  equal  to 

speed  of  boat (l-h   _^ ,^    j 

0.22  being  the  apparent  slip  of  screw  at  bow,  and  0.18  its  prob- 
able real  slip,  taken  equal  to  the  slip  for  screw  at  stem  at  equal 
revolutions  per  minute.     The  resistance  of  this  portion  of  the 

boat  will,  therefore,  be  proportional  to  vi'  (i  +  -:j — 7799-)  x  5,100, 

Vi  being  the  actual  speed  of  boat  with  screw  at  bow. 

The  remaining  portion  of  the  boat's  immersed  surface  will  be 
1,414  sq.  feet,  with  1.394  for  the  co-efficient  of  augmentation. 
The  resistance  of  this  portion  will  be  proportioned  to 
V,'  X  1,414  X 1 .394  =  <  X  1,973. 

The  power  expended  will  be  proportional  to  the  product  of 
the  sum  of  these  two  resistances  by  the  speed  of  boat,  or  to 

With  the  screw  at  the  stem  the  power  is  proportional  to 

v'x  7,500, 

in  which  v  is  the  still-water  speed,  and  7,500  the  total  augmented 
surface. 

Since  the  power  expended  for  screw  at  either  bow  or  stem  is 
by  Table  X.  (a),  practically  the  same,  we  have,  by  equating  the 
above  expressions. 


^     1,973  +  5,100(1  X  - 


1-0.22/ 

Taking  v  at  11.96  statute  miles,  as  per  Table  X.  (a),  we  have 
t;i  =  11.3  statute  miles.  The  actual  speed  was  11.28,  or  practi- 
cally the  same. 

It  is,  tlicrefore,  concluded  that  the  bow  screw  is  less  effective 
than  the  one  at  the  stern  by  the  extent  to  which  the  water 
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thrown  astern  by  its  slip  increases  the  velocity  of  rubbing 
between  the  boat  and  the  water. 

EXTRA  HORSE-POWER  REQUIRED  BY  TWO  SCREWS. 

It  will  be  noticed  that  by  Tables  X.  (a)  and  UL  one  screw  is 
apparently  able  to  propel  the  boat  with  less  horse-power  at  a 
given  speed,  than  are  the  double  screws.  Thus,  one  screw  at 
stern,  making  163  revolutions  per  minute,  drove  the  boat  13.42 
miles  with  G84  HP.,  whereas  two  screws  at  145  revolutions 
required  700  H.P.  for  a  speed  of  12.62  miles.  Applying  the 
law  of  cubes,  and  allowing  an  error  of  3  per  cent,  in  the  horse- 
powers in  opposite  directions,  we  find  that  the  probable  facts 
might  be  as  follows  : 

Revs.  H.P.  Speed.  Slip. 

•      Two  screws 145  079  12.62  miles        12.6j< 

One  screw  al  stern 152  684  12.02     '*  18.0j( 

If  now  we  write  the  following  two  equations  on  the  basis  of 
formulae  (1)  and  (2): 
BLP.,  two  screws,  including  power  lost  by  slip, 

___  1.08"  X  550      i;*  X  g  X  4  X  disk  of  screw  .. 

"■       0.67       ""  (I-«y  ^^ 

-rr  T>                          l-^>8'  X  550      v'  X  «'  X  2  disk  of  screw      .^^v 
H.P.,  one  screw  =  —0^7—  x ^y_  ^ .    (6) 

Then,  by  equating  the  right-hand  members,  and  assuming  v 
equal  in  each,  if  8  =  18  per  ceni,  a  should  equal  11 J  per  cent 
In  other  words,  unless  the  slips  of  the  screws  are  related  in  the 
ratios  of  18  to  11  J,  the  horse-power  for  equal  speed  will  not  be 
the  same.  By  the  above  data  the  slip  is  in  the  first  instance 
12.6  per  cent,  for  the  two  screws,  and  substituting  this  in  for- 
mula (4),  it  results  that  the  horse-power  should  be  15  per  cent 
more  than  that  for  one  screw,  as  given  by  formula  (5)  for  18  per 
cent  slip.  This  would  make  the  horse-power  689  for  the  double 
screws,  against  679  actual.  It  appears,  therefore,  that  even 
neglecting  the  friction  of  the  screw-blades  in  water,  the  two 
screws  should  require  more  power  than  a  single  screw  having  the 
same  diameter  as  each  of  the  double  screws,  a  result  due  to 
the  recoil  of  the  slip  water,  as  explained  above.  So  far  as  we  now 
know,  the  loss  by  friction  between  the  screws  and  the  water  is 
only  about  2  per  cent,  of  the  power  exerted  by  the  screw. 
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CONDITIONS   OF  WETTED   SURFACES. 

Both  the  surfaces  of  the  screws  and  of  the  boat  were  cleaned 
three  days  before  the  trials  of  the  single  screw.  These  sur- 
faces were  also  but  slightly  foul  during  the  experiments  with 
two  screws. 


VERSUS 

During  October,  1888,  the  Orange  was  operated  steadily, 
on  the  Barclay  Street  route,  339  hours,  averaging  about  15  hours 
daily.  Her  coal  consumption,  including  fuel  for  banking  and 
starting  fires,  was  1,027  lbs.  per  hour. 

During  June,  1889,  the  Bergen  was  operated  the  same  num- 
ber of  hours,  and  upon  the  same  time-table  as  the  Orange. 
Her  coal  consumption  was  936  lbs.  per  hour.  The  coal  used'by 
the  Bergen  was,  therefore,  about  9  per  cent  less  than  that 
used  by  the  Orange. 

By  the  results  given  in  Tables  II.,  VII.  and  XI.  for  the  14-hour 
ferry  service  test,  it  appears  that,  supposing  the  boilers  of  both 
boats  equal  in  economy,  the  Orange  should  consume  26  lbs.  of 
steam  for  each  H.P.  and  develop  810  HP.  in  making  a  certain  dis- 
tance in  seven  minutes,  while  the  Bergen  should  consume  23  lbs. 
of  steam  and  make  the  same  distance  with  650  H.P.  in  7§  minutes. 

The  consumption  of  the  Bergen  was,  therefore,  ^  ~Q\f\  =  0.78 

of  thAt  of  the  Orange.  In  other  words,  the  Bergen  used  22 
per  cent,  less  coal  than  th^  Orange.  The  less  saving  during 
the  339  hours'  trial  io  easily  explainable  on  the  following 
grounds: 

1st.  During  339  hours'  run,  the  Bergen's  engine  was  run 
nearly  the  whole  time  the  boat  was  in  the  slip ;  while  during  the 
14  hours'  test  the  engine  was,  by  special  instructions,  not  run 
while  in  the  slip.  The  pumps  of  the  Bergen  exhausted  over- 
board during  both  tests,  and  were  run  in  the  slip.  2d.  The 
Orange  is  not  required  to  develop  810  H.P.  during  her  oper- 
ation on  the  day  service  which  consumed  the  339  hours'  test, 
whereas  the  Bergen  was  being  run  to  the  full  limit  of  speed 
allowed  under  the  engineer's  instructions.  This  speed,  which 
was  145  revolutions,  would  develop  665  H.P.  Hence,  the  coal 
consumption  should  have  been  nearer  equal  to  that  of  the 
Orange  during  the  339  hours'  test. 
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RELATIVE    ECONOMY   OP   "  BERGEN "     AND     "  ORANGE"    AT   14    MILES 
PER  HOUR  IN   PERRY   SERVICE. 

When  the  Orange  exerts  810  H.P.  and  makes  the  full  speed 
distance  between  Hoboken  and  Barclay  Street  in  7  minutes,  she 
travels  14  miles  i^er  hour  through  the  water  and  uses  the  full 
capacity  of  her  boilers,  which  then  generate  500  H.P.  during  the 
whole  time  available— including  both  the  running  time  and  time 
in  slip. 

To  make  the  same  speed,  the  Bergen  must  reduce  her  time  of 
7J  minutes,  requiring  650  H.P.,  to  7  minutes,  which  requires  her 
engines  to  exert 

650  =  1.4  X  650  =  910  H.P. 


m^ 


As  the  time  this  H.P.  must  be  exerted  is  but  about  half  of  the 
time  which  is  available  to  the  boiler  for  generating  the  steam,  the 
capacity  of  the  boilers  need  be  but  455  BLP.,  whereas  the  run  to 
Newburgh  showed  them  capable  of  maintaining  665  H.P.  Hence 
the  Bergen  has  ample  boiler  capacity  to  maintain  the  required 
910  HP.  Her  coal  consumption,  assuming  the  pumps  etc.,  to 
exhaust  into  the  main  condenser,  will  be  proportional  to 
lilOx  22  =  20,020,  and  that  of  the  Orange  to  810x26  =  21,060. 
This  leaves  a  margin  of  5  per  cent  in  favor  of  the  Bergen. 

POSSIBLE  MAXIMUM  ECONOMY  OP  A  SCREW-BOAT  VERSUS  PADDLE-BOAT. 

Assuming  that  three-fourths  of  the  pump's,  etc.,  consumption 
can  be  saved,  and  that  the  full  advantages  of  the  triple  expansive 
system  can  bo  made  available  by  maintaining  150  lbs.  pressure, 
the  steam  consumption  per  hour  per  H.P.  of  all  the  machin- 
ery may  be  safely  estimated  at  18  lbs.  This  would  make  the 
consumption  relative  to  the  Orange  for  14-mile  speeds,  as 
910  X  18  =  16,330  to  810  x  26,  or  as  78  to  100,  making  a  margin  of 
22  per  cent,  in  fuel.  The  same  size  of  engine  as  in  the  Bergen 
could  command  1,000  H.P.  with  about  I  of  the  present  boiler 
capacity.  This  will  make  the  boilers  of  a  screw-boat  weigh 
about  the  same  as  those  of  the  Orange. 

The  total  weight  of  the  screw-boat  will  be  about  220,000  lbs. 
lighter,  80,000  lbs.  of  which  is  due  to  absence  of  paddle  wheels, 
and  140,000  lbs.  to  difference  of  weight  of  hull.  The  difference 
of  first  cost  due  this  difference  of  weight  plus  the  above  saving  of 
coal,  must  be  put  against  the  extra  repairs  of  the  machinery  and 
extra  attendance  of  the  screw-boat.     Prolonged  experience  with 
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the  new  type  of  boat  can  alone  settle  exactly  the  balance  in  its 
favor,  but  that  there'  will  be  a  considerable  balance  financially 
there  need  be  little  doubt,  while  the  advantages  of  better  accom- 
modation, greater  attractiveness,  and  greater  control  in  service 
are  incontestable. 

DISCUSSION. 

Mr.  C.  E.  Emery, — I  desire  to  express  my  appreciation  of  the 
thorough  manner  in  which  the  experiments  referred  to  in  this 
paper  have  been  made,  and  also  wish  to  compliment  the  public 
spirit  of  the  Ferry  Company  and  of  Col.  Stevens,  representing 
it,  for  putting  at  the  disposal  of  gentlemen  competent  to  make  a 
series  of  experiments  of  this  kind,  this  novel  vessel  for  experi- 
mental purposes. 

In  examining  the  results  of  the  experiments,  I  am  surprised 
at  the  very  low  economy  shown  by  the  triple  compound  engine. 
I  would  ask  what  was  the  mean  pressure  referred  to  the  large 
cylinder  ? 

Prof.  Denton. — Twenty  seven  pounds. 

Mr,  Emery, — That  is  ample,  so  that  the  low  economy  is  diffi- 
cidt  to  account  for.  There  are  plenty  of  experiments  showing 
that  a  horse-power  can  be  obtained  in  a  compound  engine  of  good 
construction  with  181  or,  at  the  most,  20  pounds  of  feed  water  per 
horse-power  per  hour.  In  a  recent  paper  on  the  "  Development 
of  the  Compound  Engine,"  I  predicted  from  the  results  of  experi- 
ments with  the  revenue  steamet  Bush  that,  by  doubling  the 
pressure,  a  horse-power  could  be  produced  in  a  triple  compound 
engine  for  15.15  pounds  of  feed  water  per  horse-power  per  hour, 
and  the  accuracy  of  this  prediction  has  been  shown  quite 
recently.  It  is  a  question,  therefore,  why  the  results  with  the 
triple  compound  engine  referred  to  in  the  experiments  now  pre- 
sented were  so  very  inferior. 

Prof,  Denton, — It  is  possible  there  was  some  leakage  of  the 
valve  of  the  Bergen.  We  did  not  have  a  chance  to  try  the  leak- 
age of  the  valve,  but  the  economy  is  proportional  to  that  of  the 
Meteor,  taking  differences  of  expansion  and  cushion  into  account. 
I  want  to  say,  regarding  the  Orange,  inasmuch  as  there  is  a  great 
deal  of  assertion  about  the  possible  leakage  of  poppet  valves, 
and  as  is  well  known  the  leakage  varies  with  the  tendency  of 
the  steam  chest  to  expand  out  of  shape,  we  went  to  the  trouble 
of  testing  very  thoroughly  the  leakages  of  the  valves  and  pistons. 
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The  greatest  leakage  was  one-fourth  of  one  per  cent.  The  pis- 
ton had  no  leakage  at  all,  and  yet  it  is  packed  with  a  ring  of  its 
own  elasticity,  having  about  5  pounds  pressure  to  the  square 
inch. 

Mr,  Emery, — ^Engines  running  with  70  pounds — compound 
engines — have  given  13  pounds  of  water  per  indicated  horse- 
power per  hour;  and  so,  if  the  triple  compound  is  not  going  to  do 
better  than  that,  there  is  no  necessity  of  having  any  extra  com- 
plication, 

Mr.  Wm.  Kent — I  would  ask  if  the  very  large  clearance  is  not 
largely  responsible  for  the  lack  of  economy ;  also  the  great  drop 
between  the  boiler  pressure  and  the  steam-chest  pressure. 

Mr.  C.  A.  Hague. — It  would  seem  as  though  the  large  clearance 
woidd  affect  the  economy  of  the  engine  somewhat,  and  I  would 
like  to  ask,  why,  in  the  triple  expansion  engine  slide  valves  are 
not  used  ? 

Col  Stevens. — Although  I  am  not  personally  an  engineer,  I  can 
tell  you,  perhaps,  that  Mr.  Wilson's  idea  in  designing  the  engine 
was  that  the  piston  valve  would  give,  on  the  whole,  the  best 
results ;  that  with  excessive  pressures,  which  might  be  brought 
on  the  back  of  the  slide  valve,  he  would  prefer  the  larger  clear- 
ance necessary  for  the  piston  valve.  Also,  to  obviate  any  ques- 
tion of  leak  in  the  piston  valve,  he  placed  the  piston  valve 
between  the  high  pressure  and  intermediate  cylinders. 

A  Member. — If  the  gentlemen  have  got  through  with  the  ques- 
tion of  engine,  I  would  like  to  know  very  much  what  is  the  mat- 
ter with  the  boiler.  The  professor  explained  it,  that  those  rivet 
heads  come  off  from  the  downward  movement  of  the  ring.  I 
would  like  to  ask  how  that  is  likely  to  take  that  head  off  the 
rivet  If  the  boiler  is  under  high  pressures,  and  circulation 
is  good,  why  should  not  that  boiler  hold  ?  Is  there  any  reason 
why  that  ring  there  should  collapse?  I  would  like  to  have 
somebody's  opinion  on  that. 

A  Member. — Do  those  occur  only  in  the  hottest  parts  of  the 
furnace,  or  right  along  ? 

Cd.  Stevens. — I  think  probably  it  would  be  on  the  hottest 
parts  of  the  furnace  only.  I  think  it  is  principally  on  the  hot- 
test parts  of  the  furnace.  The  trouble  is  principally  in  one  fur- 
nace.    It  occurred  in  both  furnaces  and  one  boiler. 

Prof,  Deiiton, — I  inquired  of  the  master  mechanic  this  morn- 
ing, and  he  said  that  several  rings  along  the  boiler  had  shown 
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this  same  weakness,  and  I  have  understood  that  the  riveis  were 
essentially  horizontal  rivets,  or  near  the  horizontal  line.  Of 
coarse,  if  that  is  not  so,  why,  any  hypothesis  such  as  mine  falls 
to  the  ground. 

Mr.  Emery, — What  was  the  thickness  of  the  shell  ? 

A  Member. — I  think  nine-sixteenths. 

3fr.  Hague. — ^Is  there  any  evidence  of  the  rivets  burning  off? 
Is  that  a  water  space  in  between  the  two  rings  ? 

Prof.  Denton. — The  ring  is  right  in  the  water ;  the  rings  do  not 
enclose  a  place.  They  are  four  feet  apart,  just  like  the  hoops 
on  a  barrel. 

Mr.  Hague. — ^Would  not  that  tend  to  shut  the  water  away 
from  the  rivet  ? 

Col.  Stevens. — ^No. 

Mr.  Hague — The  theory  of  expansion  which  the  professor 
suggested  was  that  the  pressure  on  the  inside  of  the  blank  ring 
would  alternatively  punch  the  head  on  one  side  and  the  other. 

Mr.  Stevenson  Taylor. — I  would  like  to  say  that  Harlan  & 
HoUingsworth  Co.,  of  Wilmington,  have  built  a  duplicate  of  this 
engine  and  these  boilers.  They  say  they  have  had  no  such 
trouble  with  their  furnaces,  although  they  have  been  used  with 
forced  draught.  They  make  the  ring  bear  on  the  bottom  as  was 
suggested,  and  the  ring  is  not  solid.  I  would  like  to  ask  if  this 
ring  is  solid  ? 

Mr.  H.  B.  Hoelker. — The  ring  is  solid,  yes,  sir. 

Mr.  Taylor. — I  would  like  to  call  attention  to  a  point  in  refer- 
ence to  the  engine.  CoL  Stevens  spoke  of  the  relative  cost  of 
the  engines  of  the  Orange  and  Bergen,  but  he  did  not  take  into 
consideration  the  cost  of  the  Bergen's  machinery  to  the  builders. 
I  am  credibly  informed  that  the  machinery  of  the  Bergen  cost 
the  builders,  say  50  per  cent  more  than  the  contract  price. 

Mr.  H.  B.  Rodher. — I  beg  to  remind  the  member  that  the 
Delamater  Iron  Works  burnt  up  while  the  engine  was  on  the 
floor,  and  part  of  it  had  to  be  built  twice. 

Mr.  Ernery. — Troubles  occur  with  boilers  of  this  class  under 
circumstances  which  at  times  it  seems  impossible  to  explain.  I 
have  built  the  boilers  of  eight  or  ten  steamers  from  ^  exactly  the 
same  specifications,  and  know  that  their  construction  was  exactly 
the  same,  so  far  as  it  was  possible  to  ascertain  ;  and  yet  on  one  of 
the  steamers,  where  the  furnaces  were  built  of  iron  instead  of 
steel,  the  sheets  cracked  at  the  angles  where  th^y  were  flanged 
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outward  and  joined  together  through  calking  jings,  not  only  in 
several  of  the  sections  of  one  furnace,  but  similarly  in  the  other 
furnaces.  The  tests  of  the  material  were  at  the  time  satis- 
factory, and  no  explanation  of  the  result  could  be  obtained. 
From  the  fact  that  the  other  vessels  had  had  no  such  difficulty, 
it  was  simply  decided  to  put  in  another  set  of  furnaces,  using 
due  care  to  test  the  material  and  watch  its  manipulation,  and 
hope  for  better  results.     This  work  is  now  in  progress. 

Mr.  J.  F.  Uodoway. — The  method  of  bracing  or  staying  the 
boiler  furnace  as  shown  is  quite  different  from  our  practice  in 
the  West.  In  regard  to  the  method  shown,  I  would  offer  an 
opinion  as  to  the  cause  of  the  trouble,  and  also  my  idea  of 
a  method  of  overcoming  the  trouble. 

The  usual  method  of  staying  furnaces  in  locomotive  boilers,  as 
well  as  the  side  and  crown-sheets  of  marine  boilers  in  use  on 
the  lakes,  is  by  the  use  of  screwed  stay  bolts.  These  stay  bolts 
are  screwed  in  through  the  outer  plates  into  and  through  the 
inner  plates,  and  then  both  ends  are  riveted  over  cold.  By  this 
arrangement  no  strain  is  put  upon  the  stay  bolt  or  rivet.  Now, 
in  the  arrangement  as  shown,  you  have  a  very  long  rivet ;  this 
rivet  is  driven  hot,  and  when  it  cools  off  there  is  a  severe  strain 
put  on  the  head  of  the  rivet,  and  it  does  not,  in  my  judgment, 
require  any  considerable  amount  of  heating  and  cooling  to 
increase  the  strain  sufficiently  to  tear  off  the  inner  or  riveted- 
over  head.  I  know  it  is  the  practice  in  the  East,  on  boilers 
whicli  only  carry  low  pressures,  to  use  long  bolts  with  thimbles 
between  the  plates,  but  it  is  new  to  me  that  this  kind  of  con- 
struction ia  used  on  boilers  intended  to  carry  high  pressures. 
All  the  marine  boilers  of  the  olden  time  carried  low  steam  press- 
ures, and  the  stay  bolts  were  usually  long  bolts  with  heads  and 
nuts.  I  think  in  this  case,  if  the  stay  bolts  had  been  screw  bolts, 
put  in  cold  and  riveted  over,  there  would  have  been  no  internal 
strains  on  them  to  assist  in  breaking  the  heads  off. 

Speaking  of  the  strains  which  come  to  machinery,  and  castings 
of  various  kinds,  few  of  us  can  imagine  to  what  extent  they  exist 
by  reasons  of  shrinkage,  or  by  expansion  due  to  heating  and 
cooling.  I  never  see  a  complicated  and  crooked  casting  but 
I  think  of  it  as  being  like  a  man  who  has  the  rheumatism  ;  it  is 
aching  and  straining  in  every  direction. 

I  think  in  this  case,  very  likely,  the  great  length  of  the  stay 
rivet,  which  is  put  in  place  hot,  then  riveted  over,  is,  by  cooling 
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oflf,  strained  to  a.point  at  which  the  head  is  quite  ready  to  come 
ofif  with  slight  additional  strains. 

Frof.  J.  B.  Heift. — I  remember  a  paper,  which  I  believe  was 
read  before  the  American  Association  for  the  Advancement  of 
Science  some  few  years  ago,  where  the  writer  had  dealt  with 
locomotive  fire-boxes,  and  found  the  same  action  due  to  the  ex- 
pansion of  the  inner  sheet  of  the  water  leg,  which  tended  to 
break  off  the  stay  bolts.  I  believe  he  found  that  the  expansion 
was  the  real  cause  of  their  failure.  Now,  as  to  the  remedy  in  the 
present  case,  it  is  doubtful  whether  those  horizontal  rivets  are  of 
any  advantage  whatever.  If  the  fire-box  is  hotter  than  the  water 
when  the  fire  is]  in  it,  then  it  must  be  expanded  more  than  the 


Fig.  88.  Fio.  89. 

rings  which  are  surrounded  by  the  water.  The  heat  is  going 
thrpugh  the  metal  from  the  fire  to  the  water,  so,  of  course,  the 
fire-box  is  hotter  than  the  ring.  If  the  fiire-box  were  riveted  to 
the  ring  by  its  upper  and  lower  quadrants  only,  leaving  the  side 
quadrants  free,  the  increased  expansion  of  the  former  would  cause 
it  to  assume  an  elliptical  form  with  the  longest  diameter  hori- 
zontal, supposing  it  to  be,  of  course,  concentric  with  the  ring 
when  cold.  Figs.  88  and  89  show  such  a  construction ;  a  is  the 
ring,  h  the  fire-box ;  the  dotted  lines  indicating  its  circular  form 
when  cold,  and  the  full  lines  its  elliptical  form  when  in  use.  If 
it  be  assumed,  for  example,  that  the  fire-box  is  36  inches  diam- 
eter, and  that  its  temperature  averages  200  degrees  higher  than 
that  of  the  ring  a,  then  the  horizontal  diameter  will  be  greater 
than  the  vertical  by  more  than  -^  of  an  inch.  As  the  steam 
acts  to  compress  it  in  the  direction  of  its  least  diameter,  it 
follows  that  the  rivets  will  act  to  hold  the  upper  and  lower 
quadrants  from  being  forced  inwards,  and  that  no  rivets  are 
needed  in  the  right  and  left  quadrants.  Fig.  89  illustrates  the 
effect  of  rivets  all  round.  Supposing  the  upper  half  of  the 
fire-box  to  average  200  degrees   hotter  than  the  lower  half, 
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which  is  protected  considerably  by  ashes,  the  expansion  of  the 
upper  half  will  exceed  that  of  the  lower  by  about  uV  of  an 
inch  at  each  side;  so  that  while  the  fcop  and  bottom  rivets 
would  remain  vertical,  the  horizontal  rivets  would  have  their 
inner  ends  forced  downwards,  and  their  centre  lines  would 
therefore  be  inclined  from  the  horizontal  as  indicated  by  the 
dotted  lines.  The  inner  ends  of  the  rivets  would  be  forced 
downward  ^  of  an  inch,  and  a  repetition  of  this  a  sufficient 
number  of  times  might  break  off  the  heads  of  the  rivets. 

Mr,  C.  E.  Ilyde, — I  would  like  to  ask  whether  this  accident 
might  not  have  been  caused  by  overheating  on  account  of  grease 
in  the  furnace  ? 

Prof.  Benton. — I  understand  that  the  furnace  wfiJs  fairly  clean. 

Mr.  Hydr. — ^I  had  some  experience  a  few  years  ago  which  goes 
to  show  that  that  thing  may  be  caused  by  a  very  small  quantity 
of  grease  which  ordinarily  would  not  be  noticed.  Unless  that  has 
been  examined  pretty  closely,  I  should  say  that  there  was  a 
possibility  that  that  might  have  caused  it. 

Prof.  Wood. — ^It  is  a  wonder  that  th^  boiler  stands  at  alL  It 
is  easier  to  explain  why  they  fail  under  the  severe  stresses  due 
to  expansion  and  contraction.  I  was  about  to  relate  the  same 
incident  which  Professor  Webb  referred  to.  I  think  many  of  us 
can  confirm  that  action  in  regard  to  stay  bolts.  Now,  if  in  this 
particular  boiler  the  rim  of  iron  is  compressed  all  about  equally, 
it  would  then  retain  a  circular  form,  so  that  we  have  only  to 
consider  the  fact  of  the  extension  of  the  upper  part  compared 
with  the  lower.  As  the  upper  part  expands,  it  will  tend  to  throw 
the  upper  part  upward,  elongating  the  vertical  diameter  and 
tending  to  shorten  the  horizontal  one,  thus  tending  to  pull  the 
heads  off  the  bolts.  The  alternate,  unequal  heating  and  cooling 
of  the  shell  will  tend  to  shear  the  bolts  and  thus  weaken  them, 
rendering  them  more  susceptible  to  the  pulling  action  when  the 
horizontal  diameter  shortens,  until  by  repeated  actions  of  this 
kind  they  idtimately  faiL  The  remedy  in  such  a  case  would  be 
to  make  the  bolts  stronger. 

Mr.  H.  de  B.  Parsons.* — I  preface  my  remarks  by  stating  that 
the  following  theory  of  the  failure  of  the  rivets  in  tlie  flues  of 
the  boiler  of  the  Bergen  is  given  with  some  reserve ;  for  I  have 
not  seen  the  flues,  nor  have  I  examined  the  rivets,  but  advance 

*  Contribated  after  adjoarnment. 
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this  theory  on  the  facts  as  presented  at  the  meeting,  or  at  least 
as  I  understood  them. 

The  stiffening  ring,  being  so  much  deeper  than  the  thickness 
of  the  flue,  offers  very  much  greater  resistance  to  distortion  than 
the  flue ;  and  also,  being  at  a  much  more  uniform  temperature,  it 
practically  retains  its  circular  form.  On  account  of  the  position 
of  the  fire,  the  portion  of  the  flue  above  the  grato  will  be 
subjected  to  a  greater  degree  of  heat  than  the  part  below,  and 


Fio.  90. 


Fig.  91. 


in  consequence  the  upper  half  will  be  more  expanded  than  the 
lower.  At  sections  of  the  flue  between  the  stiffening  rings,  the 
flue  will  assume  a  smooth,  although  not  a  circular  section.  The 
rivets  being  held  firm  by  the  great  rigidity  of  the  stiffening  ring, 
will  cause  the  flue  at  that  part  to  assume  some  such  form,  as  is 
shown  in  an  exaggerated  manner  in  the  illustration,  Figs.  90 
and  91. 

The  vertical  plane  through  the  top  and  bottom  rivets  would 
be  a  plane  of  symmetry,  since  from  the  nature  of  the  case  the 
disturbing  elements  to  the  right  and  left  balance  one  another ; 
and  the  top  and  bottom  rivets,  if  good  in  the  beginning,  ought  to 
show  no  signs  of  weakness. 

On  the  other  hand,  the  side  rivets  are  the  ones  which  produce 
the  distortion ;  and  since  the  rivets  were  riveted  up  tight  when 
the  metal  was  cold,  any  "  play  "  which  may  take  place  will  tend 
not  only  to  shear  the  rivets,  but  also  to  throw  off  their  heads. 
This  play  is  caused  by  the  side  rivet,  which  prevents  the  upper 


Digitized  by 


Google 


ON  THE  PEBPOBMAKCE  OP  A  DOUBLE-SCBEW  FEBBT-BOAT.      449 

quadrant  from  expanding  downward,  and  compels  it  to  bulge 
outward.  And  since  the  upper  quadrant  bulges  outward  more 
than  the  lower,  the  lower  quadrant  will  be  thrown  inward  at  the 
side  riyet;  or,  in  other  words,  the  sheet  of  the  flue  will  turn 
about  the  upper  edge  of  the  ferrule,  as  is  shown  in  Fig.  91. 

Should  the  rivets  be  made  very  large  in  comparison  to  the 
thickness  of  the  flue,  their  extra  strength  might,  and  probably 
would,  save  them,  but  it  would  in  no  way  remove  the  primal 
cause  of  weakness. 

Prof.  J,  E.  DentonJ* — I  reply  first  to  the  questions  as  to  how 
far  excessive  clearance,  and  loss  of  pressure  during  admission, 
are  responsible  for  the  failure  of  the  Bergen  to  show  much 
better  economy  than  double-expansion  engines  such  as  are 
referred  to  by  Mr.  Emery. 

A  clearance  of  14  per  cent,  in  the  high  cylinder  wastes  only  as 
much  steam  as  would  2  per  ceni  of  clearance  in  a  single  cylinder 
engine  of  equal  ratio  of  expansion.  Marine  architects  have, 
therefore,  been  very  lavish  of  clearance  in  applying  the  piston 
valve,  which  naturally  requires  more  clearance  than  slide  valves. 
Engines  are  in  use  with  piston  valves,  however,  with  as  little  as 
7  per  ceni  clearance. 

The  clearance  in  the  second  and  low  cylinders  do  not  directly 
increase  steam  consumption,  but  there  is  an  indirect  increase  by 
the  loss  of  area  between  the  indicator  cards.  The  lowering  of 
the  initial  pressure  in  the  high  cylinder  lowers  the  ratio  of 
expansion  for  a  given  horse-power,  and  thereby  prevents  the 
highest  economy.  Except  in  the  matter  of  this  low  initial  press- 
ure, the  Bergen  is  not  inferior  to  any  of  the  recent  triple-expan- 
sion engines,  as  the  clearances  are  about  as  great  in  them  as 
in  the  Bergen. 

Allowing  for  differences  in  initial  pressure,  ratio  of  expan- 
sion, cushion,  and  clearance,  between  the  SS.  Meteor  and  the* 
Bergeity  the  latter  should  have  used  about  1 7.8  pounds  of  steam 
instead  of  18.3,  taking  the  Meteor  to  have  used  15  pounds.  In  other 
words,  the  low  economy  of  the  Bergen  is  practically  ascribable 
to  low  ratio  of  expansion,  due  to  low  initial  pressure.  This 
point  is  further  discussed  in  the  body  of  the  paper  under  the 
heading,  "  Combined  Card  of  Bergen.'* 

Regarding  the  various  opinions  on  the  failure  of  the  furnace^ 

*  Author's  Closure,  under  the  Rules. 
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with  two  exceptions  they  appear  to  support  the  idea  that  strains 
could  easily  occur  in  the  ring  riTets,  which  would  render  the 
structure  defective  to  a  degree  corresponding  with  the  weakness 
described.  I  agree  with  the  views  expressed  by  Mr.  HoUoway 
and  Mr.  Emery  as  to  the  unreliability  of  riveted  work  under 
these  conditions,  and  in  general  with  the  theories  of  expansion 
and  contraction  enunciated  by  the  other  speakers.  The  two 
exceptions  are  the  idea  of  grease  being  responsible,  and  the 
opinion  that  making  the  ring  eccentric  to  the  furnace,  or  touch 
the  furnace  directly  for  a  portion  of  its  circumference,  would 
eliminate  the  possibilities  of  such  trouble  as  experienced  with 
the  Bergen.  Greasy  deposits  on  the  furnace  unquestionably 
could  cause  leakage,  but  when  the  furnaces  were  removed  the 
writer  examined  the  iron  carefully  and  found  no  traces  of  a 
grease  deposit.  As  to  the  eccentric  ring  arrangement,  the  City 
of  Kingston  had  its  furnaces  so  arranged,  and  experienced  the 
same  troubles  as  the  Bergen^  until  the  rivets  were  tapped  through 
the  boiler-plate^  as  suggested  by  Mr.  Holloway. 

At  the  date  of  this  writing  (Feb.  5,  1890)  the  Bergen  has  been 
fitted  with  corrugated  furnaces,  and  .has  been  in  regular  daily 
service  several  weeks  without  any  sign  of  defects  in  the  fur- 
naces ;  but  Craig's  circulators  are  in  use  to  circulate  the  water 
under  the  furnace. 
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CCCLXXVI. 

THEORY  AND  DESIGN  OF  CHIMNETS;  WITH  CRITI- 
CISM8  ON  THE  COMMON  THEORY,  AND  EXPERL 
MENTAL  DATA. 

BT  nORACB  B.  OALB,  ST.  I.0UI8,  MO. 

(Member  of  the  Society.) 

Chimneys  are  nsnallj  built  to  serve  two  purposes — to  create  a 
draught  for  supplying  air  to  the  fire,  and  to  discharge  the  smoke  and 
gases  high  enough  above  the  ground  to  make  them  comparatively 
inoffensive.  The  employment  of  forced  draught  is  so  rapidly  ex- 
tending, that  the  use  of  chimneys  for  the  first-mentioned  purpose 
in  large  establishments  may  some  time  become  a  thing  of  the 
past;  but  it  is  likely  that  they  will  be  always  needed  for  the 
second  purpose  ;  and  in  cases  where  the  present  ordinary  methods 
of  burning  coal  under  boilers  continue  to  be  employed,  it  will 
probably  be  found  better — for  reasons  given  hereafter — ^to  use  a 
combination  of  chimney  draught  and  forced  draught,  rather  than 
either  alone.  It  appeal's,  therefore,  that  the  problem  of  deter- 
mining the  best  forms,  dimensions,  and  materials  for  chimneys 
to  serve  any  desired  purpose  will  continue  to  be  an  important 
matter  to  the  engineer. 

OBJECTIONS  TO  THE  OOMMON  THEORY. 

It  has  long  seemed  to  the  writer  that  the  theory  of  chimney 
draught  promulgated  by  Peclet,  Bankine,  Morin,  and  Wcisbach, 
and  generally  accepted  by  more  modern  writers,  contains  certain 
errors,  on  which  have  been  based  conclusions  and  formuhe  which 
are  not  supported  by  the  results  obtained  in  practice.  The  dis- 
agreement has,  indeed,  led  some  engineers  to  discard  tlie  theory 
and  to  depend  upon  rule  of  thumb. 

As  an  illustration,  there  is  derived  from  the  common  theory  a 
formula  for  the  number  of  pounds  of  fuel  which  may  be  burned 
per  hour  with  a  given  chimney,  which  is  usually  expressed  by  an 
equation  of  the  form  F^  CA\fH;  in  which  H  is  the  height  of 


Digitized  by 


Google 


452  THEOBY  AND  DESIGN  OF  OHDCNETS. 

the  chimney,  A  the  area  of  its  cross  section,  and  C  a  coefficient 
whose  value  is  Tarionsly  stated,  ranging  osnallj  from  10  to  15. 
Some  writers  state  this  formola  as  if  it  were  a  matter  of  indiffer- 
ence, in  regard  to  the  draught,  whether — other  things  remaining 
the  same — we  build  a  chimney  81  feet  high  and  2  feet  square 
inside,  or  16  feet  high  and  3  feet  square  inside,  the  product 
A  ^/H  being  the  same  in  each  case.  The  16-foot  chimney  would  be 
considerably  cheaper,  and  the  main  reason  why  it  is  not  preferred 
is  that  practical  engineers  know  that  it  is  not  an  equivalent  for 
the  81-foot  chimney.  Other  writers  qualify  the  rule  by  the  state- 
ment that  it  applies  only  to  cases  in  which  the  total  grate  area  is 
aboul  eight  times  the  area  o*f  the  chimney.  It  is,  however,  some- 
times desirable  to  make  the  grate  area  more,  or  less,  than  eight 
times  the  chimney  area. 

For  example,  by  this  rule  a  54-inch,  round,  iron  stack,  64  feet 
high,  having  a  sectional  area  of  16  square  feet,  will  be  just  able  to 
bum  15  X  16  X  \/64  (=  1920)  pounds  of  coal  per  hour  (using  the 
maximum  value  of  the  coefficient).  Making  the  total  grate  area 
eight  times  the  section  of  the  chimney  would  give  us  128  square  feet 
of  grate ;  or,  we  may  say  that  the  chimney  would  just  suffice  for  four 
boilers,  each  having  32  square  feet  of  grate  surface,  and  burning 
15  pounds  of  coal  per  hour  per  square  foot.  If  at  some  future 
time  it  is  desired  to  add  two  more  boilers  of  the  same  size,  the 
question  arises  whether  or  not  they  may  be  connected  to  the  same 
stack ;  or,  in  case  enlarged  chimney  capacity  is  necessary,  whether 
it  will  be  more  economical  to  build  an  additional  stack,  or  to 
increase  the  height  of  the  old  one.  To  the  latter  question  the 
ordinary  chimney  theory  gives  no  satisfactory  answer.  The 
formula  indicates  that  the  present  stack  is  doing  all  the  work  of 
which  it  is  capable  ;  but  if  the  experiment  is  made  of  connecting 
to  it  the  two  additional  boilers,  it  is  found  to  answer  about  as  well 
for  six  as  it  did  for  four ;  and  the  amount  of  coal  burned  per  hour 
is  increased  nearly  in  proportion  to  the  increase  in  grate  surface. 
If,  on  the  other  hand,  the  number  of  boilers  connected  to  the 
stack  is  reduced,  the  amount  of  coal  burned  per  hour  is  found  to 
be  reduced  in  nearly  the  same  ratio. 

Within  certain  limits,  the  total  fuel  consumption  is  almost 
independent  of  the  area  of  the  chimney,  and  depends  mainly  upon 
the  grate  area ;  but  this  cannot  be  taken  as  a  general  law,  any 
more  than  the  other ;  for  if  we  continue  to  connect  more  boilers 
to  the  same  stack,  we  soon  reach  a  point  where  the  coal  con* 
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snmed  ceases  to  increase  in  proportion  to  the  grate  surface.  In 
no  case,  however,  does  the  quantity  of  coal  burned  on  a  given 
grate  vary  in  the  same  ratio  as  the  area  of  the  chimney.  These 
are  facts  well  substantiated  by  experience. 

Again,  from  the  same  theory  of  draught  is  deduced  a  law,  so 
called,  which  asserts  that  no  matter  what  the  dimensions  of  the 
chimney  and  furnace,  the  maximum  draught  will  be  attained 
when  Qie  temperature  of  the  chimney  gases  is  such  that  their 
density  is  just  one-half  the  density  of  the  outside  air.  This 
would  make  the  temperature  of  maximum  draught  in  any  chim- 
ney about  600°  Fahrenheit.  Experiments  upon  chimneys  of  ordi- 
nary proportion  show,  nevertheless,  that  the  draught  is  stronger, 
and  that  more  coal  is  burned  per  square  foot  of  grate,  when  the 
temperature  rises  above  600°. 

Had  not  the  writer  tUproughly  satisfied  himself  of  the  incorrect- 
ness of  the  common  theory  upon  these  points  by  experiment,  as 
well  as  by  mathematical  analysis,  his  high  respect  for  the  authority 
of  Bankine  would  deter  him  from  offering  as  a  substitute  the  theory 
herein  set  forth,  which  appears  to  him  to  be  in  better  accord  with 
the  trutL 

GENEBAL  PRINCIPLES  OP  CHIMNEY  DRAUGHT, 

If  one  end  of  a  glass  U  tube,  about  half  full  of  water,  is  con- 
nected with  the  space  in  the  bottom  of  a  chimney,  and  the  other 
end  left  open  tb  the  air,  it  is  found  that  when  the  chimney  is  cold 
the  water  stands  at  the  same  level  in  the  two  branches  of  the  tube  ; 
but  when  there  is  a  fire  in  the  furnace,  and  the  chimney  is  full 
of  hot  gas,  the  level  of  the  water  in  the  branch  of  the  U  connected 
to  the  chimney  is  slightly  higher  than  that  in  the  other  branch, 
showing  that  the  pressure  in  the  bottom  of  the  chimney  is  less 
than  the  external  atmospheric  pressure  by  an  amount  correspond- 
ing to  the  difference  in  level.  One  inch  difference  in  level  would 
correspond  to  a  reduction  of  pressure  of  5.2  pounds  on  the  square 
foot ;  but  the  difference  is  more  frequently  less  than  this,  and  is 
usually  stated  in  tenths  of  an  inch.  This  reduction  of  pressure  in 
the  bottom  of  the  chimney  is  explained  by  the  fact  that  the  column 
of  gas  in  the  chimney,  being  expanded  by  heat,  is  not  as  heavy  as 
a  similar  column  of  the  outside  air. 

Now,  it  is  the  excess  of  the  external  pressure  over  the  pressure 
in  the  bottom  of  the  chimney  which  causes  the  current  of  air  to 
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flow  through  the  furnace  into  the  chimney ;  and  upon  the  quantity 
of  air  forced  through  the  grate  depends  the  quantity  of  fuel  which 
can  be  burned.  It  follows  that,  with  a  given  furnace,  the  chim- 
ney which  will  enable  the  most  coal  to  be  burned  in  a  given  time 
is  that  which  has  the  smallest  internal  pressure  at  the  bottom. 
Let  us  first  ascertain,  therefore,  on  what  the  reduction  of  pressure 
in  the  bottom  of  a  chimney  depends. 

If  the  column  of  hot  gas  in  the  chimney  were  standing  still,  the 
excess  of  the  external  over  the  internal  pressure  at  the  bottom, 
expressed  in  pounds  on  the  square  foot,  would  be  equal  to  the 
excess  of  the  weight  of  a  column  of  the  outside  air  as  high  as  the 
chimney,  and  one  foot  square,  over  the  weight  of  a  similar  column 
of  the  heated  gases  in  the  chimney.  But  as  the  gases  are  in  mo- 
tion, a  certain  back  pressure  is  generated  by  their  friction  on  the 
sides  of  the  chimney,  and  this  back  pressure  must  be  subtracted 
from  the  difference  in  weight  between  the  external  and  internal 
columns,  in  order  to  find  the  real  reduction  of  pressure  at  the  bot- 
tom of  the  chimney ;  that  is,  in  order  to  find  the  effective  press- 
ure acting  to  force  air  through  the  furnace. 

Let  P  =  the  excess  of  the  external  over  the  internal  pressure 

at  the  base  of  the  chimney,  in  pounds  on  the 

square  foot ; 
H  =  the  height  in  feet  of  the  top  of  the  chimney  above 

the  fire  grate ; 
Df^-:::-    the  dcusity,  in  pounds  avoirdupois  per  cubic   foot, 

of  the  outside  air  ; 
D^  =    the  mean  density  of  the  gases  in  the  stack.     Then 

the  weight  of  a  column  of  gas  one  foot  square  in 

the  chimney  is  HD^^  and  the  weight  of  a  similar 

colunm  of  the  outside  air  is  EDa^ 

Now,  the  effective  pressure  per  square  foot  acting  to  produce 
the  draught  through  the  furnace  is  equal  to  the  difference  between 
the  weights  of  these  columns,  minus  the  back  pressure  due  to 
friction  in  the  chimney.  Let  Pf  represent  this  back  pressure  in 
pounds  per  square  foot ;  then  we  have 

p  =  n{Da-D,)-p^ (1) 

The  density  of  a  gas  is  inversely  as  its  absolute  temperature ; 
and  if  we  let  Ta  =  the  absolute  temperature  of  the  outside  air, 
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and  T,  =  the  mean  absolute  temperature  of  the  gases  in  the  stack, 

39  40 

we  may  substitute  -^  for  JP^/  and  -ttt  for  D^  the  density  of  the 

chimney  gases  exceeding  that  of  air  at  the  same  temperature  ap- 
proximately in  the  ratio  40  to  39.  These  constants  are  adapted 
to  an  elevation  of  about  340  feet  above  the  sea  level.  Making 
these  substitutions  in  the  last  equation  gives  us 

P  =  i?(|-|)-Pr (2) 

Let  V=  the  mean  velocity  of  the  gases  in  the  chimney, 
M  =  the  inner  perimeter  of  the  stack,  and 
A  =  its  sectional  area. 

Now,  the  total  force  required  to  overcome  the  friction  in  the 
stack  is  proportional  to  its  interior  surface — that  is,  its  perimeter 
multiplied  by  its  height — to  the  density  of  the  chimney  gases  (or 
inversely  to  their  temperature),  and  directly  to  the  square  of  their 
velocity ;  and  to  find  the  back  pressure  per  square  foot  we  must 
divide  the  total  force  by  the  sectional  area  of  the  chimney  in 
square  feet.     Therefore  we  may  write 

f.=  c^. (3) 

in  which  C  is  a  coeflScient  to  be  determined  by  experiment,  and 
depending  for  its  value  upon  the  nature  of  the  surface. 

In  this  formula,  F,  the  velocity  of  the  chimney  gases,  is  equal 
to  the  volume  discharged  per  second,  divided  by  the  area  of  the 
cross  section ;  and  the  volume  is  equal  to  the  weight,  divided  by 
the  density.    Therefore,  if  we  let  W  =  the  weight  of  gas  discharged 

per  second,  we  have  F=  y^ ;  or,  as  -D,  =  ^,  F=  '  .  Sub- 
stituting this  value  of  Fin  Equation  3,  gives,  for  the  back  pressure 
due  to  friction  in  the  stack, 

EXPEBIMENTAL  DETERMINATION  OP  COEFFICIENT  OP  FRICTION. 

The  author  has  made  a  few  experiments  to  determine  the  value 
of  the  coefficient  C  for  brick  and  iron  stacks.  The  means  at  hand 
were  not  such  as  to  permit  of  very  accurate  determinations,  and 
the  number  of  experiments  thus  far  made  is  so  small  that  the 
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values  here  given  can  be  considered  only  as  rough  approzima- 
tion& 

The  method  employed  was  to  take  the  temperature  of  the  gases 
entering  the  chimney  by  a  mercury  thermometer,  and  to  measure 
the  effective  pressure  at  the  bottom  of  the  chimney  by  a  draught 
gauge,  such  as  has  been  described.  The  pressure  Py-,  due  to  fric- 
tion in  the  chimney,  was  determined  by  noticing  the  increase  in 
effective  pressure,  caused  by  momentarily  closing  a  damper  in  the 
flue  between  the  furnace  and  chimney.  By  this  means  the  motion 
of  the  gases  was  stopped,  and  the  draught  gauge  measured  the  differ* 
ence  in  weight  between  the  outer  and  iuner  columns.  By  closing 
the  damper,  P/  in  Equation  2  is  reduced  to  zero,  and  we  have 

P  :-z  H  \^-rp  —  -y?  )•    The  value  of  jT^j  tbo  temperature  of  the  outer 

air,  being  known,  the  equation  then  gives  us  the  value  of  T*,  or 
the  mean  temperature  of  the  chimney  gases.  The  difference  be- 
tween this  temperature  and  the  observed  temperature  at  the  bot- 
tom measures  the  amount  of  cooling  in  the  stack. 

The  weight  of  gas  discharged  per  second,  TT,  was  determined 
in  the  following  way  :  Observations  were  made  at  regular  inter- 
vals during  a  ten-hour  boiler  trial,  for  which  time  all  the  conditions 
were  kept  as  uniform  as  possible.  The  total  weight  of  coal  con- 
sumed in  that  time  was  carefully  determined,  and  samples  of  the 
coal  and  of  the  flue-gases  were  taken  at  intervals  for  analysis.  A 
comparison  of  the  analyses  of  the  coal  and  of  the  flue-gases  enables 
one  to  calculate  the  weight  of  the  gas  delivered  from  the  known 
weight  of  the  fuel  consumed.  The  dimensions  of  the  chimney 
being  known,  (/becomes  the  only  unknown  quantity  in  Equation 
4,  and  its  value  may  be  calculated.  The  measurements  show  that 
in  ordinary  cases  the  back  pressure  due  to  friction  in  the  stack  is 
a  relatively  small  quantity,  in  boiler  chimneys  seldom  rising  as 
high  as  one-fourth  of  the  effective  pressure. 

From  the  experiments  thus  far  made  are  deduced  the  following 
provisional  values  of  the  constant  C  in  Equations  3  and  4 : 

For  an  iron  stack,  C  =•  .012, 
For  a  brick  stack,  C=  .016. 

DESIGN  OP  CHIMNEY  TO  DO  GIVEN  WORK. 

The  problem  of  designing  a  chimney  to  do  a  given  work  may  be 
divided  into  two  parts :  first,  that  of  ascertaining  the  draught  press- 
ure necessary  to  bum  the  desired  quantity  of  fuel  in  the  furnace ; 
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second,  that  of  determining  the  dimensions  of  a  chimney  which 
will  produce  the  required  draught  at  the  least  expense. 

The  number  of  pounds  of  coal  which  can  be  burned  per  second  on 
a  given  grate  is  equal  to  the  weight  of  air  forced  through,  divided 
by  the  number  of  pounds  of  air  required  for  the  combustion  of  a 
pound  of  coal  under  the  given  conditions.  The  weight  of  air 
forced  through  per  second  is  equal  to  the  area  through  which  it  is 
admitted,  multiplied  by  its  velocity,  and  by  its  density,  or  weight 
per  cubic  foot 

Let  a  =  the  total  area  of  the  openings  through  which  air  is 
admitted  to  the  fire.  In  an  ordinary  furnace  this  would  be  the 
area  of  the  openings  between  the  grate-bars,  plus  the  area  of  any 
orifices  for  the  admission  of  air  above  the  fire. 

Let  V  =  the  mean  velocity  of  the  current  entering  through  the 
space  a. 

Let  B  ==  the  number  of  pounds  of  air  supplied  per  pound  of 
fuel.     Then  the  number  of  pounds  of  fuel  burned  per  second  is 

^~W^  =  ~r^~ff  *°^  *^®  number  of  pounds  burned  per  hour, 
•p.  _3600x89at; 

^=noio6s ^^ 

! 

Deiei'miiiation  of  Resistance  of  I^urnace. 

Now,  the  velocity  v  with  which  the  air  enters  between  the  grate- 
bars  depends  upon  the  effective  pressure  P  acting  between  the 
space  beneath  the  grate-bars  and  the  bottom  of  the  chimney,  and 
also  upon  the  resistance  encountered  by  the  gases  between  these 
two  points.  The  pressure  P  is  expended  in  various  ways.  A  part 
of  it  may  be  considered  to  be  employed  to  impart  the  velocity  v  to 
the  entering  air ;  part  is  consumed  in  overcoming  the  frictional 
and  other  resistances  offered  to  the  passage  of  the  gases  through 
the  bed  of  coals,  the  boiler-tubes,  and  other  portions  of  the  furnace 
and  flues ;  and  part  is  used  in  imparting  to  the  gases  the  final  ve- 
locity Fwith  which  they  traverse  the  chimney.  Some  measure- 
ments, made  by  the  writer,  of  the  pressures  expended  in  these 
various  ways  in  the  case  of  a  stationary  boiler  furnace  of  ordinary 
construction,  gave  the  following  results : 

Area  of  grate,  22.5  sq.  ft. 

Area  of  grate  opening,  6.19  sq.  ft. 
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Area  for  admlttiog  air  above  fire,  0.45  eq.  ft 

Total  admission  area,  a,  0.G4  sq.  ft. 

Tube  calorimeter  of  boiler  (36  tubes,  4"x  16'),  2.74  sq.  ft. 

Coal  burned  per  sq.  ft.  of  grate  per  hour,  13.5  lbs. 

Lbs.  of  air  supplied  per  lb.  of  coal  (from  analyses),  21  lbs. 

Temperature  of  boiler  room,  CO*  F. 

Outside  temperature,  40"^  F. 

Temperature  of  cbimnejr  gases,  460*  F. 

Height  of  top  of  chimney  above  grate,  72  ft. 

Area  of  cbimnov  (round  iron  stack),  4  sq.  ft. 

Length  of  horizontal  iron  smoke-flue,  24  f  i. 

Area  of  cross  section  of  flue,  4  sq.  ft. 

Pressures  in  lbs  on  the  sq.  ft. — 

Required  to  produce  entrance  velocity  (3.6  ft.  per  sec.) 018 

Required  to  overcome  resistance  of  fire-grate 91 

Required  to  overcome  resistance  of  combustion  chamber  and  boiler-tubes. .  1.23 

Required  to  overcome  resistance  in*borizonta1  flue .06 

Required  to  produce  discharge  velocity  (11.2  ft.  per  sec.) 085 

Total  effective  draught  pressure,  P 2.298 

Back  pressure  due  to  friction  in  stack 19 

Total  static  pressure  produced  by  chimney  {E  [Da  —  Dg]) 2.488 

It  is  evident  that  the  greater  part  of  the  draught  pressure  is 
required  to  overcome  the  resistance  offered  to  the  passage  of  the 
gases  in  the  fire-grate  and  boiler-tubes. 

The  frictional  resistance  encountered  in  any  part  of  the  furnace 
is  proportional  to  the  density  of  the  gas  at  that  pointy  multiplied 
by  the  square  of  its  velocity  at  that  point;  but, /or  a  given 
furnojce^  the  velocities  and  the  densities  in  the  different  parts  bear 
an  approximately  constant  relation  to  each  other ;  therefore  the 
entire  frictional  resistance  for  any  furnace  may,  with  sufficient 
accuracy,  be  made  proportional  to  the  square  of  the  entrance 
velocity  v^  and  may  be  represented  by  Kif^  in  which  expression 
JTis  a  coefficient  which  would  have  different  values  for  different 
types  of  furnace. 

The  velocity  of  the  gas  in  the  chimney,  however,  bears  no 
necessary  relation  to  its  velocity  in  the  fire-grate  and  tubes,  and 
indeed  may  be  made  to  assume  any  desired  ratio  to  it  by  varying 
the  relative  areas  of  the  passages.  It  is  therefore  not  allowable 
to  assume  that  the  resistance  to  the  passage  of  the  gas  through 
any  given  furnace  may  be  found  by  multiplying  the  square  of  the 
chimney  velocity  by  a  constant.     This  very  apparent  error  is  nev- 
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erthcless  made  by  most  writers  on  the  subject  of  chimneys,  and  is 
the  foundation  of  the  peculiar  formulsB  before  referred  to. 

In  order  to  determine  the  proper  dimensions  for  a  chimney,  we 
must  know  the  yalne  of  the  coe£Scient  of  resistance  for  the 
furnace,  K.    Its  value  wonld  evidently  depend  principally  upon 
the  thickness  and  compactness  of  the  bed  of  coals,  and  upon  the 
amount  of  contraction  of  area  in  the  boiler-tubes.     The  value  of 
K  in  any  given  case  can  be  determined  with  accuracy  only  by 
experiment  on  a  furnace  precisely  like  the  one  we  are  to  use ;  but 
as  this  method  is  usually  impracticable,  the  following  approximate 
method  of  calculation   may  be  employed.     Let  us  assume  the 
eflTective  pressure  P  to  be  applied  to  the  following  objects,  viz.:  to 
imparting  the  entrance  velocity  v,  to  overcoming  the  resistances 
offered  successively  by  the  fire-grate,  the  combustion  chamber, 
the  boiler-tubes,  and  the  smoke  flue,  and  to  imparting  to  the 
gases  the  final  discharge  velocity  V, 
Let  r  be  a  coefficient  of  resistance  for  the  fire-grate  and  bed  of 
coals ; 
c  a  similar  coefficient  for  the  combustion  chamber ; 
J  a  coefficient  for  the  boiler-tubes ; 
f  a  coefficient  for  the  flue  leading  to  the  chimney ; 
I  the  length  of  this  flue  in  feet ; 
d  its  diameter  in  feet ; 

a"  the  area  of  cross  section  of  the  flue  in  sq.  ft.; 
a'  the  tube  calorimeter  in  sq.  ft.; 

From  the  measurements  already  given  are  derived  the  follow- 
ing provisional  values  for  the  constants  in  this  equation  : 

^  =  .0011,  r  =  .07,  c  =  .001,  h  =  .016,/  =  .00016,  ^*  =  ^. 

There  is  need  of  more  extended  and  precise  experiments  than 
the  writer  has  yet  found  time  to  make,  in  order  to  determine  the 
values  of  these  coefficients  "with  accuracy.  Substituting  these 
values  in  the  equation,  and  taking  values  for  the  remaining  quan- 
tities from  the  example  cited,  we  have  -ff"=  0.18.  For  ordinary 
boiler  furnaces,  we  may  take  0.2  as  a  fairly  safe  value  for  JT;  but, 
as  its  value  varies  greatly  in  different  cases,  it  is  better  to  compute 
it  for  each  special  case  by  the  n^ethod  just  described. 
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If  in  the  expression  P  =  JS^,  we  substitute  for  'o  its  ^alue  from 
Equation  5,  we  obtain, 


'=^(i^.)' CT 


This  equation  gives  us  the  reduction  of  pressure  in  pounds  on  the 
square  foot  needed  at  the  bottom  of  a  chimney  which  is  to  bum 
F  pounds  of  fuel  per  hour,  in  a  furnace  having  an  area  for  air 
admission  a  (in  square  feet)  and  a  coefficient  of  resistance  JT, 
allowing  B  pounds  of  air  per  pound  of  fuel. 

In  order  to  find  the  height  of  the  chimney  necessary  to  pro- 
duce the  required  draught  pressure,  we  have,  by  combining  Equa- 
tions 1  and  4, 

^=<^--A-^^) («) 

In  this  equation,  TTis  the  weight  of  the  chimney-gas  discharged 
per  second,  which  is  usually  about  five  per  cent,  greater  than  the 
weight  of  the  air  supplied  in  the  same  time.  Therefore  we  may 
put       • 

"^  -     3600 ^^ 

and  substitoting  this  value  in  Equation  8,  we  have,  after  combin- 
ing the  numerical  terms, 

^"■^V^      ^'     18,808,000,000. ^V*    '     '    *   ^    ^ 

By  placing  the  two  values  of  P  from  Equations  7  and  10  equal  to 
each  other,  we  obtain, 

K  f    TaBF  \« 


H^ 


CMT.B'F^       \140,400.a/'    '     *     ^    ^ 


^*      ^*      18,808,000,000.  A^ 

This  equation  enables  us  to  calculate  the  height  of  a  chimney 
required  to  do  a  given  work,  when  its  cross  section  is  known. 

In  the  case  of  a  round  chimney,  the  inside  perimeter,  Jif,  is 
equal  to  3.54  A^\  and  for  any  other  shape,  we  may  put  M  =  3.54 
A^Ry  where  jff  is  the  ratio  of  the  actual  perimeter  to  the  circum- 
ference of  a  circle  having  the  saipe  area.    li  is  therefore  a  factor 
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depending  on  tbe/brm  of  the  cross  section.    For  a  square  chim- 

2 

ney,  7?  =  — -=  =  1.13 ;  for  a  round  chimney,  its  value  is  unity. 

Substituting  for  M  in  Equation  11  the  value  just  deduced,  we 
have, 

T)  ^  n  ^        GiiT.B^^^       \140400a/'     '     *     ^    ^ 
^         •       5,b00,000,000.  ^« 

It  is  evident  from  an  inspection  of  this  equation  that  by  assum- 
ing different  values  for  A^  the  sectional  area,  we  may  obtain  an 
indefinite  number  of  chimneys  of  different  heights,  any  one  of 
which  will  be  capable  of  doing  the  work  required.  The  best 
value  to  assign  to  J.  is  usually  that  which  will  make  the  cost  of  the 
chimney  a  minimum. 

MOST  ECONOMICAL  PROPOBTIONS  FOB  CHIMNEY. 

Let  E  =  the  cost  of  the  chimney ;  then,  to  find  the  most  eco- 
nomical value  for  A,  we  must  express  E  as  a  function  of  Aj  and  put 

the  differential  coefficient  -r^  equal  to  zero.    A  comparison  of  the 

cost  of  several  chimneys  has  led  to  the  conclusion  that,  in  so  far 
as  it  depends  upon  its  dimensions,  the  cost  of  a  chimney  is  nearly 
proportional  to  the  i  power  of  the  area,  multiplied  by  the  f  power 
of  the  height  Without  fixing  the  precise  value  of  the  exponents, 
we  may  write,  as  a  general  expression, 

E=z  C"A^n\ (18) 

in  which  C  is  a  constant.    Substituting  in  this  equation  the  value 

of  H  from  Equation  12,  and  placing  the  differential  coefficient, 

dE 

■J2*  ©q^al  to  zero,  we  obtain,  after  some  reduction, 

,  _        (m  +  jn)  CRT.B'F* 
~  6,300,000,000.  TO  (Z>„  -  A)*    *     '    '    ^    ' 

This  equation  determines  the  value  of  A,  which  will  make  the  cost 
of  the  chimney  a  minimam ;  and  in  order  to  find  the  correspond- 
ing height,  we  may  substitute  this  value  in  Equation  12,  which 
gives  us 

(n  +  |m)ir/     TgBF    V  .^ 

^~  «(/>„- A)  \l40,400.o/-    •    •    •     ^^^' 
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In  order  to  simplify  the  foregoing  eqaations,  and  render  them 

more  convenient  for  use,  we  may  assume  an  average  value  for  the 

temperature  of  the  air,  say  59°  Fahrenheit.     This  makes  the  abso- 

39 
lute  temperature,  7;  =  59  +  461  =  510.    Therefore  Da  =^^  =  .075 ; 

i.  n        40         1              n         n       -076  {Z  -  533) 
and  we  may  also  put  JJg=  yi  whence  £>„  —  X/«= ^-ji -. 

Making  these  substitutions  in  Equation  11,  and  reducing,  gives,  as 
a  general  equation  for  determining  the  height  of  a  chimney  of 
known  cross  section,  which  is  to  do  a  given  work, 

H  = ^ (m\    .    .    (16) 

In  thi?  equation, 

H=  the  height  in  feet  of  the  top  of  the  chimney  above  the 
grate; 

K=  the  cQe£Scient  of  resistance  for  the  furnace ; 

Tg  =  the  mean  temperature  of  the  gas  in  the  stack  in  Fahren- 
heit degrees  above  the  absohite  zero; 

C=  the  coefficient  of  friction  of  the  gas  on  the  sides  of  the  stack 
(=  .012  for  iron,  .016  for  brick) ; 

M=  the  inside  perimeter  of  the  stack  in  feet; 

A  =  the  area  of  its  cross  section,  in  square  feet ; 

B  =  the  number  of  pounds  of  air  supplied  to  bum  a  pound  of 
fuel ; 

a  =  the  total  area  for  admission  of  air,  in  square  feet ; 

F=  the  number  of  pounds  of  fuel  to  be  burned  per  hour. 

The  formula  may  be  still  further  simplified  by  substituting  aver- 
age values  for  (7  and  B,    Assuming  C=  .014,  and  B=2l,  gives 


E=  ^^' 


(a£) ^') 


In  Equation  14  the  same  substitutions  may  be  made,  and  to  m 
and  n  may  be  assigned  the  values  \  and  i  respectively.    In  this 

T 

equation  also  the  quantity  y^ — ^*-yr  is  so  nearly  constant  for  the 

jJa        -^9 

temperatures  ordinarily  found  in  chimneys,  say  from  20O  to  2,000 
degrees  on  the  common  Fahrenheit  scale,  that  its  possible  range 
of  variation  cannot  seriously  affect  the  value  of  A.    We  may  there- 
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fore  put  in  place  of  it  its  average  value,  about  36J00,  which  gives, 
as  the  most  economical  area  for  a  chimney  which  is  to  burn  F 
pounds  of  coal  per  hour, 

A^mE^F^\ (18) 

which  is  represented  with  sufficient  accuracy  for  the  purpose  by 
the  more  convenient  formula, 

A^mi^F^ (19) 

an  equation  which  is  easily  solved  without  the  use  of  logarithms. 
S^  it  will  be  remembered,  is  a  factor  depending  upon  the  form  of 
the  cross  section,  being  the  ratio  of  the  perimeter  of  the  chimney 
to  the  circumference  of  a  circle  having  the  same  area.  For  a 
circular  stack,  i?  =  1,  which  makes  the  formula  for  the  area  of  a 
circular  stack  which  is  to  bum  impounds  of  coal  per  hour, 

A=^.01F^ (20) 

For  a  square  chimney,  jB  =  1.13,  which  would  make  the  coeffi- 
cient about  6  per  cent,  greater,  but  this  difference  is  unimportant, 
and  Equation  20  may  be  applied  to  either  round  or  square  chim- 
neys. 

We  have  now  deduced  the  useful  law  that  in  order  to  attain  the 
greatest  economy,  the  area  of  cross  bection  of  a  chimney  should 
be  proportioned  approximately  to  the  |  power  of  the  weight  of 
fuel  that  is  to  be  burned  by  means  of  it.  It  should  be  noticed 
that  extreme  exactness,  if  it  were  possible,  would  not  be  impor- 
tant here,  as  even  considerable  variations  in  cross  section  on  either 
side  of  the  best  value  have  a  comparatively  slight  effect  upon  the 
economy.  Indeed,  for  chimneys  of  ordinary  proportions,  a  suffi- 
cient approach  to  the  most  economical  value  can  usually  be  attained 
by  the  handy  rule  that  the  sectioned  area  of  the  chimney  in  square 
fett  sliould  be  equal  to  the  number  of  pounds  of  fud  to  be  bwned  per 
minute.  This  would  make  the  velocity  of  the  gases  in  the  chim- 
ney usually  between  seven  and  eleven  feet  per  second.  For 
unusually  large  chimneys  the  more  exact  formula  of  Equation  20 
is  recommended. 

If  the  area  of  the  chimney  is  determined  by  the  foregoing 
methods,  the  corresponding  formula  of  Equation  15  may  be  used 
to  determine  the  height.  This  equation  also  may  be  simplified 
for  use  by  substituting  the  same  values  as  before  for  7^,  n,  m,  and 
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{Da  ^  JD^y  which  gives,  for  the  most  economical  height  of  a  chim- 
ney to  bum  impounds  of  fuel  per  hour, 

For  those  cases  in  which  the  temperature  of  the  chimney  gases 

is  between  the  limits  of  150  and  600  degrees  Fahrenheit,  which 

T 
would  include  most  boiler  chimneys,  the  quantity  yp — ^^oo  is  ap- 

proximately  equal  to  — ^ — ,  where  t  is  the  temperature  reckoned  from 
t 

the  ordinary  zero  of  Fahrenheit s  thermometer.     For  such   cases, 

therefore,  we  may  reduce  the  formula  to  a  still  simpler  form  by 

substituting  this  value,  and  assuming  jB^  as  before,  equal  io  21 ; 

which  gives,  as  a  rule  for  determining  the  most  economical  height 

of  boiler  chimneys, 

^=l«4(?y (22) 

In  ordinary  boiler  furnaces  the  area  for  admission  of  air  to  the 
fire,  a,  may  be  considered  roughly  as  i  of  the  grate  area,  and 
when  the  ratio  of  grate  surface  to  tube  calorimeter  is  between  6 
and  9,  K  may  be  taken  approximately  as  0.2.  Let  G  =  the  area 
of  the  grate  in  square  feet ;  then,  on  the  assumptions  just  made, 
we  have,  approximately, 


-=!f-"(f)' (-) 


This  formula  makes  the  height  of  a  boiler  chimney  proportional 
to  the  square  of  the  rate  of  combustion  per  square  foot  of  grato, 
divided  by  the  common  temperature  of  the  chimney  gas.  It  can 
be  considered,  however,  only  as  an  extremely  rough  approxima- 
tion, and  is  not  recommended  for  general  use. 

It  is  apparent,  from  the  foregoing  discussion,  that  the  rules 
which  are  sometimes  given,  making  the  height  of  the  chimney 
about  three-tenths  of  the  square  of  the  ratS  of  combustion,  with- 
out regard  to  the  temperature  of  the  escaping  gases,  can  hardly 
claim  the  dignity  even  of  approximations.  If  such  a  rule  gave 
just  sufficient  height  to  do  the  required  work  with  a  chimney 
temperature  of  600  degrees  Fahrenheit,  it  would  give  only  ono-half 
the  proper  height  for  a  temperature  of  300  degrees. 
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Equation  23  is  mainly  usefal  as  a  rough  guide  in  deciding  upon 
the  rate  of  combustion  to  be  employed.  As  JT  varies  very  con- 
siderably with  different  types  and  proportions  of  furnaces  and 
boilers,  it  is  best,  in  designing  a  chimney,  to  use  Equation  22,  and 
substitute  the  proper  value  of  Ky  as  nearly  as  it  can  be  ascer- 
tained. 

By  a  simple  transformation  of  Equation  22,  we  can  calculate 
also  the  number  of  pounds  of  fuel  that  can  be  burned  per  hour  in 
a  given  furnace  with  a  chimney  of  height  H,  provided  its  sectional 
area  is  made  svfficient  /  viz., 

y^      a  .  / Ht  ,- ,. 

^  =  !«'!/  -A' (24) 


V  A' 


10 
Again,  by  making 

a  =  10F|/|^ (25) 

we  are  enabled  to  calculate  the  area  required  for  the  admission 
of  air,  in  order  to  bum  impounds  of  fuel  per  hour  with  a  chimney 
of  height  Hy  and,  knowing  the  area  of  opening  per  square  foot  of 
grate,  we  can  determine  the  area  of  the  grate  surface  needed. 

In  cases  where  the  number  of  pounds  of  air  supplied  per  pound 
of  fuel  differs  much  from  the  ordinary  steam  boiler  practice,  or 
where  the  chimney  temperature  is  outside  the  limits  of  150  and 
600  degrees  Fahrenheit,  as  is  the  case  in  some  metallurgical 
works,  we  should  go  back  to  Equation  21,  which  takes  account  of 
these  factors.  It  should  be  remembered,  also,  that  Equation  21, 
and  all  those  following  which  are  derived  from  it,  apply  only  to 
cases  in  which  the  sectional  area  of  the  chimney  has  been  deter- 
mined by  the  method  herein  described,  or  an  equivalent  one.  If 
the  sectional  area  is  made  srnaUet'  than  its  most  economical 
value,  the  frictional  resistance  to  the  passage  of  the  gases  rapidly 
increases,  and  the  effective  draught  is  reduced,  unless  the  height  is 
increased  sufficiently  to  counteract  the  diminished  area.  If,  there- 
fore, for  any  special  reason  it  is  desired  to  make  the  cross  section 
of  the  chimney  smaller  than  the  value  given  by  Equation  20,  the 
general  formula  of  Equation  16  should  be  used  to  determine  the 
height.  If,  on  the  other  hand,  the  area  is  made  larger  than  the 
most  economical  value,  although  the  frictional  resistance  encoun- 
tered in  the  stack  will  be  diminished,  the  margin  for  reduction  is 
80 


Digitized  by 


Google 


466  THEORY  AND  DESIGN  OF  CHIMNEYS. 

too  small  to  allow  any  considerable  diminution  in  height  on  that 
account ;  therefore,  one  of  the  equations,  21  or  22,  may  be  safely 
applied  to  all  oases  in  which  the  chimney  section  is  not  too  small. 

AREA  OF  MAXIMUM  DRAUGHT,  FOR  CHIMNEY  OF  GIVEN  HEIGHT. 

Enlarging  the  sectional  area  of  the  chimney,  as  it  diminishes 
the  velocity  of  the  escaping  gases,  and  therefore  also  the  back 
pressure  due  to  friction,  will  increase  the  effective  draught,  at  least, 
within  certain  limits ;  but  when  the  diameter  is  enlarged  enough 
to  bring  the  velocity  of  the  gas  down  to  about  five  feet  per  second, 
the  loss  due  to  friction  in  the  stack  becomes  usually  so  small  as 
to  be  unimportant.  On  the  other  hand,  as  we  increase  the  diam- 
eter, and  reduce  the  chimney  velocity,  we  increase  the  heat- 
radiating  surface  of  the  chimney,  and  also  give  the  gases  more 
time  to  cool  in  going  from  the  bottom  to  the  top,  so  that  we 
thereby  lower  the  temperature  in  the  chimney;  and  we  shall 
eventually  reach  a  point  where  the  increase  in  weight  of  the  gas, 
due  to  cooling,  will  more  than  offset  the  reduction  of  back  press- 
ure due  to  diminished  friction.  Any  further  increase  in  the  sec- 
tional area  of  the  chimney  will  then  diminish,  instead  of  augment- 
ing, the  draught.  It  follows  that  for  a  chimney  of  any  given  height, 
discharging  a  given  weight  of  gas,  which  enters  it  at  a  known 
temperature,  there  will  be  a  certain  area  which  will  produce  a 
stronger  draught  than  any  other.  In  order  to  determine  this  area, 
it  will  be  necessary  to  investigate  the  relation  of  the  dimensions 
of  the  chimney  to  the  mean  temperature  of  the  gases. 

The  fall  of  temperature  of  the  gas,  due  to  cooling  in  the  stack, 

will  be  proportional  to  the  quantity  of  heat  radiated  from  the 

chimney  in  a  unit  of  time,  divided  by  the  weight  of  gas  discharged 

in  the  same  time.     The  heat  radiated  from  the  chimney  per 

second  will  be  proportional  roughly  to  its  surface,  or  its  height 

multiplied  by  its  perimeter,  and  to  the  difference  between  the 

mean  temperature  of  the  gases  in  it  and  the  outside  temperature. 

That  is  to  say,  the  loss  of  temperature  sustained  by  the  gases 

in  going  from  the  bottom  to  the  top  will  be  proportional  to 

IIMiT  —  T) 

-^' .     Let  Ti  be  the  temperature  of  the  gases  entering 

the  stack.  Xow,  the  mean  temperature  of  the  chimney  will  be 
less  than  the  temperature  at  the  bottom  by  a  quantity  which  is 
nearly  proportional  to  the  amount  of  cooling ;  and,  remembering 
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that  M  in  the  last  expression  is  proportional  to  RA^y  we  may 
write  the  equation 

7;  =  71  -  C'^^^^^^'  ^  ^"\    .     .     .     (26) 

in  which  C"  is  an  experimental  coeflScient. 

The  experiments  already  referred  to  give,  as  a  provisional  value 
of  C  for  an  iron  stack,  C  =  .002  ;  for  a  brick  stack,  or  a  lined  iron 
stack,  the  amount  of  cooling  would  be  considerably  less,  and 
C  may  be  taken  as  about  .0003.  There  is  need  of  further 
experiment  to  determine  these  values  accurately  ;  however,  as  the 
loss  by  cooling  in  the  chimney  is  usually  comparatively  small,  a 
considerable  variation  in  these  constants  would  have  but  a  small 
effect.  In  the  case  of  brick  chimneys,  the  leakage  of  cold  air  in 
through  the  brickwork  often  has  a  serious  effect  in  lowering  the 
temperature  in  the  chimney,  and  interfering  with  the  draught ; 
and  the  leakage  of  cold  air  through  cracks  in  the  brick  boiler 
setting  has  frequently  a  still  more  hurtful  effect. 

By  transforming  Equation  26,  we  obtain,  for  determining  the 
mean  temperature  of  the  gases  in  the  chimney,  where  71  is  the 
temperatufe  at  the  bottom  : 

rr.  _  WT,  -h  RC'HTgA^  .27N 

•""      W+liU'HA^ ^^ 

Also,  by  combining  Equations  2  and  4  and  putting  if  =  3.54  RA^^ 
we  have  for  the  effective  draught  pressure  corresponding  to  a  tem- 
perature 7*,, 

p      „/39      40       ZMCRW^\  .^^. 

^^^KZ'—T, 1600^t      ; (28) 

In  order  to  find  the  area  which  will  give  us  the  maximum  draught 

in  a  chimney  whicli  is  to  discharge  a  given  weight  of  gas  per 

second,  it  is  necessary   to  substitute  for  7^„  in  Equation  28,  its 

value  from  Equation  27.     This  expresses  P  as  a  function  of  -4, 

dP 
and  by  placing  the  differential  coefficient  -7^  equal  to  zero,  we 

obtain  an  equation  which  determines  the  value  of  A,  that  will 
make  P,  or  the  effective  draught  pressure,  a  maximum.  The  equa- 
tion thus  obtained  can  be  only  approximately  solved.     It  gives, 
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as  the  approximate  value  of  A  for  maximum  draught  in  a  stack 
of  height  H, 


^'=•07^7777^—'    •    •    •    •    (29) 


fi 


or,  inserting  the  values  of  C  and  C  for  an  iron  stack,  and  aUow- 
ing  2S  pounds  of  air  per  pound  of  fuel,  « 

For  a  brick,  or  lined  iron,  stack,  the  same  method  gives 

^'  =  .0016.^  ._Zi (81) 

According  to  these  equations,  the  sectional  area  for  maximum 
draught  in  the  case  of  a  brick  stack  is  about  twice  as  great,  or  the 
velocity  of  the  escaping  gases  one-half  as  great,  as  in  an  unlined  iron 
stack  receiving  an  equal  weight  of  gas  at  the  same  temperature. 
As  has  been  already  mentioned,  the  values  given  to  the  numerical 
coefficients  in  these  formulae  are  not  claimed  to  be  exact,  but  the 
form  of  the  expression  is  believed  to  be  correct.  The  exact  value 
of  the  area  of  maximum  draught  is  not  important,  as  there  is  a  wide 
range  on  each  side  of  this  value  for  which  the  effective  draught 
pressure  will  vary  only  a  very  slight  amount,  as  may  be  seen  by 
working  out  the  value  of  P  for  areas  ranging  from  one-half  to 
three  times  that  given  by  Equation  29. 

The  most  economical  cross  section  (Equation  20)  is  usually, 
as  might  be  expected,  smaller  than  the  area  of  maximum  draught ; 
and  bearing  in  mind  the  very  slight  diminution  in  the  strength  of 
the  draught  produced  by  exceeding  even  the  latter  area,  it  is  evi- 
dent that  one  need  have  usually  no  fear  of  impairing  the  draught 
by  enlarging  a  chimney  to  three  or  four  times  the  most  econom- 
ical cross  section.  If  the  enlargement  is  much  greater  than  this, 
however,  the  draught  begins  to  be  seriously  impaired ;  but  usually 
the  only  objection  to  making  a  chimney  too  large  is  the  unneces- 
sary expense  involved.  It  is  probable  also  that  when  the  velocity 
of  the  gases  in  the  chimney  is  very  slow,  the  draught  is  more  liable 
to  be  interfered  with  by  the  wind,  and  thereby  rendered  unsteady. 
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% 

This  fault  can  often  be  remedied  by  a  damper  at  the  top  of  the 
chimney. 

*  [It  should  be  noticed,  ako,  as  resulting  from  the  principles 
developed  in  this  section,  that  when  the  area  of  a  chimney  is 
large  in  proportion  to  its  work,  the  draught,  at  the  time  of  starting 
the  fire f  will  not  be  as  good  as  would  be  had  from  a  smaller  chim- 
ney. For  the  same  reason,  a  chimney  of  small  cross  section  in 
proportion  to  its  work  will  recover  its  power  somewhat  more 
rapidly  after  the  fire  has  been  damped.  Tbe  diflference  is  more 
noticeable  ii^  iron  chimneys  than  in  brick  ones,  owing  to  the 
more  rapid  radiation  of  heat  from  the  former. 

When,  therefore,  it  is  especially  desirable  to  be  able  to  start  a 
fire  quickly  by  means  of  the  draught  of  an  iron  stack,  the  area 
may  with  advantage  be  reduced  somewhat  below  the  most  eco- 
nomical value,  and  a  corresponding  increase  made  in  the  height. 
For  use  in  such  a  case,  the  numerical  coefficients  of  equations 
20  and  22  might  be  modified,  for  example,  so  as  to  make 

A  =  .05  Fi,  and  H=l\2-^  (^V .] 

vELocmr  OP  mi^ximdm  draught. 

By  combining  Equations  27  and  28,  as  before,  and  placing  the 

diflferential   coefficient    ,  ^  equal  to  zero,   we   may    obtain   an 

equation  which  determines  the  value  of  TT,  or  the  weight  of  gas 
discharged  per  second,  which  will  make  the  draught  pressure  a 
maximum  in  a  chimney  of  given  dimensions.  Performing  this 
operation,  and  reducing,  we  have,  as  a  close  approximation, 


TF  =  20^>y/^-fi(7',-7;\ 


(32) 


If  we  let  Fi  represent  the  velocity  of  the  gases  at  the  bottom  of 

the  chimney,  the  volume  of  gas  delivered  into  the  chimney  per 

second  will  be  A  Fl,  and  its  weight  will  be  the  volume  multiplied 

40 
by  the  density ;  or,  as  the  density  is  equal  to  w ,  we  may  put 

AQ  AV 
TF=  ~rp—   and   substituting  this  value  in  Equation   32,  we 
-» 1 

*  Added  after  adjournment. 
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obtain,  as  the  velocity  which  the  gases  should  have  at  the  bot- 
tom of  a  chimney  in  order  to  produce  the  maximum  draught, 


V,  =  i).5J/^H{T,-Z). 


(33) 


Inserting  the  values  of  C  and  (7  for  an  iron  stack,  we  obtain, 
V,  =  . 28  ^B\T~Ta); (34) 

and  for  a  brick  stack  we  have 

V^  =  .U^B{T,-T;); (35) 

showing  that  the  velocity  needed  to  produce  the  maximum  draught 
in  an  unlined  iron  stack  is  about  twice  as  groat  as  that  required  in 
a  brick  stack. 

According  to  Equation  34,  the  velocity  of  maximum  draught  for 
iron  stacks  would  ordinarily  lie  between  the  limits  of  6  and  14 
feet  per  second — depending  on  the  height  of  the  chitaney  and  the 
temperature  of  the  escaping  gas — while  for  brick  stacks  the  limits 
would  be  about  3  and  7  feet  per  second.  Our  previous  investiga- 
tions show,  however,  that  such  low  velocities  would  usually  be  real- 
ized in  brick  stacks  only  when  working  below  their  economic 
capacity. 

TEMPEBATURE  OF  MAXIMUM   DRAUGHT. 

One  of  the  problems  often  discussed  in  connection  with  the 
theory  of  chimneys,  is  that  of  finding  the  temperature  of  the 
escaping  gases  at  which  the  weight  of  gas  discharged  per  second 
will  be  a  maximum.  In  order  to  ascertain  this,  we  may  combine 
Equations  2  and  4,  which  gives  us 

/39_40      CM(V'T.\ 

3  600  W 
From  Equation  9,  we  have  BF=  -V?j^ — j  and  substituting  this 

value  for  BF  in  Equation  7,  gives  us 

If  we  now  place  these  two  values  of  P  equal  to  each  other,  and 
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dW 

then  make  the  diflferential  coefficient  -pp  equal  to  zero,  we  shall 

obtain  an  equation  to  determine  the  temperature  which  will  make 
W,  or  the  weight  of  gas  discharged  per  second,  a  maximum. 
Performing  these  operations,  we  have 


It  must  be  remembered  that  the  temperatures  T,  and  T^  are  to  be 
reckoned  from  the  absolute  zero,  461  degrees  below  the  ordinary 
Fahrenheit  zero. 

It  is  evident  from  the  last  equation  that  the  temperature  of  maxi- 
mum draught  is  not  invariable,  but  depends  upon  the  dimensions 
of  the  chimney  and  furnace,  different  chimneys  working  best  at 
different  temperatures.  It  is  also  evident  that  this  temperature 
can  never  be  as  low  as  that  given  by  Kankine's  formula  before 
referred  to,  as  that  would  require  the  second  term  under  the  rad- 
ical sign  to  be  equal  to  zero,  which  is  not  possible.  The  ordinary 
values  of  the  temperature  of  maximum  draught  would  range  from 
1,000  to  2,000  degrees  on  the  common  Fahrenheit  scale — tempera- 
tures higher  than  it  is  desirable  to  attcdn  in  chimneys. 

FORCED  DRAUGHT. 

When  air  is  forced  under  the  grate  by  means  of  a  fan  or  steam 
jet,  the  resistance  of  the  bed  of  coals  does  not  need  to  be  overcome 
by  the  chimney  draught.  It  is  usually  desirable  in  such  a  case  to 
have  a  chinmey  of  sufficient  draught  to  overcome  the  resistance 
offered  by  the  combustion  chamber,  boiler-tubes,  and  flues ;  other- 
wise the  pressure  in  the  combustion  chamber  will  b^  greater  than 
that  of  the  atmosphere,  and  the  hot  gases  will  tend  to  leak  out  of 
the  furnace,  or  will  rush  out  whenever  the  fire-door  is  opened.  To 
design  a  chimney  for  use  with  forced  draught,  therefore,  it  is  only 
necessary,  in  computing  the  value  of  K^  or  the  coefficient  of  resist- 
ance for  the  furnace,  to  omit  the  first  two  terms  of  the  second 
member  of  Equation  6,  which  terms  correspond  to  the  pressure 
required  to  produce  the  entrance  velocity,  and  to  overcome  the 
resistance  of  the  fire-bed. 

This  omission  of  terms,  in  the  case  of  the  furnace  of  which 
dimensions  have  been  given,  would  reduce  the  resistance  to  be  over- 
come by  the  chimney  draught  to  about  six-tenths  of  its  original 
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value,  and  (by  Equation  22)  the  height  of  the  chimney  needed  with 
forced  draught  would  be  in  this  case  six-tenths  of  that  required  for 
natural  draught  alone.  On  the  other  hand,  by  using  a  chimney  of 
the  same  height  as  for  natural  draught,  the  use  of  the  blast  would 
allow  the  temperature  of  the  escaping  gases  to  be  reduced  to  six- 
tenths  of  its  original  value  on  the  common  scale,  thus  effecting 
perhaps  a  saving  of  fuel.  In  some  cases  the  diminution  in  the 
value  of  K  woidd  be  greater  than  in  the  example  cited,  in  other 
cases,  less. 

PROPORTIONS  OP  FURNACE,   PlIUES,   ETC. 

In  proportioning  furnaces,  it  is  well  to  keep  in  view  the  object 
of  making  the  coefficient  of  resistance,  K^  as  small  as  practicable. 
For  this  reason,  the  access  of  air  under  the  grate  should  be  as 
direct  and  free  as  possible,  the  tube  calorimeter  should  not  be 

excessively  contracted, f^  is  a  good  value,)  and  the  passages  lead- 
ing from  the  boiler  to  the  chimney  should  be  as  nearly  circular 
as  possible,  smooth,  with  no  sudden  changes  of  cross  section, 
sharp  bends,  or  currents  entering  at  right  angles.  The  same  rules 
used  to  determine  the  cross  section  of  the  chimney  may  be  ap- 
plied also  to  the  horizontal  smoke  fluea  A  damper  for  regulating 
the  draught  should  be  placed  either  in  the  chimney  or  main  flue, 
according  to  convenience,  and,  to  obtain  the  best  residts,  should 
be  controlled  by  an  automatic  regulator. 

MATERIAL  AND  SHAPE  OF  CHIMNEYS. 

The  principles  developed  in  the  foregoing  discussion  indicate 
that  in  the  matter  of  draught  there  is  very  little  choice  between  an 
iron  and  a  brick  chimney,  the  more  rapid  radiation  of  heat  from 
the  former  being  in  a  considerable  degree  offset  by  the  greater 
frictional  resistance  and  liability  to  leakage  of  the  latter.  The 
question  as  to  which  material  to  use  should  therefore  be  settled 
generally  by  considerations  of  cost,  durability,  and  architectural 
fitness. 

In  regard  to  the  shape  of  cross  section  of  a  chimney  it  may  be 
said  that  the  circular  form  is  theoretically  the  best,  on  account 
of  economy  of  material,  and  as  offering  the  least  resistance  to  the 
passage  of  the  gases,  and  the  least  cooling  surface.  The  differ- 
ence between  the  draught  obtained  from  a  round  chimney,  and  that 
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from  a  square  one  of  the  same  height  and  sectional  area,  is,  how- 
ever, only  one  or  two  per  cent.,  and  brick  chimneys  may  frequently 
be  built  more  cheaply  in  the  square  form. 

The  best  shape  for  a  chimney  cap  is  probably  one  that  will  de- 
flect the  wind  upward,  thus  making  it  tend  to  help,  instead  of 
hindering,  the  draught. 

The  statement  is  sometimes  met  with  that  a  better  draught  can 
be  obtained  if  the  chimney  is  not  made  uniform  in  its  inside  cross 
section,  but  tapering ;  some  contending  that  the  largest  diameter 
should  be  at  the  bottom,  others,  that  the  top  should  be  largest. 
In  view  of  the  fact  that  the  total  frictional  resistance  of  a  well- 
proportioned  chimney  is  usually  less  than  one-tenth  of  the  resist- 
ance of  the  furnace,  and  in  view  of  the  very  slight  variation  that 
can  be  made  in  the  draught  by  a  moderate  change  in  the  cross  sec- 
tion of  the  chimney  throughout  its  whole  height,  it  is  apparent 
that  any  improvement  that  might  be  made  in  the  draught  by  taper- 
ing the  chimney  would  be  almost  imperceptible ;  and  while  there 
might  be  no  serious  objection  to  the  tapering  form,  its  advantages, 
if  any,  would  certainly  not  warrant  any  additional  expense  in  con- 
struction. 

In  conclusion,  it  may  be  stated  that  the  formidae  in  this  paper 
have  been  tested  by  compaiison  with  the  results  obtained  in  a 
number  of  actual  cases,  and  in  so  far  as  the  writer  has  been  able 
to  observe,  have  been  fairly  sustained  by  the  facts. 

DISCUSSION. 

Mr.  Geo.  H.  Babcock.* — This  paper  shows  commendable  zeal 
in  investigating  a  problem  which  cannot  be  too  well  understood, 
and  it  develops  some  new  ideas.  Perhaps  the  most  novel  thing 
in  it  is  the  stated  relation  between  the  area  and  height  of  a 
stack  for  the  most  economical  construction.  If  reliable,  it  is 
worth  knowing.  The  method  of  arriving  at  the  measure  of 
friction  in  the  stack  is  novel,  and  possibly  nearer  the  truth  than 
some  of  the  former  approximations.  Whether  the  result  is 
worth  the  amount  of  figuring  necessary  to  apply  it  in  practice 
may  be  questioned,  however,  when  we  remember  how  small  a 
part  of  the  whole  it  constitutes.  Wiesbach  gives  it  as  5^.  The 
formulas  given  by  Mr.  Kent,  in  a  papert  read  before  this  Society, 
are  simple  and  convenient  for  use,  but  do  not  take  into  account 

*  Contributed  after  adjourDment. 
t  Transactions.  Vol.  VI.,  p.  81. 
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the  friction  of  flues  and  furnaces,  as  in  the  formulas  now  given 
by  Prot  Gale.  But  we  are  met  at  the  outset  with  the  difficulty 
that  all  such  measures  must  necessarily  be  more  or  less  in- 
definite. Every  fact,  however,  which  we  can  have  recorded  is 
valuable,  and  we  have  some  in  this  paper  worth  noting. 

Our  author  assumes  that  the  draught  of  a  chimney,  as  given 
by  formula,  has  a  fixed  ratio  to  the  number  of  pounds  of  fuel 
which  can  be  burned  therewith,  without  taking  into  considera- 
tion the  many  other  controlling  elements,  as  area  of  grate,  kind 
and  character  of  fuel,  etc.  Now,  the  fact  is  that  the  formulas,  as 
usually  given  for  chimneys,  have  little  relation  to  that  point,  and 
cannot  have,  because  there  is  such  a  wide  difference  between 
fuels  and  the  conditions  under  which  they  are  burned.  A 
chimney  which  would  bum  a  given  quantity  of  "  buckwheat " 
would  burn  more  "lump"  anthracite,  still  more  bituminous 
coal,  a  still  greater  quantity  of  wood,  and  a  vastly  greater 
quantity  of  petroleum.  Again,  a  chimney  which  would  burn 
wood  or  coke  to  good  advantage  would  not  bum  fine  anthracite 
at  all,  and  one  which  would  burn  bituminous  coal  freely  would 
not  suffice  for  culm.  Hence  this  question  is  necessarily  left 
out  of  consideration  when  treating  of  chimneys  as  chimneys. 

But  Prof.  Gale  has  fallen  into  the  same  trouble  with  his 
intricate  formula  which  he  found  with  the  old.  He  says  (p.  2) : 
"  Some  writers  state  this  formula  as  if  it  were  a  matter  of 
indifference  in  regard  to  draught ;  whether  (other  things  remain- 
ing the  same)  we  build  a  chimney  81  feet  high  and  2  feet  square 
inside,  or  16  feet  high  and  3  feet  square  inside,  the  product, 
A  Vii,  being  the  same  in  each  case.  The  16-foot  chimney  would 
be  considerably  cheaper,  and  the  main  reason  why  it  is  not  pre- 
ferred is  that  practical  engineers  know  that  it  is  not  an  equiva- 
lent for  the  81-foot  chimney."  Then,  after  he  has  evolved  an 
intricate  equation  (12)  to  avoid  this  very  objection,  he  says 
(p.  11) :  "It  is  evident  from  an  inspection  of  this  equation  that, 
assuming  different  values  for  A,  the  sectional  area,  we  may 
obtain  an  infinite  number  of  chimneys  of  different  heights, 
any  one  of  which  tvill  be  capable  of  doing  the  tcork  required.^* 
He  also  objects  (p.  2)  to  the  assumption  that  the  area  of 
chimney  should  be  }  the  grate  area,  but  gives  instead  a  rule 
(p.  13)  that  "  the  chimney  area  in  square  feet  should  equal  the 
number  of  pounds  of  fuel  to  be  burned  per  minute."  This 
amounts   to  the  same  thing  when  the  rate  of  combustion  is 
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7.5  lbs.  per  hour  per  square  foot  of  grate,  and  as  the  rate  of 
combustion  under  the  same  chimney  varies  greatly  with  the 
kind  of  fuel,  I  fail  to  see  wherein  the  last  formula  is  any 
improvement. 

But  the  principal  contention  in  the  paper  is  that  the  ordi- 
narily received  formulas  for  chimney  efficiency  are  wrong.  They 
are  based  on  the  Torricellian  theory  that  v  =  Vigh^  which  has 
been  proved  correct  for  falling  bodies  and  the  flow  of  liquids. 
In  chimneys,  however,  we  are  dealing  with  elastic  fluids,  and  it 
has  been  established  that  there  is  a  limit  beyond  which  they 
apparently  do  not  follow  the  same  law  as  incompressible  liquids ; 
and  if  it  can  be  shown  that  the  flow  in  chimneys  comes  outside 
that  limit,  then  it  may  be  assumed  that  the  formulas  are  wrong. 
But  if  the  ordinary  formulas  are  wrong  in  this  respect,  those 
given  by  Prol  Gale  in  this  paper  must  be  equally  so,  because 
they  have  as  their  basis  the  same  Torricellian  formula.  But 
whether  right  or  wrong  is  a  matter  of  no  consequence,  as  in 
boiler  practice  the  extremes  of  temperature  are  limited  by  con- 
siderations of  economy  within  moderate  limits,  and  no  engineer 
would  think  of  carrjdng  more  than  600°  up  his  stack  for  the  pur- 
pose of  producing  draught,  even  if  that  were  not  the  limit  of 
chimney  efficiency. 

Is  it  a  fact,  however,  that  Prof.  Gale  is  right  in  assuming  that 
the  formulas  for  the  maximum  discharge  of  air  from  a  chimney 
are  wrong  ?  These  formulas  assume  that  the  maximum  flow  of 
air  in  any  chimney  is,  as  stated  by  Bankine,  '^  when  the  density 
of  the  hot  gas  is  one-half  that  of  the  external  air,"  which,  of 
course,  is  to  be  understood  as  independent  of  friction  either  in 
chimneys,  flues,  or  furnaces.  If,  however,  we  consider  a  chimney 
as  a  receiver  having  a  reduced  pressure  into  which  the  air  is 
flowing  from  the  atmospheric  pressure  without,  according  to  the 
well-known  law  of  elastic  fluids  first  discovered  •by  Napier,  the 
maximum  inflow  will  occur  when  the  internal  pressure  is  one-half 
that  of  the  external ;  and,  if  there  was  no  reduction  of  density  from 
the  increased  temperature,  this  would  agree  with  the  rule  as 
stated  by  Bankine,  when  the  chimney  was  of  the  same  height  as 
the  atmosphere.  But  there  is  a  rapid  decrease  of  density  by 
the  action  of  the  same  heat  which  produces  the  decrease  of  press- 
ure, requiring  the  velocity  of  exit  to  be  greatly  increased  over 
that  of  inlet — so  much  so  that  a  maximum  outflow  is  reached 
long  before  the  inflow  is  at  a  maximum.     For  this  outfloiv  Ban- 
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kine's  formula  is  correct,  when  the  inflow  is  untrammelled,  as  he 
supposed  it  to  be.  It  will  be  seen  that,  as  the  maximum  outflow 
is  at  half  the  density  of  the  external  air,  the  area  of  inflow  may 
be  reduced  to  one-half  the  area  of  chimney,  when  the  velocity  will 
be  the  same  as  at  the  exit.  If  reduced  below  this,  the  velocity 
of  influx  will  need  to  be  increased  by  further  increasing  the  head, 
in  order  to  attain  the  maximum ;  and  practically  this  is  just  what 
Prof.  Gale  supposes  to  be  done  by  making  the  interstices  between 
the  coals  on  the  grate  so  few  and  small  that  the  effective  area  is 
less  than  half  that  of  the  chimney ;  and,  of  course,  the  tempera- 
ture of  the  maximum  flow  is  thus  raised  above  Bankine's  formula. 
This,  however,  does  not  prove  the  formula  wrong,  but  rather 
sustains  it.  A  practical  point  which  may  be  gained  by  this  dis- 
cussion is,  that  in  order  that  the  maximum  efficiency  of  a  chim- 
ney may  be  attained,  the  area  of  openings  through  the  fuel  should 
practically  be  equal  to  half  the  chimney  area,  multiplied  by  the 
increase  of  volume  of  the  air  while  passing  through  the  fneL 

But  this  whole  question  of  efficiency  of  chimneys  is  not  amenable 
to  exact  analysis.  There  are  elements  always  present  which  can- 
not be  equated.  For  instance,  the  draught  will  always  be  affected 
more  or  less  by  the  wind ;  generally — and  particularly  if  the  cap 
is  of  a  proper  form — it  will  be  increased,  but  no  man  can  tell  how 
much.  Again,  when  the  atmosphere  is  quite  still  the  heated  air 
rising  from  the  chimney  will  add  an  unknown  and  unknowable 
amount  to  its  effective  height  That  a  heated  column  without 
an  enclosing  chimney  is  effective  is  shown  by  every  fire  kindled 
in  the  open  air,  and  also  most  forcibly  by  our  whirlwinds  and 
cyclones.  Then  I  am  inclined  to  think  that  the  effect  of  infiltra- 
tion of  air  through  the  brick  walls  of  chimneys  and  flues  has  an 
influence  which  we  have  not  generally  accredited  to  it.  To  this 
is  doubtless  due  the  fact  that  iron  stacks  of  the  same  area  are 
more  efficient  than  brick  chimneys.  I  attach  little  importance 
to  the  effect  of  radiation,  as  the  gases  are  usually  within  the 
chimney  only  from  one  to  five  seconds,  and  they  cannot  lose 
much  heat  in  that  time  by  radiation  from  the  surface  of  the 
chimney. 

Frof,  C.  H.  Peabody. — ^In  the  discussion  of  this  paper  refer- 
ence has  been  made  to  a  theory  of  chimney  draught  given  by 
Bankine,  Peclet  and  others,  as  though  it  were  the  only  theory 
that  has  been  proposed.  This  theory,  which  gives  a  maximum 
draught  at  about  600'  Fahr.,  was  first  proposed  by  P6clet  in  his 
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earlier  works,  from  which  it  was  taken  by  Bankine ;  but  in  his 
later  works  Peclet  gives  another  theory,  which  does  not  give  a 
maximum.  There  does  not  appear  to  be  any  practical  advantage 
for  one  theory  over  the  other. 

Prof.  J.  Burkitt  Webb. — My  attention  has  been  called  to  a  criti- 
cism of  Bankine  and  other  noted  authors,  in  a  paper  by  Prot 
Gale,  in  the  discussion  of  which  it  was  stated  that  one  correct 
solution  of  the  problem,  if  not  two,  is  contained  in  La  Chaleur; 
by  Peclet.  On  examination  it  appears  that  the  paper  is  based 
upon  an  incorrect  hypothesis,  and  that  the  only  solution  in  La 
Chaleur  which  is  claimed  therein  to  be  correct  gives  the  same 
result  as  does  Bankine. 

A  brief  comparison  of  the  solutions  will  illustrate  a  point  or 
two  in  mechanics,  and  show  iRankine's  deep  mechanical  insight. 
In  Peclet's  solution  the  pressure  operating  to  produce  the  draught 
is  found  by  subtracting  the  weight  of  a  column  of  hot  air,  whose 
height  is  that  of  the  chimney,  from  that  of  an  equal  column  of 
cold  air.  The  height  of  a  column  of  air  which  will  give  this 
pressure  is  then  calculated,  and  the  velocity  reckoned  as  due  to 
this  height — in  the  same  manner  as  the  velocity  of  water  issuing 
from  a  vessel  is  deduced  from  its  height  therein.  But  Peclet 
hesitated  between  representing  the  pressure  by  a  column  of  cold 
air  and  supposing  it  to  produce  the  velocity  with  which  the 
(cold)  air  enters  the  chimney,  and  representing  it  by  a  column 
of  hot  air  producing  the  velocity  of  the  (hot)  air  issuing  from 
the  top  of  the  same. 

M.  Hudelo,  editing  the  last  edition  of  Peclet,  says  that  the 
mechanical  theory  of  heat  furnishes  us  the  means  of  deciding  be- 
tween the  two  formulas,  and  his  analysis  leads  him  to  the  choice 
of  the  column  of  hbt  air ;  the  principles  of  thermo-dynamics,  how- 
ever, are  not  needed  to  show  which  formula  should  be  used,  the 
principles  of  mechanics  known  to  Peclet  being  sufficient. 

If  the  velocity  be  calculated  by  means  of  the  column  of  cold  air, 
the  total  pressure  available  to  produce  the  draught  will  be  appro- 
priated to  the  production  of  the  velocity  of  the  entering  (cold) 
air,  and  nothing  will  remain  to  cause  the  increase  of  velocity, 
which  must  accompany  the  increase  of  volume  when  the  air  is 
heated  by  the  fire. 

Evidently  the  pressure  at  disposal  should  be  supposed  to  be 
occupied  in  causing  the  final  velocity  of  the  (hot)  air  issuing  from 
the  top  of  the  chimney,  unless  the  fire  can  be  supposed  respon- 
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sible  for  the  increase  of  velocity  as  well  as  the   increase   of 
volume. 

Now  it  is  a  principle  in  mechanics  that  the  internal  forces  in  a 
free  body  (or  system  of  bodies)  cannot  affect  the  motion  of  the 
centre  of  gravity  of  the  same  ;  and,  therefore,  when  an  elementary 
mass  of  air  is  heated,  its  internal  expansive  forces,  acting  equally 
in  all  directions,  can  have  no  effect  upon  the  velocity  of  the  mass, 
which  is  controlled  entirely  by  external  forces. 

While  it  is  true  that  the  fire  is  responsible  for  the  increase  of 
velocity,  and,  indeed,  for  the  whole  velocity,  it  causes  it  in  an 
indirect  manner.  In  fact  the  fire  simply  keeps  the  clock  wound 
up,  so  to  speak,  leaving  it  to  run  down  under  the  control  of  grav- 
ity alone. 

In  refreshing  contrast  to  the  analysis  in  the  last  edition  of 
Peclet,  with  its  thermo-dynamic  mistiness  and  approximations, 
is  the  clear  and  simple  treatment  in  Bankine*s  Steam  Engifie, 
some  pages  before  thermo-dynamics  is  reached.  While  Peclet  is 
referred  to,  the  analysis  is  given  in  Bankine's  own  way. 

The  question  of  head  is  disposed  of  in  the  following  words  : 
"The  formula  (just  given)  enables  the  velocity  t^to  be  com- 
puted when  the  head  N  is  given. 

"  The  head  N  is  expressed  in  feet  in  heigld  of  a  column  of  the  hot 
gas  in  the  chimney^ 

"  The  head  may  be  produced  in  three  ways : 

"I.  By  the  draught  of  a  chimney. 
"  II.  By  a  blast-pipe. 
"  III.  By  a  fan  or  other  blowing  machine. 
"  I.  The  head  produced  by  the  draught  of  a  chimney  is  equiv- 
alent to  the  excess  of  the  weight  of  a  vertical 
J— '  column  of  cool  air  outside  the  chimney,  and  of 

the  same  height,  above  that  of  a  vertical  column 
n  _ J   A     ^^  equal  base,  of  the  hot  gas  within  the  chimney; 
and,  when  expressed  mfeet  of  hot  gas,  it  is  found 
by  computing  the  weight  of  a  column  of  the  cool 
external  air  as  high  as  the  top  of  the  chimney  is 
above  the  grate,  and  one  foot  square  in  the  base, 
dividing  by  the  weight  of  a  cubic  foot  of  the  hot 
y^^^^^^^^v-^^^^^A^  gas  for  the  height  of  an  equivalent  column  of  hot 
Fig.  103.         gas,  and  subtracting  the  former  height  from  the 
latter." 
Fig.  103  illustrates  Bankine's  conception.    CD  is  the  chimney 
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whose  draught  is  to  be  found.     DE  is  a  supposed  extension,  of 
.  such  height  that  the  column  of  hot  gas  EC  exerts  the  same 
pressure  per  square  foot  as  the  column  of  cold  air  AB. 

If  the  outlet  at  F  is  closed  the  column  of  hot  gas  balances 
statically  that  of  cold  air ;  but  if  F  is  open  the  hot  gas  flows 
out  under  the  head  ED,  and  if  the  air  is  supplied  at  A  the  flow 
will  be  from  J.  to  i^. 

As  the  atmospheric  pressure  is  the  same  at  A  and  F  it  can- 
be  omitted  entirely  from  the  problem. 

Peclet  starts  with  the  supposition  of  a  fire  outside  to  warm  the 
air  passing  from  ^  to  (7,  so  that  the  chimney  contains  air  alone ; 
Bankine  supposes  hot  gas  in  the  chimney,  but  his  analysis  applies 
equally  to  hot  air. 

A  model  could  be  made  to  illustrate  this  action  in  a  tube  of 
the  same  form,  A  B,  C  D  E,  Let  water  be  supplied  at  A^  and 
let  a  jet  of  air  be  blown  in  at  right  angles  to  the  current  between 
B  and  C  with  sufficient  force  to  mix  thoroughly  with  the  water. 
In  AB  there  will  now  be  solid  water  and  in  CE  a  lighter  mix- 
ture of  water  and  air,  which  will  rise  to  a  height  DE  above  the 
water-level  at  A  when  the  mixture  is  properly  proportioned, 
so  that  the  issuing  velocity  at  F  will  be  that  due  to  the 
head  DE. 

Thermo-dynamics  may,  however,  be  legitimately  brought  into 
the  problem,  for  it  must  be  evident  that  the  density  of  the  hot 
gas  will  not  be  the  same  at  all  parts  of  the  chimney,  and,  to  get 
at  the  weight  of  the  column,  some  average  density  must  be 
assumed  or  the  law  of  its  variation  must  be  obtained  upon  ther- 
mo-dynamic  principles.  The  former  method  is,  however,  suf- 
ficiently accurate  for  all  purposes. 

Bankine  knew  that  thermo-dynamics  was  not  needed  in  the 
problem,  and  he  appreciated  fully  the  importance  in  every 
problem  of  seeing  clearly  the  exact  bearing  of  the  different 
principles  of  mechanics  upon  the  subject, 
and  of  making  use  of  such  as  lead  to  the 
simplest  and  most  reliable  conclusions. 

I  am  accustomed  to  use  the  following 

illustratioD  of  the  independence  of  internal       _       

and  external    motions   with   my   class   in       Ybh     AJV 

mechanics:  Suppose   a  car  (Fig.  1(4)   to 

have  mounted  upon  it  a  fly-wheel,  on  the 

shaft  of  which  a  rope  is  coiled.     The  rope  is  pulled  in  a  direc- 
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tion  parallel  to  the  track  with  a  constant  force  of  100  lbs.   What 
difference  will  it  make  in  the  motion  along  the  track  whether  . 
the  fly-wheel  is  free  to  turn,  or  whether  it  is  blocked  so  that  it 
cannot  turn  ? 

The  principle  of  momentum  solves  the  problem  at  once,  for  we 
have  only  to  consider  that  the  car  and  fly-wheel  together  constitute 
a  body  free  to  move  horizontafly,  and  that,  so  far  as  motion  along 
the  track  is  concerned,  it  is  a  matter  of  indifference  whether  there 
are  also  internal  motions  or  not.  The  100  lbs.  will  produce  a  linear 
momentum  of  100  each  second  (neglecting  friction)  whether  the 
fly-wheel  is  free  to  turn  or  not,  so  that,  the  motion  of  the  car  will 
be  the  same  as  though  the  rope  were  fast  to  the  car  itself. 

If,  on  the  other  hand,  the  problem  be  to  find  how  much  work 
the  force  does  in  each  case,  account  must  be  taken  of  the  fact 
that,  when  the  fly-wheel  is  blocked,  the  100  lbs.  moves  over  the 
same  space  as  the  car,  while,  with  the  fly-wheel  free,  it  will 
move  over  an  additional  space  due  to  the  rope  unwinding  from 
the  axle.  The  simple  principle  of  momentum  used  above  is 
now  no  longer  sufficient,  and  the  angular  momentum  of  the  fly- 
wheel must  be  found,  and  the  work  done  in  rotating  the  wheel 
added  to  that  done  in  moving  the  car  and  wheel  along  the  track. 

I  propose,  at  the  next  meeting  of  the  Society,  to  present  a 
paper  analyzing  the  thermo-dynamic  solution  in  Peclet,  which 
can  hardly  be  considered  as  a  rigorous  proof  of  the  formula, 
inasmuch  as  it  departs  considerably  from  the  actual  conditions 
of  a  chimney  and  does  so  in  a  way  not  likely  to  be  noticed. 
This  makes  it  necessary  to  show  that  such  departure  involves 
no  essential  error.  What  proof  it  does  contain  is,  moreover,  a 
repetition  of  previous  analysis,  and  therefore  superfluous. 

Prof,  J.  E.  Denton. — Referring  to  the  foot  of  the  eighth  page 
of  his  paper,  Mr.  Gale  states  that  no  necessary  relation  is  borne 
by  the  velocity  in  the  chimney  to  that  in  the  fire  grate  and 
tubes.  This  is  true  ;  but  as  soon  as  this  relation  is  determined 
upon,  as  it  must  be  for  any  given  plant,  there  is  a  fixed  relation, 
except  for  the  element  of  temperature.  This  being  so,  every 
term  in  equation  (6)  will  be  expressible  in  terms  of  the  velocity 
in  the  chimney,  and  the  temperature  of  the  latter  times  a  series 
of  constants.  Hence  the  total  head  or  pressure  to  produce  the 
draught  will  be,  as  given  by  Bankine  and  Peclet, 

-Pr+P=2^(«+/?  +  r.etc.) (X.) 


Digitized  by 


Google 


THEORY  AND  DESIGN  OF  CHIMNEYS.  481 

«>  /^>  Vf  ©tc«>  a-re  constants  representing  the  combined  con- 
stants for  temperature  and  velocity  respectively.  Any  one 
term  may  be  isolated,  like  P^  as  has  been  done  by  the  author  in 
equations  (8)  and  (4).  Placing  these  equations  equal  to  each  other, 

we  have  W^  =  a  j^.     Now  the  value  of  P  =  ^tr^,  equation  (7), 

should  give  rise  to  a  precisely  similar  relation,  but  Mr.  Gale  has 
left  out  of  this  equation  the  value  of  the  variable  temperature, 
which  is  equal  to  T,  times  a  series  of  constants,  as  in  (X.),  the 
sum  of  which  is  represented  in  K.  We  should  have,  therefore, 
that  the  resistances  represented  by  K  are  also  controlled  by  a 

relation,  W^  ot     ^ 

If,  therefore,  the  temperature  T,  was  properly  involved  in  equa- 
tion (37)  we  should  have  the  whole  draught  subject  to  the  relation 

y%  y 

JF*  a  ^fj,  whence  TF  or  =-. 

But  r=A/P+Pr,  and  by  equation  (2)  P+Pf  =  a  H\i^  ^  -  l\ 

Whence  Wa  i^i?(^*-^a).    if  in  this  H  is  caUed  0.96,  the 

maximum  value  oi  W\b  identical  with  that  in  Bankine's  Steam- 
Engim  and  in'P^clet  (edition  1878,  Vol.  I.,  art  544),  the  result 
being  that  the  draught  is  a  maximum  at  about  the  temperature 
of  melting  lead. 

Facts  regarding  chimneys,  such  as  Mr.  Gale  makes  the  bases  of 
his  formulas  (pages  2,8  and  11),  are  greatly  needed  to  render  the 
subject  available  to  formulas,  and  he  should  give  them  in  full 
as  he  has  observed  them,  if  possible.  It  is  to  be  regretted  that 
the  undoubted  mathematical  ability  of  the  author  has  not  had 
more  extensive  facts  upon  which  to  base  constants.  Peclet — 
from  whose  work  all  formulas  for  draught  originate — had  very 
meagre  facts  to  deal  with ;  but  Peclet  admits  that  practice  can 
do  better  with  empirical  formulas  than  with  the  mathematical 
ones,  until  more  facts  or  data  are  obtained.  Mr.  Gale,  with  less 
data  than  Peclet,  asks  practice  to  be  guided  by  formulas  con- 
siderably more  intricate  than  those  which  Peclet  pronounces 
rather  impractical 

Mr.  Kent's  formula  for  chimneys,  like  many  others,  is  quite  sat- 
isfactory for  practice  in  general ;  but  it  does  not  distinguish  as  to 
the  true  origin  of  the  resistances,  the  greatest  of  which  is  the  grate. 
81 
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Mr.  (bale's  paper  is  valuable  in  emphasizing  this  poini 

Prof.  Peabodj's  remark  makes  me  recall  that  there  is  such  a 
solution  as  he  describes  in  P^clet's  treatise,  in  which  the  prin- 
ciples of  thermo-dynamics  are  applied  to  the  flow  of  gas  in  a  chim- 
ney,  as  if  the  latter  were  a  tube.  The  subject  is  so  rough  a  one^ 
however,  from  a  mathematical  standpoint,  that  Bankine's  formulas- 
are  quite  as  practicable  as  any  mathematical  treatment  need  be. 

On  refreshing  my  acquaintance  with  P^clet,  I  find  that  the 
thermo-dynamic  solution  therein  is  the  one  which  gives  the  same 
temperature  for  maximum  draught  as  given  by  Bankine.  (See 
VoL  L,  pp.  539-40.;* 

I  hope  Mr.  QeAe  will  especially  add  to  his  paper  an  account 
of  the  cases  which  he  has  observed  which  prove  that  chimney 
temperatures  in  excess  of  600"^  cause  increase  of  draught.  Theorj 
must  always  give  way  to  facts  derived  from  observation,  and 
in  a  matter  so  very  difficult  of  observation,  as  is  the  increase  of 
draught  due  to  changes  of  temperature  and  not  to  differences  of 
obstruction,  we  should  have  the  facts  in  full  detail 

Prof.  H.  B.  Gate.f — ^The  author  wishes  in  conclusion  to  present 
a  few  points  in  answer  to  the  various  criticisms  which  hi» 
effort  has  called  forth.  The  objections  may  be  best  disposed  of 
by  considering  them  separately,  in  their  order. 

Mr.  Babcock,  after  alluding  to  the  author's  '*  method  of  arriv- 
ing at  the  measure  of  friction  in  the  stack"  as  ''novel,  and  pos- 
sibly nearer  the  truth  than  some  of  the  former  approximations,"^ 
questions  "  whether  the  result  is  worth  the  amount  of  figuring 
necessary  to  apply  it  in  practice,"  etc  The  ground  of  objection 
here  seems  hardly  well  chosen,  inasmuch  as  no  "  figuring "  at 
all  is  necessary  to  apply  it  in  practice.  A  careful  reading  of  the 
paper  should  have  shown  that  in  passing  from  equation  12  to 
equation  15  to  find  the  most  economical  height  for  a  chimney,, 
the  expression  for  friction  in  the  stack  reduces  to  a  constant 
factor,  whose  value  is  included  in  the  coefficient  100,  in  equa- 
tion 22.  In  this  respect,  indeed,  the  latter  formula  has  the  ad- 
vantage over  those  of  Mr.  Kent,  which  are  recommended  as 
"  simple  and  convenient  for  use,"  in  that  his  formulas  do  require 
a  special  calculation  for  the  purpose  of  accounting  for  the  ele- 
ment of  chimney  friction.  The  calculation  is  "  simple ''  enough, 
to  be  sure,  but  as  its  sole  basis  is  the  arbitrary  assumption  that 
the  retardation  of  velocity  due  to  friction  against  the  walls  ''  is 

*  Added  since  the  meeting.  f  Author's  Closure,  under  the  Rules. 
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equal  to  a  layer  of  air  two  inches  thick  over  the  whole  interior 
surface/'*  it  has  a  somewhat  remote  chance  of  being  correct  In 
regard  to  the  treatment  of  the  matter  of  friction  in  the  stack  in 
this  paper,  the  only  "  novel "  feature  consists  in  determining  the 
coefficient  of  friction  by  direct  measurements  upon  chimneys 
with  the  draught  gauge,  instead  of  relying  upon  values  deduced 
from  laboratory  experiments  on  small  tubes,  as  has  been  gen- 
erally done.  The  expression  for  P^  in  the  paper  may  be  derived 
from  either  of  the  expressions  given  respectively  by  Bankine, 
Peclet,  and  Weisbach,  merely  by  making  the  requisite  changes 
in  notation.  For  example:  in  Article  233,  page  287,  of  The 
Steam  Engine^  Bankine  expresses  the  ''  head  '*  required  to  over- 
come friction  in  the  stack  by  ^  (      )  where  u  is  "  the  velocity 

of  the  current  in  the  chimney "  (corresponding  to  F  in  the 
paper),/ is  a  constant,  I  is  the  length  of  the  chimney  (here  de- 
noted by  H\  and  mis  "its  area  divided  by  its  perimeter,"  or, 

A 
in  the  notation  of  this  paper,  -v^.    Making  these  changes  in  no- 
tation, Bankine's  expression  becomes  ^-  — -^ — .      On  the  same 

page  in  The  Steam  Engine  we  have  Bankine's  statement  that  the 

head  "may  be  converted  into  an  equivalent  pressure  in  pounds 

on  the  square  foot  by  multiplying  by  the  density  of  the  chimney 

40 
gas."     Therefore,  representing  that  density  by  -=^,   we   obtain 

^—  -^  ,  and  massing  the  constants  into  one  term,  C;  we 

Lg    1,  A 

have  equation  3  of  the  paper.  The  value  of  the  coefficient  of 
friction  in  the  stack,  as  directly  measured  by  the  methods  de- 
scribed in  this  paper,  is  about  50^  greater  than  the  value  "  esti- 
mated "  by  Peclet  for  "  sooty  surfaces,"  and  quoted  by  Bankine 
in  the  article  referred  to ;  a  closer  agreement  than  would  be  ex- 
pected under  the  circumstances. 

The  next  criticism  charges  me  with  assuming  that  "the 
draught  of  a  chimney  as  given  by  formula  has  a  faed  ratio  to 
the  number  of  pounds  of  fuel  which  can  be  burned  therewith, 
without  taking  into  consideration  the  many  other  controlling 
elements,  as  area  of  grate,  kind  and  character  of  fuel,  etc." 

A  glance  at  the  paper  will  show  clearly  what  assumptions  are 

♦  Steam,  20th  edition,  p.  60. 
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really  made  on  this  point,  and  that  the  '*  controlling  elements  " 
mentioned  have  not  been  neglected.  Under  Design  of  Chimney 
to  do  Given  Work,  we  find  "  the  number  of  pounds  of  coal  which 
can  be  burned  per  second  on  a  given  grate  is  equal  to  the  weight 
of  air  forced  through  [t.  e.,  the  draught]  divided  by  the  num- 
ber of  pounds  of  air  required  for  the  combustion  of  a  pound  of 
coal  tmder  the  given  conditions'^  It  is  recognized  that  different 
furnaces  and  grades  of  fuel  require  different  ratios  of  weight  of 
air  supplied  to  weight  of  coal  consumed,  and  this  variable  ratio 
is  represented  by  a  factor  B,  which  is  carried  through  to  equa- 
tion 21.  According  to  the  excellent  treatise  on  Steam  already 
referred  to  the  value  of  B  may  vary  between  the  limits  12  and 
29,  though  the  extreme  values  are  rarely  approached  in  good 
practice  ;  but  it  is  not  assumed  in  the  paper  to  be  ''  a  fixed  ratio.'* 
In  equations  22  to  25  ^he  value  21  is  used  as  an  average,  but 
following  that  is  the  statement  that  "incases  where  the  number 
of  pounds  of  air  supplied  per  pound  of  fuel  differs  much  from 
the  ordinary  steam-boiler  practice,  we  should  go  back  to  equa- 
tion 21,  which  takes  account  of  these  factors.*' 

As  to  the  other  "controlling  element *' mentioned,  viz.^  the 
"  area  of  grate,"  it — or  rather  the  area  of  grate  opening,  which  is 
the  more  important  feature  as  regards  the  draught — has  been  not 
only  "  taken  into  consideration,'*  but  appears  as  a  factor  a  in 
every  formula  given  by  the  author  for  the  height  of  chimney  or 
the  weight  of  fuel  consumed. 

Now  as  to  whether  or  not  I  have  "  a  wrong  conception  of  the 
application  of  the  ordinary  formula.**  The  only  application  made 
of  it  in  the  paper,  on  which  the  charge  must  be_based,  is  in  the 
second  section,  where  the  equation  F=  CAVH  is  cited  "as  an 
illustration*'  of  the  formulas  derived  from  the  common  theory. 
Here  F  is  the  number  of  pounds  of  fuel  that  can  be  burned  per 
hour,  H  the  height  and  A  the  area  of  the  chimney,  and  Ca  con- 
stant An  equation  of  this  form  is  given  by  Weisbach,  by 
Robert  Wilson  in  his  work  on  Boiler  and  Factory  Chimneys,  by 
Prof.  C.  A.  Smith  in  his  Boiler  Practice,  in  Nystrom's  Me- 
chanics, in  Haswell's  Engineers'  Pocket  Book,  and  in  a  more  or 
less  modified  shape  by  numerous  other  authorities,  and  will  be 
allowed  to  be  a  fair  illustration.*  Some  writers — among  them  Mr. 

»Du  Bois'  Translation  WeisbacU's  MecJianics,  Vol.  XL,  p.  194;  BoUer  CHm- 
ntyM^  Wilson  [London,  1877] ;  Smith's  Bailer  Practice,  p.  20 ;  Nystrom's  Me- 
chanics, Ed.  1882,  p.  428 ;  Hsswell's  Engineers*  Pocket  Book,  Ed.  1885.  p.  748. 
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Babcock,  who,  in  Steam^  has  adopted  Mr.  Kent's  formula— give 
the  "horse-power"  of  the  chimney  instead  of  the  number  of 
pounds  of  coal  burned  per  hour ;  but  the  principle  is  the  same, 
as  the  horse-power  in  these  cases  is  rated  on  the  basis  of  the  com- 
bustion per  houi^^of  a  fixed  weight  of  f ueL*  Mr.  Babcock,  follow- 
ing Mr.  Kent,  further  modifies  the  equation  by  using,  instead  of 
the  area  A^  what  he  is  pleased  to  call  the  "  e£fectiye  area,"  ob- 
tained by  subtracting  the  equivalent  of  /'a  layer  of  air  two 
inches  thick  "  as  allowance  for  friction.  He  rates  a  horse-power 
at  5  lbs.  of  coal  per  hour,  and  makes  the  power  of  the  chimney 
=  3.33J?  VA,  where  E  is  the  "  eflFective  area"  and  h  is  the  height. 
I  submit  that  all  these  formulas  are  open  to  the  serious  objec- 
tion of  purporting  to  give  either  the  horse-power  of  a  chimney 
or  "  the  number  of  pounds  of  fuel  which  can  be  burned  there- 
with, without  taking  into  consideration  the  many  other  control- 
ling elements,  as  area  of  grate,"  etc.  Indeed,  in  the  article  by  my 
critic,  which  assumes  to  give  rules  for  the  design  of  chimneys, 
no  mention  whatever  is  made  of  the  "  area  of  grate,"  and  the 
reader  is  left  to  infer  that  it  has  no  bearing  on  the  problem  !  It 
appears  to  the  writer  that  a  formula  which  goes  out  of  the  way 
in  an  attempt  to  take  into  account  the  small  element  of  friction 
in  the  stikck,  and  then  "necessarily  leaves  out  of  consideration" 
what  our  critic  has  called  the  "  controlling  elements,"  had  bet- 
ter not  be  given,  as  it  is  certain  to  mislead  whenever  applied  to 
condition3  differing  from  the  avei^e. 

The  next  argument  (see  paragraph  beginning :  "  But  Prof.  Gale 
has  fallen  into  the  same  trouble  with  his  intricate  formula  which 
he  found  with  the  old,"  etc)  may  be  answered  by  simply  asking 
those  who  are  interested  to  compare  equation  12  of  the  paper,  to 
which  my  critic  refers,  with  the  equation  F  =  CA  V^H,  I  think 
they  will  be  found]  as  essentially  unlike  as  my  rule  that  "  the 
chimney  area  in  square  feet  should  equal  the  number  of  pounds 
of  fuel  burned  per  minute  "  is  unlike  the  old  rule  which  makes 
it  "  ]^  of  the  grate  area  "  for  all  rates  of  combustion.  On  the  lat- 
ter point  Mr.  Babcock  observes  that  the  new  rule  amounts  to  the 
same  thing  as  the  old  "  when  the  rate  of  combustion  is  7.5  lbs. 
per  hour  per  square  foot  of  grate."  This  is  true  ;  and  he  might 
have  said  also,  with  equal  truth,  that  when  the  rate  of  combus- 
.  tion  is  thirty  pounds  per  square  foot  per  hour,  it  amounts  to 
quite  a  different  thing.  The  formulas  for  chimney  area  here 
*  S«»e  Mr.  Kent*s  paper,  Transactions,  Vol.  VI.,  p.  8?. 
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presented  are  based  on  the  assumption  that  the  quantity  of  gas 
which  a  chimney  has  to  discharge  is  proportional — roughly,  of 
course — to  the  quantity  of  coal  burned,  and  not  to  the  area  of  the 
grate  on  which  it  is  burned  ;  and  that  consequently  a  chimney 
which  is  designed  for  free-burning  bituminous  coal  needs  a 
larger  cross  section  for  the  same  grate  area  than  one  designed  to 
burn  anthracite  slack. 

The  remarks  upon  the  theoretical  formula,  v  =  ^/2gh^  appli- 
cable to  the  flow  of  incompressible  fluids  through  frictionless 
orifices,  are  entirely  beside  the  question — first,  for  the  evident 
reason  that  a  fire  grate,  furnace  and  chimney  do  not  consti- 
tute a  frictionless  orifice,  or  anything  like  it ;  and  second, 
because  the  deductions  in  the  paper  are  not  based  upon  this  for- 
mula, as  the  critic  supposes,  but  instead  are  based  on  the  experi- 
mental law  that  the  frictional  resistance  to  the  flow  of  a  gas  is 
proportional,  approximately,  to  its  density  and  to  .the  square  of 
its  velocity  (see  section  on  Determination  of  Resistance  of  Furnas). 
The  only  place  in  the  paper  where  the  formula  v  =  V2grA  is 
applied  is  in  the  approximate  calculation  of  the  coefficient  of 
resistance  for  the  furnace,  K  (equation  6),  where  the  expression 
%  appears  in  two  terms,  which  are,  however,  relatively  so  small 
that  they  may  be  omitted  without  seriously  affecting  tHe  result 

The  discussion  of  the  temperature  of  maximum  draught  by 
the  same  member  is  prefaced  by  the  statement  that  it  is  a  mat- 
ter of  no  consequence,  "  as  iif  boiler  practice  the  exi;remes  of 
temperature  are  limited  by  considerations  of  economy  within 
moderate  limits,"  etc.  He  has,  nevertheless,  thought  it  a  matter 
of  sufficient  consequence  in  boiler  practice  to  devote  some  space 
to  it  in  a  treatise  of  his  own,  where,  as  the  final  result  ot  the 
investigation,  it  is  stated  that  in  the  work  of  combustion  '^  prac- 
tically nothing  can  be  gained  by  carrying  the  temperature  of  the 
chimney  more  than  350 '  above  the  external  air  at  60''."  As  this 
statement  is  not  based  upon  experience,  being  simply  a  logical 
deduction  from  the  common  theory  of  draught,  it  might  have 
been  safer  to  say  "  theoretically  nothing  can  be  gained,"  etc.  In 
point  of  fact,  temperatures  above  this  limit  are  more  common  in 
boiler  chimneys  throughout  the  United  States  than  lower  tem- 
peratures ;  where  coal  is  cheap  600"'  and  over  is  not  unusual,  and 
while  the  practice  is  often  indefensible  on  grounds  of  economy,  • 
projdicaUy  the  higher  temperatures  do  give  a  noticeable  increase 
in  the  rate  of  combustion,  or,  what  amounts  to  the  same  thing, 
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give  an  equally  high  rate  with  a  chimney  of  less  height.^  But 
«ven  were  it  admitted  that  in  "boiler  practice"  the  chimney 
temperature  should  never  exceed  350"^,  the  inference  that  the 
discussion  of  higher  temperatures  is  a  matter  of  no  consequence 
would  still  be  a  non  seqtdtur,  as  chimneys  are  used  for  other  pur- 
poses, for  some  of  which  temperatures  as  high  as  1,0(W  are 
employed. 

Passing  to  the  question,  "Is  it  a  fact,  however,  that  Prof. 
Oale  is  right  in  assuming  that  the  formulas  for  the  maximum 
discharge  of  air  from  a  chimney  are  wrong?"  Mr.  Babcock 
informs  us  that  the  common  formulas  are  "  to  be  understood  as 
independent  of  friction,  either  in  chimneys,  flues  or  furnaces ; " 
and  again,  "Bankine's  formula  is  correct  when  the  inflow  is 
untrammdledy  as  he  supposed  it  to  be."  With  this  rather 
important  proviso  I  am  quite  willing  to  admit  it  to  be  correct, 
although  Bankine  says  nothing  about  any  such  proviso.  Now, 
in  view  of  the  fact — admitted  by  Bankine  himself — that  from  92 
to  96^  of  the  whole  draught  ppwer  of  a  chimney  is  employed  in 
overcoming  frictional  resistances,  it  may  fairly  be  asked  how  a 
formula  derived  "independent  of  friction"  can  possibly  be 
otherwise  than  "  wrong "  ?  And  when  it  is  considered  that  at 
least  f  of  this  resistance  is  usually  encountered  in  the  fire  grate 
and  boiler  flues,  is  it  not  evident  that  the  inflow  to  a  chimney 
can  hardly  be  described  as  "  untrammelled  "  ?  Mr.  Babcock 
admits  that  in  certain  cases  "the  temperature  of  the  maxi- 
mum flow  is  raised  above  Bankine's  formula,"  but  adds  that 
"  tjiis  does  not  prove  the  formula'  wrong."  If  he  prefers 
the  word  "inapplicable,"  it  will  serve  the  purpose  equally 
welL. 

In  excuse  for  neglecting  in  his  chimney  formulas  "  the  fric- 
tion of  flues  and  furnaces,"  my  critic  pleads  the  "  difficulty  " 
that  such  measures  are  necessarily  inexact  Because  a  quan- 
tity cannot  be  determined  with  precision  is  it  best  to  ignore  it 
entirely,  especially  when  it  constitutes  the  main  part  of  the 
problem  ?  To  put  the  case  in  a  nutshell :  According  to  the  for- 
mula, V  =  i^2gh,  *h®  velocity  imparted  to  a  current  of  air  at  400° 
Fahr.  by  a  head  of  4^  of  an  inch  of  water  would  be  about  60  feet 
X>er  second.  The  actual  velocity  of  the  gas  in  a  chimney  at  that 
•temperature,  with  the  draught  gauge  showing  a  head  of  ^  an 

♦  See  American  Machinist,  Dec.  26,  1889,  for  interesting  examples  by  W.  E. 
Crane. 
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inch,  is  usually  between  6  and  15  feet  per  second.  Now,  the 
difference  of  from  75  to  90^  is)  due  mostly  to  frictum^  and  J 
of  that  friction  is  in  the^fire  grate  and  flues.  It  would  seem  to 
the  ordinary  person  that  this  is  an  element  of  sufficient  conse- 
quence to  merit  some  attention. 

The  next  point — that  the  draught  of  a  chimney  is  liable  to  be 
increased  by  the  wind,  etc. — while  not  disputed,  has  no  bearing 
on  the  design  of  a  chimney  (except,  as  stated  in  the  paper,  in  re- 
gard to  the  form  of  the  cap),  as  the  chimney  should  be  designed 
to  give  sufficient  draught  when  the  wind  is  too  light  to  affect  it 
appreciably.  At  other  times  the  damper  will  take  care  of  the 
increase. 

Lastly,  as  to  the  effect  of  infiltration  of  air  through  the 
walls  of  brick  chimneys  and  the  small  effect  of  radiation 
from  iron  ones,  the  author  is  very  glad  to  be  sustained  in  his 
position  by  an  engineer  of  the  standing  and  experience  of  Mn 
Babcock. 

Prof.  Webb's  comparison  of  the  two  "solutions"  offered  by 
Peclet  for  the  theoretical  velocity  of  a  column  of  air,  and  hia 
graphic  description  of  Rankine's  conception,  are  very  clear  and 
ingenious  ;  but  the  bent  tube  pictured  in  Fig.  103  hardly  repre- 
sents the  conditions  of  a  boiler  furnace,  and  when  the  frictional 
resistance  of  the  fire-grate  and  flues  also  is  omitted,  the  resem- 
blance of  the  assumed  problem  to  the  practical  one  becomes 
still  more  remote.  Nothing  could  be  more  apt  than  the  illus- 
tration of  his  own  method  furnished  by  his  solution  of  the  prob- 
lem of  car  traction  (" neglecting  friction").  The  question  as  to 
which  of  P6clet's  theories  is  correct,  is  like  an  inquiry  whether 
an  engineer  would  come  nearer  to  the  real  force  required  ta 
pull  a  cable  car  if  ("  neglecting  friction  ")  he  assumed  the  rope 
to  be  attached  to  the  car  body,  or  to  the  hub  of  a  wheel  mounted 
thereon.  On  this  question,  the  safest  ground  seems  to  be  that 
taken  by  Prof.  Peabody,  that  "there  does  not  appear  to  be  any 
practical  advantage  for  one  theory  over  the  other." 

As  Prof.  Webb  has  not  touched  upon  the  main  problem  of 
chimney  draught,  further  comment  upon  his  discussion  is 
unnecessary ;  but  it  may  be  hoped  that  in  his  future  treatment 
of  the  subject  by  thermo-dynamics,  he  will  not  neglect  the 
"  controlling  elements." 

In  the  mathematical  discussion  of  Pro£  Denton  he  appears  to 
have  discovered  the  real  point  at  issue  between  the  common 
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theory  and  that  advanced  in  the  paper — to  wit,  the  method  of 
calculating  the  resistance  of  the  furnoLce.  Since  the  greater  part 
of  the  work  of  the  draught  is  in  overcoming  this  resistance,  its 
determination  is  the  most  important  problem  in  the  theory  of 
chimneys ;  and  this  member,  as  the  only  one  of  the  critics  to 
touch  upon  the  subject,  is  entitled  to  the  author's  gratitude,  al- 
though, in  trying  to  elucidate  the  point,  he  falls  into  the  same 
trap  in  which  most  writers  have  been  caught,  and  succeeds  only 
in  emphasizing  their  blunder.  Eeferring  to  the  author's  equa- 
tion for  the  resistance  of  the  furnace,  P  =  Kv^,  in  which  v  is  the 
velocity  of  the  entering  air  and  K  a  coefficient  for  the  furnace 
under  consideration,  the  speaker  says :  **  But  Mr.  Gale  has  left 
out  of  this  equation  the  value  of  the  variable  temperature,  which 
is  equal  to  T,  times  a  series  of  constants." 

In  reply  to  this  it  need  only  be  pointed  out,  as  has  been  done 
already  in  the  paper,  that  the  frictional  resistance  encoun- 
tered by  the  air  in  passing  through  the  fire  grate  depends  upon 
the  velocity  and  temperature  of  the  air  at  thai  point ;  and  fur- 
ther, that  neither  the  temperature  of  the  entering  air  nor  that  of 
the  fire  in  the  furnace  can  be  found  by  multiplying  the  variable 
chimney  temperature  T^  by  a  constant.  The  temperature  of  the 
air  passing  through  the  fire  grate  and  bed  of  coals  does  not  fol- 
low the  variation  of  the  chimney  temperature,  but  is  practically 
independent  of  it ;  and  the  same  is  true  of  the  temperature  at  the 
entrance  of  the  boiler  tubes,  the  point  next  in  importance  to  the 
fire  grate  as  o£fering  resistance  to  the  passage  of  the  gas. 
Hence,  in  investigating  the  eflFect  of  varying  the  chimney  tem- 
perature T^  in  the  case  of  a  given  furnace,  the  temperatures  at 
the  points  mentioned  may  be  taken  as  approximately  constant, 
and  included  in  the  coefficient  K,  In  the  expression  for  the  pres- 
sure required  to  overcome  the  resistance  of  the  furnace,  there- 
fore, the  temperature  T^  should  not  properly  be  involved,  and 
our  critic's  defence  of  Bankine  on  this  basis  falls  to  the 
ground. 

The  absurdity  involved  in  Bankine's  method  may  be  made 
more  evident  by  an  example.  Let  us  suppose  two  chimneys 
of  different  diameters — one  being,  say,  twice  as  great  as  the 
other — connected  respectively  to  two  furnaces  of  exactly  the 
same  dimensions,  having  grates  of  equal  area,  each  burning, 
say,  22  lbs.  of  coal  per  square  foot  per  hour,  and  discharging 
in  the  same  time  equal  quantities  of  gas  at  the  same  chimney 
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temperatures,  the  height  of  the  two  chimneys  being  so  adjusted 
as  to  give  equal  draught.  It  requires  no  very  "  deep  mechan- 
ical insight  *'  to  perceive  that  equal  furnaces,  traversed  by  equal 
quantities  of  gas  at  the  same  temperature,  will  offer  equal 
resistances,  and  that  the  pressures  required  to  overcome 
those  resistances  must  also  be  equal  This  is  the  result 
given  by  the  formula  P  =  Kv\  as  the  velocity  of  the  entering 
air  V  will  be  the  same  in  both  cases,  and  the  coefficients  of  re- 
sistance for  the  equal  furnaces  will  also  be  equaL  Now  let  us 
compare  the  furnace  resistances  in  these  cases,  as  calculated  by 
Bankine*s  formula,  given  on  page  287  of  The  Steam  Engine, 
which  represents  the  ''  head  *'  required  to  overcome  the  furnace 

resistance  by  the  expression  ^  x  G.    In  this  formula  G  is  stated 

to  be  "  a  factor  of  resistance  for  the  passage  of  the  air  through 
the  grate  and  the  fuel  above  it,  whose  value,  according  to  the 
experiments  of  Peclet  on  furnaces  burning  from  20  to  24  lbs.  of 
coal  per  square  foot  of  grate,  is  12  ; "  n  is  '*  the  velocity  of  the 
current  in  the  chimney.''  Now,  as  the  cross  section  of  one  of  our 
assumed  chimneys  is  i  that  of  the  other,  and  each  discharges  the 
same  quantity  of  gas,  the  velocity  u  in  the  case  of  the  former 
chimney  will  be  4  times  as  great  as  in  the  case  of  the  larger 
one  ;  and  the  other  quantities  in  the  expression  being  constant, 
we  shall  have  the  "  heads  "  required  to  balance  the  friction  of  the 
two  furnaces  respectively  proportional  to  the  values  of  u^  in  the 
two  cases.  Moreover,  as  the  head  may  be  converted  into  an 
equivalent  pressure  by  multiplying  by  the  density  of  the  chimney 
gas,  and  the  density  of  the  gas  in  the  two  chimneys  is  the  same, 
we  obtain  the  result  that  the  pressure  required  to  balance  the 
resistance  of  one  of  our  given  furnaces  is  just  sixteen  times  as 
great  as  that  required  to  balance  the  resistance  offered  by  an 
equal  furnace  to  the  passage  of  the  same  quantity  of  gas  at  the 
same  temperature ! 

It  devolves  upon  those  who  maintain  that ''  Bankine's  formu- 
las are  quite  as  practicable  as  any  mathematical  treatment 
need  be  "  to  explain  this  apparent  discrepancy. 

It  is  stated  in  the  discussion  that  "  Mr.  (>ale,  with  less  data 
than  Peclet,  asks  practice  to  be  guided  by  formulas  considera- 
bly more  intricate  than  those  which  Peclet  pronounces  rather 
impractical."  *  In  regard  to  the  first  point,  the  author  would  say 
that  all  P^clet's  data  were  freely  used  in  writing  the  paper  for 
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purposes  of  comparison,  in  addition  to  the  material  derived  from 
original  experiments ;  and  in  regard  to  the  second,  he  invites 
comparison  of  formulas  20  and  22 — which  are  those  chiefly 
recommended  for  practice — with  the  formulas  of  P^clet  and 
Bankine.  Such  a  comparison  will  show  that  the  author's  formu- 
las are  no  more  intricate,  and  —he  is  confident — are  somewhat 
less  "impractical" 
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CCCLXXVII. 

GENERAL  SOLUTION  OF  THE  TRANSMISSION  OF 
FORCE  IN  A  STEAM  ENGINE,  A  S INFL  UENCED  B  Y 
THE  ACTION  OF  FRICTION,  ACCELERATION;  AND 
GRA  VITY. 

BY  D.   8.   JACOBUS,  HOBOKBlf,  N.  i, 

(Member  of  the  Society.) 

As  there  is  a  general  tendency  among  mathematicians  to  avoid 
all  equations  that  contain  approximations,  this  subject  has  been 
worked  over  many  times,  each  writer  trying  to  develop  equations 
more  general  than  those  previously  obtained,  notwithstanding  the 
fact  that  many  of  these  same  equations  solve  the  problem  with  all 
the  exactness  that  will  ever  be  required  for  practical  work. 

Solutions  of  this  problem  have  been  given  by  other  members  of 
this  society,  and  others  in  this  country,  some  of  which  have  been 
admirable ;  the  subject  has  also  been  taken  up  in  a  very  elaborate 
approximate  way  by  many  German  writers.  These  solutions  have 
been  thoroughly  looked  into  during  the  last  two  years,  in  which  the 
writer  has  worked  at  intervals  on  the  problem. 

It  is  endeavored  in  this  paper  to  present  a  set  of  equations  in- 
volving every  condition  met  with  in  ordinary  engine  practice,  not 
as  a  set  for  every-day  use,  but  valuable  in  showing  that  the  more 
approximate  ones  are  suflSciently  accurate  for  ordinary  purposes. 
These  equations  are  also  so  general  that  it  is  hoped  that  persons  of 
mathematical  tendencies  will  no  longer  feel  that  there  is  any  im- 
portant error  involved,  and  try  to  develop  a  set  of  a  more  exact 
nature. 

Most  writers  on  this  subject  have  been  satisfied  with  simply  de- 
termining the  accelerating  forces,  and  not  showing  how  these  forces 
modify  the  tangential  eflfort  transmitted  to  the  crank,  the  pressures 
on  the  crank  and  wrist-pins,  and  the  shaking  forces  acting  on  the 
bed  ;  in  the  present  article,  however,  this  modification  will  bo  dis- 
cussed and  numerical  examples  given. 

The  accelerating  forces  must  necessarily  be  used  in  determining 
the  following  quantities : 
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Ist.  The  pressures  that  exist  at  the  beariugs. 
.  2d.  The  effort  transmitted  to  the  crank  at  each  point  of  its 
revolntion,  knowing  which  tlie  fluctuation  of  energy  can  be  deter- 
mined. 

3d.  The  forces  tending  to  shake  the  bed  of  the  engine. 

The  general  and  approximate  equations  have  been  applied  to 
the  following  four  classes  of  engines,  and  the  difference  in  the  re- 
sults determined. 

(a)  Small  horizontal  high-speed  engine. 

(6)  Locomotive. 

(c)  Slow  speed  of  revolution.     Harris — Corliss. 

{d)  Engine  in  which  the  line  of  travel  of  the  wrist-pin  does  not 
pass  throagh  the  centre  of  tlie  crank  shaft.     Westinghoase. 

The  main  results  of  the  calculations  are  given  in  Table  I. 

The  quantity  .p , ,  as  given  in  Table  I.,  is  that  employed  by 

Eankine  in  determining  the  proportions  of  fly-wheels  proper  for 
given  engines ;  it  is  the  ratio  of  the  periodical  excess  or  deficiency 
of  energy  J-fiJ  to  the  whole  energy  exerted  per  revolution, /Pefo. 
The  curves  of  effort  transmitted  to  the  crank  shaft,  together  with 
diagrams  representing  the  magnitude  and  lines  of  action  of  the 
pressures  acting  on  the  crank-pin,  are  given  in  Figs.  62  to  66. 

The  following  conclusions  may  be  drawn  from  the  results  con- 
tained in  Table  I. : 

1st  The  greatest  difference  of  the  results  by  the  exact  and 
approximate  methods  for  the  maximum  crank-pin  pressures  is  2.8 
per  cent. 

2d.  The  greatest  difference  between  the  values  of  xp^  by  the 

two  methods  is  1.3  per  cent 

Tables  YI.  to  X.  contain  the  numerical  results  that  are  employed 
in  laying  off  the  curves  in  the  figures  previously  mentioned.  In 
these  tables  the  forces  are  given  in  pounds  per  square  inch  of  pis- 
ton area,  so  that  they  may  be  readily  laid  off  on  the  indicator  dia- 
grams. The  curves  for  the  Westinghouse  engine  are  determined 
graphically,  and  therefore  no  table  is  given  for  this  case. 

In  making  use  of  the  shaking  forces  in  order  to  determine  the 
proper  size  of  counterweight,  we  have  a  very  complex  problem  to 
deal  with.  In  this  article  it  is  not  attempted  to  show  anything 
farther  than  the  magnitude  and  direction  of  these  forces  in  a  given 
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engine  for  different  sizes  of  counterweight.  The  shaking  effect  of 
these  forces  is  not  treated  in  a  general  waj,  which,  if  done, 
involves  numerous  complications,  such  as  the  expression  of  the 
force  with  which  the  foundation  will  resist  springing  in  botli  a 
horizontal  and  vertical  direction,  and  tlie  determination  of  whether 
the  time  of  revolution  of  the  engine  will  harmonize  with  the 
vibrations  of  its  bed.  The  simplified  problem  of  determining  the 
movement  of  an  engine  supposed  to  be  suspended  in  space,  has 
been  worked  out  by  the  writer,  and  will  shortly  be  published ;  but 
this,  of  course,  is  not  the  condition  of  an  engine  set  in  the  ordinary 
way,  and  it  cannot  be  predicted  that  the  engine  having  the  least 
shake  under  these  assumed  conditions  will  behave  the  best  when 
secured  to  a  firm  foundation. 

The  translative  shaking  forces  acting  on  the  bed  of  a  horizon- 
tal high-speed  engine,  for  different  counterweights,  are  shown  in 
magnitude  and  direction  in  Fig.  66,  the  curves  there  given  being 
drawn  through  the  ends  of  the  lines  representing  the  forces. 

It  will  be  seen  in  Fig.  66  that  the  curves  drawn  through  the 
extremities  of  the  shaking  forces  are  not  ellipses,  as  is  indicated  in 
some  of  the  more  approximate  solutions  of  this  subject  that  have 
been  offered  by  other  writers. 

The  conclusions  that  may  be  drawn  in  regard  to  the  approximate 
and  exact  formnlsB  are, 

1st.    The    approximate    formula    gives  results  that  are  exact 

AK 
enough  to  be  used  in  determining  the  ratio    p,    for  fly-wheel 

work,  for,  although  this  quantity  differs  somewhat  by  the  two 
methods,  an  assumption  of  a  change  in  the  steam  pressure  or  of  the 
total  work  done  by  the  engine  will  cause  a  greater  variation  in  AE 
than  there  is  between  the  approximate  and  exact  results ;  and  as 
the  fly-wheel  must  be  made  heavy  enough  to  take  care  of  these 
changes,  it  is  not  necessary  to  determine  AE  so  closely  that  the 
wheel  may  be  exactly  proportioned  to  a  particular  power  and 
shape  of  indicator  card  when  a  change  in  these  will  alter  the  final 
result. . 

2d.  The  approximate  and  exact  methods  are  seen  to  agree  very 
closely  in  regard  to  the  maximum  pressures  on  the  journals,  so 
that  for  all  practical  work  one  is  as  good  as  the  other  in  determin- 
ing this  quantity. 

3d.  In  determining  the  size  and  position  of  the  counterweight 
we  have  to  make  use  of  the  exact  formulse  in  order  to  determine 
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the  forces  tending  to  shake  the  bed.  In  the  case  of  the  horizontal 
hi^h-speed  engine,  for  which  the  shaking  forces  are  shown  in  Fig. 
66,  it  may  be  seen  that  the  sum  of  the  vertical  shaking  forces  is 
very  nearly  balanced  by  a  counterweight  of  one  quarter  the  mass 
of  the  reciprocating  parts  placed  opposite  the  crank-pin  at  the  same 
radius  as  the  latter ;  and  those  in  a  horizontal  direction  are  best 
balanced  by  the  entire  mass  at  the  same  point  It  therefore 
appears  that  for  this  particular  engine  the  smaller  counterweight 
will  be  the  best  if  the  shake  occurs  more  readily  in  a  vertical  than 
in  a  horizontal  direction,  and  that  the  heavier  one  will  be  preferable 
when  the  horizontal  forces  produce  the  most  shake,  as,  for  instance, 
if  the  engine  is  set  on  a  tall  foundation. 

In  *  the  Appendix  are  given  the  equations  employed  in  calcu- 
lating these  results,  together  ^vith  abstracts  of  the  methods  of 
deriving  them. 

It  may  be  well  to  note  that  the  accelerating  forces  given  for  the 
rod  are  such  as  will  produce  the  required  acceleration  of  the  same. 
While  there  is  but  one  single  force,  with  its  special  point  of  appli- 
cation, that  will  produce  the  required  acceleratiou,  there  are  an 
infinite  number  of  sets  of  forces  at  the  wrist  and  crank-pins  tliat 
effect  the  same  results,  these  sets  differing  only  in  the  amount  of 
tension  or  compression  which  they  produce  in  the  rod.  This  is 
the  cause  of  the  apparent  disagreement  of  many  of  the  formulce 
presented  by  different  writers.  All  correct  sets  will,  however, 
give  the  true  values  of  forces  acting  between  different  parts  of  the 
engine,  such  as  the  crank  and  wrist-pin  pressures,  tangential  effort, 
etc.  This  class  of  formulse  cannot  be  employed  to  find  the  inter- 
nal strains  without  a  complete  discussion  of  the  forces  acting  on 
each  element  of  the  rod. 

APFUOATION  OF  THE  FORMULA. 

Table  IV.,  in  connection  with  the  indicator  diagrams  shown  in 

*  The  method  of  obtainiog  the  accelerating  forces  has  been  indicated  in  an 
abstract  presented  to  Ijhe  American  Asitociation  for  the  Advancement  of  Science, 
and  wiU  be  published  in  detail  in  the  Annals  of  McUhematies,  which  paper  has 
already  contained  an  article  by  Professor  J.  Burkitt  Webb  and  the  writer,  on  the 
effect  of  friction  at  connecting-rod  bearings  on  the  forces  transmitted. 

The  writer  is  much  indebted  to  Professor  Webb  for  valuable  assistance  in  the 
present  article,  many  of  the  equations  having  been  worked  out  independently  by 
him  and  compared,  in  order  to  check  the  final  results.  The  methods  employed 
were  also,  in  a  great  measure,  suggested  by  him,  as  well  as  a  portion  of  tbe 
notation. 
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Fige.  (62),  (56),  (59)  and  (62),  gives  the  data  which  are  required  to 
<^lculate  the  accelerating  forces,  rotative  effort,  etc.,  for  several 
typical  classes  of  engines.  Making  use  of  the  data  given  in  Table 
lY.,  we  obtain  the  constants  for  the  equations  of  the  accelerating 
forces  given  in  Table  V.  These  constants  are  used  in  calculating 
the  results  given  in  the  tables  that  follow. 

The  effect  of  friction  and  the  action  of  gravity  is  neglected  in 
Tables  VI.,  IX.,  and  X.  In  Table  VII.  the  action  of  gravity  is 
included,  but  not  that  of  friction.  Table  VIII.  gives  the  effect  of 
friction  at  the  wrist  and  crank-pins,  together  with  that  of  the  action 
of  gravity. 

We  have  taken  the  co-efficient  of  friction  at  the  wrist  and  crank- 
pins  in  Table  VIII.  equal  to  six  per  cent.* 

TABLE  II. 

VALUES  OF  Z  WHEN  THB  LINE  OF  TRAVEL  OF  THE  WBI8T-PIN  PASSES  THROUGH 
THE  CENTRE  OF  THB  CRANK  SHAFT. 


Crank  angle  =  #. 

Ratio  of  conn«!Ctingrod  to  radius  of  crank  circle  =  n. 

4 

5 

6 

rx 

0,     180,                860 

10,     170.     190,    850  .... 

^.     160.    200.    840 

80,     150,    210,    880 

40.     140,    220,     820 

60,     130.    280,    810 

60,     120.    240,    800 

70,     110,    260,     290 

80,    100,    260,    280 

90,               270,          

+  .260 
+  .286 
+-.194 
+  .129 
+  .048 
-.040 
-.126 
-.196 
-.242 
-.258 

+  .200 
+  .188 
+  .164 
+  .102 
+  .087 
-.088 
-.100 
-.165 
-.191 
-.204 

+  .167 
+  .167 
+  .128 
+  .084 
+  .030 
-.028 
-.088 
-.129 
-.169 
-.169 

+  .180 
+  .128 
+  .100 
+  .066 
+  .028 
-.022 
-.065 
-.100 
-.124 
-.182 

*  Id  experimentfi  made  at  tlie  Stevens  Institute  a  great  variation  of  co-efficients 
of  friction  have  been  observed  with  different  conditions  of  journals,  the  range 
being  from  one-lialf  of  one  per  cent,  to  eight  per  cent. 
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TABLE  III. 
VALUB8  OF  Z  WEEN  n  =  5,   6  =  i,   AND  a  =  0. 


9 

z 

% 

z 

0 

+  .2030 

180 

+  .2080 

10 

+  .2066 

190 

+  .1758 

80 

+  .1500 

210 

+  .0574 

60 

+  .042-3 

280 

-.1092 

70 

-.0598 

250 

-.2559 

90 

-.1005 

270 

-  8145 

110 

-.0598 

290 

-.2559 

180 

+  .0422 

810 

-.1092 

150 

+  .1500 

880 

+  .0574 

170 

+  .2066 

850 

+  .1758 

TABLE   IV. 

DIMBKSIONS   AND   SPEED  OF   ENGINES   TO   WHICH  THE    FOBMCLiB    HA\^    BEEN 

•     APPLIED. 


ClaM  of  Engine. 


Revolutions  of  crank  ftbaft  per  minute 800 

Length  of  stroke,  lu  inches 12 

Diameter  of  cylinder,  in  inches 10 

Length  of  connecting-rod.  in  inches 86 

Distance  from  the  wrist-pin  to  th^  centre  of! 

gravity  of  rod.  in  inches 20.15 

Distance  from  the  centre  of  the  crank  sJiaft 

to  the  line  of  travel  of  the  wrist-pin,  in! 

inches 0 

Principal  radius  of  gyration,  in  inches I  15.00 

Weight  of  piston,  piston-rod,  and  cross-head  J 

in  pounds i  90 

Weight  of  connecting-rod,  in  pounds j  70 


31 


II 


as 


250 

24 

18i 


55 


0 
84.1 

474 
807 


Wi 


60 
26i 
150 

66 


820 

10 
11 

3.22  i? 


0 

48 

1800 
1200 


0.5  i?     hR 
2.07i?   kR 


I 


80" 

n 

nR 
IR 


100 
50 
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TABLE  XL 

8HAKINO  F0BCB8  ACTING  ON  THE  BED  OF  A  SMALL  HIGH-SPEED  HOBIZOKTAL. 
ENGINE  WITH  NO  COUNTERWEIGHT.  FOR  DIMBN8I0N8,  8EB  TABLE  IT. 
FOBCBB  IN  LB8.   FEB  SQUARE  INCH  OF  PISTON  ABEA. 
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Small  HorizoDtal  High  8peed  Engine. 
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FlO.  58. 

Small  Horiiontal  High  Speed  Engine.— Tangential  Effort  Acting  on  Crank-Pin» 

Friction  and  GraTlty  Not  Included. 
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yTife 


Small  Horizontal  High  Speed  Engine. — Tangential  Effort  Acting  on  Crank- 
Pin.  Accelerating  Forces  Determined  by  Exact  Method,  and  Friction  and  Gravity 
Included. 
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Fig  55. 
Small  Horizontal  High  Speed  Engine.— Pressures  Acting  on  Crank-Pin. 
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Fig.  56. 


Locomotive  Engine.  Digitized  by  GoOQIc 
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Fio.  57. 

Locomotive  Engine. — Tangential   Effort  Acting  on  Crank-Pin.      Friction  and 

Gravity  Not  Included. 
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Fig.  58. 
Locomotive  Engine.— Pressures  Acting  on  Crank 
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Fig.  59. 
CorlisB  Engine. 
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Fig.  60. 
Corliss  Engine. —TaDgential  Effort  Acting  on  Crank-Pin.    Friction  and  Gravity 
not  Incladed. 
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Fig.  61. 
Corliss  Ed^do. — Pressares  Acting  on  Crank-Pin. 
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Westtngbouse  Kogmp. 
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Fig.  65. 
Westinghouse  Engine.— Prewures  Acting  on  Crank-Pin. 
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Fig.  65. 


Westinghouse  Engine. — PreBSures  Acting  on  Crank-Pin. 


Digitized  by 


Google 


Digitized  by 


Google 


Digitized  by 


Google 


APPENDIX 

TOBMXJLM  AND  METHODS  EBffPLOTED  IN  DEBIVING  THE  SAME. 

Fig.  67  represents  the  main  lines  of  an  engine  referred  to  the 
horizontal  axis,  OXy  coinciding  with  the  line  of  travel  of  the  wrist- 
pin,  0  being  the  extreme  point  of  its  travel,  and  OT  the  vertical 


Fio.  67. 


axis,  the  pins  direction  of  the  accelerating  forces  being  indicated  by 
arrow  heads. 

Let  R  =  radius  of  the  crank  circle ; 
nR  =  length  of  connecting-rod ; 

ii?  =  distance  from  the  wrist-pin  to  the  foot  of  the  per- 
pendicular let  &11  from  the  centre  of  gravity  of 
the  connecting-rod  to  a  line  joining  the  centres 
of  the  wrist  and  crank-pins ; 
cR  =  distance  from  the  centre  of  gravity  of  the  rod  to  the 
line  joining  the  centres  of  the  wrist  and  crank- 
pins; 
kB  =  radins  of  gyration  of  the  rod  about  its  centre  of 

gravity ; 
hB  =:  distance  from  the  centre  of  the  crank  shaft  to  the 
line  of  motion  of  the  wrist-pin ; 
0  =  crank  angle  measured  from  its  position  when  parallel 
to  the  centre  line  of  the  cylinder; 
88 
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ft  =  connecting-roi  angle ; 

6  =  angle  made  by  tipping  the  engine  np  about  the 
crank  shaft ; 
IFi  and  M  -=  weight  and  mass  of  the  piston,  piston-rod,  and  cross- 
head;  . 
TT,  and  m  =  weight  and  mass  of  the  connecting-rod ; 
r  =  angular  velocity  of  crank  shaft; 
JPi  =  accelerating  force  for  piston,  piston-rod,  and  cross- 
head; 
Xj,  -X^,  Fi,  and  Y%  =  horizontal   and   vertical  accelerating  forces 
acting  in  the  direction  marked  in  Fig.  A ; 
Pa  =  pressure  of  steam  on  the  piston  ; 
O'  =:  pressure  of  guides  against  the  cross-head,  acting  at 
the  centre  of  the  wrist-pin  at  the  angle  90"*  +  9?' ; 
<p'  =  angle  of  friction  at  cross-head  guides ; 
(Px  and  <p^  =z  angles  of  friction  at  the  wrist  and  crank-pins  respec- 
tively ; 
0  =:  component  of  G^  perpendicular  to  the  line  of  motion 
of  the  wrist-pin ; 
P„  and  Pc  =  forces  exerted  by  the  connecting-rod  upon  the  wrist 
and  crank-pins  respectively ; 
T  =  tangential  component  of  the  force  Pc  acting  at  the 

crank-pin ; 
iV^  =  radial  component  of  the  force  Pc  acting  at  thecrank- 
P»n; 
Xt  and  Yt  =  horizontal  and  vertical   com*ponents  of  the   forces 
tending  to  shake  the  bed  of  the  engine ; 
Pp  =  force  that,  when  subtracted,  the  force  Pa  of  the 
steam  will  give  a  result  that  may  be  compounded 
as  if  no  inertia  were  present,  in  order  to  obtain 
the  true  value  of  Tor  JV; 
C  =  component  of  the  weight  of  the  piston,  piston-rod, 
and  cross-head,  that  acts  in  the  direction  of  the 
centre  line  of  the  cylinder ; 
D  and  E  =  portions  of  the  weight  of  the  connecting-rod  borne 
respectively  by  the  wrist  and  crank-pins; 
H=  friction  of  piston  and  piston-rod; 
r„  and  r^  =  radii  of  the  wrist  and  crank-pins  respectively. 

The  forces  that  are  altered  by  the  introduction  of  friction  are 
marked  by  the  subscript  /  when  the  equation  includes  this  eflfect. 
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The  only  extra  notation  for  friction  which  is  not  given  above  is 
3}',  which  is  the  force  7J.  reduced  to  the  centre  of  the  crank-pin. 

In  the  approximate  formulfie  Pp  is  the  force  required  to  accelerate 
the  entire  mass  of  the  reciprocating  parts,  if  it  be  assumed  to  move 
with  the  piston ;  this  is  the  only  accelerating  force  involved  in  this 
method,  the  rest  of  the  notation  being  the  same  as  for  the  exact 

^  is  a  quantity  introduced  in  order  to  simplify  the  equations  for 
the  accelerating  forces ;  its  value  will  be  given  both  for  the  general 
equations  and  those  that  are  used  in  the  simplified  case  of  an 
engine  in  which  the  line  of  travel  of  the  wrist-pin  passes  through 
the  centre  of  the  crank  shaft. 


FOBMnLJS,   WTTH    ALL    THE    QBNEBAL    CONDmONS    OF    THE    PBOBLEM 

INCLUDED. 

Fx—mt^R  {cosO  +  Z}. 

Ti=  -mr*  R{  (  — —  +  ^   ,  )  (  —  sin  0  +  ~  Z ) 

(  \    »         ^  Vn^-  (sin  e  -  &)»  /  \  '*  ^     / 

-  ^  Bin  0  I  • 
Tt-  -mr^R  <(----  ^     ,\       .    =====  )  ( —  sin  0  +  —  Z )  +  —  sinO  } 

X,  =  m  r«  iJ  j  f'Lz]^  ^Vn'-(sine-6)A/       ^  +  ?^'z+  ^  sin  0  ^ 
(  \    n  n  (sin  e  -  6)     /  \  «  «  / 

-  jr,  I  tan  /J  +  r,  +  DooaS'-  (A  +  £)  CM  ff  \ 
P^-.  ^  \(P.+  0-F,~B-O,  tan  ^')'  +  CP,  }. 
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» 
2>  =  {Pa  +  C  -  -Fx  -  JSr-  (3>  tan  <p'  +  D  sin  *  -  (^  +  ^  Bin  /Sr  -  Z,  j 

sec  /^  sin  (0  +  /O  —  7,  cos  0  —  X,  sin  ©  —  (2I  +  -B)  cos  (0  +  )») 
—  ^cos(0  -H  5). 

JV/  =  {Pa  +  (7  -  i?\  -  JT-Gf  tan  (?)»  +  2>  sin  5  -  (^  +  ^  sin  /?  -  Jr,  i 

sec  yff  cos  (6  +  /^  +  Ft  sin  0  —  X,  cos  6  +  (^  +  ^  sin  (0  +  /SO 
+  J^sin(0  +  d). 

r;  =  -(r;+r,). 


In  which 


„  ^  r?  cos'  ^  siii  0  (sin  ^  —  J) 


j  w2  -.  (sin  6/  -  J)^} «       Vn*  -  (sin  B  -  J)»" 


_  P^  Vy,  Bin  <y?i 

^"*     ^r:ff    • 

(7  =  JFi  sin  <y. 

^^n-^-hctan(/?~(^)^ 
n  * 

n 

FOBCES    WHEN    FKIOTION    AND    GRAVITY    ARE    NEGLECTED. 

fbe  accelerating  forces  will  be  the  same  as  when  all  the  con- 
ditions are  included,  and  those  that  are  obtained  by  combining 
these  with  the  force  due  to  the  steam,  reduce  to  the  following : 

T    ={Pa-  Fi-  X,)  sec  /3  sin  (5  +  /S)  -  r,co8  6*  -  JEi  sin  «> 

=  {Pa  -  P^  sec  /8  Bin  ((9  +  /?). 
N  =  (P.-/;-X,)sec/?co8(^  +  /?)  +  JTjsin  tf-X,co6«. 
Pp  =  i^  +  Z,  +  (F,  cos  <9  +  X,  sin  ^  -J-  sec  /8 sin  (^  +  /J). 
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If  the  rod  is  symmetrical  about  its  centre  line  and  the  path  of 
motion  of  the  wrist-pin  passes  through  the  centre  of  the  crank 
sliaft,  the  equations  for  the  accelerating  forces  reduce  to  the  fol- 
lowing : 

Ti  —  mr  E 5 sm  d. 

n 

Ai  =  m  r^jR  < cos  0  +  ^^ ^ Z  [ . 

{      n  rr  ) 

X2  =  mr  a  -^  _  cos  * = Z  \  . 

^  _  n*  cos*  6  —  n^  sin*  0  +  sin*  0 
"  {n^  -  sin*  6/)i 

FOBMIJLJfi   USKD   IN   APPROXIMATE   METHOD. 

P,=z{M-^  m)  r'H  (cos  ff  +  Z). 
T   =  (Pa  -  Pp)  sec  >»  sin  (»  + /?). 
N  =  {Pa-  Pp)  sec  y?  cos  {d  -f  y?). 
P,  =(Pa-Pp)  sec  A 

FORMULA  WHEN  THE  ACCELERATING  FORCES  ARE  NOT  INCLUDED. 

T  =PaSec/3  sin  {0  +  /3). 

Pe  =  Pa  sec  p. 

ABSTRACTS   OP  THE  METHODS  EMPLOYED  IN  DEYELOPING  THESE  EQUA- 
TIONS. 

The  acceleration  of  the  mass  of  the  piston,  piston-rod,  and  cross- 
head,  produced  by  the  force  jFl,  is  determined  by  finding  tlie  space 
travelled  by  the  piston  for  any  cr^nk  angle  0,  and  obtaining  the 
second  differential  co-efficient  of  this,  with  regard  to  the  time  t  re- 
quired to  turn  through  the  arc  0,  on  the  assumption  that  the  angu- 
lar velocity  r  is  constant. 

The  space  travelled  by  the  piston  from  its  position  when  on  the 
dead  centre,  at  which  it  is  farthest  from  the  crank,  is : 

«=  ViH-^nBf-b^JP  -  Ji  (cos  0  +  Vn3~(8in  O^Vf)'    - 
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xra   

dt 


As  dt  is  the  time  to  turn  through  the  are  d0j  we  have  -^  =  r. 


These  give  for  the  acceleration  : 
^-    ST?  j        ti        ^^"  ^  (^^"  ff-b)  T?  cos^  d  ) 


from  which 


7?;  =  M^  =  Jf  T«yi  (cos  e  +  -ZT). 


The  general  equations  for  the  forces  required  to  accelerate  the 
mass  of  the  connecting-rod  have  been  derived  by  two  methods : 

Ist.  By  determining  the  forces  required  at  the  centre  of  gravity 
to  translate  the  rod,  and  introducing  a  pair  of  equal  and  opposite 
forces  to  produce  its  angular  acceleration  about  this  same  point ; 
and, 

2d.  By  assuming  the  mass  of  the  rod  to  be  divided  into  two 
equal  portions  concentrated  at  points  in  a  line  passing  through  the 
cjentre  of  gravity  and  lying  in  its  plane  of  motion,  the  distances 
from  the  centre  of  gravity  to  each  of  the  masses  being  equal  to  the 
radius  of  gyration  of  the  rod  about  the  same  point,  and  determin- 
ing the  forces  that  will  be  required  to  produce  acceleration  when 
the  mass  is  so  divided.  These  forces  will  be  the  same  as  those 
required  to  accelerate  the  actual  rod. 

FIRST  METHOD  OF  DERIVING  CONNEOTING-ROD  FORCES. 

The  uTand  J^  components  of  the  translative  force  at  the  centre 
of  gravity  are : 

i^,  =  mr^i?  i  cos  <9  +  ^?^  ^  + -  sin  ^l  , 
(  n  n  ) 

and 

J^y  =- mr'iZ  i  i- sin  <?  + -Z  I . 

The  moment  required  to  produce  the  angular  acceleration  is       '^ 

\y/n*-  (siu  e  -  b)*       !«'  -  (sin  ^  -  *)'!'  i 
J''x  and  i^y  are  divided  between  the  wrist  and  crank-pins  in  sncb 
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a  manner  that  no  angular  acceleration  will  be  produced  by  the 
components,  and  the  moment,  J/).,  is  made  to  act  by  placing  equal 
and  opposite  components  at  the  ends  of  the  rod.  The  sum  of  the 
components  of  the  translative  and  rotative  components  at  the  two 
ends  of  the  rod  give  us  the  values  of  Xj,  X^y  J^i,  and  Yf^  as  already 
indicated. 

SSOOND  METHOD  OF  DEBIVING  GONNEOTING-BOD  FOBCES. ' 

The  X  and  Y  translative  forces  for  the  mass  nearest  the  wrist- 
pin  are : 


and 


and 


Fa;g  =  imT^Ii  i  cos  ^  +  Z  + } , 

(  n  ^      ) 

[     n  '  n      ) 

Similarly,  for  the  mass  nearest  to  the  wrist-pin,  we  have : 

TP         1        ani  n       n  —  l  —  krj      c  %m  6 ) 

(  n  ^       ? 

.i^^=  -  ^Jmr^i?  j  ?-±^sin  ^ +-Z  I . 
^  {     n  n      ) 


Each  of  these  rectangular  components  of  the  accelerating  forces 
for  the  two  masses  is  divided  between  the  wrist  and  crank-pins, 
and  the  sum  of  the  components  at  the  latter  point  gives  the  acceler- 
ating forces  Xi,  X^y  Y^y  and  ZJ,,  as  before. 

MODIFIOATIONS  OF  THE  EQUATIONS  BY  THE  INTBODUOTION  OF  FOBOES 
THAT   ABE   PBODUCED   BY   FBICTION   AND    GRAVITY. 

It  has  been  demonstrated  in  a  paper  prepared  by  Prof.  J.  B. 
Webb  and  the  writer,*  published  a  short  time  ago  in  the  Annals 
of  Mathematics^  that  the  effect  of  friction  at  the  connecting-rod 
bearings  may  be  determined  by  introducing  into  the  equilibrium 
polygons  two  forces,  A  and  5,  the  values  of  which  have  already 
been  given,  at  right  angles  to  the  centre  line  of  the  rod,  the  sum 
of  A  and  B  being  applied  at  each  of  the  pins. 

*  See  AnnaU  of  Mathematics,  Dec,  18S8. 
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DISCUSSION. 

Prof.  J.  E,  Denton. — Assnining  that  we  have  sufficient  means  of 
determining  the  forces  of  acceleration,  etc.,  with  every  possible  de- 
gree of  accuracy,  it  may  now  be  asked,  to  what  extent  is  it  desirable 
or  necessary  to  take  account  of  such  forces  in  engine  design  ?  As  is 
well  known,  the  pioneer  in  this  field  of  study  was  Mr.  Oharles  T. 
Porter.  He  applied  the  principle  of  heavy  reciprocating  parts  to 
his  first  Allen  12  x  24  engine,  built  at  Whitworth's,  and  ran  it  at 
200  revolutions  per  minute  at  the  Paris  Exhibition,  at  a  time  when 
such  a  speed  was  almost  unknown  outside  of  locomotive  practice. 
Mr.  Porter  states  that  the  engine  ran  as  smoothly  as  a  wheel,  and 
attributes  it  to  the  principle  of  heavy  reciprocating  parts. 

Mr.  Arthur  Rigg,  in  his  treatise  on  the  steam-engine,  states  that 
the  weight  of  the  reciprocating  parts  of  this  engine  was  470  lbs., 
and  that  the  force  to  accelerate  this  weight  was  roundly  equal  to 


Fig.  102. 

the  boiler  pressure,  so  that  for  a  cut-oflF  as  per  Fig.  102  the  pressure 
on  the  crank  was  as  per  the  shaded  area;  that  is,  the  pressure  was 
practically  zero  for  one-fifth  of  the  stroke;  and  then  uniformly  in- 
creased. Mr.  Rigg  considers  this  distribution  a  misuse  of  the  Por- 
ter principle,  and  my  attention  has  been  called  to  this  fact  as  proof 
that  the  quiet  running  of  Porter's  Paris  engine  was  dne  to  work- 
manship, and  not  at  all  to  any  aid  from  inertia.  Mr.  Rigg  holds 
that  if  the  reciprocating  parts  had  been  such  as  to  absorb  about 
half  the  boiler  pressure,  thus  njaking  the  crank  pressure  about 
as  per  the  line  ABC,  a  much  better  action  would  have  been 
had. 
Now,  when  the  South  work  Foundry  built  the  Porter- Allen  en- 
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gines,  all  that  workmanship  could  do  to  make  engines  run  smoothly 
was  certainly  done  for  them.  The  reciprocating  parts  in  engines 
of  aboat  14  inches  diameter  were  of  such  weiglit  as  to  absorb  about 
half  the  boiler  pressure,  giving  the  crank-pin  ^bout  tlie  pressure 
represented  by  the  line  ABC.  Yet  these  engines  gave  trouble 
from  pounding  on  the  centres,  and  were  only  made  quiet  by  the 
adoption  of  so  much  compressive  action  tliat  the  steam  was  cush- 
ioned to  nearly  boiler  pressure,  thus  making  the  distribution  the 
same  as  in  a  high-speed  locomotive,  which  has  long  been  known  to 
(we  its  smoothness  of  action  to  this  amonnt  of  cushion.  Since 
then  high-speed  engines  generally  have  adopted  the  "  cushion  "  to 
about  boiler  pressure,  and  the  weight  of  the  parts  is  naturally  such 
as  to  make  the  force  of  acceleration  about  equal  to  half  boiler  press- 
ure. Now,  under  these  circumstances  the  pressure  on  the  crank 
is  zero  just  before  the  end  of  the  stroke,  and  increases  uniformly 
from  zero  up  io  half  boiler  pressure;  practically  just  as  did  the 
pressure  on  Porter's  Paris  engine. 

On  the  other  hand,  if  there  is  no  cashion  and  the  pressure  is 
nearly  uniform  as  per  line  ABC^  there  is  a ,  sudden  change  in 
crank  pressure  from  half  boiler  pressure  in  one  direction  to  half 
boiler  in  the  other  direction,  and  this  makes  the  pounding.  I  there- 
fore believe  that  Mr.  Porter's  Paris  engine*  rfie?  derive  its  smooth- 
ness from  the  Porter  principle. 

Regarding  the  value  of  balancing  pressures,  or  avoiding  irregular 
action,  I  would  relate  the  following  incident : 

A  7  X  14-inch  engine,  running  215  revolutions,  had  its  port  at 
one  end  stopped  up,  and  was  run  single  acting  for  about  nine  weeks. 
At  the  end  of  that  time  the  fly-wheel,  four  feet  diameter  and 
weighing  1,200  lbs.,  had  sheared  off  the  key  holding  it  to  the  main 
shaft.  The  engine,  to  the  eye,  ran  as  steadily  as  when  running 
double  acting. 

Again,  a  5J  x  7-inch  engine  ran  compounded  with  a  7  x  14-inch 
at  160  revolutions,  the  connection  being  by  belt  through  a  2-inch 
line  of  shafting.  Although  the  revolutions  were  as  nearly  the 
same  as  could  be  counted,  yet  the  slight  difference  of  harmony 
in  the  running  of  the  two  engines  sheared  off  the  pin  of  a  Sellers 
coupling  on  the  connecting  shaft.  My  point  is,  that  if  the  irreg- 
ularities of  action  present  in  these  cases  can  do  these  things,  it 
is  worth  while  to  design  engines  in  the  light  of  the  fullest  pos- 
sible knowledge  of  ^the  principles  of  acceleration  laid  down  so 
exhaustively  in  the  present  paper. 
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Prof.  R.  K  Thurston. — This  paper  is  one  which,  in  a  certain 
way,  is  of  oxtraordinarj  value,  and  I  think  the  preliminary  work 
should  also  appear  in  our  transactions  in  full,  if  there  is  no  reason 
to  the  contrary.  .Wliile  results  are  often  of  extreme  value,  yet 
they  represent  only  a  part  of  the  work.  If  any  one  hereafter 
should  desire  to  revise  the  work,  he  would  find  it  a  great  conven- 
ience  to  have  it  all  in  the  transactions  in  one  place,  and  not  be  com- 
pelled to  look  for  parts  of  it  in  other  places  and  at  other  dates. 
It  is  not,  of  course,  likely  that  any  one  will  ever  find  it  necessary 
to  make  much  use  of  such  equations,  but  it  constitutes  a  standard 
of  the  practice  which  it  is  very  important  to  have  constructed,  and 
equally  important  to  have  on  record  in  accessible  form. 

Mr,  Jesse  M.  Smith, — ^I  had  occasion  a  few  years  ago  to  design 
a  high-speed  engine  which  has  since  been  put  into  practice,  and  I 
went  pretty  thoroughly  into  the  question  of  the  acceleration  of  the 
moving  parts;  and  I  found,  as  Mr.  Jacobus  has  stated,  that  it  is  im- 
possible to  put  any  counter-weight  into  the  crank  which  will  counter- 
balance  all  of  the  acceleration  forces.  Those  forces  can  be  divided 
into  two  sets — those  which  act  horizontally  and  those  which  act 
vertically.  It  is  perfectly  feasible  to  counterbalance  one  set  or  the 
other,  bnt  it  is  impossible  to  attain  both  results  at  the  same  time. 
I  adopted  the  process  of  finding  what  was  necessary  to  make  the 
horizontal  balance,  and  what  was  necessary  to  make  the  vertical 
balance,  and  then  according  to  circumstances  used  one  or  the  other. 
If  the  engine  was  horizontal,  in  which  case  the  accelerating  forces 
were  largely  horizontal,  I  thought  it  best  to  put  in  a  counterbalance 
which  was  almost  equal  to  the  horizontal  accelerating  forces,  and 
letting  the  weight  of  the  frame  and  the  weight  of  the  foundation 
take  up  the  vertical  action.  Of  course  if  the  engine  were  to  be  a 
vertical  one,  i*esting  on  a  heavy  foundation — which  is  absolutely 
necessary  in  that  case,  more  so  than  for  a  horizontal  engine — the 
accelerating  forces  which  are  horizontal  would  tend  to  tip  the 
engine  over,  and  those  which  are  vertical  would  act  directly  up  and 
down  to  lift  the  foundation  off  of  its  seat  and  set  it  back  again.  I 
found  that  a  very  smooth-running  horizontal  engine  could  be  made 
by  making  the  weight  of  s^\  the  reciprocating  parts  equal  to  the 
weight  of  the  counterbalance — that  is,  supposing  that  the  centre  of 
gravity  of  the  counterbalance  is  the  same  distance  from  the  centre 
of  the  shaft  that  the  crank-pin  is  from  the  centre.  In  a  horizontal 
engine  the  vertical  components  of  the  accelerating  forces  are  rather 
small  compared  with  the  horizontal,  and  I  found  it  hardly  necessary 
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to  compensate  for  them.  I  agree  very  thoroughly  witli  wliat  Prof. 
Denton  has  said — that  Mr.  Porter  was  right  in  putting  counter- 
balance into  his  engine  for  the  purpose  of  making  it  run  smoothly. 
I  cannot  quite  follow  Mr.  Porter  as  far  as  he  went  in  putting  in  a 
^^  reciprocating  fly-wheel,"  as  he  called  it,  but  the  idea  is  a  good 
one,  and  as  long  as  we  have  to  have  weight  to  the.  reciprocating 
parts  it  is  necessary  to  put  a  counterbalance  which  will  overcome 
their  effect,  if  we  expect  to  have  an  engine  which  will  not  drive 
itself  off  the  foundation. 

Mr.  Geo.  M.  Bond. — I  might  say  in  this  relation,  without  going 
into  the  reasons  for  it,  that  the  company  with  which  I  am  con- 
nected has  a  Straight  Line  engine  of  about  20  H.P.,  which  was 
placed  on  the  floor  of  the  first  story  of  a  large  new  brick  build- 
ing, in  a  part  used  as  a  pattern  room.  Although  the  engine  was 
carefully  balanced  for  lateral  motion  (horizontally),  it  was  found 
impossible  to  secure  it  vertically  without  shaking  the  floor  con- 
siderably, at  the  speed  at  which  it  was  designed  to  run.  Its  speed 
was  about  240  revolutions  per  minute,  I  should  think,  and  as  it  was 
only  placed  there  temporarily  it  was  soon  after  moved  to  the  base- 
ment, and  by  giving  it  the  proper  weight  of  foundation  the  vertical 
disturbing  forces  were  resisted.  The  weight  of  the  foundation  and 
the  strength  of  the  bolts  which  secured  it  overcame  the  difficulty 
perfectly. 

Mr.  Scoit  A.  Smith. — ^I  should  like  to  call  Professor  Denton's 
attention  to  the  fact  that  in  the  Porter- Allen  engine,  as  now  con- 
structed by  the  South  work  Foundry,  they  connect  the  exhaust  valves 
much  lower  down  on  the  link,  and  they  get,  therefore,  much  more 
compression  than  they  formerly  did.  The  use  of  the  heavy  piston 
by  Mr.  Porter  was,  I  suppose,  to  prevent  the  pounding  which 
might  occur  in  the  engine.  With  the  peculiar  valve  gear  of  the 
Porter-Allen  engine,  to  get  a  short  cut-off  the  opening  of  the 
steam  valves  has  to  take  place  by  a  lead,  particularly  if  there  is 
any  "  lost  motion "  between  the  eccentric  and  the  valves.  Con- 
sequently if  there  is  not  compression  up  to  about  the  admission 
line  there  is  apt  to  be  a  pound  ;  but  a  very  heavy  piston  takes  up 
the  force  of  the  blow  from  tlie  sudden  admission  of  the  incoming 
steam.  As  I  said,  connecting  the  exhaust  valves  lower  down  on 
the  link,  they  now  get  on  the  Porter-Allen  engine  much  more  com- 
pression than  formerly,  thus  gradually  taking  up  all  lost  motion,  if 
any  exist  in  the  reciprocating  parts. 

Prof.  Denton. — I  would  like  to  have  Dr.  Sellers  tell  the  history 
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of  the  change  of  the  compression  on  the  Porter-Allen  engine,  I 
think  he  can  tell  all  about  it. 

Dr.  Sellers, — ^Unfortunately,  I  cannot  fully  reply  to  Prof.  Den- 
ton's request.  It  is  a  matter  which  has  been  done  in  our  works, 
but  I  have  not  the  facts  at  hand  now  to  make  useful  remarks  on 
the  subject.  The  early  Porter- Allen  engines  put  on  the  Penn- 
sylvania Boad  and  those  to  run  the  electric  lights  of  William  Sellers 
&  Company  made  a  great  deal  of  noise,  due  to  the  attempt  to  avoid 
any  cushion  and  thus  increase  efficiency.  But  many  of  the  changes 
to  which  you  allude  now  were  made  ditring  my  illness,  or  about  the 
beginning  of  my  enforced  retirement  from  active  work. 

Prof.  Denton. — Was  it  not  suggested  from  your  works  ? 

Dr.  Setters. — Oh,  yes;  the  alterations  required  to  stop  the  noise 
by  means  of  cushioning  the  steam  emanated  from  the  works  of 
Wm.  Sellers  &  Co. 

Mr.  Jesse  M.  Smith. — It  strikes  me  that  acceleration  and  com- 
pression are  quite  different  things.  It  is  necessary  to  put  in  counter- 
weight for  the  purpose  of  preventing  the  horizontal  forces  from 
moving  the  engine  on  its  foundation,  but  that  has  no  effect  upon 
what  lost  motion  there  may  be  in  the  connecting-rod.  What  is 
sometimes  called  the  Porter-Allen  knock  in  an  engine  I  think  is 
entirely  due  to  the  lack  of  compression,  and  that  the  compression 
is  put  in  simply  for  the  purpose  of  taking  up  gradually  the  lost 
motion  at  the  cross-head  and  at  the  crank.  I  think  that  the  putting 
in  of  the  compression  is  really  what  silenced  the  knock  in  the 
Porter-Allen  engine ;  it  was  no  change  in  the  arrangement  of  the 
counter-weights,  or  of  the  weight  of  the  reciprocating  parts. 

Mr.  Scott  A.  Smith. — I  had  no  reference  to  the  counter-weight 
or  balancing  of  the  crank;  it  was  simply  the  heavy  piston  to  take 
up  the  blow  from  the  steam  which  exists  in  a  Porter-Allen  engine 
as  formerly  made,  from  the  fact  that  to  get  a  short  cut-off  it  is 
necessary  to  open  the  valve  before  the  piston  gets  to  the  end  of  the 
stroke,  as  just  explained. 

Mr.  Jesse  M.  Smith. — That  is,  the  piston  had  to  be  stopped  by 
lead — by  letting  in  live  steam  rather  than  compressing  the  steam 
already  there. 

Mr.  Scott  A.  Smith. — ^That  is  exactly  the  idea. 

Prof.  DeiUon. — I  regard  this  principle  of  acceleration,  and  that 
stopping  of  the  noise  of  the  Porter- Allen  engine,  as  two  different 
things.  I  remember  distinctly  an  engine  in  which  the  rapping 
occurred  and  they  tried  to  reduce  it  as  much  as  they  could,  and  it 
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was  never  satisfactorily  done  until  this  matter  of  lowering  the 
connection  of  the  link  was  made,  thns  getting  the  extra  cushion. 
You  could  put  your  ear  to  th^e  engine  afterward,  and  every  pulsa- 
tion which  formerly  you  could  hear  a  hundred  feet  oflf  you  could 
just  distinguish.  But  acceleration  reduces  the  total  pressure  on 
the  crank-pin  at  the  beginning  of  the  stroke,  and  distributes  it 
more  evenly  and  tends  to  make  the  rotation  more  uniform,  and 
would  not  produce  these  effects  I  speak  of,  like  shearing  off  the 
pin  by  the  jerky  action  of  the  fly-wheel,  which  cannot  be  seen. 

Mr.  Scott  A.  Smith. — In  the  CJorliss  engine  Mr.  Corliss  never, 
so  far  as  my  experience  went,  found  it  necessary  to  use  any  com- 
pression. In  fact  you  could  not  get  compression  on  his  engine 
using  one  eccentric.  Compression  was  not  necessary,  from  the  fact 
of  the  non-opening  of  the  steam  valve  with  such  suddenness  as 
exists  on  the  Porter- Allen  engine,  as  explained.  I  think  this  is  a 
subject  of  a  good  deal  of  interest,  and  to  be  followed  ont  to  its  end. 

The  President — The  chair  would  like  to^second  the  suggestion 
made  by  Professor  Thurston,  that  in  a  paper  having  so  much  value 
and  original  matter  it  is  very  desirable  that  the  whole  of  the  math- 
ematical work  should  be  included,  and  for  one  reason  additional  to 
those  mentioned  by  Dr.  Thurston — ^namely,  that,  to  an  increasing 
extent,  the  papers  and  transactions  of  the  Society  are  gaining  cur- 
rency in  a  direction  that  we  are  all  glad  of — namely,  among  engi- 
neers in  other  countries ;  and  that  while  the  record  to  which  he 
refers  may  be  in  another  series  of  transactions  accessible  to  Ameri- 
can engineers,  it  might  not  also  be  accessible  to  foreign  engineers. 
I  suggest,  therefore,  that  it  would  be  better  to  have  the  whole  of 
the  mathematics  of  the  subject  incorporated  with  the  paper. 

Prof.  Jacohua, — I  thank  the  gentlemen  for  their  expression  of 
approval  of  the  paper,  and  shall  be  glad  to  present  the  complete 
mathematical  analysis  for  publication  by  this  Society.* 

With  reference  to  that  part  of  the  discussion  in  which  compres- 
sion and  counterbalancing  have  been  compared,  I  agree  in  the 
main  with  what  has  been  said.  Compression  has  an  internal  effect 
upon  the  engine,  while  the  effect  of  counterbalancing  is  external. 
The  effect  of  compression  is  to  introduce  two  equal  and  opposite 
forces  in  the  engine,  one  acting  on  the  piston  and  the  other  on  the 
cylinder  head ;  and  two  such  forces  have  no  external  effect — that  is, 
they  do  not  affect  the  motion  of  the  engine  as  a  whole  and  thus 

*  Appendix  II.,  which  has  been  added  since  the  meeting,  contains  the  complete 
mathematical  analyaiB. 
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produce  a  shake.  Counterbalancing^  or  the  introduction  of  an 
additional  mass  into  any  one  of  the  moving  parts,  must,  however, 
affect  the  motion  of  all  the  others^  and  will  therefore  alter  the 
shaking  of  the  bed.  Smoothness  of  running,  if  it  means  absence 
of  internal  pounding,  is  affected  by  compression,  while  if  it  in- 
cludes non-shaking  of  the  bed  it  is  affected  by  the  counter-weight 
I  agree  with  what  Prof.  Denton  has  said  in  regard  to  the  effect 
of  ununiform  rotation. 

[NoTB. — By  reason  of  a  delay  in  the  issne  of  the  Annals  of  Mathematics  for 
February,  1890,  the  mathematical  basis  of  the  paper  conld  not  be  appended  to  it, 
as  suggested,  without  entaiUng  inoonyenient  delay  in  issoing  the  Transactions. 
This  part  of  the  paper  has  therefore  been  made  an  appendix  by  itself  to  the  second 
part  of  this  Tolnme. — ScerttaryJ] 
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APPENDIX  II. 

TO    THE 

REPORT  OF  THE  COMMITTEE  ON  STANDARD  TESTS 
AND  METHODS  OF  TESTING, 

OF    THE 

AMEEICAN  SOCIETY  OP  MECHANICAL  ENGINEERS. 


Note. — This  Appendix  forms  part  of  the  Report  of  k  Committee  of  the  Society, 
and  was  appended  to  it  wben  the  Report  was  provisionally  submitted  at  the  New 
York  meeting  in  November,  1889.  The  Report  itself  is  not  yet  ready  for  publi- 
cation, but  the  Committee  has  decided  to  pnblish  this  Appendix  in  advance  of  the 
Report,  to  give  it  circulation  among  engineers  and  to  benefit  by  their  suggestions 
upon  it  in  prefacing  the  final  Report  to  the  Society, 

G.  C.  Hekning, 

Reporter  for  the.  Committee, 
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INTRODUCTION. 

It  is  hardly  necessary  at  this  day  to  farnish  proofs  that  tests  of 
the  resistance  of  materials  can  only  be  compared  when  they  have 
been  made  according  to  a  unifonn  standard  method. 

Even  the  standard  rales  for  furnishing  and  testing  Portland 
cements,  which  were  established  by  the  association  of  German 
cement  manufacturers  as  long  ago  as  1876,  resulted  from  the  per- 
ception that  such  agreement  was  necessary.  Likewise  the  specifi- 
cations for  furnishing  axles,  tyres  and  rails  of  Bessemer  metal  and 
steel,  which  were  proposed  in  1879  by  the  general  convention  of 
the  association  of  railway  managers  of  Germany,  advising  their 
adoption  by  the  managers  of  the  association.*  But  these  first  steps 
to  establish  standaixi  methods  of  testing  emanated  from  quarters 
which  from  their  nature  included  only  technical  specialists  ;  on  the 
one  hand,  purely  manufacturers,  and  on  the  other,  purely  consum- 
ers; and  although,  in  establishing  these  standards  or  norms,  it  was 
sought  to  make  them  as  unprejudiced  as  possible,  particular  inter- 
ests predominated,  and  this  was  urged  against  them  on  behalf  of 
the  opposite  party. 

Moreover,  these  deliberations  related  to  one  gronp  of  materials 
alone.  For  this  reason  it  was  certainly  an  apposite  undertaking 
when,  in  the  autumn  of  1884,  professional  men  of  the  most  varied 
technical  callings  assembled  at  Munich,  to  attempt  to  formulate 
uniform  methods  of  testing  of  all  of  the  more  important  materials 
of  construction. 

Eventually,  a  number  of  important  questions  were  agreed  upon  ; 
certain  others  were  referred  to  a  standing  committee,  which,  later, 
considered  them  primarily  by  letter  and  discussed  them  orally,t 
later  on,  at  two  meetings  held  at  Munich  21st  and  22d  of  September, 

*  Tbe  properties  of  iron  and  steel.  VIII.  Supplementary  volume  of  the  publi- 
cations of  the  progress  of  railway  construction.     Wiesbaden,  1880. 

f  The  detailed  report  giving  the  transacrions  of  the  conference  at  Munich,  and 
the  constitution  of  its  standing  committee  are  contained  in  the  XlVth.  part  of 
"  Mittheilungen  aus  dem  mecbanisch-techniichen  Laboratorium  der  technisobeh 
Hochschule  Milnchen."    (Munich,  Tlieo.  Ackermann.) 
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1885 ;  finally,  the  results  and  conclusions  were  presented  at  the 
second  general  conference  held  at  Dresden,  September  20  and  21, 
1886.  The  latter  concurred  in  most  of  the  conclusions  presented ; 
but  there  still  remained  a  number  of  unsolved  problems  which 
again  were  entrusted  to  a  second  standing  committee,  whose  duty 
it  should  be  to  discuss  them  and  then  present  their  findings  to  a 
third  conference  to  be  convened  in  the  fall  of  1888  at  Berlin. 
Meanwhile,  the  conclusions  arrived  at,  as  well  as  the  questions  still 
undetermined  were  to  be  collated  in  a  convenient  form  in  the 
shape  of  a  pamphlet  to  be  as  widely  distributed  as  possible. 

This  task  was  confided  by  the  Dresden  conference  to  the  com- 
mittee mentioned  on  the  title  page. 

In  presenting  this  pamphlet  as  the  result  of  our  work  we  cannot 
resist  expressing  the  wish  that,  in  order  to  make  it  fulfil  its  mission 
as  nearly  as  possible,  it  may  keep  alive  the  interest  in  the  aim  of 
the  conferences,  and  to  call  it  into  existence  in  such  quarters  which 
heretofore  have  held  aloof. 

To  further  this  object  we  deem  it  necessary  that  we  state  that 
each  conference  is  a  voluntary  assembly  of  men  assembled  for  a 
free  exchange  of  opinions  upon  the  best  methods  or  systems  of 
testing  particular  materials,  which  are  to  serve  certain  purposes. 
If  resolutions  are  voted  at  these  conferences,  they  can  only  decide 
which  method  of  procedure  is  considered  the  best  by  the  majority 
of  those  present. 

According  to  the  first  resolution  of  the  first  conference  '*  the  dis- 
cussions are  to  be  free,  and  the  resolutions  not  binding."  There 
are  no  obstacles  to  a  subsequent  conference  resuming  a  question 
which  had  been  decided  by  a  previous  one,  in  order  to  be  again 
discussed  and  voted  upon.  Methods  of  testing  cannot  remain  the 
same;  they  TntLst  he  developed  in  accordance  tbith  our  increasinff 
knowledge  of  the  properties  of  materials  used  in  constriustion  / 
with  the  improvements  made  in  their  production ;  with  the  adoj^- 
tion  of  new  materials  for  the  same,  etc.,  etc.,  etc. 

It,  therefore,  becomes  necessary  that  those  who  take  interest  in 
testing  materials,  from  a  scientific  standpoint,  or  because  they  are 
manufacturers  or  consumers,  assemble  from  time  to  time,  in  order 
to  deliberate  afresh,  exchange  opinions,  and  to  mutually  learn  and 
teach,  and  then  as  a  result  of  their  deliberations  agree  upon  meth- 
ods of  testing  which  are  by  them  or  at  the  least  by  the  majority 
considered  the  most  satisfactory,  to  be  adopted  for  the  time 
being. 
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lu  the  following  collation  the  resolations  already  adopted  are 
printed  in  ordinary  lype,  their  causation  in  small  type,  while  those 
questions  referred  to  the  standing  committee,  as  well  as  the  un- 
solved problems,  are  in  italics: 

1.  GENERAL  DETERMINATIONS. 

1.  Every  testing  machine  must  be  so  arranged  that  it  can  be 
readily  and  accurately  tested  or  rated. 

The  construction  thereof  must  be  snch  that  when  properly  oper- 
ated all  impact  due  to  loading  is  avoided. 

This  property  appertains  as  well  to  hydraulic  as  to  screw  ma- 
chines. 

For  practical  purposes  an  arrangement  for  making  the  machine 
work  automatically  is  not  necessary. 

2.  Good  shackles  or  holders  must  be  so  constructed  that  the  ten- 
sion or  pressure  be  distributed  as  uniformly  as  possible  over  the 
cross  section  of  the  test  piece. 

Therefore  the  requirements : 

a.  for  Compression  Tests : 

a.  Free  and  easiest  possible  motion  of  one  of  the  tables  or  sup- 
ports in  all  directiona 

h.  Tlie  surfaces  on  which  the  pressure  is  applied  must  be  as 
nearly  as  possible  parallel,  and  for  this  end  they  must  be  planed  or 
turned  when  the  material  permits  it. 

fi.  for  Tension  Tests : 

Free  and  easy  movement  of  the  test  piece  for  adjustment  at  the 
beginning  of  test.  These  conditions  are  fulfilled  according  to  ex- 
perience. 

For  round  rodsj  by  the  ball  bearing,  most  satisfactorily  such 
with  undivided  spherical  shell. 

Yorflat  bars,  pinhole  with  pin,  and  with  one  hole  and  bolt  at 
each  end  only,  or  milled  ends  and  corresponding  wedges. 

Pummer's  Holder,  a  kind  of  universal  joint,  with  two  knife 
edges  at  right  angles  to  one  another,  is  recommended  for  vertical 
machines.  "  Its  use  in  horizontal  machinesy  however,  as  well  as  the 
use  of  others  which  may  yet  he  proposed  or  designed^  are  referred 
to  the  second  standing  committee  fcyr  further  study. ^^ 
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The  use  of  serrated  wedges,  i.  e,^  of  such  steel  wedges  which  force 
themselves  into  the  test  piece,  are  to  be  discarded.* 

3.  Any  one  standard  form  of  machine  for  testing,  in  daily  prac- 
tice, cannot  be  recommended  ;  it  is,  however,  to  be  mentioned  that 
a  number  of  the  well-known  apparatuses  answer  their  particular 
purposes  more  or  less  perfectly. 

4.  To  the  results  published  by  the  experimenter,  are  always  to  be 
annexed  such  short  notes  upon  the  machines  and  methods  employed 
as  are  necessary  in  judging  of  the  value  of  the  results  obtained. 

5.  To  the  results  of  tests  obtained  are  to  be  added,  whenever 

possible,  in  addition  to  the  source  of  the  test  piece,  a  microscopic 

or  chemical  examination,  or  both,  as  well  as  notes  on  the  process  of 

manufacture  of  the  test  piece,  and  other  physical,  chemical,  or 

technical  characteristics. 

Such  ampUScation  of  the  resalts  of  tests  will  rarely  be  possible  Id  routine  U$Hng; 
it  is,  however,  highly  desirable,  and  neyer  to  be  neglected  in  scientific  researches. 

6.  The  influence  of  time  on  the  results  of  tests  of  materials,  accord- 
ing to  Fischer  and  Hartig,  cannot  be  doubted  ;  but  the  construction  of 
an  apparatus  showing  the  relation  between  the  results  obtained  and  the 
rate  of  testing  tvas  connected  tvith  many  dijiculties.  Prof  Hartig 
vKis  successful  ordy  shortly  before  the  assembling  of  this  conference  ; 
he  wiU  continue  his  investigations  and  report  them  to  tlie  next  confer' 
ence  to  be  convened. 

7.  The  materials  are  to  be  tested  for  those  qualities  or  properties 
for  which  they  are  adopted  in  construction. 

The  quality  of  a  material  itself  is  the  resultant  of  all  of  its  mechanical  proper- 
ties. As  long  as  the  interdependence  of  tliesei^everal  properties  is  unknown,  bo 
that  the  existence  of  several  might  lead  to  the  determination  of  others—and  we 
are  still  far  from  that  point — so  long  the  observation  of  a  few  of  the  properties 
will  not  be  sufficient  to  judge  of  the  applicability  of  the  materials  for  different 
purposes,  and  they  must  be  tested  for  those  properties  for  which  they  are  adopted 
in  construction.! 

8.  Such  materials  which  are  acted  upon  by  percussion  or  shock 
in  structures  are  to  be  tested  by  drop  tests,  in  order  to  determine 
their  character. 

9.  The  drop  tests  are  to  be  made  by  means  of  a  standard 
"  drop.'^^     For  such  the  following  essentials  were  adopted" : 


♦  For  description  and  sketches  of  the  above  recommended  holders,  see  Part 
XIV.  of  the  **  Mitthellungen  a  us  dem  mech.  techn.  Laboratorium  der  techn. 
Hochschule  Manchen,"  pp.  287-290,  and  Table  II. 

f  The  detailed  discussion  of  tiiis  decision  is  given  in  Part  XIY.  of  the  "  Blitt- 
heilungen/'  etc.,  pp.  156-160. 
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o.  It  was  not  coiiBidered  advisable  to  adopt  the  complete  design 
of  a  standard  **  drop,"  but  accurate  requirements  are  to  be  exacted 
for  those  details  which  can  influence  the  results  of  tests. 

It  was  thoLiglit  necessary  to  bear  in  mind  those  existing  "  drops,"  whicb  for 
the  most  part  conform  in  their  essential  parts  to  the  following  requirements. 

h.  Every  "  drop  "  is  to  be  standardized. 

It  is  not  impos!jible  that  dropo,  wliich  had  been  constructed  with  all  possible 
care,  give  erroneous  results,  afTected  by  unavoidable  influences. 

c.  With  due  regard  to  the  existing  drops,  and  as  the  results  are 
dependent  only  upon  the  work  done,  drop  weights  of  500  kiloa 
(1102.25  lbs.)  and  600  kilos.  (1322.82  lbs.)  were  considered  appli- 
cable; the  500  kilos.  (1102.25  lbs.)  weight  is,  however,  strongly 
recommended  for  adoption. 

d.  The  weight  may  be  made  of  cast  iron,  cast  or  wrought  steel ;  the 
shape  is  to  be  such  as  to  place  its  centre  of  gravity  as  low  as  possible. 

The  face  of  the  weight  is  to  be  made  of  forged  steel,  and  to  be 
placed  accurately  symmetrical  to  the  vertical  axis  through  the  centre 
of  gravity  of  the  weight  by  dovetail  and  wedges.  Special  marks 
are  to  indicate  the  accuracy  in  this  respect. 

The  vertical  line  through  the  centre  of  gravity  of  the  weight 
must  be  central  to  the  guides.  Special  marks  on  the  anvil  are  to 
indicate  this  centre  line. 

e.  The  length  of  the  guides  on  the  weight  shall  be  greater  than 
twice  the  clear  width  between  the  guides. 

The  guides  are  to  be  made  of  metal,  i.  e.,  rails,  and  to  be  so 
constructed  that  the  weight  has  very  little  play.  Greasing  the 
guides  with  graphite  is  recommended. 

/.  Detachment  or  Release  must  not  produce  oscillation  of  the 
weight  between  the  guides,  and,  therefore, 
the  escapement  must  be  easily  and  freely 
controllable.  The  point  of  suspension 
must  be  truly  above  the  centre  of  gravity 
of  the  weight.  Between  escapement  and 
the  weight  there  is  to  be  a  short  mov- 
able link  ;  i.  ^.,  chaiu  or  rope.  The  method 
officially  employed  in  Russia  is  particu- 
larly recommended,  as  shown  in  Fig.  105. 

g.  With  constant  height  of  fall,  an  automatic  detaching  device  is 
recommended. 


Digitized  by 


Google 


588  8TANDABD  TESTS  AND  METHODS  OF  TESnNG. 

h.  The  bearings  for  the  test  piece  are  to  be  rigidly  attached  to 
the  scaffold  or  frame,  i,  e.,  to  be  wedged  fast. 

The  bearing  blocks  Bbould  always  be  as  nearly  as  possible  in  one  piece  with  the 
scaffold  or  frame. 

t.  The  weight  of  the  frame  and  anvil  block  shall  be  at  least  ten 
times  that  of  the  drop  weight. 

Inasmuch  as  tests  with  the  ballistic  drop  and  with  an  ordinary  drop  which  had 
a  weight  of  anvil  of  only  four  times  that  of  the  weight,  gave  sufficiently  corre- 
sponding results  (see  Kick  "  on  the  law  of  proportional  resistances  ")  it  may  be 
confidently  assumed  that  with  a  tenfold  weight  of  frame  and  anvil  block  the 
results  will  invariably  be  comparable. 

k.  The  foundation  shall  be  inelastic  and  consist  of  masonry,  the 
magnitude  of  which  should  be  determined  by  the  locality  and  sub- 
soil. 

I.  The  surface  struck  should  always  be  level ;  therefore,  proper 
shoes  or  bearing  blocks  are  to  be  attached  when  testing  rails,  axles, 
tyres,  springs,  etc.,  etc.,  to  provide  an  upper  flat  surface.  These 
blocks  are  to  be  as  light  as  possible. 

A  uniform  drop  weight  with  flat  surface  of  contact  is  recommended  in  order  to 
simplify  its  possible  reconstruction  as  a  standard  drop  and  to  require  but  a  single 
calibration  according  to  §  o  and  §  p. 

m.  In  regard  to  the  shape  of  bearing  blocks  and  caps,  no  direc- 
tions are  as  yet  given  in  view  of  the  still  missing  results  of  experi- 
ments; it  is,  however,  recommended  that  a  description  of  the  exact 
shapes  used  be  given,  whenever  reports  of  tests  are  published,  or 
when  certificates  of  test  results  are  issued. 

n.  Drops  up  to  6  m.  (19.68  ft.)  high  ought  to  be  considered  more  reliable  than 
those  of  greater  height,  and  it  Is,  thereft^re,  recommended  that  6  m.  (19.68  ft.) 
be  not  exceeded.  For  heavier  tests  a  drop  weight  of  1000  kilos.  (2204.7  lbs.) 
ought  to  be  used. 

Drops  up  to  6  m.  (19.68  ft.)  high  can  be  more  readily  erected 
under  cover  and  with  greater  reliability ;  they  are  less  liable  to 
alteration  of  detail  than  those  that  are  larger. 

0.  The  work  of  impact  is  determined  by  the  effective  weight  and 
the  distance  through  which  it  falls.  The  total  mass  of  the  weight 
dropped  is  to  be  so  rectified  that  the  effective  weight  is  a  conven- 
ient number,  i.  e.,  500  kilos.  (1101.25  lbs.). 

Comparable  results  are  only  obtainable  when  the  loss  due  to  friction  is  consid- 
ered or  eliminated. 

p.  The  following  methods  can  be  adopted  to  determine  the  effec- 
tive weight  of  the  drop : 

a.  A  spring  balance  of  proper  force  is  attached  between  the 
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weight  and  the  lifting  rope,  and  the  indication  ^read  whUe  the 
weight  is  slowly  descending  /  thus  the  dead  weight  leas  the  friction 
is  obtained.  While  raising  the  weight,  the  dead  weight  plus  the 
friction  is  found. 

p.  The  weight  of  the  drop  is  determined  by  the  effect  produced 
by  the  blow  due  to  a  given  drop  upon  a  standard  plug  of  best  stay- 
bolt  copper  placed  exactly  central,  and  which  has  an  exact  shape 
and  weight  which  are  still  to  be  determined. 

q.  Such  standard  copper  plugs  are  also  to  be  used  to  compare 
different  drops  and  to  standardize  them. 

The  Standing  Committee  shall  advocate^  conjointly  loith  the  Direct- 
ing Committee  of  the  royal  technical  testing  institutions  at  Berlin^  thai 
the  several  estaUishments  under  Us  direction  shall  be  intrusted  tvith 
the  preparation  and  control  of  the  standard  copper  plugs  to  he  used  in 
the  calibralion  of  drops,  and  these  plugs  are  to  be  aaxmipanied  tvith  a 
table  giving  the  changes  of  form  produced  by  the  applicalion  of  woi'k 
due  to  blows. 

r.  Drops  which  have  an  absorption  of  work  due  to  friction  of 
more  than  2^  of  that  produced  by  shock  are  to  be  discarded. 

For  goteming  drop  tesU  only  tbe  most  perfect  drops  are  to  be  used,  while  on 
the  other  band  all  those  poorly  constructed  or  entertaiDed  are  to  be  avoided. 

For  the  method  of  testing^  the  following  principles  are  laid  down : 
s.  The  standard  drop  is  intended  principally  to  test  whole  or 
Jimshed  pieceSy  such  as  rails,  axles,  tyres,  springs,  etc.,  etc. 

Tests  of  specially  prepared  pieces  are  of  tbe  greatest  value,  but  instructions 
for  tbe  construction  of  a  special  small  drop  or  tbe  establishment  of  rules  for  tbe 
execution  of  such  tests  are  not  coubldered  advisable,  inasmuch  as  such  tests  are 
primarily  of  a  scientific  character.  Tbe  construction  of  such  smaller  apparatus 
for  public  laboratories  and  tbe  execution  of  guiding  tests  or  investigations  are  to 
l>e  recommended  to  ibe  proper  authorities. 

t.  The  guides  are  always  to  be  in  a  truly  vertical  position,  and 
this  as  well  as  correct  position  of  the  weight  in  the  guides  is  always 
to  be  ascertained.  The  point  of  impact  vertically  below  the  centre 
of  gravity  of  the  weight  is  to  be  carefully  marked  on  the  anvil  and 
ik)  to  be  verified  before  each  test,  in  order  to  place  that  point  of  the 
test  piece  to  be  struck  exactly  below  the  centre  of  gravity  of  the 
weight,  and  the  test  piece  must  be  so  placed  that  no  tilting  or  dis- 
placement is  produced  by  the  impact. 

u.  Inasmuch  as  the  work  done  in  a  drop  within  very  wide  limits 
is  dependent  only  upon  the  product  of  effective  weight  by  the 
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height  of  fall,  but  not  upon  the  magnitude  of  either  of  the  factors, 
it  is  recommended  to  adopt  the  metre-ton  as  the  measure  of  work, 
and  for  the  work  to  be  done  only  such  quantities  which  are  multi- 
ples of  five  hundred  ;  the  divisions  on  the  scale  must  then  be  divided 
into  half  metres  instead  of  metres. 

V.  It  is  recommended  to  adopt  sliding  scales  in  order  to  be  able 
to  place  the  zero  point  always  on  a  level  with  the  top  of  the  test 
piece. 

w.  At  present  it  is  considered  sufficient  if  deflections  of  test 
pieces  1.0  m.  (3.28  ft.)  to  1.5  m.  (4.92  ft.),  between  bearings  be 
determined  to  1  mm.  (0.0394  in.). 

X.  With  the  view  of  making  results  of  tests  comparable,  it  is 
recommended  when  publishing  results  of  tests  to  annotate  all 
details  of  procedure  during  the  test  {i,  e.  the  order  of  blows,  whether 
continuous  or  intermittent,  whether  the  test  piece  was  reversed  or 
not),  as  well  as  all  details  of  behavior  of  test  pieces* 

y.  The  Stariding  Committee  shall  examine  TiewpTopositwnsfor  drops 
and  drop  tests,  and  particularly  gather  and  collate  published  experi- 
ments and  researches  ivith  the  view  of  establishing  a  standard  method 
of  test 

11.  TESTING  OF  WROUGHT  IRON*  AND  STEEL. 

A.  Bails. 

1.  Rails,  for  reasons  of  safety  of  traffic,  and  in  accordance  with 
the  decisions  under  I.  No.  8,  must  be  subjected  to  i\\Q  drop  test, 
by  means  of  proper  technical  arrangements  (standard  drop,  see 
I.  No.  9). 

2.  When  further  knowledge  of  the  quality  of  the  material  is 
desirable,  the  tension  test  is  to  be  made. 

3.  Finally,  rails  should  be  subjected  to  bending  test  (by  static 
load)  and  in  two  ways:  one  to  determine  the  "yield  point"  by 
permanent  set;  the  other  to  determine  the  amount  of  jp^rman^^ 
deflection  under  excessive  loads  beyond  the  elastic  limit. 

That  tension  tests  alone  were  not  sufficient  for  testing  rails  was  the  nnirerstl 
opinion  of  the  Munich  Conference.  The  contradictions  of  the  results  of  such  tests 
as  nmpliaslzdi  by  Tetmajer,  and  as  demonstrated  on  Finnish,  Swiss,  and  French 
railways,  plainly  gave  evidence  to  the  contrary.     If,  on  the  one  hand,  these  con- 

*  This  name  is  adopted  in  contradistinction  to  cast  iron,  and  is  intended  to 
inclade  weldable  iron  and  low  steels. 
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tradictioDB  are  the  reaalt  of  the  fact  that  the  rails  are  Bnbjected  to  aliock,  and  on 
the  other  hand,  the  tension  test  merely  indicates  the  character  of  a  small  part  of 
the  rail  section,  it  certainly  seems  advisable  to  Iny  more  stress  npon  the  drop  and 
beuding  tests,  bnt  emphasizing  the  application  of  proper  apparatus,  for  the 
former,  especially  the  standard  drop.  As  these  latter,  however,  do  not  give  as 
much  information  about  the  character  of  the  material  as  tension  tests,  particu- 
larly when  accompanied  by  chemical  analyctis,  they  must  be  still  resorted  to,  as 
long  as  sach  information  is  desirable.  With  our  comparatively  limited  experi- 
ence thus  far  gained  in  that  respect,  tins  will  no  doubt  have  to  be  done  for  some 
time  to  come.  Comparative  results  of  both  kinds  of  te^ts  of  the  same  material, 
such  as  are  now  being  executed  at  Berlin,  will  have  to  decide  wbich  procedure 
is  to  be  preferred,  or  whether  both  are  to  be  used  hereafter  conjointly. 

4.  For  testing  rails  by  tension,  the  test  piece  is  to  be  cut  in  rect- 
angular  form  from  the  extreme  elements. 

As  a  concomitant  reason  for  the  unreliability  of  tension  tests  of  rails,  is  to  be 
mentioned  the  fact  that  the  test  pieces  heretofore  were  turned  specimens  taken 
from  the  middle  of  the  head,  and  did  not  at  all  test  the  parts  most  subject  to 
wear  and  tear,  such  as  the  head  and  foot ;  and  furthermore,  that  the  injurious 
bubbles  of  silicious  gases  in  metal,  poured  very  hot,  are  always  found  near  the 
surface  of  the  ingots.  On  the  other  hand,  it  is  to  be  remarked,  that  pure  steel 
solidified  by  the  admixture  of  manganese  contains  a  porous  central  zone  in  the 
ingots,  which  may  afifect  the  tension  test,  but  in  no  way  deteriorates  the  rail,  and 
may  thus  be  the  cause  of  erroneous  conclusions.* 

5.  TheformuUdion  of  proper  methods  of  determining  wear  of  rails 
and  tyres f  is  synonymous  toith  the  research  of  proper  methods  of  deter- 
mining toear  in  general^  and  seems  such  a  difficult  problem  that  its 
solution  win  cei^tainiy  stiU  require  considerable  time^  and  is  for  the 
present  turned  over  to  the  Standing  Committee. 

6.  The  investigations  relative  to  the  effect  of  diflerent  kinds  of 
tyres  npon  the  wear  of  rails  must  be  clas&ified  as  a  special  field  of 
operation  for  railway  administrations. 

£.  Axles. 

1.  Axles  are  to  be  subjected  to  the  drop  test  at  the  middle  as 
well  as  the  ends. 

2.  Tension  tests  of  the  same  are  to  be  resorted  to  when  addi- 
tional knowledge  of  the  material  is  desirable. 

3.  Axles  need  not  be  subjected  to  the  bending  test. 

C.  Tyres. 

1.  Tyres  are  to  be  subjected  the  same  as  rails  and  axles  to  the 
drop  tests. 

«  See  pp.  49-58,  Part  IlL  of  *<  Mittheilungen." 
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2.  Tension  tests  are  to  be  resorted  to  wliere  additional  information 
is  desired  as  above. 

3.  Sammet*  test  is  not  necessaiy. 

D.  Mtdilple  or  piece  tests. 

1.  It  is  desirable  to  obtain  as  much  information  as  possible  about 
mtiUiple  tests  (tests  of  every  piece  of  a  lot  of  material  J  in  order  to  he 
aitHe  toformrdate  a  standard  method  of  procedure. 

2.  In  the  construction  of  drops  and  testing  machines  the  possibility 
of  making  multiple  tests  is  to  he  kept  in  view. 

3.  Not  only  axles  are  to  he  kept  in  view  hut  also  aU  building  and 
structural  pieces  of  iron  and  sted. 

The  maltiple  test,  i,  e.,  a  method  which  is  as  rapid  a  test-process  as  possible, 
such  as  a  blow  given  to  each  piece  of  a  delivery  to  judge  of  the  quality,  without, 
however,  doing  any  injury,  is  certainly  as  appropriate  to  as.^^ure  a  higher  degree 
of  certainty,  as  the  one  now  generally  in  vogue  of  testing  merely  a  percentage  of 
the  delivery  or  a  number  of  pieces  of  a  load.  It  has  long  ago  been  adopted  for 
springs,  chains,  pipes,  boilers,  cylinders,  etc. ;  as  in  Austria,  where  the  multiple 
test  has  heen  frequently  applied  to  axles  with  very  good  results.  On  the  other 
hand,  the  fact  must  not  be  lost  sight  of,  that  its  application  is  combined  with 
considerable  difficulty  for  buyers  as  well  as  manufacturers,  which  might,  how- 
ever, be  overcome  by  the  introduction  of  a  proper  method  of  testing.  For  this 
reason  the  question  of  multiple  tests  was  referred  to  the  standing  committee. 

jE   Wrought  iron  for  bridge  construction. 

1.  Wrought  iron  for  bridge  construction  shall  be  subjected  to 
the  tension  tests  as  well  as, 

2.  The  bending  testy  and  this  by  a  static  load  applied  by  mechan- 
ical means,  the  material  to  be  tested  hot  as  well  as  cold,  and  bent 
around  a  stud  uniformly  of  25  ram.  (0.985  inch)  diameter. 

The  conditions  to  be  fulfilled  by  this  mechanical  device  are  to  be 
discussed  by  the  standing  committee. 

3.  The  flattening  or  spreading  as  well  as  fracture  test  need  not 
be  resorted  to,  as  the  two  tests  above  indicated  suflSciently  char- 
acterize the  material. 

F.  Low  steels  for  bridge  construction. 

1.  Low  steels  as  well  as  wrought  iron  are  to  be  subjected  to  the 
tension  iestj  as  well  as 

2.  The  bending  test,  by  a  static  load  applied  slowly  by  mechan- 
ical means,  the  material  being  tested  hot  and  cold,  and  bent  around 
a  stud  uniformly  25  mm.  diam. 

Welding  tests  and  determinations  of  hardness  are  not  to  be  made.  The  former, 
because  no  welding  Is  done  in  bridge  construction,  and  is  indeed  to  be  avoided  ; 
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the  latter  for  the  same  reason,  and  because  the  character  of  the  material  la  Boffl- 
ciently  determined  by  the  tension  and  bending  tests. 

For  special  detail  of  bridges  (bearing  plates,  etc.),  hardness  is  indeed  required, 
but  special  requirements  are  then  prescribed  for  them ;  moreover,  greater 
strength  carries  with  it  greater  hardness. 

O.  Wrought  iron  for  boiler  work. 

1.  For  the  three  shapes  used  in  boilers  made  of  wronght  iron 
the  following  tests  are  to  be  made : 

a.  Y or  plaiea. 

1.  Tension  test. 

2.  Bending  test. 

3.  Forging  and  punching  tests. 
h.  For  angle  irons. 

1.  Tension  test. 

2.  Bending  test. 

3.  Forging  and  punching  teste. 
c.  For  rivet  rods. 

1.  Tension  test. 

2.  Bending  and  forging  tests. 

2.  Angle  irons  need  not  be  tested  for  their  welding  qualities, 
but  this  is  desirable. 

3.  Red  shortness,  which  could  be  established  by  the  welding 
test,  is  determined  by  tlie  bending  test  with  hot  specimens. 

H.  Low  steels  for  loiter  construction. 

Low  steel  (Bessemer,  Martin  and  Thomas  materials),  when 
taking  the  place  of  wrought  iron  in  boiler  construction  (stationary 
locomotive  and  marine  boilers,  etc.),  shall,  in  order  to  conform  to 
standard  methods,  be  tested  as  follows : 

1.  By  tension  test 

2.  By  the  bending  testy  cold  and  at  a  red  heat.  The  edges  are 
to  be  trimmed,  and  for  plates  above  6  mm.  (.236  inch)  thickness 
the  specimens  are  to  be  bent  to  a  given  angle,  around  a  stud  uni- 
formly 20  mm.  (.985  inch)  diameter,  by  the  use  of  a  slow-oper- 
ating mechanical  device. 

By  these  tests  tlie  behavior  of  the  material  when  actual iy  worked,  and  its  soit- 
ability  for  the  work  is  determiDcd.  The  stud  uniformly  25  m.  per  .980  inch 
diameter  is  convenient,  aud  harmonizes  with  most  of  the  present  specifications. 
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.  By  the  quenching  test.     The  specimens  with  edges  trimmed 
to  be  uniformly  heated  throughout  to  a  dull  cherry  red  (about 
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550-650^  C(1022-1202°ii^,  and  quenched  in  water  of  a  temper- 
ature  of  25**  C  i^TE\  and  then  tested  as  stated  under  2. 

Experience  has  taugbt  that  the  softDeas  of  low  steels  for  boiler  work  is  to  be 
sucb  that  tbe  hardness  produced  by  qaenchiog  is  so  slight  that  it  shall  id  do  way 
prevent  tbe  material  from  being  worlced  readilj.  Material  having  a  tenacity  of 
from  88-42  kg.  per  sq.  mm.  (50,000-60,000  lbs.  per  sq.  in.)>  with  20^  elongation 
is  generally  suitable ;  but  still  it  is  safer  to  determine  this  point  by  tbe  above 
quenching  test. 

4.  By  the  forging  test  (spreading  test),  which  is  always  to  be 
made  at  a  red  heat. 

The  punching  test  need  not  be  made,  as  punching  of  low  steel 
plates  IS  to  be  avoided,  on  account  of  the  peculiar  incipient  frac- 
tures produced. 

6.  Addendum :  Those  establishments  which  habitually  use  low 
steels  are  recommended  to  test  the  material  as  well  for  its  welding 
properties. 

The  principal  reasons  against  the  general  introduction  of  the  welding  tejit,  are 
tbe  difficulty  of  its  execution,  its  dependence  upon  the  degree  of  skill  and  experi- 
ence of  tbe  workman,  and  also  the  circumstance  that  the  material  is  weldable  with 
some  difficulty,  but  not  with  such  certainty  tbat  a  riveted  joint  is  not,  perhaps, 
preferable.  The  rolled  and  corrugated  Fox  boiler  flues  are,  however,  welded,  as 
well  as  the  ordinary  flues,  and  low  gteel  gas  conduits,  but  they  are  all  individu- 
ally tested. 

Weldable  low  steel,  moreover,  does  not  harden  when  quenched,  or  only  very 
slightly,  and  is  much  less  affected  by  temperature,  but  this  is  determined  by  the 
quenching  test. 

Tests  of  low  steel  plates  after  being  annealed  can  be  omitted ;  tbe  following 
reasons  make  it  appear  not  advisable  :  Suoli  plates  are  not  always  annealed  be- 
fore use,  principally  on  account  of  the  cost.  Only  plates  of  small  diameter  are 
rolled  or  curved  while  hot ;  hand  flanging  is  done  by  heating  the  plates  locally 
little  by  little ;  corrugated  or  pitted  heads  are  no  longer  annealed,  as  are  flat 
heads  to  prevent  distortion. 

Tbe  presence  of  internal  strain  cannot  be  decided  by  this  test. 

It  is  difficult  to  determine  the  temperature  at  wbich  tbe  material  is  annealed, 
and  tbis,  as  well  as  time,  exert  considerable  influence.  Determinations  of  tem- 
I>6rature  would  make  the  tests  very  laborious.  And,  after  all,  material  is  always 
to  be  tested  in  the  condition  in  wbich  it  is  delivered. . 

In  favor  of  testing  tbe  material  after  annealing,  may  be  mentioned  tbat  com- 
parable results  of  tests  of  plate  can  only  be  obtained  after  eliminating  internal 
strains  by  annealing,  t. «.,  its  natural  condition  ;  also,  that  the  same  material 
when  rolled  into  plates  of  various  thicknesses  g^ves  varying  results ;  and  finally, 
that  comparisons  of  tests  of  the  material  as  from  tbe  rolls  and  anuealed  discover 
defects,  which  are  produced  by  careless  manipulation  during  fabrication. 

J.  Wire. 
Wire  is  to  be  subjected  to  the  following  tests : 
1.   Teiision  teat 
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2.  Winding  test^  and  this  by  mechanisms  which  exclnde  arbi- 
trariness. 

3.  Bending  test,  by  repeatedly  bending  the  wire  forward  and 
hackj  by  the  use  of  mechanism,  bending  around  a  stud  uniformly 
5  mm.  diam. 

Establisliing  a  stud  of  definite  diameter  precludes  tbe  abominable  habit  of 
clamping  tbe  wire  in  a  yipe  with  square  jaws,  over  which  the  wire  is  bent  for- 
ward and  backward. 

JT;     Wire-ropes. 

Wire-ropes  are  to  be  tested  by  : 

1.  Tension  test. 

2.  Test  by  impact  and  concussion  longitudinally. 

irhe  bending  test  would  ouljr  then  be  valuable  when  applied  to  determine  dura- 
bility, but  that  is,  practically,  very  difficult  and  unnecessary,  as  each  wire  in  the 
rope  has  already  been  tested  for  reverse  bending. 

Z.  JUeasurements  during  the  Tension  Test. 

1.  During  tension  tests  the  following  observations  are  to  be 
made: 

a.  Tenacity. 

h.  Contraction  at  the  point  of  rupture. 

c.  Elongation  after  rupture  (compare  under  Jf,  No.  1). 

d.  Limit  of  elasticity  or  limit  of  proportional  extensions. 

Although  the  contraction  is  determined  essentially  by  shape  and  dimensions  of 
section,  it  is  for  that  reason  important  to  establish  standard  directions  (see  M), 

Actually  it  would  answer  the  purpose  better  to  determine  the  elongation  under 
the  maximum  load  or  at  the  beginning  of  the  local  contraction,  but  tbis  point  it 
is  difficult  to  determine  with  large  machines. 

This  elongation  might,  however,  Im  determined  with  sufficient  accuracy  for 
practical  purposes,  from  two  observations  which  eliminate  the  local  influences, 
one  of  which  is  the  elongation  after  fracture  of  a  length  of  10  cm.  and  the  other 
that  of  20  cm. 

2.  It  is  recommended  for  the  determination  of  the  diagram  of 
work  done  (resilience)  to  make  as  many  individual  or  single  obser- 
vations, in  case  a  special  apparatus  is  not  already  used  for  recording 
this  diagram. 

3.  When  taking  such  diagrams  it  is  of  essential  value  to  indicate 
the  time  (rate)  of  taking  them. 

4.  When  taking  diagrams  the  following  five  points  are  to  be 
determined  with  the  greatest  possible  precision  : 
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a.  Elastic  limit  (limit  of  proportional  extensions). 
J.  Yield-point. 

c.  Instant  or  point  of  contraction. 

d.  Maximum  load  (drop  of  beam). 

e.  Rupture. 

5.  The  contents  of  the  diagram  of  work  of  resistance  are  to  bo 
considered  up  to  the  point  of  rupture. 

OdIj  that  part  of  the  work  done  bj  the  rod  up  to  the  point  of  contraction 
need  be  determined  ;  after  that  instant  the  part  contracting  is  the  one  mainljr 
doing  worlc,  and  the  latter  is  of  no  great  value  in  most  stractoral  materials ;  as 
the  determination  of  the  area  of  the  diagram  of  work  ap  to  the  point  of  mptare 
can  produce  no  great  error  in  the  whole  valne,  it  may  as  jet  be  retained,  as 
the  determination  of  the  instant  of  maximam  load  is  very  difficult.  Further- 
more, the  separate  consideration  of  that  pan  of  the  diagram  obtained  after  con- 
traction oouimences  is  desirable,  because  possibly  there  may  exist  some  relation 
between  the  extension  of  test  piece  after  that  point  is  reached  and  the  work  done 
to  produce  it. 

M.  Shape  of  Test  Piece  for  Tension  TtsL 

1.  Round  rods  are  to  be  prepared  in  four  types,  and  all  of  the 
same  length  between  points  of  measurement  of  200  mm.  (7.88 
in.),  standard  length,  but  with  diameters  of  10, 15,  20,  and  25  mm. 
(.394,  .591,  .788,  .985  in.),  according  to  requirements  or  possibility. 

By  standard  length  of  200  mm.  (7.88  in.)  is  to  be  understood 
that  the  tnmed  part  of  a  specimen  measures  220  mm.  (8.668  in.) 
between  shoulders,  and  all  observations  are  made  on  the  200  mm. 
(7.88  in.)  in  the  centre,  leaving  10  mm.  (.394  in.)  at  each  end 
between  gauge  marks  and  shoulders. 
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Fig.  107. 

This  working  length  is  to  be  divided  into  parts  of  10  mm. 
(.394  in,),  and  the  elongation  after  rupture  (see  i.  No.  1,  c)  is  to  be 
determined  as  follows :  Supposing  the  rupture  to  occur  as  shown  in 
Fig.  107,  between  divisions  4  and  5.  Measurements  can  be  made 
to  the  left  from  1  to  5,  or  1  to  10,  adding  0-J  and  1-ft  to  each  (using 
figures  inscribed  above  the  rod)  accordingly  as  10  or  20  cm.  (.394 
or  .788  in.)  was  used  as  standard  length.     Toward  the  right,  how- 
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ever,  onlj  0-3  can  be  determined,  and  assuming  that  the  elongation 
beyond  the  section  contracted  is  identical,  the  value  taken  from  3-5 
or  from  3-10  accordingly  as  10  mm.  or  20  mm.  are  assumed  as 
standard  length,  is  to  be  added  to  obtain  the  total  elongation  of  10 
mm.  or  20  mm.  In  this  way  the  measurements  are  so  taken  that 
the  elongation  is  nearly  the  same  as  though  the  rupture  had  taken 
place  in  the  centre  of  the  specimen. 

This  dividing  (marking)  and  measurement  of  elongation  after 
rupture  is  always  to  be  on  two  opposite  sides  of  the  test  piece. 

2.  The  standard  length  of  ^^  rods  is  the  same  as  for  round  rods, 

200  ram.  (7.88  in.),  this  length  meaning  the  same  thing  in  both 

cases.     The  dividing  or  marking,  as  well  as  the  determination  of 

elongation,  are  to  be  the  same  in  the  two  cases. 

For  the  reason  given  under  X,  No.  1,  it  is  i^commended  to  extend  tlie  determi- 
nation of  elongation  to  10  era.  (.894  in.)  as  also  to  20  cm.  (.788  In.). 

3.  In  such  cases  where  width  and  thickness  of  test  pieces  of  rec- 
tanguUvr  section  can  be  chosen  at  will,  the  width  shall  be  30  mm. 
(1.18  in.)  and  the  thickness  10  mm.  (.894  in.),  but  in  all  cases  the 
section  of  30  x  10  mm.  is  to  be  considered  as  the  standard. 

In  place  of  the  width  of  50  mm.  (1.97  in.) , formerly  customary,  one  of  80  mm. 
(1.18  in.)  is  to  be  substituted,  with  reference  to  the  smaller  testing  machines, 
largely  used  in  works,  wbich  generally  can  exert  a  force  of  but  50  tonnes  (55.13 
tons). 

4.  Where  the  thickness  is  fixed  in  plates,  the  width  of  test  piece 
is  to  be  30  mm.  (1.18  in.)  up  to  a  thickness  of  24  mm.  (.945  in.),  and 
from  25  mm.  (.985  in.)  upward  the  thickness  of  plate  is  to  be  chosen 
as  width  of  test  piece,  and  this  made  10  ram.  (.394  in.)  thick. 

In  order  to  retain  the  surface  produced  by  the  rolls  in  this  case, 
the  shoulders  are  to  be  cut  out  of  the  width  of  the  plate. 

Exceptionally,  where  smaller  testing  machines  only  are  available, 
the  limits  of  16  mm.  and  17  mm.  (.630  and  .670  ins.)  may  be 
taken  instead  of  24  mm.  and  25  mm.  (.945  and  .985  in.). 

5.  Test  pieces  from  flat  bars,  angles,  tees,  and  I  beams,  as  well 
as  channels,  etc.,  etc.,  are  to  be  cut  lengthwise^  in  the  shape  of  reo 
tangvlar  bars  of  200  mm.  standard  length,  and  not  more  than  30 
mm.  of  width  of  section.  When  the  thickness  of  bars,  angles, 
channels,  etc.,  etc,  exceeds  this,  then  specimens  are  to  be  cut 
lengthwise^  so  that  the  whole  section  is  represented  by  the  test 
pieces,  by  taking  two  or  more  lying  parallel  and  side  by  side  in  the 
original  bar,  or  as  shown  by  Fig.  H,  which  represents  a  channel 
bar. 
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6.  Tlie  surface  in  contact  witli  the  rolls  mnst  iuvariablj  remain 
on  the  test  pieces. . 

7.  The  respective  proper  atUhorities  are  to  be  requested  to  instruct 
the  testing  laboratories  under  their  supervision  to  undertake,  in  behalf 
of  the  general  public  interest,  the  comparison  of  standard  test  pieces 

for  tension  tests  as  proposed  by  the  conference. 

The  comparison  of  the  above  ronnd  and  rectangalar  types  of  test  pieces  for 
teosion  tests  as  to  tenacity,  elongation  and  contraction,  is  sacU  a  vast  subject, 
tbat  it  cannot  be  completed  by  any  one  individoal,  and  by  private  means.  The 
co-operation  of  all  official  or  governmenul  tebting  latK>raU)rie8,  and  governmental 
financial  assistance*  must  be  bespoken  in  behalf  of  tbis  work. 

ni   TESTS  OF  CAST  IBON. 

1.  Test  pieces  are  to  be  in  the  shape  of  prismatic  bars  110  cm. 
(43  in.)  long  (100  cm.  standard  length),  and  have  a  section  of 
3.0  cm.  (1.18  in.)  square. 

Larger  sectional  area  would,  however,  be  desirable  for  bending  tests  as  well  as 
for  the  facility  of  procuring  specimens  for  tensic»n  tests,  but  in  order  to  make 
them  comparable  with  the  fundamental  experimoDts  by  Wachler,  the  above 
dimensions  were  retained. 

2.  These  test  pieces  are  to  be  cast  horizontally.  The  pouring  is 
to  be  done  at  two  points  simultaneously,  the  gates  being  one-third 

'  the  distance  from  either  end.  When  test  pieces  are  cast  differ- 
ently, then  the  method  of  procedure  must  be  exactly  and  carefully 
stated. 

Wachler*s  test  bars  were  cast  on  end  (but  it  is  not  stated  whether  poured  from 
below  or  above),  but  experience  has  taught  tbat  with  some  kinds  of  iron  the  metal 
chills  too  readily,  when  bottom  poured,  and  experience  in  pouring  from  above  is 
still  lacking.  The  method  of  casting  is,  moreover,  dependent  upon  the  quality 
of  the  cast  iron,  upon  the  skill  of  tbe  moulder  and  caster,  etc.;  therefore  the 
above  final  injunction. 

3.  The  pressure  employed  in  tbe  method  of  casting  as  required 
under  No.  2  shall  be  equal  to  a  column  of  cast  iron  15  cm.  high. 

4.  Dry  sand  moulds  are  to  be  used. 

5.  During  the  test  the  points  to  be  determined  are  as  follows: 

Ow  Resistance  to  flexure  and  work  done  during  bending  up  to 
the  point  of  rupture,  using  three  test  pieces. 

}.  The  tenacity  as  determined  from  turned  test  pieces  20  mm. 
diam.  and  200  mm.  (.785  in.  x  7.85  in.)  staudaixi  length,  cut  from 
the  two  ends  of  the  test  piece  broken  by  flexure,  and  two  of  these 
out  of  each  of  the  three  first  tested. 

c.  Compression^  determined  from  cubes  3  cm.  (1.18  in.)  on  each 
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side,  cut  from  the  pieces  obtained  by  a,  and  two  snch  out  of  each 
bar.  Pressure  to  be  applied  in  the  direction  of  the  axis  of  the 
original  bar. 

6.  The  bars  for  bending,  and  the  cubes  for  compression  test  are 
to  be  tested  as  taken  from  the  sand,  with  tlie  scale. 

7.  Special  cast  pieces,  such  as  bearing  plates  for  bridges,  water 
pipes,  etc.,  etc.,  are  to  be  submitted  to  special  test  in  accordance 
with  the  uses  to  which  the  pieces  are  to  be  put. 

IV.  TESTS  OF  COPPER,  BRONZE,  AND  OTHER 
METALa 

The  establwhrnent  of  uniform  methods  of  testing  copper,  bronze  and 
other  metals  required  such  manifold  preparatory  tvork,  that  no  definite 
results  have  thus  far  been  obtained,  and  the  problem  was  turned  over 
to  the  standing  committee  for  further  investigation. 

V.  TfiSTS  OF  WOOD. 

1.  Necessary  parts  of  a  technical  opinion  of  woods  are  (as  far  as 
possible):  Information  of  location  of  forest,  the  locality  in  which 
the  tree  grew  from  which  the  specimens  were  obtained,  whether 
crowded  in  a  dense  forest  or  in  an  open  spot ;  from  which  part  of 
the  tree  the  wood  was  cut ;  finally,  statement  of  age  and  time  of 
year  when  felled. 

2.  To  form  a  technical  opinion  on  woods  at  least  three  samples 
are  necessary,  on  account  of  the  great  difference  existing  between 
single  individuals  and  even  pieces. 

3.  Of  each  test  piece  a  description  of  external  appearance  is  to 
be  given  as  follows : 

A.  Of  the  longitvdinal  cut,  or  better  still,  surface  as  produced  by 
splitting :  making  note  of 

a.  Straight  position  of  fibres  or  otherwise. 

h.  The  presence  or  absence  of  knots  or  ingrown  limb  buts. 

B.  Appearance  of  cross  section :  giving 

c.  When  examining  leaf  trees  and  all  members  belonging  to  the 
pine  family : 

Of.  The  average  radial  width  of  rings  in  mm.; 

y5.  The  increase  or  decrease  or  the  change  of  width  of  rings  on 
one-half  diameter ; 
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y.  Circnlar  or  eccentric  arrangement  of  rings,  and 
d.  In  all  pines  the  average  proportion  of  spring  and  autnmn 
growth  of  all  the  rings. 

4.  The  specific  weight  of  each  test  piece  is  to  be  determined  in 
the  condition  of  moisture  in  which  it  happens  to  be  tested  as  well 
as  after  thorough  drying  in  a  temperature  of  from  101  to  105°  0. 
(214-221°  F.).  The  difference  in  moisture  in  these  two  conditions 
is  also  to  be  determined. 

5.  Compression  and  transverse  tests  are  to  be  the  means  of  deter- 
mining the  solidity  or  strength  and  resilience  of  woods. 

a.  For  the  compression  test  prismatic  blocks  are  to  be  used,  hav- 
ing a  section  of  10  cm.  by  10  cm.  (3.94  x  3.94  in.),  and  a  length  of 
15  cm.  (6.91  in.),  with  exactly  concentric  position  and  parallel  bear- 
ing surfaces. 

h.  Transverse  strength  is  to  be  determined  from  prismatic  pieces 
10  cm.  by  10  cm.  (3.94  x  3.94  in.),  in  cross  sections,  160  cm.  (63.0 
in.)  long,  with  150  cm.  (59.1  in.)  c.  to  c.  of  bearings.  The  point  of 
application  of  the  force  is  to  be  protected  against  injory  by  a 
rider  of  2  cm.  (.788  in.)  thickness,  and  20  cm.  (7.88  in.)  length  or 
other  satisfactory  means.  Flexure  is  to  be  carried  up  to  rupture. 
Enpture  of  single  bundles  of  fibres  or  splitting  in  or  separation  of 
layers,  is  not  to  be  considered  as  rupture. 

c  The  fibre  strains  at  the  time  of  rupture  are  to  be  determined 
from  the  usual  formulae  for  flexure,  under  the  assumption  that  it 
is  applicable  up  to  the  instant  of  rupture. 

d.  The  determination  of  the  resistance  or  quality  of  the  wood  is 
effected  by  means  of  the  work  done  duriuf^  flexure  by  the  test  piece 
of  above  dimensions,  represented  by  the  diagram  of  resistance  up 
to  the  instant  of  maximum  load. 

6.  In  order  to  deteimine  the  resistance  of  whole  trunks  the  sep- 
arate sections  of  which  show  differences,  the  compression  and 
bending  tests  as  above  are  to  be  execute<l,  and  upon  at  least  two 
pieces  cut  from  the  centre  and  two  selected  so  that  the  extreme 
edges  coincide  with  the  surface  of  the  trunk ;  from  these  the  cor- 
rect mean  of  the  whole  trunk  is  obtained. 

7.  The  relative  position  of  rings  and  direction  of  application  of 
force  in  these  tests  is  to  be  represented  by  a  diagram.  Sap-wood 
is  to  be  strained  in  the  direction  of  the  radius  of  the  rings  with  the 
heart  on  the  concave  and  surface  on  convex  side  of  curve  produced 
by  flexure. 
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VI.  TESTING  OF  MATERIALS  FOR  SHIP  CON. 
STRUOTION. 

1.  Materials  used  in  ship  construction,  such  as  wrought  iron  in 
the  shape  of  plates,  bars,  angles,  shape  and  rivet  iron,  are  to  be 
tested  by : 

a.  Tension  teat. 

h.  Bending  test  while  cold. 

c.  Bending  test  while  at  a  red  heat  or  forge  test. 

2.  Such  as  low  steels  and  cast  steels^  in  the  shape  of  plates,  bars, 
angles,  shape  and  rivet  iron,  are  to  be  tested  by  : 

a.  lension  test. 

h.  Bending  test  while  cold. 

c.  Bending  test  while  at  a  red  heatj  or  forge  test. 

d.  hardening  or  temper  test  by  flexure. 

e.  Those  parties  who  habitually  use  low  steels  in  ship  construc- 
tion are  recommended  to  examine  the  material  furnished  for  its 
welding  properties. 

The  tests  of  resistance  of  the  materials  are  to  be  made  with 
standard  test  pieces,  in  the  condition  in  which  the  material  is  fur- 
nished. The  specimens  for  bending  tests  are  to  be  obtained  pre- 
cisely as  prescribed  for  boiler  plates  (see  above  under  II.,  (?and  ET). 

The  hardening  and  bending  tests  are  to  be  made  precisely  as 
above,  with  the  diflference  that  the  bars  are  to  bo  bent  by  a  slowly 
operating  mechanical  device,  using,  however,  studs  which  will  pro- 
duce bending  of  the  inner  surface  to  a  radius  proportional  to  the 
thickness  ofploAe. 

VII.  TESTING  OF  STONE. 
A.  Stone  in  General. 

Stone  is  to  be  examined  for  its  resistance  to  boring  or  qtiarrytngj 
in  aecordance  with  uniform  methods  in  the  following  manner :. 

1.  Trial  methods. 

The  trials  for  the  determination  of  resistance  to  boring  stone 
are  to  be  made  by, 

a.  A  jumper  or  drill ;  or 

h.  By  rotary  boring  machines. 

For  testing  by  jumper  or  drill  is  to  be  recommended  an  appa- 
ratus such  as  was  used  by  mine  surveyor  Hausse,  of  Zankerrode,  in 
his  tests  of  the  resistance  of  stone   to   boring,  and  which  was 
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described  in  the  "  Deutsche  Berg  und  Huttenmannieche  Zeitung," 
1882,  Nob.  33  and  34.  By  such  an  one  or  a  similar  one,  or  else  by 
a  boring  machine  the  work  done  in  metre-kilograms  required  to 
bore  a  hole  of  given  dimensions  is  determined. 

2.  Determination  of  the  proper  preliminary  work  before  the  exe- 
cution of  the  actual  tests  of  strength. 

Because  the  least  work  done  upon  a  stone  of  given  quality  with 
a  given  size  of  hole  is  largely  dependent  upon 

a.  The  moment  of  drop  of  a  jumper,  or  the  force  required  to 
advance  the  borer  as  also  its  velocity  of  rotation,  and 

h.  The  shape  and  cutting  angle  of  drill,  or  of  the  teeth  of  the 
boring  tool,  aud 

c.  The  number  of  blows  for  one  revolution  of  drill,  when  drill- 
ing by  percussion  ;  it  is  recommended  to  determine  by  preliminary 
trials,  the  most  favorable  combination  of  conditions  under  which 
the  actual  tests  are  to  be  carried  out.  As  a  starting  point  it  may 
be  stated,  that  for  a  drilled  hole  25  mm.  diameter,  the  most  favor- 
able moment  of  drop  lies  between  6  and  9  metre-kilograms,  and 
that  the  pressure  in  boring  machines  varies  from  30  to  130  atmos- 
pheres ;  also  that  in  percussion  drills,  the  most  favorable  angle  of 
cutting  edge  lies  between  70**  and  110°  (7,  with  from  12  to  60 
blows  per  one  revolution  of  drill ;  and  finally  that  with  existing 
boring  machine  the  most  favorable  diameter  of  bore  varies  from  40 
mm.  to  80  mm.  (1.576—3.152  inches). 

3.  Special  standard  procedure. 

After  the  most  favorable  method  of  working  the  particular  vari- 
ety of  stone  has  been  determined  by  the  preliminary  investigations, 
a  diameter  of  hole  of  25  mm.  (.985  inch)  shall  be  adopted  as  the 
invariable  standard  when  using  a  perctission  drill  (jumper),  this 
being  about  the  approximate  hole  drilled  by  a  single  (one  man) 
drill.  However,  in  order  to  determine  the  effect  on  the  work  done, 
of  the  size  of  hole  drilled,  holes  of  larger  diameter  are  to  be 
drilled,  and  for  this  35,  45  and  65  mm.  diameter  (1.379,  1.773 
aud  2.561  inches),  corresponding  to  the  average  holes  produced  by 
two  and  three  men  or  power  drills,  are  recommended.  When 
these  larger  diameters  of  holes  are  investigated  by  drilling,  then 
the  most  favorable  moment  of  drop  (moment  of  impact)  is  to  be 
determined,  on  the  basis  of  the  law  of  proportional  resistances, 
starting  with  the  most  favorable  moment  of  impact  for  drilling  a 
hole  25  mm.  (.985  inch)  diameter  which  has  been  determined 
empirically  beforehand. 
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For  iaring  experiments  no  fixed  (jiameter  can  be  prescribed,  as 
this  is  dependent  upon  the  existing  boring  machine  at  hand,  but  it 
is  recommended  in  such  cases  to  adhere  as  closely  as  practicable  to 
the  diameters  of  drill  holes  of  45  and  65  mm.  (1.773  x  2.661  inches). 

4.  Additional  tests. 

For  the  purpose  of  information  it  appears  desirable  that  stone 
examined  for  resistance  to  boring  be  also  investigated  for  compres- 
sive strength,  elasticity  and  resistance  to  shearing. 

5.  Test  report  of  boring  test. 

For  the  reports  of  results  obtained  the  following  blank  form  is 
to  be  filled  up  as  indicated : 

STANDARD  REPORT  BLANK  FOR  BORING  TEST. 


4. 
5. 
6. 
7. 
8. 
9. 
10. 

n. 

12. 
18. 
14. 
16. 
16. 


Description  of  stone  in  its  geological  and  mineralogieal  relations. 

Miner's  classification  (}ihT6,  very  hard,  or  extremely  hard). 

Textare  (».  e.,  coarse  grained,  fine  grained,  parallel,  normal  to  or  in« 
dined  to  axis  of  drill  hole. 

Specific  gravity  of  the  stone. 

Diameter  of  hole  drilled. 

Diameter  of  hole  and  core  when  boring. 

Straight  or  curve  edged  drUls. 

Angle  of  edge  of  drills. 

Number  of  blows  per  revolution  of  drill. 

Effective  weight  of  drill. 

Mean  effective  drop  of  drilL 

Number  of  blows  required  to  drill  the  depth  of  hole. 

Number  and  form  of  teeth  of  borer. 

Statement  of  pressure  on  and  velocity  of  borer  while  boring. 

Actual  or  total  depth  of  bore  hole. 

Calculated  or  indicated  work  done  during  boring  stated  in  metre-kilo 
grams  per  cm.  of  hole  bored.  (When  using  a  hollow  borer  the 
annul  us  of  stone  cut  away  is  alone  to  be  considered.) 


B.  Building  Stones. 

a.  Natural  Building  Stone. 

1.  In  addition  to  the  petrographic  and  geologic  description  of 
the  stone,  its  fracture  and  location  of  stratum  from  which  the  sam- 
ple is  obtained  are  to  be  clearly  stated.  Also  the  time  of  quarry- 
ing, as  well  as  the  deposit.  When  the  quarry  is  very  wet  the 
sample  is  to  be  obtained  in  the  dry  season.  Inasmuch  as  it  is  often 
diflScult  for  the  investigator  to  examine  the  correctness  of  minero- 
logical  nomenclature  given  by  the  client,  it  is  to  be  recommended 
to  desist  expressly  from  this  examination  unless  the  contrary  is 
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requested,  and  to  bo  record  it  in  the  test  report ;  on  the  other  hand, 
it  is  desirable  to  rectify  palpable  incorrectness  of  nomenclature  of 
the  stone,  by  a  communication  relative  thereto  to  the  client 

Similarly  in  a  given  case,  the  verification  of  statements  relative 
to  locality  and  stratum  of  quarry  from  which  the  sample  has  been 
obtained,  maybe  also  neglected,  and  the  test  report  can  be  made  to 

read  about  as  follows :   Stated  to  be  obtained  from  the 

quarries,  found  in  the bed  or  stratum. 

2.  It  is  to  be  recommended  that  the  investigator  make  particu- 
lar inquiries  about  the  intended  utilization  of  the  stone  by  the 
client  (whether  as  building  or  cutting  stone,  for  sidewalks,  for 
pavements,  or  for  ballast  or  macadam),  before  commencing  the 
tests,  and  then  to  execute  them  in  accordance  with  thescy  and  not 
the  accidental  wording  of  the  order. 

3.  Stone,  which  is  to  be  used  as  cut  stone  for  sub  or  superstructure, 
is  to  be  tested  for  resistance  to  compression ,  and  in  the  shape  of  cubes, 
*with  planed  bearing  surfaces  lying  between  pressure  plates  without 
the  interposition  of  other  substances ;  one  of  these  plates  must  have 
free  motion  in  all  directions.  The  compressive  strength  is  to  be 
determined  normal  or  parallel  to  the  bed  of  the  stone,  or  both, 
according  to  the  utilization  of  the  stone,  and  the  tests  in  eacli 
direction  are  to  be  made  in  triplicate. 

Test  pieces  should  be  selected  as  large  as  possible,  according  to 
the  relative  strength  and  the  capacity  of  the  testing  machine,  but 
for  weaker  stone  a  cube  measuring  10  cm.  (3.94  inches)  on  each 
side  is  sufficient. 

4.  In  addition  to  this,  rectangular  pieces  are  to  be  tested,  from 
which  the  compression  due  to  increasing  loads  is  to  be  determined 
and  the  diagram  of  work  constructed.  Similarly  tension  and  bend- 
ing tests  are  to  be  made  and  plotted. 

5.  Test  pieces  shall  be  tested  in  a  perfectly  dry  state,  obtained 
by  submitting  them  to  a  temperature  of  30°  C.  (86°  F.)  until  there 
is  no  further  diminution  of  weight. 

6.  The  specific  gravity  (weight  of  the  unit  of  volume)  of  stone 
is  invariably  to  be  determined,  and  always  after  drying  at  80°  0. 
(86°  F.). 

.  7.  The  examination  of  resistance  to  frost  is  to  be  determined 
from  samples  of  uniform  size,  inasmuch  as  the  absorption  of  water 
and  action  of  frost  is  directly  proportional  to  the  surface  exposed, 
and  with  a  view  to  the  same  test  of  cements  this  block  is  to  be  a 
cube  of  7  cm.  (2.76  inches)  length  of  edges.     Smaller  dimensions 
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are  only  permissible  with  very  hard  stones;  although  the  frost- 
resisting  qaalities  in  these  are  rarely  in  doubt. 

8.  The jf^rost  test  consists  of : 

a.  The  determination  of  the  compressive  strength  of  saturated 
stones,  and  its  comparison  with  that  of  dried  pieces. 

h.  The  determination  of  corhpressive  strength  of  the  dried  stone 
after  having  been  frozen  and  thawed  out  twenty-five  times,  and  its 
comparison  with  that  of  dried  pieces  not  so  treated. 

c.  The  determination  of  the  loss  of  weight  of  the  stone  after  the 
twenty-fifth  frost  and  thaw  ;  special  attention  must  be  had  to  the 
loss  of  those  particles  which  are  detached  by  the  mechanical  action, 
and  also  those  lost  by  solution  in  a  definite  quantity  of  water. 

d.  The  examination  of  the  frozen  stone  by  use  of  a  magnifying 
glass,  to  determine  particularly  whether  fissures  or  scaling  occurred. 

9.  For  the  frost  test  are  to  be  used : 

Six  pieces  for  compression  tests  in  dry  condition,  three  normal 
and  three  parallel  to  the  bed  of  the  stone,  provided  these  tests  have 
not  already  been  made  (as  under  No.  3  above),  in  which  it  is  per- 
missible, on  account  of  the  law  of  proportions,  to  use  test  blocks 
larger  than  7  cm.  (2.76  in.)  cube. 

Six  test  pieces  in  saturated  condition,  not  frozen  however  ;  three 
tested  normal  to,  and  three  parallel  to  bed. 

Six  test  pieces  for  tests  when  frozen,  three  of  which  are  to  be 
testefi  normal  to,  and  three  parallel  to  bed  of  stone. 

10.  When  making  the  freezing  test  the  following  details  are  to 
be  observed : 

a.  During  the  absorption  of  water,  the  cubes  are  at  first  to  be 
immersed  but  2  cm.  (.77  in.)  deep,  and  are  to  be  lowered  little  by 
little  until  finally  submerged. 

h.  For  immersion  distilled  water  is  to  be  used  at  a  temperature 
of  from  15°  C.  (59°  F.)  to  20°  C.  (68°  F.). 

c.  The  saturated  blocks  are  to  be  subjected  to  temperatures  of 
from  -  10°— 15°  C.  (14°  to  5°  F.). 

d.  The  blocks  are  to  be  subjected  to  the  influence  of  such  cold  for 
four  hours;  and  they  are  to  be  thus  treated  when  completely 
saturated. 

e.  The  blocks  are  to  be  thawed  out  in  a  given  quantity  of  distilled 
water  at  from  59°  F.  —64°  F. 

11.  An  investigation  of  weathering  qualities,  stability  under  in- 
fluences of  atmospheric  changes,  can  be  neglected  when  the  frost 
test  has  been  made.     However,  the  effects  in  this  respect  in  nature 
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are  to  be  carefully  observed,  and  experience  previously  had  in  the 
utilization  of  such  material  is  to  be  carefully  collated,  with  special 
observation  of 

a.  The  eflfect  of  the  Sun,  in  producing  cracks  and  rupture  of  stones. 

K  The  effect  of  the  Air,  whether  producing  carbonic  acid  gas. 

c.  The  effect  of  Rain  and  moisture  in  regard  to  partial  solution 
and  disintegration ;  and  finally  the  effect  of 

d.  Temperature. 

/?.  Artificial  Building  Stone. 

1.  When  testing  bricks  as  found  in  a  delivery,  the  least  burnt 
are  always  to  be  selected  for  investigation. 

2.  Bricks  are  to  be  tested  for  resist ance  to  compression  in  the 
shape  of  cubical  pieces,  formed  by  the  superposition  of  two  half 
bricks,  which  are  to  be  united  by  a  thin  layer  of  mortar  consisting 
of  pure  Portland  cement,  and  the  pressure  surfaces  are  also  to  be 
made  smooth  by  covering  them  with  a  thin  coating  of  the  same 
material.    At  least  six  pieces  are  to  be  tested. 

3.  The  specific  gravity  of  bricks  is  to  be  determined. 

4.  In  order  to  control  the  uniformity  of  the  material  the  porosity 
of  the  bricks  is  to  be  determined ;  for  this  purpose  they  are  to  be 
thoroughly  dried  and  then  submerged  in  water  until  saturated. 
Ten  pieces  are  to  be  thoroughly  dried  upon  an  iron  plate  and 
weighed ;  then  these  bricks  are  to  be  immersed  in  water  for 
twenty-four  hours,  in  such  a  way  that  the  water  level  stands  at  half 
the  thickness;  after  this  they  are  to  be  submerged  for  another 
twenty-four  hours,  then  to  be  dried  superficially  and  again  weighed  ; 
thus  the  average  quantity  of  water  absorbed  is  determined.  The 
porosity  is  always  to  be  calculated  by  volume,  though  the  per  cent, 
of  water  absorbed  is  always  to  be  stated  in  addition. 

5.  Besistance  against  frost  is  to  be  determined  as  follows: 

a.  Five  of  the  bricks  previously  saturated  by  water  are  to  be 
tested  by  compression ; 

h.  The  other  five  are  put  into  a  refrigerator  which  can  produce  a 
temperature  of  —  15®  C.  (5°  F.)  at  least,  and  kept  therein  for  four 
hours ;  then  they  are  removed  and  thawed  in  water  of  a  tempera- 
ture of  20°  C.  (68°  F.).  Particles  which  might  possibly  become 
detached  are  to  remain  in  the  vessels  in  which  the  stone  is  thawed 
nntil  the  end  of  the  operation.  This  process  of  freezing  is  repeated 
twenty-five  times  and  the  detached  particles  are  dried  and  compared 
by  weight  with  the  original  dry  weight  of  stone.    Particular  atten- 
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tioD,  by  using  a  magnifying  glass,  is  to  be  given  to  the  possible  for- 
mation of  cracks  or  laminations; 

0.  After  freezing,  the  bricks  are  to  be  tested  by  compression. 
For  this  test  they  are  dried,  and  the  result  obtained  is  to  be  com- 
pared with  that  of  dry  brick  (see  above,  No.  2)  not  frozen ; 

d.  Tiins,  freezing  the  bricks,  does  not  give  a  knowledge  of  the 
absolute  frost-resisting  capacity;  the  value  of  the  investigation  is 
only  relative,  because  by  it  can  only  be  determined  which  stone  can 
be  most  easily  destroyed  by  the  action  of  frost.         . 

6.  To  test  bricks  for  the  presence  of  soluble  salis^  five  are  selected, 
and  again  those  which  are  least  burnt,  and  then  such  which  have 
not  yet  been  moistened.  Of  these  again  the  interior  parts  only  are 
used,  for  which  reason  tbe  bricks  are  split  iu  three  direction^  thus 
producing  eight  pieces  of  which  the  corners  lying  innermost  in  the 
brick  are  knocked  off.  These  are  then  powdered,  until  all  passes 
througli  a  sieve  of  900  meshes  per  square  centimetre  (=  about  6,840 
per  sq.  in.),  from  which  the  dust  is  again  separated  by  a  sieve  of 
4,900  meshes*  per  square  cm. (31,360  per  sq.  in.),  and  the  remain- 
ing  particles  on  the  latter  are  examined.  Twenty-five  grammes 
are  lixiviated  in  250  cubic  cm.  of  distilled  water,  boiled  for  about 
one  hour,  however,  replenishing  the  quantity  .evaporated,  filtered 
and  washed.  The  quantity  of  soluble  salts  present  is  then  deter- 
mined by  boiling  down  the  solation  and  bringipg  the  residue  to  a 
red  heat  for  a  short  time  The  quantity  of  soluble  salts  present  is 
to  be  given  in  per  cent,  of  the  original  weight  of  stone. 

The  salts  obtained  are  to  be  submitted  to  chemical  analysis. 

7.  Determinations  of  the  presence  of  carbonate  of  limey  pyrites^ 
micay  and  similar  substances  are  to  be  made  upon  the  unburnt 
clay  primarily,  for  which  purpose,  too,  unburnt  bricks  are  to  be  fur- 
nished. These  are  soaked  in  water  and  the  coarse  particles  are 
separated  by  passing  the  whole  material  through  a  sieve  having  400 
meshes  per  square  cm.  (about  one-third  mm.  opening).  The  sand 
thus  obtained  is  to  be  examined  by  the  magnifying  glass  and 
hydrochloric  acid  to  determine  its  mineralogical  composition. 
When  impurities  such  as  carbonate  of  lime,  pyrites,  mica,  etc.,  etc., 
are  found,  then  pieces  of  brick,  such,  for  instance,  as  remained  from 
the  determination  of  soluble  salts,  are  to  be  examined  in  a  Fapin's 
digester  for  their  deleterious  influence.    They  are  to  be  so  arranged 

*  These  sieves  are  the  same  as  tboee  used  for  the  examination  of  dements  (see 
below,  VIII.  C  2). 
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in  a  Papin's  digester  that  they  are  not  touched  by  the  water 
directly,  bnt  are  subjected  to  the  action  of  the  steam  generated 
alone.  The  pressure  of  steam  shall  be  one-fourth  atmosphere 
and  the  duration  of  test,  three  hours.  Possibly  occurring  dis- 
integration is  to  be  determined  by  means  of  the  magnifying 
glass. 

8.  For  the  determination  of  the  relation  hettoeen  volumetric  and 
auperjicial  porosity  y  as  also  for  the 

9.  Testing  of  roof  tiles  for  their  impermeabQity,  the  new  Standing 
Committee  is  to  develop  propositions. 

0.  Paving  Stones  and  Ballast,  Natural  and  Aetificial. 

1.  Information  in  regard  to  petrographic  and  geologic  classifica- 
tion, the  origin  of  the  samples,  etc.,  etc.;  also: 

2.  Statement  in  regard  to  utilisation  of  same,  precisely  as  under 
the  same  numbers  of  natural  stones  :  B,  a  (see  p.  54). 

3.  Specific  gravity  of  the  samples  is  to  be  determined. 

4.  All  materials  used  in  the  construction  of  roads,  provided  they 
are  not  to  be  used  under  cover  or  in  localities  without  frost,  are  to 
bo  tested  for  their  frost-resisting  qualities,  by  similar  test  to  those 
prescribed  for  natural  stone  above  (see  B,  a.  No.  7-10). 

5.  Flagging  or  stone  used  for  sidewalks,  are  tested  most  satis- 
factorily in  a  manner  representing  their  mode  of  utilization,  by  de- 
termining the  wearing  qualities  by  a  method  as  proposed  by 
Professor  Bauschinger  and  described  in  Part  XI.  of  his  *'  Mitthei- 
lungen."  The  uniformity  of  wearing  qualities  of  burnt  stone  for 
parts  more  or  less  distant  from  the  exterior  surface  is  determined  by 
repeating  the  trial  on  the  same  piece,  and  not  merely  testing  one, 
but  a  greater  number  of  pieces.  It  is,  moreover,  necessary  to  sub- 
mit samples  of  the  best,  the  poorest  and  the  medium  qualities  of 
bricks  in  any  one  delivery. 

6.  For  the  determination  of  the  value  of  stone  for  ballast  (maca- 
dam) or  paving  purposes ;  the  only  decisive  method  is  to  construct 
trial  roads,  on  which  the  materials  employed  are  sure  to  receive  a 
traflSc  as  nearly  uniform  in  kind  and  weight  per  metre  of  width  as 
possible.  It  is  urgently  desirable  that  such  trial  pieces  be  numer- 
ously constructed  by  the  supervisors  of  road  construction  in  a  uni- 
form manner,  and  special  attention  is  hereby  called  to  tlie  infor- 
mation given  by  Professor  Dietrich  in  a  paper  entitled  "Die 
Baumaterialien  der  Steinstrassen "  (materials  of  construction  of 
stone  roads). 
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7.  lu  order  to  determine  the  value  of  ballast  and  paving  stone 
newly  introduced  in  a  manner  more  expeditious  than  that  of  the 
construction  of  trial  roads,  and  so  as  not  to  increase  the  number  of 
trial  roads  in  proportion  to  the  number  of  kinds  of  materials  em- 
ployed, it  is  neceesary  to  determine  a  more  rapid  metliod  of  testing 
such  stone.  As  ballast  and  paving  materials  are  equally  to  be  ex- 
amined for  resistance  to  abrasion  and  to  frangibility,  trials  in  a 
revolving  drum,  similar  to  those  used  in  France  for  some  time 
past,  or  others  as  described  and  delineated  in  the  above  mentioned 
pamphlet  by  Prof.  Dietrich,  are  recommended.  It  appears,  how-r 
ever,  that  an  increase  in  diameter  to  0.8  m.,  and  of  length  to  0.5  m. 
is  necessary,  in  order  to  increase  the  eftect  of  impact.  The  rotary 
velocity  as  well  might  be  increased ;  the  new  Standing  Committee 
is  directed  to  investigate  the  most  advisable  rotary  velocity^  the 
quantity  and  dimensions  of  materials  to  he  tested^  and  the  method 
of  determining  the  abrasion  by  actual  practical  U'ialSy  and  to  report 
results  to  the  next  conference. 

It  is  to  be  remarked,  however,  that  the  preparation  of  the  trial 
ballast  is  not  to  be  left  to  the  client  ordering  the  investigation,  but 
is  rather  to  be  managed  by  the  investigator,  in  order  to  secure 
greater  uniformity. 

It  is  a  problem  of  experience  to  test  the  agreement  of  the  results- 
of  this  trial  method,  which  ought  to  be  preferred  to  the  quarrying 
(boring)  test  (subject  to  continually  varying  conditions  of  the  drill), 
with  the  results  as  obtained,  by  the  trial  roads  themselves. 

8.  In  addition  to  this  drum  test,  ballast  materials  particularly  are 
to  be  tested  for  their  resistance  to  cornpression^  as  they  are  subject 
to  crushing,  and  the  blocka  of  stone  for  this  purpose  are  to  be  cubes 
of  from  5—7  cm. 

9.  Paving  materials  are  to  be  examined  for  capacity  of  talcing  a 
polish  {or  becoming  smooth)^  and  the  new  Standing  Committee  is  to 
submit  propositions  rdative  thereto  to  the  next  conference, 

10.  In  ballast  and  paving  materials,  also,  it  seems  necessary  to 
investigate  the  least,  partly,  and  most  suitable  grades  in  a  delivery 
of  any  one  material,  as  uniformity  of  the  structure  made  by  them 
is  one  of  the  essential  or  Drimary  qualities  necessary. 

11.  Examinations  of  asphalts  can  only  be  made  in  an  exhaustive 
manner  by  the  construction  of  trial  roads.  An  opinion  coinciding 
with  the  results  of  such  trial  may  be  formed  by 

a.  Determination  of  the  quantity  and  quality  of  the  bitumen 
contained  therein  (whether  the  bitumen  be  artificial  or  natural). 
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b.  By  physical  and  chemical  determination  of  the  residne. 

c.  By  determination  of  the  specific  density  of  test  pieces  of  the 
material  used  by  a  Yicat's  needle  of  a  circular  sectional  area  of  1 
sq.  mm. 

d.  By  the  determination  of  the  wear  of  such  test  pieces  by  abra- 
sion or  grinding  trials. 

e.  By  the  determination  of  the  resistance  to  frost  of  these  test 
pieces. 

D.  Tests  of  Materials  fob  Pbbsebyation  of  Natural  and 
Abtoioial  Building  Stone. 

1.  The  preservation  of  natural  and  artificial  building  stones  shall 
be  determined  by  the  tension  tests. 

The  resalts  thas  far  obtained  when  determining  the  *effect  of  materials  for 
prefer vation,  have  uniformly  shown  tbat  the  resistance  is  increased^  or  at  least 
that  the  tendency  to  deterioration  under  tbe  effect  of  repeated  freexing  and  thaw- 
ing of  patnrated  materials  is  diminished.  As  all  materials  for  preservation  take 
the  form  of  coatings  and  do  not  permeate  the  stones  to  be  ezamiDed,  it  appears 
that  the  strength  is  properly  indicated  by  tension  pieces  of  email  section. 

Id  these  the  ratio  of  surface  to  volome  is  greater,  and  the  effect  of  the  preaer- 
vation  is  more  easily  determined. 

2.  For  the  form  of  the  test  pieces,  the  German  standard  of  5  am. 
minimum  section  is  chosen. 

All  of  the  building  stones  requiring  preservative  treatment  are 
soft,  and  can  therefore  be  easily  given  the  standard  shape.  For 
artificial  stone  the  German  mould  can  be  used  directly  to  produce 
the  shape.  The  German  tension  apparatus  is  well  adapted  for  the 
tests. 

3.  Three  test  pieces  suffice  for  one  series  of  tests.  Should  these, 
however,  give  decided  variations,  then  an  additional  set  of  five 
pieces  is  to  be  tested. 

4.  The  method  prescribed  for  determining  the  resistance  to 
frost  as  described  under  No.  YII.,  -ff,  or,  and  VII.,  ^,  >5,  for  natural 
and  artificial  building  stone,  shall  also  be  employed  to  determine 
the  eflfect  of  preservative  materials. 

^  Also,  it  is  recommended  to  determine  the  length  or  duration  of 
the  preservative  effect.  Practically  this  would  be  done  by  repeat- 
ing the  above  tests  after  one  and  three  and  five  years. 

6.  Inasmuch  as  the  preservative  effect  may  sometimes  be  due  to 
the  increased  impermeability  of  the  materials  to  the  injurious  com- 
ponents of  the  atmosphere,  rather  than  an  increased  resistance,  the 
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porosity  or  permeability  of  such  would  be  shown  by  the  capacity 
of  absorbing  water  before  and  after  treatment,  and  would  be  ex- 
pressed in  per  cent,  {jf)  of  weight  of  water  abporbed  by  a  normal 
or  standard  test  piece. 

6.  Test  pieces  to  determine  the  preservative  eflfect  must  be  sub- 
jected to  the  exact  treatment  prescribed  for  actual  practice.  Ac- 
cording to  the  nature  of  the  preservative  material  the  treatment 
must  vary,  as  the  manner  of  application  may  materially  inflaence 
the  effect. 

VIII.  TESTS  OF  HYDRAULIC  MORTARS. 

(Bond  Materials.) 

A.  General  Beicarks. 

1.  When  using  hydraulic  bond  material  for  a  specific  purpose, 
such  special  use  and  also  the  mixing  materials  at  hand  (such  as 
sand,  gravel,  slag,  etc.)  must  always  be  borne  in  mind  when  making 
the  tests,  and  used  in  the  preparation  of  the  specimen.  These 
tests,  however,  are  not  to  take  the  place  of  the  so-called  standard 
tests. 

Sewer  covers  and  pipes  are  to  be  tested  by  Prof.  Bauschingers 
method.  (See  Mittheilungen  aus  dem  mech.  techn.  Laboratorium 
der  techn.  Hochschule  in  Muenchen,  Heft.  YII.) 

2.  The  compressive  and  tensile  resistance  of  hydraulic  mortars, 
made  in  accordance  with  current  standard  methods,  is  not  all  suffi- 
cient to  insure  the  durability  of  structures,  as  there  are  really 
several  other  important  points  to  be  considered  as  well ;  such  as 
weathering  qualities,  brittleness,  impermeability,  adhesive  strength, 
stability  of  volume  of  mortar,  which  are  all  of  the  greatest  impor- 
tance for  the  durability  of  structures. 

Inasmuch  as  the  strength  of  existing  cement-mortars  cannot  be 
utilized,  it  appears  superfluous  from  the  point  of  view  of  the  users 
of  cement  to  still  further  increase  it. 

3.  The  motion^  "  The  admixtures  of  materials  shall  not  in  future  be 
determined  cw  heretofore  by  weight,  but  by  volume,''  is  submitted  to 
the  new  Standing  Committee. 

B.  NOICENOLATUBE. 

1.  HydratUic  Umes  are  products  obtained  by  roasting  '1>uming) 
limestones  containing  more  or  less  clay  (or  silicic  acid),  an.1  which 
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when  moistened  with  water  become  wholly  or  partly  pulverized 
and  slaked.  According  to  local  circumstances,  these  are  found  in 
trade  in  lumps  or  in  a  hydratcd  condition  in  the  shape  of  a  fine 
flour. 

2.  Roman  cements  are  products  obtained  by  burning  clayey  lime 
marls  below  the  temperature  of  decrepitation  and  which  do  not 
disintegrate  upon  being  moistened,  but  must  be  powdered  by 
mechanical  meanp, 

3.  Pordand  cements  are  products  obtained  by  bui*ning  clayey 
marls  or  artificial  mixtures  of  materials  containing  clay  and  lime,  at 
decrepitation  temperature,  and  are  then  reduced  to  the  fineness  of 
flour,  and  which  contain  for  one  part  of  hydraulic  material  at 
least  1.7  parts  of  calcareous  earth.  To  regulate  properties  techni- 
cally important,  an  admixture  of  two  per  cent,  of  foreign  matter  is 
admissible. 

4.  Hydraulic  fluxes  arc  natural  or  artificial  materials,  which  in 
general  do  not  harden  of  themselves,  but  in  presence  of  caustic 
lime,  and  then  the  same  as  a  hydraulic  material ;  i.  e.j  puzzuolana, 
santorine  earth,  trass  produced  from  a  proper  kind  of  volcanic 
tufa,  blast-furnace  slag,  burnt  clay,  etc.,  etc. 

5.  Puzzuolana  cements  arc  products  obtained  by  most  carefully 
mixing  hydrates  of  lime  pulverized,  with  hydraulic  fluxes  in  the 
condition  of  dust. 

6.  Mixed  cements  are  products  obtained  by  most  carefully  mix- 
ing existing  cements  with  proper  fluxes.  Such  bond  materials  are 
to  be  particularly  stated  as  "  Mixed  Cements,"  at  the  same  time 
naming  the  base  and  the  flux  used. 

C.  Testing. 
1.  Weight. 

a.  The  determmation  of  the  specific  weight  of  hydraulic  bond 
materials  (specific  weight  of  the  granular  parts)  is  to  bo  detennined 
uniformly'by  the  apparatus  called  the  "  Volumenometer." 

6.  To  determine  the  weight  of  a  given  volume  of  a  hydraulic  bond 
material,  a  cylindrical  vessel  10  cm.  high  is  to  be  used.  Into  this  is 
to  be 

{a)  sifted,  and 

(0)  shaken, — the  material  to  be  weighed. 

The  particular  method  according  to  which  each  of  these  is  to  he 
done  is  committed  to  the  new  Standing  Committee, 
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2.  Fineness  of  Grain. 
The  fineness  is  to  be  determined  by  the  use  of  sieves  of  900  and 
4j900  meshes  per  sq.  cm.  for  Portland  cements,  and  of  900  and  2,500 
meshes  (5,732  and  31,170  per  sq.  in. ;  5,732  and  16,900  per  sq.  in.) 
per  sq.  cm.  for  the  other  hydraulic  bond  materials,  and  for  each 
test  a  quantity  of  1,000  gr.  (2.22  lbs.)  is  to  be  used.  The  wires  used 
in  the  above  sieves  shall  have  diameters  of 

0.05,         0.07,        and         0.1     mm.  for  sieves  having 
4,900,       2,500,         and         900     meshes  per  sq.  cm. 
(.00197,       .002758,       .00395  in.) 
(  5732,  15900,  31170  meshes  per  sq.  in.) ; 

and  it  is  recommended  to  always  procure  the  sieves  from  the  same 
makers. 

3.  Set. 

or.  Of  all  hydraulic  bond  materials,  excepting  puzzuolana  (trass). 

a.  Conditions  of  set  are  always  to  be  investigated  at  a  tempera- 
ture of  from  59°— 65^  F. 

h.  They  are  to  be  determined  from  a  paste  of  standard  consist- 
ency.  To  determine  the  latter  the  standard  needle  (see  below)  is 
used,  combined  with  the  "consistency  meter,"  which  is  a  rod  of 
1  cm.  diameter,  weighing  300  grammes  (.66  lb.),  and  a  cylindrical 
vessel  4  cm.  high  and  8  cm.  diameter  (1.576  x  3.152  in.)  inside, 
made  of  a  substance  not  permeable  by  water,  and  at  the  same  time 
a  bad  heat  conductor  (preferably  hard  rubber). 

To  determine  the  standard  consistency  of  a  paste,  400  grs.  of  the 
materia]  are  stirred  with  a  given  quantity  of  water  to  make  a  stiflf 
paste,  which  is  worked  by  a  spoon-shaped  spatula  for  exactly  three 
minutes  fur  slow-setting  and  one  minute  for  quick-setting  mate- 
rials ;  this  is  then  filled  into  the  vessel  of  the  consistency  meter 
without  shaking.  'After  stroking  the  surface  of  the  paste  the  rod 
of  the  consistency  meter  is  carefully  inserted  into  the  paste. 

When  this  rod  remains  standing  6  mm.  (.2364  in.)  above  the 
bottom  of  the  vessel,  the  paste  is  said  to  have  standard  consistency. 

c.  The  conditions  of  set  are  determined  by  the  standard  needle 
of  1  sq.  mm.  (0.000157  sq.  in.)  cylindrical  section,  and  a  weight  of 
300  grammes  (0.66  lb.),  and  the  same  vessel  as  before. 

Four  hundred  grammes  (0.88  lb.)  of  the  material  are  mixed  with 
the  quantity  of  water,  determined  as  under  ft,  and  made  into  a 
paste,  stirring  slow-setting  materials  three  minutes  and  quick-setting 
one  minute,  and  with  this  paste  fill  the  vessel  flush.     The  material 
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has  commenced  to  set  when  the  needle  no  longer  penetrates  to  the 
bottom.  In  quick-setting  materials  the  commencement  of  set  can 
also  be  determined  by  the  thermometer. 

To  determine  the  time  of  settmy  the  cake  is  removed  from  the 
vessel.  Every  hydraulic  bond  material  can  be  said  to  have  set 
wlien  it  has  hardened  so  much  that  the  standard  needle  no  longer 
makes  any  impression.  The  time  in  which  this  degree  of  harden- 
ing occurs  is  called  the  time  of  setting. 

Whether  a  material  is  to  be  classilied  as  quick  or  slow  setting  is 
determined  by  the  beginning  of  set. 

d.  As  a  preUmhiary  test  for  the  determination  of  the  time  of 
setting,  the  cake  test  can  be  employed.  For  this  100  grammes  of 
the  material  to  be  tested  are  mixed  with  water  to  a  paste  of  normal 
consistency,  and  stirred  three  minutes  if  slow,  and  one  minute  if 
quick  setting;  this  paste  is  made  into  a  paste  of  about  2  cm.  thick- 
nessy  and  placed  on  a  glass  slab.  The  same  is  said  to  have  set  when 
it  resists  the  finger  nail  under  slight  pressure. 

e.  Addendum, 

It  is  desirable  that  the  setting  qualities  be  also  determined  with 
higher  proportions  of  water  than  that  necessary  to  make  a  paste  of 
standard  consistency. 

fi.  For  the  determination  of  set  of  puzzuoUxno  (trass)  the  fdllormng 
proposition  is  svbmitted  to  the  new  Standing  Committee : 

The  findy  powdered  pvazudano  dried  at  from  212° — 230''  F,  is 
heated  to  redness  to  determine  the  loss  by  weight  of  combined  water  ; 
the  commencement  of  set  is  determined  by  means  of  the  standard 
needle  of  1  sq.  mm.  (.00J65  sq.  in,)  section,  tveighing  300  grammes 
(0.66  lb.)  (see  above,  a,  c),  and  when  submerged  in  water  of  59°  F.  as 
nearly  as  possible,  but  certainly  toith  statement  of  temperature,  using 
a  mixture  of  two  parts  by  toeight  of  puzzuclano  (trass),  one  part 
potodered  hydrate  of  lime,  and  one  part  of  watery,  The  mortar  thus 
obtained  is  to  be  fVed  into  the  standard  vessel  and  immediately  sub- 
merged, and  examined  after  tvx>,  three,  four,  and  five  days  to  deter^ 
mine  with  what  load  the  above  standard  needle  enters  to  a  depth  of  5 
mm.  (.197  in.). 

4.  Constancy  of  Volume. 

a.  Portland  cement 

a.  To  obtain  a  rapid  judgment  of  the  constancy  of  volume  of 
Portland  cement  when  hardening  under  water  or  under  conditions 
preventing  drjing,  the  simple  baking  test  is  to  be  resorted  to,  and 
as  follows : 
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The  cement  is  mixed  with  water  to  form  a  paste  of  standard 
consistency,  and  small  cakes  of  from  8 — 10  cm.  diameter  and  2  cm. 
(8.94 — 3.15  in.  diameter  x  .788  in. .thick)  in  thickness  are  formed 
on  flat  glass  plates. 

Two  of  these  cakes,  which  are  guarded  against  complete  drying 
to  avoid  shrinkage  cracks,  are  placed  after  twenty-four  hours,  or  at 
least  after  having  set,  with  their  smooth  surfaces  upon  metal  plates, 
and  subjected  to  a  temperature  of  from  230® — 248**  F.  (at  least  one 
hour)  until  no  more  steam  is  given  off. 

If  the  cakes  after  this  treatment  show  neither  warping  nor 
cracks  on  the  edges,  the  material  can  be  considered  to  have  con- 
stancy of  volume ;  otherwise  the  result  of  the  now  universal  cake 
test  on  glass  plates  is  to  be  made  and  the  result  obtained  is  to  bo 
decisive. 

In  the  presence  of  more  than  S^  of  dry  sulphate  of  lime  (or  a 
corresponding  proportion  dt  unburnt  gypsum)  the  baking  test  is 
not  conclusive. 

h.  The  deciding  test  of  constancy  of  volume  is  the  cake  test  on 
glass  plates,  which  is  to  be  executed  as  follows : 

One  hundred  grammes  (0.22  lb.)  of  the  cement  to  be  tested  are 
mixed  with  water,  and  made  into  a  paste  of  normal  consistency  and 
a  cake  thei'eof  of  about  2  cm.  (0.788  in.  thick)  thickness  is  made  on 
a  plate  of  glass.  Two  of  these  cakes,  guarded  against  drying,  are 
submerged  in  water  after  twenty-four  hours  or  when  set,  and  the 
material  is  said  to  have  constancy  of  volume  when  the  cakes,  after 
twenty-eight  days'  submersion,  show  neither  warping  nor  cracking 
of  edges. 

/?.  Hydraulic  Zimes  and  Roman  Cements. 

For  these  the  cake  test,  under  water,  as  given  under  a,  J,  is  rec- 
ommended. 

y.  Pmzuolano. 

For  these  the  following  proposition  is  submitted  to  the  new 
Standing  Committee : 

The  determination  of  constancy  of  volume  of  puzzuolano  mortar, 
consisting  of  two  parts  by  weight  of  puzzuolano,  one  part  powdered 
hydrate  of  lime,  and  one  part  by  weight  of  water,  is  made  by  filling 
the  vessel  (see  above,  3,  or,  c.)  and  stroking  the  same ;  then  sub- 
merging it  in  water  at  least  2  cm.  (0.788  in.)  above  the  upper 
edge  of  this  vessel. 

The  two  halves  of  the  vessel  must  not  be  spread  by  the  material, 
nor  must  it  rise  above  the  upper  edge. 
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Discovery  of  rapid  methods  for  determining  the  constancy  of 
volume  of  Portland  cement,  and  other  hydraulic  bond  materials  in 
air,  as  well  as  the  cooking  test,  are  submitted  to  the  new  Standing 
Committee. 

5.  Testa  of  Strength. 

a.  For  all  hydraulic  bond  materials,  excepting  puzzuolano  : 

a.  The  tests  of  strength  are  to  be  made  with  mixtures  of  1  part 
by  weight  of  the  material,  and  3  parts  by  weight  of  sand.  It  is, 
however,  desirable  to  make  tests  with  a  larger  admixture  of  sand  as 
well. 

h.  The  sand  to  be  used  is  to  be  standard  sand,  obtained  from  the 
purest  quartz  sand,  the  fineness  of  which  is  to  be  determined  by 
using  three  sieves — 64,  144,  and  225  meshes  per  sq.  cm.  (407,  916, 
1,431  per  sq.  in.) — so  that  one-half  passes  the  first  and  remains  on 
the  second,  and  the  other  half  passes  the  second  and  remains  on 
the  third  sieve. 

c.  The  wires  of  these  sand  sieves  are  to  bo  as  follows: 

Sieves  of  64  144  225  meshes  per  sq.  cm. 

Diam.  of  wire,    0.40  0.30  0.20  mm. 

40T  916         1,431  meshes  per  sq.  in. 

0.0157      0.01182     0.00788  in. 

The  Standing  Committee  is  charged  to  determine  whether  sieves 
punched  from  plates  can  be  substituted  for  wire  sieves,  and  shall 
determine  the  size  of  holes  to  be  used  to  correspond  to  above  wire 
sieves. 

d.  The  weight  by  volume  of  the  standard  sand  is  to  be  deter- 
mined by  weighing  the  sand  sifted  into  a  standard  liter  measure. 

e.  The  several  testing  laboratories  can  use  quai-tz  sand  of  any 
source  in  order  to  obtain  the  standard  sand ;  the  prescribed  fine- 
ness of  grain  must  not,  however,  be  varied. 

When  comparing  results  obtained  by  diflferent  laboratories,  the 
standards  are  to  be  previously  compared  by  mutual  agreement. 

The  new  Standing  Committee  is  charged  to  determine  a  stand- 
ard sand,  not  only  in  reference  of  grain,  but  also  in  regard  to 
weight  and  all  other  influencing  qualities. 

/.  The  deciding  test  of  resistance,  determining  its  value,  is  the 
compression  test ;  this  is  to  be  made  with  cubes  of  80  sq.  cm. 
(7.75  sq.  in.)  section. 

g.  The  usual  test  of  quality  (test  determining  tlie  quality  of  the 
material  to  be  furnished)  is  the  tension  test,  made  by  means  of  the 
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German  standard  apparatus,  with  test  pieces  of  the  German  stand- 
ard form,  having  a  section  of  6  sq.  cm.  (0.775  sq.  in.)  at  the  part 
to  be  ruptured. 

A.  Tlie  determination  of  a  standard  consistency  of  mortars,  as 
well  as  the  discovery  of  a  practical  mechanical  device  for  producing 
test  pieces,  which,  in  particular,  insures  equal  density  of  compres- 
sion and  tension  test  pieces,  is  delegated  to  the  new  Standing  Com- 
mittee. 

For  the  present  all  test  pieces  are  to  be  prepared  by  hand,  having 
care  to  give  them  as  nearly  as  possible  equal  density. 

i.  To  carry  out  the  tension  and  compression  tests,  six  pieces  of 
each  age  of  mortar  are  necessary.  The  mean  of  the  four  highest 
results  obtained  is  to  be  considered  as  the  controlling  one. 

A.  All  test  pieces  must  be  kept  in  an  air  space  saturated  with 
watery  vapor  for  the  first  twenty-four  hours,  after  which,  and  until 
immediately  before  testing,  submerged  in  water  of  a  temperature 
69® — 65°  F.,  to  be  changed  once  every  seven  days. 

I.  The  critical  test  for  all  bond  materials  is  to  be  the  28-day 
test. 

To  judge  of  the  quality  in  less  time  in  the  case  of  Portland 
cement,  the  resistance  may  be  determined  upon  mortar  of  the 
composition  of  3  :  1  after  setting  7  days. 

Tests  of  resistance  of  pure  Portland  cements  made  up  into  a 
paste  of  normal  consistency,  on  an  impermeable  plate,  and  those 
with  standard  sand  after  three  days'  setting,  are  delegated  to  the 
new  Standing  Committee. 

The  same  is  also  to  make  propositions  as  to  how  other  hydraulic 
bond  materials  may  be  examined  rapidly  for  their  quality. 

/?.  All  tests  of  resistance  of  puzzuolano  mortars  are  to  be  made 
on  mixtures  by  weight  of  2  parts  puzzuolano,  1  part  powdered 
hydrate  of  lime,  3  parts  standard  sand,  and  1  part  of  water. 
The  treatment  shall  in  other  respects  be  the  same  as  that  of 
cement  samples,  and  the  puzzuolano  mortars  especially  are  to  be 
kept  in  an  air  space  saturated  with  watery  vapor  for  24  hours 
before  being  submerged. 

For  special  tests  the  test  pieces  can  be  put  under  water  immedi- 
ately after  making;  in  such  cases  it  is  recommended  to  increase 
the  quantity  of  water  by  one-tenth  when  making  the  paste. 

The  observation  of  conditions  of  temperature  is  of  greatest  im- 
portance for  puzzuolano  mortars;  if  at  all  possible,  the  mixing  and 
immersion  water  are  to  be  kept  at  from  59° — 65°  F. 


Digitized  by 


Google 


568  STANDARD  TESTS  AND  METHODS  OF  TECmNG. 

For  test  pieces  of  puzznolano  mortars  only  the  purest  air-claked 
lime  is  to  be  used,  as  the  strength  depends  largely  upon  the  lime. 

When  builders  manufacture  their  own  puzznolano  from  tufa 
then  the  stone  is  to  be  so  finely  powdered  for  sampling  that  75  j^ 
will  pass  through  the  sieve  of  900  meshes  (5,732  per  sq.  in.) 
and  50  ^  through  the  sieve  of  4,900  meshes  per  sq.  cm.  (31,170  per 
sq.  in.),  using  wires  of  diameters  stated  above. 

When  powdering,  no  coarser  particles  are  to  be  discarded,  but 
the  pulverization  must  be  carried  to  such  a  point  as  to  produce  the 
prescribed  fineness. 

6.  Adhesion. 

The  following  propositions  for  the  determination  of  adhesion  are 
submitted  to  the  new  standing  committee  for  examination  and 
report. 

The  adhesion  of  all  hydranh'c  bond  materials  and  mortars  is  to 
be  determined  by  the  German  standard  testing  machine,  using 
test  pieces  enclosed  in  frames  placed  on  dull  ground-glass  prisms. 
The  test  surface  is  to  be  5  x  5  =  25  sq.  cm.  The  tension  holders  must 
be  entirely  mobile ;  i.  «.,  a  correct  holding  device  for  tension  tests. 

It  is  absolutely  necessary  that  all  test  pieces  of  hydraulic  bond 
materials  be  kept  in  a  space  saturated  with  water  or  submerged,  as 
prescribed  for  tension  tests. 

In  order  to  determine  the  adhesion  of  bond  materials  correctly, 
all  accidental  effects  of  the  material  upon  the  surfaces  united  must 
be  excluded.  Bricks,  therefore,  are  never  to  be  used  when  testing 
limes,  and  hydraulic  limes  and  cements  in  particular,  as  they  would 
form  with  lime  a  puzzuolano  cement,  which  extends  into  the  Eub- 
stance  of  the  brick. 

For  practical  reasons  such  substAuoes  are  to  be  selected  which 
can  be  treated  with  alkalies  and  acids  without  changing  their  com- 
position. Really  this  leaves  only  ground  glass  and  biscuit  porce- 
lain plates,  and  ground  glass  deserves  preference  for  reasons  of 
economy  and  as  it  is  affected  but  very  slightly  by  lime. 

All  ground-glass  plates  are  to  have  the  same  finish. 

7.  Density  of  Different  Hydraulic  Bond  Materials  for  the 
Preparation  of  Mortars. 

The  density  is  determined  by  the  well-known  mortar  volume- 
meters  or  mathematically  by  StahPs  method  (which  is  given  in  the 
XlVth.  Part  of  the  Mittheilungen  aus  dem  mechan.  techn.  Lab- 
oratorium  der  kgl.  techn.  Hochschule,  pp.  252  and  270). 
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Winkler.  Dr.  E.,  Professor  der  tecbnisclieD  Hoclischnle  in  Berlin (Ci,  D.) 

Wolff,  E.,  EiseDbabnbanmeister  a.  D.  in  Berlin (D.) 

Zervas,  Wilb.,  in  Firma  Zervas  D.  S(^bne,  Tnffsteingruben,  Trassmilhlen 

etc.  in  KOlna/Bh (Ci.) 

Zwoleoski,  J.,  Oberingenienr  der  Gsterreich.-ongar.   Staatseiseobabnge- 

sellschaft,  DomftQendirection  io  Wien (M,  Ci,  D.) 
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PROCEEDINGS 

OF   THB 

CINCINNATI  MEETING 

(XXUt) 

OF  TUB 

AMERICAN  SOCIETY  OF  MECHANICAL  ENGINEERS, 

Mfty  18th  to  16th.  1890. 


Local  ComrrrrRB  :~Chftrle8  A.  Bauer,  J.  R.  Clmj,  Z.  B.  Goes,  R.  B.  Ck>Uier, 
W.  H.  Doane,  Joe.  F.  Firestone,  Alexander  Gordon,  George  A.  Graj,  Chairman, 
James  0.  Hobart,  George  Horoaog,  E.  B.  Jobnaton,  Willia  C.  Jones,  William 
H.  Jones,  John  A.  Keller,  O.  W.  Kellj,  Walter  Laidlaw,  H.  M.  Lane,  O.  A.  Lan. 
phear,  Henry  Marx,  H.  P.  Minot,  George  W.  Passel,  S.  W.  Powel,  A.  W.  Robin- 
son, S.  W.  Robinson.  James  W.  See,  J.  H.  Springer,  James  B.  Stanwood,  Secre- 
tary.  F.  C.  Trowbridge,  J.  H.  Vaile,  E.  B.  Wall,  8.  P.  Watt,  J.  F.  Webster,  L. 
B.  York. 

First  Day,  Tuesday,  May  13th. 

The  XXIst  meeting  of  the  American  Society  of  Mechanical 
Engineers  was  called  to  order  at  8  o'clock,  in  the  Scottish  Bite 
Cathedral  of  Cincinnati,  Broadway,  West  Side,  between  Fourth 
and  Fifth  Streets. 

Mr.  Geo.  A.  Gray,  as  Chairman  of  the  Local  Committee,  intro- 
duced Mr.  M.  E.  Ingalls,  President  of  the  C.  C.  C.  4  L  R  R, 
who  welcomed  the  Society.  He  was  followed  by  Prot  H.  T. 
Eddy,  Dean  of  the  University  of  Cincinnati  President  Oberlin 
Smith,  who  was  in  the  Chair,  replied  for  the  Society,  after  which 
the  professional  papers  were  taken  up. 

The  first  was  that  of  Prof.  J.  E.  Denton,  entitled  "  Measure- 
ment of  the  Durability  of  Lubricants."  This  was  discussed  by 
Messrs.  Almond,  Porterfield,  Hawkins,  Scheffler,  Dutton,  Webb 
and  Strong.  The  second  paper  was  by  Mr.  C.  S.  Dutton,  entitled 
"  Some  Experiences  with  Crane  Chains,*'  which  was  discussed 
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by  G.  C.  Henning.  The  third  paper  of  the  eyening  was  the 
"Memorandum  "  by  Mr.  G^o.  H.  Barrus,  as  to  his  taking  indica- 
tor-cards from  the  engine  of  the  steamer  CUy  of  Richmond^ 
which  conveyed  the  party  of  American  Engineers  on  their  trip 
of  May,  1889,  from  New  York  to  Liverpool  At  the  close  of 
this  paper,  the  party  adjonmed  to  the  Beception  Booms  con- 
nected with  the  Assembly  Hall,  to  enjoy  an  informal  Beception 
with  refreshments,  tendered  by  the  Local  Committee. 

Second  Day,  Wednesday,  May  14:Th. 

The  second  session  was  called  to  order  at  10  o'clock  in  the 
morning  in  the  Scottish  Bite  CathedraL  The  Secretary's  regis- 
ter showed  the  following  members  to  be  in  attendance  during 
the  sessions  of  the  Convention  : 

Ashwortb,  D Pittsbargh,  Pa. 

Almond,  Tbo«.  R Brooklyn,  N.  Y. 

Ames,  Prof.  W.  L Terre  Haate,  Ind. 

Beck,  M.  A East  Saginaw,  Mich. 

Ball,  F.  H Erie,  Pa. 

Barnard,  (Jeo.  A , New  York  City. 

Barms,  Geo.  H Boston,  Mass. 

Binsse,  Henry  L New  York  City. 

Borden,  Tbos.  J.  ( Vice-PreMerU) Fall  River,  Mass. 

Brown.  Alex.  T Syracuse,  N.  Y. 

Barnaby,  Clias.  W St.  Loais,  Mo. 

Bond,  Geo.  M.  (Manager) Hartford,  Conn. 

Burgdorff,  T.  F.  (U.  8.  N.) Knoxville,  Tenn. 

Bauer,  Cbas.  A Springfield.  O. 

Baugb.  S.  A Detroit,  Mich. 

Brown,  C.  S Terre  Haute,  Ind. 

Barnes,  David  L , Cbicago,  111. 

Barnes,  W.  F Rockford,  111. 

Blair.  H.  P Rocbester,  N.  Y. 

Bulkley.  Henry  W New  York  CUy 

Baldwin,  Bert.  L Cincinnati,  O. 

Cooper,  Henry  R Syracuse,  N.  Y. 

CuUen,  Jas.  K Cblca^o,  III. 

Col  well,  A.  W New  York  aty. 

Clay,  John  R Dayton,  O. 

Caipenter,  Prof.  R.  C Lansing,  Mich. 

Cole.  J.  Wendell ; Columbus,  O. 

'   Crocker,  John  B Hamilton,  O. 

Croutbers,  J.  A New  York  City. 

Cooley,  Prof.  M.  E Ann  Arbor,  Mich. 

Dock,  Herman Philadelphia,  Pa. 
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Darthiell,  Benj.  J..  Jr Baltimore,  Md. 

Doran,  W.  S New  York  Citj. 

Dui-fee,  W.  F Birdsboro,  Pa, 

Derbyshire,  W.  H PhUadBlphia,  Pa. 

Dick,  John Meadville,  Pa. 

DuttoD,  C.  Sejmoar Youogstown,  0. 

Downe,  H.  S Chicago,  111. 

Dodds*,  £ Indianapolis,  Ind. 

Darlington,  F.  G Indianapolip,  Ind. 

Eberhurdt,  F.  L'E. : Newark,  N.  J, 

Forsyth,  Wm.  {Manager). .  ? Anrora,  111, 

Forney,  M.  N New  York  City. 

Fawcett,  E Alliance,  O. 

Firestone,  Joe.  F Colambus,  O. 

Gould,  VV.  V Norwich,  Conn. 

Greenwood,  J.  H Cleveland,  O. 

Gobeille,  Jo^^ph  Leon Cleveland,  O. 

Gilmore,  Kobt.  J Providence,  R.  I. 

GUI,  John  L PhiladelphU,  Pa. 

Geer,  J.  H Johnstown,  Pa. 

Gray,  Prt.f.  Thos ; Terre  Haute.  Ind. 

Gale,  Prof.  Horace  B St.  Louis,  Mo. 

Gray,  G.  A Cincinnati,  O. 

Haiikins,  Harry  S Philadelphia,  Pa. 

Heggem,  Chas.  0 Massillon,  O. 

Holme?,  Isaac  V Beloit.  Wis. 

Hi-nniug,  Gdj*.  C New  York  City. 

Hibbard,  H.  D  Pittsburgh,  Pa. 

Hill.  Wm Coliinsville,  Conn. 

Hunt,  C.  W New  York  City. 

Hobart,  Ja?.  C Cincinnati,  O. 

Hawkins,  John  T Taunton,  Mass. 

Henthorn,  John  T Providence,  R.  I. 

Higgins,  S Meadville,  Pa. 

Hunter,  Geo.  E Elgin,  111. 

Herman,  L Cleveland,  O. 

Hornuiig,  Geo Cincinnati,  O. 

Ide,  A.  L Springfield,  O. 

Jones,  W.  H Cincinnati,  O. 

Jones,  W.  C Cincinnati,  O. 

Jacobus,  Prof.  D.  S Hoboken,  N.  J. 

Jenks,  W.  H Brookville. 

Johnston.  Ed.  B Cincinnati,  O. 

Kempemiih,  F Milwaukee,  Wis. 

Kirk,  W.  A.  L Chattanooga,  Tenn. 

Kirby,  Frank  E Detroit,  Mich. 

Kinder,  J.  J.  De Philadelphia,  Pa. 

Kirkevaag,  Peter Youngstown,  0. 

King,  C.  I Madison,  Wis. 

McKinney,  R.  C Hamilton,  O. 

Kelly,  0.  W Springfield,  O. 
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Keller,  J.  A Hamiltoo,  O. 

Lanphear,  O.  A CiDcinnati,  O. 

Laird,  JohD  A St.  Louis.  Mo. 

Lipe,  C.  E Sjrracase.N.  Y. 

Lane,  H.  M Cincinnati,  O. 

Laidlaw,  Walter Oncinnati,  O. 

Landreth,  Prof.  Olln  H NaehTille,  Tenn, 

Morris,  Henry  O Philadelphia,  Pa. 

Magnider,  Prof.  Wm.  T Nashville,  Tenn. 

Mack,  J.  e.  D CiBcinnati,  O. 

Miller,  Jas.  S Brie,  Pa. 

Morgan,  T.  R.,  Sr Alliance,  O. 

Moore,  A.  G CiDdnnati,  O. 

Moore,  E.  L Portftmonth,  N.  H. 

McFarreo,  S.  J McKeesport,  Pa. 

Marx.  Henry Cincinnati,  O. 

March,  P.  G Cincinnati,  O. 

Miller,  Fred.  J New  York  aty. 

Nagl e,  A.  P Chicago ,  HI. 

Nason,  Carleton  W.  (Manager) New  York  City. 

Paasel,  Geo.  W Cincinnati,  O. 

Perdyai,  Geo.  S New  York  City. 

Penney,  Edgar Wayneshoio,  Pa. 

Porterfield,  H.  O Pittsburgh,  Pa.     , 

Parks,  E.  H Providence,  R.  L 

Powel,  S.  W HamUton,  O. 

Penrnddock,  J.  H Fort  Gratiot,  Mich. 

Pickering,  Thos.  R Connecticut. 

Rogers,  W.  8 Troy,  N.Y. 

Robb,  D.  W Amherst,  Nova  Scotia. 

Raynal,  A.  H Richmond,  Va. 

Roberts,  T.  H Detroit,  Mich. 

Roberts,  E.  P Cleveland,  O. 

Robinson,  J.  M New  York  City. 

RoMnson,  A.  W Bucynis,  O. 

Robinson,  Prof.  S.  W Colnmbas,  O. 

Randolph.  L.  S Baltimore,  Md. 

Smith,  Oberlin  (PreMent) Bridgeton,  N.  J. 

Stanwood,  J.  B Cincinnati,  O. 

Suplee,  H.  H Philadelphia.  Pa. 

Spieis  Albert New  York  City. 

Smith,  Jesse  M Detroit,  Mich. 

Smith,  Geo.  H Providence,  R.  L 

Spangler,  Prof.  K,  W .  (U.  8,  N,) PhiladelphU,  Pa. 

Smith,  Chas.  P Norwich,  Conn. 

Stillman,  F.H New  York  aty. 

Spaolding,  H.  C Boston,  Mass. 

Smith,  C.  M.  W Dunkirk,  N.  Y. 

Stiles,  N.  C Middletown,  ConiL 

See,  J.  W Hamilton,  O. 

Sancton,  B.  K , Scranton,  Pa. 
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Springer,  Joe.  H Hamilton,  O. 

Sowter,  J.  O Detroit,  Mich. 

Smith.  Chaa.  P Newark.  N.  J. 

Scheffler,  Fred'k  k Pittsburgh,  Pa. 

Samaela,  J.  H Moline.  111. 

Sweeney.  John  M Wheeling,  W.  Va. 

Swaaej,  Ambrose Cleveland,  O. 

ThomBon,  John New  York  City. 

Tilden,  James  A Boston,  Mass. 

Underwood,  F.  H Connecticut. 

Vaile,J.H Dayton,  O. 

Woodbary,  C.  J.  H.  (Acting- Secretary) Boston,  Mass. 

Webb.  Prof.  J.  B Hoboken,  N.  J. 

Whitlock.  Prof.  R.  H Braaos  Co.,  Texas. 

Wood,  Walter Philadelphia,  Pa. 

Webster,  J.  H Boston,  Mass. 

Warrington,  Jease  . . . . ; Indianapolis,  Ind. 

Watt,  8.  P ColumbuP,  O. 

Whitney,  Baxter  D Winchendon,  Mass. 

Whitney,  Wm.  M Winchendon,  Mass. 

Weeks,  Geo.  W.  (Manager) Clinton,  Mass. 

Webster,  J.  F Springfield,  O. 

Warner,  W.  R Cleveland,  O. 

Woods,  Prof.  A.T Champaign.  111. 

Warren,  B.  H Boston,  Mass. 

Wiley,  Wm.  H.  (Treamrer) New  York  Qty. 

Webber,  Wm.  O Erie,  Pa. 

Wightman,D.  A Pittsburgh,  Pa. 

Watts,  Geo.  W Phihidelphia,  Pa. 

Wall,  Ed.  B Columbus,  O. 

Wright,  L.  S Philadelphia,  Pa. 

York,  L.  D Portsmouth,  O. 

The  first  bnsiness  was  the  report  of  the  Council,  which  was 
submitted  as  follows : 


REPORT  OF  THE  COUNCIL. 

The  Council  would  present  its  semi-annual  report  to  the 
Society  as  follows : 

The  loss  by  death  since  the  report  at  the  New  York  meeting 
in  November  has  been : 

Mr.  Pred.  B.  Rice. 

Mr.  Hector  C.  Havermeyer. 

Mr.  C.  A.  Ashburner. 

Mr.  Chas.  D.  Smith. 

Mr.  Horatio  Allen,  Honorary  Member. 

Mr.  Gustav  Adolph  Hirn,  Honorary  Member. 
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The  present  membership,  including  the  result  of  the  election 
reported  herewith,  is  distributed  as  follows : 

Honorary  Members !• 

Life  Members • 

Members 9M 

Associates 48 

Juniors 104 

Total 1,18S 

The  Council  also  congratulates  the  members  upon  the  con- 
summation of  its  plans  to  secure  for  the  Society's  use  perma- 
nent and  adequate  accommodations  in  New  York  City.  The 
Council  has  made  arrangements  by  which  the  Society  will 
enter  upon  the  occupancy  of  part  of  the  house  No.  12  West 
Thirty-first  Street,  New  York  City,  which  has  been  purchased 
and  is  held  by  trustees  under  an  arrangement  which  gives  the 
Society  a  permanent  location  at  this  place.  The  house  is 
exceptionally  large  for  a  New  York  City  house,  being  twenty- 
eight  feet  four  inches  wide,  and  with  the  auditorium  or  assembly- 
hall  is  ninety-eight  feet  deep. 

The  location  is  unexcelled,  being  between  Fifth  Ave.  and 
Broadway,  dose  to  the  group  of  uptown  hotels  and  within  two 
blocks  of  the  new  Engineers  Club,  which  is  directly  in  its  rear. 
It  stands  two  hundred  feet  west  of  Fifth  Ave.,  with  stations  on 
the  elevated  roads,  on  the  Sixth  Ave.  line,  at  Twenty-eighth 
and  Thirty-third  Streets,  and  on  the  Third  Ave.  line,  at  Twenty- 
eighth  and  Thirty-fourth  Streets.  Stage  and  car  routes  are  also 
on  Fifth  Ave.  and  Broadway. 

The  auditorium  is  two  sSiories  high  and  has  a  seating  capacity 
for  over  two  hundred,  and  will  be  lighted  with  electric  incan- 
descence lamps,  and  provision  for  adequate  mechanical  ventila- 
tion will  be  made.  The  house  will  be  newly  decorated  before 
the  Society  begins  its  occupancy,  and  many  additional  facilities 
will  be  furnished. 

The  business  offices  of  the  Society  will  be  the  large  par- 
lor of  the  house,  at  the  right  of  the  entrance.  Its  library 
will  be  in  the  large  saloon  on  the  second  floor,  and  in  the 
gallery  of  the  auditorium,  which  surrounds  it  on  the  second 
floor. 

The  third  story  will  contain  an  additional  room  for  the  use  of 
members,  where  a  drawing-table  and  other  special  facilities  of 
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this  kind  will  be  ftirnished  for  the  use  of  non-resident  members 
when  in  New  York. 

For  the  present,  in  order  to  meet  the  financial  burden  imposed 
during  the  first  years  of  occupancy  of  the  house,  the  top  floor 
and  the  basement  will  be  leased  to  other  parties.  The  American 
Institute  of  Electrical  Engineers  will  also  come  into  the  build- 
ing as  tenants — their  members  with  ours  haying  the  privileges  of 
the  growing  engineering  library.  The  library  opening  in  the 
eyenings,  which  was  inaugurated  at  the  New  York  meeting,  has 
been  yery  successful  and  popular  during  the  winter,  and  will  be 
continued  until  further  notice.  Access  may  be  had  to  it  between 
the  hours  of  10  A.M.  and  10  p.m.,  every  day  except  Sundays 
and  the  usual  legal  holidays.  The  interest  of  members  of  the 
Society  is  again  solicited  to  secure  a  more  rapid  development  of 
the  library  feature  of  the  Society's  life,  particularly  in  the  way 
of  contributions  of  books,  pamphlets,  manuscripts,  photographs, 
and  other  similar  material 

The  cost  of  the  house  into  which  the  Society  has  arranged  to 
enter  was  $60,000,  of  which  $27,000  has  been  loaned  to  the 
Trustees  by  the  membership,  by  subscription  to  bonds  issued  by 
that  body,  bearing  interest  at  5  per  cent.  The  generous  response 
of  the  membership  to  the  request  for  money  to  inaugurate  this 
new  feature  of  the  Society's  growth  and  development  was  most 
gratifying.  Over  $10,000  was  subscribed  beyond  what  was 
necessary  to  be  paid  in  cash  to  secure  the  transfer  of  the  prop- 
erty. A  "  Sinking  Fund  "  has  also  been  created  by  the  mem- 
bers, by  which  these  bonds  will  be  bought  in  and  become  the 
property  of  the  Corporation,  instead  of  being  owned  by  individ- 
ual members  as  at  the  start.  The  contributions  to  this  Sinking 
Fund  range  from  $2  to  $25,  many  of  the  bond-holders  contribut- 
ing the  amount  of  their  interest  for  this  Bedemption  Fund.  It 
is  urged  that  as  many  as  possible  who  are  not  now  contributors 
to  this  Sinking  Fund,  should  hasten  to  become  so  in  order  to 
diminish  the  interest  account  as  rapidly  as  possible,  and  to 
expedite  the  transfer  to  the  Corporation  of  the  unincumbered 
title  to  the  property. 

The  Council  has  held  more  meetings  than  usual  this  past 
winter,  caused  not  only  by  reason  of  the  routine  business  and 
the  acting  upon  an  unusual  number  of  applications,  but  the 
question  of  permanent  quarters  has  been  in  agitation  since  the 
very  first  of  the  year.     Much  of  the  result  of  its  action  has  been 
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made  public  in  circulars  which  have  been  sent  to  the  member- 
ship from  time  to  time,  or  in  the  Beports  of  the  Committees  to 
be  presented  at  this  meeting. 

The  Council  would  further  present  the  Beport  of  its  Tellers 
of  Election  as  follows  : 


REPORT  OF  THE  TELLERS,  XXEST  MEETING. 

The  Council  herewith  presents  the  report  of  its  Tellers  as 
folllows : 

The  undersigned  were  appointed  a  Committee  of  the  Council 
to  act  as  Tellers,  under  Bule  13,  to  count  and  scrutinize  the 
ballots  cast  for  and  against  the  candidates  proposed  for  mem- 
bership in  the  Society  of  Mechanical  Engineers,  and  seeking 
election  before  the  XXIst  meeting  of  the  Society,  in  May,  1890. 

They  would  report  that  they  have  met  upon  the  designated 
days  in  the  office  of  the  Secretary,  and  proceeded  to  the  dis- 
charge of  their  duties. 

They  would  certify  for  formal  insertion  in  the  records  of  the 
Society,  to  the  election  of  the  appended  named  persons,  to  their 
respective  grades,  upon  Lists  Nos.  1  and  2,  respectively  pink 
and  yellow. 

There  were  417  votes  cast  in  the  ballot  upon  the  pink  list,  of 
which  14  were  thrown  out  because  of  informalities. 

There  were  404  cast  upon  the  yellow  ballot,  of  which  13  were 
thrown  out  because  of  informalities.  The  lists  are  appended 
below. 


Carleton  W:  Nabon, 
WiL  H.  Wiley, 


TeOers. 


AgsBBix,  A. 
Baldwin,  Bert.  L. 
Boies,  H.  M. 
Bristol,  Wm.  H. 
Brown,  Alex.  T. 
Brown,  Chas.  S. 
Canning,  Wm.  P. 
Carter,  Vaulx. 
Cit4,  Joseph  D. 


FOR  HONORART  membership. 
Porter,  Clias.  T. 


AS  MEMBERS. 

Clarke,  Thos.  Curtis. 
Clark,  Walton. 
Clawson,  Linus  P. 
Coleman,  John  A. 
Corry.  Wm. 
Crocker,  Jobn  B. 
Darlington,  Frank  O. 
Daahiell,  Wm.  W. 
Davis,  Chas.  H. 


Davis,  Chester  B. 
Delaney,  Alexander. 
Derbyshire,  Wm.  H. 
Drysdale,  Wm.  A. 
Ehbet8,C.  J. 
Ehlers,  Peter. 
Gibbs,  Qeo. 
Gray,  Thos. 
Graves,  Erwin. 
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Qreen,  Samuel  W. 
Gregory,  Wm. 
Grimm,  Paul  H. 
Harris,  John  H. 
HUlen,  T.  Allen. 
Hunter,  Geo.  E. 
Jftrvis,  Samuel  E. 
Johnson,  Carl  A. 
Johnson,  Nils. 
Jones,  Edwin  H. 
Jones,  Forrest  R. 
Jones,  John  T. 
Kneass,  Strickland  L. 
Lape,  Wm.  E. 
Leonard,  Arthur. 
Lewis,  Rollin  C.  W. 
Lodge,  Wm. 
Mack,  John  G.  D. 
McKinnej,  Robt.  C. 
Margedant,  Wm.  G. 


Martinex,  Manuel  J. 
Mellen,  Edwin  D. 
MelUn,  Carl  J. 
Miller,  Fred.  J. 
Moore,  A.  G. 
Moore,  Douglas  C. 
Muller,  Edward  A. 
Neave,  Joseph  S. 
Nicholn,  Frank  L. 
Otis,  Spencer. 
Peck,  Staunton  B. 
Perry,  Nelson  W. 
Ponten,  Anders. 
Porterfleld,  H'y  A. 
Price,  John  A. 
Ramsay,  Ja8.  D. 
Reiss,  Geo.  T. 
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The  report  of  a  Special  Committee  appointed  by  the  Connoil 
to  memorialize  the  Congress  of  the  United  States  in  the  matter 
of  a  suitable  recognition  by  the  Nation  of  the  work  of  Capi  John 
Ericsson,  late  member  of  this  Society,  reported  through  its 
Chairman  the  following  letter  and  draft  of  such  memorial : 

ITHJLCA,  N.  Y.,  May  \st,  1890. 
To  THB  American  Socibtt  of  Michanical  Enoikbbbs  : 

GBmxBmBN  : 

I  have  the  honor  to  suhmlt,  herewith,  a  memorial  prepared  hy  the  Committee 
appointed  by  you  to  memorialize  Congress  relative  to  the  erection,  by  the  General 
QoTornment,  of  a  monument  in  memory  of  our  recently  deceased  colleague,  the 
great  engineer  and  inyeutor,  John  Ericsson. 
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« 

Your  committee  hare  prepared  this  memorial,  and  desire  to  laj  it  before  the 
Society  as  a  report  of  progress,  with  the  suggestion  that  it  be  printed  and  pre- 
sented to  Congress  in  such  a  manner  as  roaj  be  determined  to  be  most  likelj  to 
accomplish  the  object  for  which  your  Committee  is  appointed.  Authority  being 
conferred  upon  the  Committee  to  proceed,  steps  will  at  once  be  taken  to  lay  the 
matter  before  Congress. 

Very  respectfnlly, 

R.  H.  Tbubbton, 

Chairman, 
For  the  Committee. 

Ahbricah  Societt  of  Mechanical  Ekoikbkrs, 

Nbw  York  City,  1890. 

To  TUK  HONOBABLE  TBB  SSKATB  AND  HOUBB  OF    RBPRBSENTATIYSS    OF    THK 

United  States  of  AifSBicA,  in  Conobxss  absemblbd. 

The  undersigned,  a  Committee  of  the  American  Society  of  Mechanical  En- 
gineers, appointed  to  represent  that  body  as  memorialists,  respectfully  submit 
the  following  statement  and  request  : 

In  the  death  of  John  Ericsson,  one  of  the  greatest  inventors  and  mechani- 
cians of  the  ]a«t  generation  and  of  the  present  century,  as  well  a  member  of 
this  Society,  and  one  of  our  most  distinguished  colleagues,  our  country  has  lost 
one  of  its  greatest  benefactors,  the  profession  one  of  its  noblest  members,  and  tbe 
world  one  whose  genius  has  seldom  heen  equalled  and  has  never  been  surpassed. 

When  the  integrity  of  this,  his  beloved  adopted  country,  was  threatened  by 
internal  diseensionei,  this  already  famous  engineer  dropped  every  other  project 
and  gave  his  whole  time  and  every  power  of  his  mind  and  body  to  the  pro- 
duction of  an  engine  of  war  that  was  to  effect  a  complete  revolution  in  modem 
methods  of  naval  construction  and  which,  as  all  know,  appeared  upon  the  scene 
of  action  at  an  instant  when  everything  seemed  lost,  beating  back  the  foe  and 
saving  the  remnant  of  our  fleet,  thereby  preserving  very  possibly  the  Union 
itself.  This  extraordinary  vessel,  called  by  Ericsson  the  Monitor,  with  the 
expressed  intention  of  admonishing  not  alone  this  country,  but  the  whole  world 
that  methods  of  naval  warfare  would  be  changed,  was  designed  complete  in  an 
extraordinarily  short  time.  The  hull  was  built  by  Thomas  F.  Rowland  of  the 
Continental  Works  and  the  engines  and  many  important  details  constructed 
by  Ericsson's  life-long  friend  and  financial  supporter,  the  late  Cornelius  H. 
Delamater.  The  vessel  was  built  and  launched  in  one  hundred  days,  with  steam 
already  raised.  She  was  sent  to  sea  in  an  emergency  almost  without  trial,  and 
next  day  steamed  into  Hampton  Roads,  where  the  Merrimae  bad  already  showed 
herself  invincible  in  a  contest  with  our  wooden  fleet  and  when  it  was  believed  by 
those  who  witnessed  her  fearful  attack  upon  the  Congresi  and  the  Cumberiand 
that  no  human  power  could  avail  to  prevent  the  complete  destruction  of  our 
fleets,  and  the  raiding  of  the  blockade  upon  the  southern  sea-ports.  The  results  of 
the  introduction  of  tliis  new  and  strange  vessel  upon  the  sea  need  not  be  detailed. 
The  repulse  of  the  Merrimae  by  the  Monitor  was  an  essential  factor  of  our 
success  in  repressing  the  rebellion.  What  might  have  been  the  consequences  if 
she  had  not  appeared  at  that  time  have  been  a  thousand  times  described  by 
military  critics.  Your  memorialists  simply  desire  to  ask  that  the  work  of  that 
day  and  its  far-reaching  results  be  remembered,  and  that  the  nation,  by  its  re- 
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presentatiyes  In  CongresR  assembled,  show  its  gratitude  to  the  great  inventor 
and  patriot,  wlio  did  more  for  the  couDtrjto  preserve  its  fleets,  protect  its  armies, 
preserve  the  blockade  and  to  save  the  nation  from  disruption  than  all  its  forces 
combined  could  have  done  without  the  aid  of  Ericsson's  genius.  But  a  day 
before,  apparently  the  resources  of  the  world  were  impotent  to  avert  the 
threatened  blow ;  but  the  head,  the  heart  and  the  hand  of  one  great  patriot  and 
engineer  .proved  equal  to  the  accomplishment  of  the  apparently  impopsible.  Oar 
fleets  were  saved,  our  armies  continued  to  receive  the  support  of  the  navy,  the 
blockade  was  maintained  upon  our  coasts  and  the  possibility  of  preserving  this 
nation  from  disruption  was  made  a  certainty.  From  that  memorable  day  on 
which  the  Monitor  met  the  Jlierrimac  and  compelled  her  destruction,  no  serious 
fear  was  again  entertained  of  the  breaking  of  the  blockade,  of  the  failure  of  the 
support  of  the  army  by  the  navy,  or  of  the  more  dreaded  interference  of  any 
foreign  power  in  favor  of  the  States  in  rebellion.  That  day  the  United  States  of 
America  reasserted  her  position  before  the  world,  as  on  the  one  hand  a  peaceful 
nation,  threatening  no  other,  but  invincible  on  her  own  shores,  even  in  the  face  of 
the  most  serious  internal  dissensions,  and  fearing  no  combination  of  the  most 
powerful  of  foreign  nations.  We  submit  that  John  Ericsson  did  more  than  any 
other  one  man  or  body  of  men  did  or  could  to  give  this  nation  absolute  indepen- 
dence, at)8olute  safety  and  wholesome  respect  in  the  eyes  of  the  civilized  world. 

The  single  achievement  above  referred  to  should  be  sufficient  to  warrant  this 
body  in  asking  any  possible  token  of  respect  and  esteem  from  a  grateful  nation. 
We  would,  however,  briefly  refer  to  other  works  of  this  most  extraordinary 
engineer. 

Familiar  with  every  aspect  of  steam  engineering,  his  remarkable  locomotive,  the 
•*  Novelty,"  superior  in  some  respects  to  even  the  historic  *♦  Rocket"  of  George 
Stephenson,  illustrated  just  sixty  years  ago  his  wonderful  fertility  of  invention 
as  well  as  his  intimate  knowledge  of  the  principles  involved  in  the  application  of 
steam  for  various  purposes. 

Coming  to  this  country  a  half  century  ago  at  the  solicitation  of  Com.  Stock- 
too,  one  of  the  most  far-seeing  naval  officers  of  the  time,  he  brought  to  us  the 
invention  which  has  revolutionized  modem  naval  construction,  the  screw  pro- 
peller; and  the  XJ.S.S.  Princeton  was  the  first  of  a  fleet  that  became  and  re- 
mained until  the  outbreak  of  our  civil  war  the  best  navy  afloat.  In  giving  us 
the  screw  propeller,  the  great  inventor  conferred  upon  us  an  advantage  which  it 
is  impossible  to  overestimate  ;  but  he  was  himself  never  paid  for  his  office  labor, 
and  the  government  which  he  later  did  so  much  to  save  has  never  yet  relieved 
itself  even  of  the  money  obligation  then  incurred. 

His  complete  experiments  with  the  "hot  air"  or  so-called  ''caloric*' engine 
showed  to  the  world  the  possibilities  and  limitations  of  that  system,  and  resulted 
in  providing  a  source  of  power  which  can  be  safely  utilized  in  any  location  by 
those  unfamiliar  with  the  technical  details  of  management  of  steam-engines  and 
other  motors,  and  has  formed  the  basis  of  an  important  and  far-reaching  industry. 
His  more  recent  work,  designed  to  utilize  directly  the  heat  of  the  sun  by  means 
of  his  sun  motor,  showed  bis  love  of  investigation  to  ascertain  scientific  truths 
rather  than  for  his  own  advantage,  and  there  is  no  doubt  that  the  labor  expended 
in  this  direction,  illustrating  some  of  the  highest  attainments  of  his  great  genius, 
will  be  utilized  under  modified  conditions  in  the  development  of  great  inventions 
in  the  future. 

His  foresight  in  the  construction  of  the  Monitor,  which  would  be  invulnerable 
to  ordinary  attacks  above  the  surface  of  the  water,  led  him  to  provide  for  the 
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fature,  when  the  wealthier  foreign  nations  should  have  oonstracted  enormous 
vessels  embodying  the  principles  of  the  Monitor,  but  of  sufficient  power  to 
threaten  oar  own  with  destruction.  To  accomplish  this,  he  developed  and 
constructed  some  jears  since  the  DeHroffer,  another  style  of  vessel,  capable  of 
destroying  a  Monitor  or  anj  other  form  of  iron-clad  by  attacking  it  with  sub- 
marine projectiles,  which  would  reach  vital  parts  below  water  where  protection 
was  impossible.  The  Dutroyer  hss  not  received  the  attention  and  encouragement 
its  merits  demanded,  simply  because  the  former  invention  of  the  Monitor  has 
made  the  days  of  peace  so  lasting  that  there  has  been  no  necessity  of  utilising 
his  next  great  step  in  the  development  of  modem  naval  warfare. 

We  are  Instructed  by  the  American  Society  of  Mechanical  Engineers  to  re- 
quest that  Congress  recognize  the  eminent  and  inestimable  services  rendered 
our  country  by  this  great  engineer,  and  take  action  in  such  manner  as  may  seem 
best  and  most  appropriate  to  commemorate  the  work  of  John  Ericsson  and  the 
part  which  he  took  in  the  preservation  of  our  national  union,  and  to  show  the 
appreciation  of  the  nation  of  his  genius  and  industry  in  the  development  of  his 
great  inventions  and  discoveries,  which  made  their  impress  upon  the  time  in 
which  he  lived  and  have  already  proved  a  blessing  to  all  mankind. 

In  the  province  of  Wormland,  Sweden,  there  stands  a  monument  built  bj 
the  people  of  his  native  village  ;  a  shaft  of  granite,  on  which  is  inscril)ed  the 
legend  :  "  John  Ericsson  was  born  here  in  1803.''  Foreign  monarclis  and  govern- 
ments have  conferred  upon  our  fellow-citizen  and  compatriot  honors  and  orders 
of  every  degree  and  in  great  numbers  ;  every  great  nation  has  vied  with  every 
other  to  do  him  honor ;  he  was  elected  to  honorary  membership  in  the  great 
scientific  and  engineering  societies  of  Europe  and  America  ;  he  was  snrfeited 
with  that  attention  which  comes  of  great  fame.  Humble  workmen,  great 
nations,  private  citizens,  powerful  government  officials,  at  home  and  abroad, 
recognized  his  genius,  admired  his  works,  appreciated  his  patriotism  and  those 
greatest  achievements  inspired  by  it ;  but  only  his  adopted  country  and  his  own 
government  have  failed  to  exhibit  in  any  manner,  even  in  the  most  insignificant 
way,  that  gratitude  and  that  respect  which  he  has  so  well  earned  and  which 
should  have  been  his  in  such  immeasurable  degree.  John  Ericsson  died  on- 
honored  where  he  should  have  received  most  reverence,  and  his  own  country, 
which  he  did  so  much  to  save,  is  still  in  his  debt.  It  is  this  wrong  that  we  are 
appointed  to  ask  the  government  of  his  country  to  right ;  it  is  that  honor,  shame- 
fully late  though  it  may  be,  that  we  are  desired  to  ask  for  our  comrade  of  the 
greatest  of  his  innumerable  beneficiaries,  our  own  country. 

All  of  which  is  respectfully  submitted  for  the  American  Society  of  Mechanical 
Engineers. 

R.  H.  Thurston, 

CHAS.   E.   ElCBBY, 

J.  F.  HoLLOWAT,         y  Committee, 
Geo.  H.  Kobinbon, 
E.  D.  Lbavitt, 

On  motion  of  Mr.  B.  H.  Warren,  the  draft  of  the  Committee 
was  accepted  and  a4opted  as  the  sentiment  of  the  Society. 

The  printed  reports  of  the  Committees  on  Uniform  Methods 
of  Conducting  Duty  Trials  of  Pumping  Engines,  and  of  the 
Committee  on  Uniform  Methods  of  Test,  were  presented  and 
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accepted.     In  presenting  the  report  of  the  Committee  on  Uni- 
form Methods  of  Test,  the  following  discussion  wa43  had  : 

Mr.  O.  C.  Henning. — I  should  like  to  say  a  few  words  about 
this  report.  The  report  unfortunately  was  not  ready  for  distri- 
bution before  the  meeting.  The  appendix  was  received  a  few 
days  ago.  The  report  is  presented  provisionally  for  the  pur- 
pose of  obtaining  a  written  discussion  by  all  those  who  are 
interested  in  this  matter.  The  Committee  proposes  to  send 
copies  of  the  report  to  members  of  the  Society  and  non-mem- 
bers, to  engineers  and  specialists  interested,  abroad  as  well  as 
in  this  country,  to  obtain  their  views;  and  then  to  continue 
their  work,  if  desirable,  in  order  to  propose  standards  universally 
acceptable,  if  possible.  The  only  definite  recommendations  that 
can  be  made  now  which  have  been  mentioned  in  the  paper  are 
those  which  refer  to  standard  or  scientific  tests.  The  report 
states  this,  but  if  it  is  not  read  very  carefully  this  point  might 
be  overlooked ;  and,  therefore,  I  wish  to  call  particular  atten- 
tion to  ii  The  Committee  has  not  yet  been  able  to  make  general 
recommendations  for  routine  or  shop  tests,  such  as  are  carried 
on  almost  everywhere  in  this  country  in  shops  and  mills  ;  the 
recommendations  made  and  shapes  of  test  pieces  given  in  this 
report  are  at  present  intended  solely  for  standard  or  scientific 
testing.  There  may  be  other  standards  advisable  for  routine 
testing,  because  neither  the  time  nor  money  can  be  spent  in 
routine  testing  which  must  be  spent  on  scienti^c  tests,  or  the 
preparation  of  test  pieces ;  in  such  there  must  be  no  differences 
as  to  shape  or  size,  or  character,  in  any  way.  In  scientific  or 
standard  testing  too  much  pains  cannot  be  taken  in  preparing 
the  preliminary  matters,  of  whatever  kind  they  are.  In  routine 
testing  these  matters  are  frequently  overlooked,  and  the  object 
of  the  Committee  is  now  to  collate  as  much  material  on  the 
subject  of  routine  testing  as  will  show  whether  a  general  method 
can  be  formulated.  The  Committee  has  also  found,  upon  inter- 
views with  the  prominent  specialists  engaged  in  testing,  in  Aus- 
tria, (Germany,  France,  Belgium,  Switzerland  and  (rreat  Britain, 
that  the  methods  adopted  for  routine  testing  in  this  country 
are  almost  identical  with  those  that  have  been  in  use  abroad. 
Consequently  there  seems  to  be  comparatively  little  trouble  to 
propose  standards  which  may  be  intemationcJ.  But  the  Com- 
mittee has  not  had  time,  as  I  have  before  stated,  to  settle 
definitely  upon  this,  or  to  embody  it  in  this  report,  and  for  that 
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rea43on  the  members  of  the  Society  are  particularly  requested  to 
look  into  this  report  and  send  in  their  discussion  in  writing. 
There  is  so  much  matter  contained  in  a  report  of  this  kind  that 
if  each  paragraph  were  taken  up  it  would  probably  call  forth 
lengthy  disscussion.  So  it  seems  better  to  present  the  report 
provisionally  that  those  who  are  interested  in  the  work  can 
study  it  at  leisure,  and  then  discuss  it  intelligently  and  at 
length. 

On  motion,  the  report  was  accepted  and  the  Committee  con- 
tinued. 

Mr.  Wm.  Forsyth. — The  subject  of  this  report  is  standard  tests 
and  method  of  testing.  That  is  a  very  general  term.  If  the 
work  of  this  committee  is  to  be  confined  to  methods  of  testing 
materials,  it  seems  to  me  that  the  word  ''  materials  "  should  be 
added  to  the  title  in  order  to  distinguish  it  from  the  work  of 
Committees,  on  testing  other  things.  I  would,  therefore,  move 
that  the  word  *^  materials  "  be  added. 

The  President. — Then,  your  motion  is  that  the  name  of  this 
Committee  be  altered  to  read,  "  Beport  of  Committee  on  Stand- 
ard Test  and  Methods  of  Testing  Materials  ?  " 

Mr.  Henning, — ^I  would  say  that  this  Committee  has  always 
been  known  as  indicated  by  the  title.  I  think  myself  it  would 
be  advisable  to  say  that  the  Committee  is  a  Committee  on 
Standard  Tests  and  Methods  of  Testing  Materials,  because  that 
includes  not  only  materials  of  construction,  as  generally  under- 
stood, but  woods,  alloys,  and  the  soft  metals.  To  add  the  word 
**  materials  "  would  be  sufficient  to  characterize  the  Committee 
work  fully. 

The  President. — It  is  moved  that  the  word  "  materials  "  be  ap- 
pended to  the  name  of  this  Committee. 

The  motion  was  seconded,  and  duly  carried. 

Later  in  the  meeting,  a  discussion  by  Mr.  A.  M.  Wellington, 
on  the  report  on  the  method  of  conducting  duty  trials  of 
pumping  engines,  was  presented,  and  Mr.  Geo.  H.  Barrus,  its 
Chairman,  presented  the  following  request : 

Mr.  Geo.  H.  Barrus. — ^As  Chairman  of  the  Committee  on  Duty 
Trials,  I  would  like  to  say  that  I  am  very  glad  to  have  this  dis- 
cussion, and  I  am  sure  that  the  other  members  of  the  Committee 
will  agree  with  me.  I  wish  there  could  be  a  more  general  dis- 
cussion of  the  subject  before  it  is  left.  It  is  not  impossible  that , 
there  are  other  matters  to  which  some  have  taken  exception,  and 
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which  might  be  brought  oat  at  this  meeting,  and  I  would  be 
very  glad  personally,  and  I  think  the  other  members  of  the  Com- 
mittee would  be,  too,  to  hear  what  the  members  have  to  say 
upon  ii 

In  view  of  these  considerations,  it  was  suggested  that  both 
Committees  continue,  and  that  the  members  be  solicited  to  present 
farther  suggestions  and  comments.  The  reports  as  presented 
are  printed  as  papers  of  the  meeting,  but  they  will  be  again 
presented  at  a  future  meeting  for  final  acceptance  as  the  work 
of  the  Committees,  with  such  discus^ons  appended  to  them. 

The  report  of  progress  of  the  Society's  Committee  on  Stand- 
ard Flange  Diameters  of  Pumps,  they  then  presented  as  fol- 
lows : 

Pbiladblphia,  Pa.,  April  6th,  1890. 

To  THB  PBESIDBKT  AND  MSMBBRS  AmEBICAK  SOCIETY  MBCHAKICAL  ENOINEBRS. 

Gbntlbmbn: 

The  Committee  on  Flange  Diameters  of  Pumps,  Vulves  and  Pipes,  begs  to  sub- 
mit the  following  report:  Owing  to  the  pressure  of  other  matters  requiring  the 
attention  of  your  Chairman,  and  changes  in  the  addresses  of  some  of  the  mem- 
bers, which  interrupted  communication  with  them,  no  active  steps  were  taken 
antil  Dec.,  1889,  when  a  circular  (a  copy  of  which  is  appended)  was  sent  to  fortj- 
eight  manufacturers  aud  agents  of  pump:^,  valves,  etc.  The  circular  contained 
three  leading  questions.  The  first  asked  if  the  party  addressed  had  adopted  a 
standard,  aud,  if  so,  would  they  send  a  copy.  The  second  at>ked  what  special 
reasons  governed  the  selection  of  their  standard.  Third,  if  they  would  be  willing 
to  modify  their  standard,  to  conform  to  one  that  might  be  recommended  by  the 
Society.  Replies  to  the  circular  have  been  received  from  eleven  firms,  brief  ex- 
tracts from  which  are  here  given  : 

No.  1.  '*  Would  modify  standard  if  large  manufacturers  would  agree  to  do  the 
same." 

No.  2.  "  Is  gratified  to  learn  of  the  movement  and  wishes  success.'' 

No.  8.  "  Could  not  change,  except  by  united  combination  of  a  considerable 
part  of  their  consumers.'* 

No.  4.  "  Have  adopted  Morris  &  Taskers'  list ;  could  not  have  standards  on 
account  of  varying  pressures  of  pumps." 

No.  5.  •*  Would  welcome  any  standard  the  Society  would  agree  to.*' 

No.  6.  "  Thinks  both  classes  of  ya^lves  (gas  and  water)  should  have  the  same 
siae  of  fianges,  etc." 

No.  7.  **  Asks  for  all  available  information  concerning  standards." 

No.  8.  *'  Thinks  uniformity  would  be  a  decided  benefit,  but  that  the  cost 
would  not  warrant  the  attempt." 

No.  9.  "  Are  glad  to  give  attention  to  the  matter,  but  would  prefer  not  to 
make  any  change." 

No.  10.  "  Have  no  special  standard,  but  if  the  Society  would  hit  upon  one, 
would  be  pleased  to  cooperate.     Have  felt  the  necessity  of  a  standard." 

No.  11.  "  Wishes  that  a  standard  could  be  adopted,  and  would  be  willing  to 
change  theirs." 
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Five  of  the  eleven  firms  enclosed  copies  of  their  standards,  and  the  letters 
received  are  appended. 

From  the  small  percentage  of  replies  received,  the  Committee  does  not  think 
it  advisable  to  compile  a  standard  for  presentation  to  the  Society  at  this  time, 
aod  asks  to  be  coDtlnued.  In  view  of  the  delay  in  getting  to  work,  we  feel  that 
a  formal  report  of  progress  would  not  be  as  satisfactory  as  a  statement  of  what 
has  been  done.  No  meeting  of  the  Committee  has  been  held,  owing  partly  to 
the  distances  apart  of  the  members,  and  also  to  the  lack  of  business  important 
enough  to  bring  them  together.  At  the  same  time,  we  feel  tiiat  the  subject  is 
important  enough  not  to  be  hastily  abandoned,  and  it  is  our  intention,  if  con- 
tinued, to  supplement  the  circular  already  sent  out,  with  another,  making  a 
strong  appeal  for  co-operation.  If  successful,  we  hope  to  be  able  to  present  a 
final  report  at  the  next  meeting  of  the  Society. 

Respectfully, 

Pkbcy  a.  Sangtjinktti,  Chairman, 
A.  H.  Raynal, 
Samdel  S.  Webber. 


Copy  of  circular  appended  : 


Philadelphia,  Dee-  20th,  1889. 


Deah  Sib  : 

At  a  recent  meeting  of  the  American  Society  of  Mechanical  Engineers,  I 
read  a  paper  on  the  divergencies  in  the  fiange  diameters  of  pumps,  valves,  pipes, 
etc.,  in  which  I  brought  to  the  notice  of  the  Society  the  inconveniences  and  loss 
of  time  to  the  users  of  these  various  products,  owing  to  the  want  of  uniformity 
in  the  standard  adopted  by  different  makers. 

The  paper  was  discussed  and  a  Committee  appointed  to  confer  with  the  mana- 
facturers  to  ascertain  their  views  and  preferences,  and  report,  if  possible,  upon  a 
uniform  standard,  the  enquiry  to  embrace  also  the  practicability  of  similar  bolt 
circles  and  number  of  bolts. 

The  Committee  being  desirous  of  recommending  a  standard  that  would  be 
endorsed  and  adopted  by  the  manufacturers,  feels  much  pleasure  in  communi- 
cating with  you  and  asking  your  cooperation.  We  would,  therefore,  be  obliged 
if  you  will  furnish  us  with  the  following  information  : 

1.  A  catalogue  or  list  giving  the  flange  diameters,  diameter  of  bolt  circle, 
and  size  and  number  of  bolts  you  have  adopted  in  your  works  ? 

2.  What  special  reasons  had  you  for  the  adoption  of  the  sizes  you  now  use  7 

3.  Would  you  be  willing  to  modify  those  standards  in  your  future  work  to 
make  them  conform  to  a  uniform  one  ? 

The  divergencies  now  known  to  exist  are  so  trifling  that  we  do  not  think 
the  changes  we  might  ask  you  to  make  will  be  very  expensive  or  troublesome. 
The  Committee  wil^  appreciate  any  advice  or  suggestion  you  may  feel  disponed 
to  offer,  and  hope  to  have  an  early  reply. 

Yours  respectfully. 

PeBCT  a.   SAKGtJINETTi, 

C?iQimMn, 
Franklin  Sugar  Refinery,  Philadelphia. 

.  The  other  members  of  the  Committee  to  whom  replies  may  be  sent  are  : 
E.  F.  C.  Davis,  P.  &  R.  Coal  &  Iron  Co.,  Pottsville,  Pa. 
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W.    F.  Mattes,  Chief    Engineer  of    West  Superior  Iron  &  Steel   Co.,   W. 
Sup.,  Wis. 
A.  H.  Raynal,  Richmond  Locomotive  and  Machine  Works,  Richmond,  Va. 
S.  S.  Webber,  Ass't  Manager  of  Trenton  Iron  Co.,  Trenton,  N.  J. 

On  motion,  the  Report  was  accepted  and  the  Committee  con- 
tinued. 

A  letter  was  read  to  the  Convention,  from  the  members  of  the 
Society  resident  in  the  City  of  Richmond,  Va.,  urging  most  cor- 
dially upon  the  members  that  their  city  should  be  selected  by 
the  Council  for  the  eleventh  annual  meeting  in  the  autumn  of 
this  year.  The  matter  of  choosing  the  date  and  place  of  the  an- 
nual meeting  being,  under  the  rules,  in  the  hands  of  the  Coun- 
cil, the  letter  was  referred  to  them,  with  the  statement  that 
there  was  every  probability  that  the  invitation  would  be 
accepted. 

The  following  resolution  was  oflfered  by  Mr.  Wm.  Forsyth,  and 
seconded  by  Mr.  D.  L.  Barnes  : 

"  Resolved,  That  a  Committee  of  Seven  be  appointed  by  the  Chair,  lo  report 
on  Standard  Methods  of  Conducting  Tests  of  Efficiency  of  Locomotiyes,  including 
the  engine,  the  boiler,  the  quality  of  the  steam,  and  the  comparative  efficiencies 
of  simple  and  compound  locomotives." 

The  debate  on  this  resolution,  was  as  follows  : 

T/te  President. — While  I  myself  favor  a  very  full  amount  of 
business  of  the  kind  by  the  Society— investigating  all  sorts  of 
engineering  subjects  and  having  Committees  to  report  on  them, 
we  must,  of  course,  be  careful  that  we  do  not  have  too  many 
Committees  running  at  once,  and  before  we  vote  I  think  there 
should  be  some  discussion  of  the  matter. 

Mr.  K  B.  WaU. — I  think  this  is  a  very  good  resolution  and  I 
hope  it  will  prevail.  The  appointment  of  a  Committee  on  this 
subject  would  afford  an  opportunity  for  an  exchange  of  views 
between  engineers  engaged  in  the  various  fields  of  steam  engi- 
neering. Those  interested  in  the  locomotive  would  be  benefited 
by  the  independent,  and  prob&bly  new,  opinions  advanced  by 
engineers  aevoted  to  marine  and  stationary  engineering,  and 
these  latter  gentlemen  would  probably  find  after  their  investiga- 
tion and  discussion  that  the  locomotive  design  was  not  so  in- 
ferior as  is  sometimes  hinted.  I  therefore  hope  that  some  o 
the  members  appointed  on  the  Committee  will  be  men  not  con- 
nected with  locomotive  engineering. 

Mr.  W.  0.  Webber. — ^I  would  like  to  second  the  remarks  made 
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by  the  gentleman  who  jnst  sat  down,  because,  from  my  own  experi- 
ence during  some  three  or  four  years  on  the  Chicago,  Burling- 
ton and  Quincy  Boad  testing  locomotives,  I  found  almost  no 
original  data  to  refer  to  in  any  way,  and  it  seems  to  me  that 
with  the  number  of  roads  now  having  test  departments  looking 
into  the  efficiency  of  locomotives  and  making  valuable  tests,  that 
a  great  deal  of  their  work  and  data  is  necessarily  almost  useless, 
you  might  say,  because  the  tests  made  on  one  road  cannot  be 
readily  compared  with  the  tests  made  on  another.  « And,  as  I  un- 
derstand it,  this  Committee's  work  would  be  largely  to  unify 
that  matter  so  that  the  tests  made  on  one  road  would  be  com- 
parable with  the  test  made  on  another.  I  very  earnestly  hope 
that  this  motion  will  prevail ;  and  that  this  Committee  will  be 
appointed. 

Mr.  Gho.  8.  Strong. — I  should  like  very  much  to  have  something 
of  this  kind  done.  I  think  the  time  is  not  so  far  distant  when  the 
question  of  economical  working  of  locomotives  is  going  to  be  of  as 
great  interest  to  railroad  companies  as  the  question  of  economy 
of  stationary  engines  has  been  to  manufacturers.  As  Mr.  Web- 
ber has  remarked,  there  has  been  very  little  done  up  to  this 
time  in  the  way  of  testing  locomotives  in  such  a  way  as  to  make 
the  test  reliable,  and  when  one  makes  an  attempt  in  that  direc- 
tion he  is  generally  met  by  the  difficulty  of  having  some  man 
appointed  to  co-operate  with  him  who  has  his  own  ideas,  and 
in  addition  to  that  man's  ideas  not  being  in  accordance  with  the 
best  engineering  practice,  perhaps  he  finds  that  a  very  large 
proportion  of  the  people  he  has  to  deal  with  in  the  operation 
of  the  line  try  to  arrange  matters  in  such  a  way  as  to  invali- 
date the  facts  in  the  case.  And  if  we  had  some  standard  method 
of  conducting  these  tests,  so  that  in  case  a  test  was  made,  it 
should  be  conducted  according  to  the  standard  of  the  mechani- 
cal engineers,  it  would  do  away  with  all  questions  of  this  kind, 
and  it  would  establish  some  fixed  method  of  doing  these  things 
which  would  do  away  with  any  opportunity  for  trouble  between 
an  expert  who  is  trying  to  make  a  test  and  the  man  who  is  ap- 
pointed by  a  railroad  company  to  cooperate  with  him  in  the 
tesi  I  have  spent  several  thousand  doUars  in  conducting  loco- 
motive tests  and  I  have  found  that  difficulty.  Where  I  em- 
ployed a  competent  expert,  perhaps  some  man  who  did  not 
know  anything  about  making  a  test  of  a  steam-engine  at  all 
would  be  appointed  to  cooperate  with  him  in  making  the  test ; 
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and  that  man  would  raise  some  question  of  the  method  pursued 
which  probably  would  invalidate  the  whole  thing  after  it  was 
done.  As  every  one  knows,  a  man  in  an  official  position  with  a 
railroad  company  has  more  influence  with  the  public  than  an 
expert,  no  matter  what  that  expert's  reputation  for  honesty  and 
capability  may  be.  When  he  goes  before  the  railroad  public 
and  is  decried  by  a  man  who  is  an  official  of  the  railroad  com- 
pany, that  expert's  testimony  is  of  no  value  with  the  railroad 
company  whatever.  It  simply  is  invalidated  by  what  some  man 
may  say  who  has  no  reputation  as  an  engineer. 

Mr.  D.  L.  Barnes. — It  would  seem  that  the  American  Society 
of  Mechanical  Engineers  ought  to  pay  as  much  attention  to  loco- 
motive engineering  as  stationary  engineering.  There  is  as  much 
coal  used  in  the  production  of  mechanical  horse-power  in  loco- 
motive engines  in  this  country  as  in  stationary  engines,  and 
locomotives  require  as  much  attention  and  should  have  it.  The 
locomotive  engine  is  not  a  small  engine.  It  is  an  engine  vary- 
ing from  200  to  1,000  horse-power.  The  reason  why  we  have 
very  little,  if  any,  reliable  information  regarding  the  locomotive 
to-day  is  because  the  trials  are  very  difficult  to  make,  and  it 
requires  an  expert,  and  a  well-informed  one,  to  make  a  test  whic}i 
is  satisfactorily  comparable  with  other  tests  of  locomotives  and 
stationary  engines.  In  the  coming  exposition,  to  be  known  as 
the  Columbian  Exposition,  there  will  probably  be  competitive 
trials  of  locomotives.  An  endeavor  will  be  made  to  obtain 
foreign  competition ;  and  it  is  to  be  hoped  that  before  that 
time  this  Committee  which  is  about  to  be  appointed  will  be  ena- 
bled to  report,  giving  us  a  satisfactory  method  of  making  tests. 
The  railroad  companies  in  this  country  are  putting  out  consider- 
able sums  of  money  every  year  testing  locomotives,  and  some 
conclusions  are  reached.  It  is  not  for  lack  of  money  that  these 
tests  are  not  more  satisfactory,  but  because  of  lack  of  proper 
methods.  Probably  one  of  the  most  difficult  points  to  deter- 
mine is  the  character  of  the  steam  entering  the  locomotive 
cylinders.  It  is  wet,  beyond  question.  A  satisfactory  calori- 
meter is  a  most  difficult  problem  ;  and  I  would  like  to  hear  ex- 
pressions from  members  here,  if  this  discussion  continues 
further,  regarding  such  a  calorimeter,  because  upon  some  tests 
soon  to  be  made  I  would  like  to  apply  a  satisfactory  device. 

The  motion  for  the  appointment  of  a  Committee  was  then  put 
and  carried. 
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The  President — I  will  not  promise  in  appointing  the  Com- 
mittee to  carry  out  the  suggestion  not  to  appoint  any  locomotive 
engineers  upon  it  I  think  if  we  do  not  have  some  one  on  the 
Committee  who  knows  something  about  the  subject  we  shall  not 
get  a  very  valuable  report. 

Mr.  WaU. — I  would  like  to  make  a  little  correction  there.  I 
did  not  want  this  Committee  made  up  entirely  of  men  who  were 
not  locomotive  men.  I  wanted  a  few  of  them  to  be  steam  en- 
gineers who  have  no  particular  interest  in  locomotives. 

The  President. — The  right  way  to  make  such  a  Committee  as 
that  is  to  put  some  men  on  who  are  specialists  in  locomotives, 
and  other  men  who  are  not,  but  who  are  familiar  with  engines  in 
general 

The  motion  to  appoint  a  Committee,  being  put,  was  carried, 
and  the  President  subsequently  appointed  as  such  Committee : 
Prof.  Chas.  B.  Bichards,  of  New  Haven  ;  Mr.  Wm.  Forsyth,  of 
Aurora,  HL  ;  Mr.  H.  B.  Stone,  of  Chicago,  Dl. ;  Prof.  Jas.  R 
Denton,  of  Hoboken,  N.  J. ;  Mr.  F.  W.  Dean,  of  Boston ;  Mr. 
Axel  Vogt,  of  Altoona,  Pa. ;  Mr.  Allan  Stirling,  of  New  York. 

At  a  later  point  in  the  session,  was  also  presented  the 
report  of  the  Society's  Committee  appointed  to  express  to  the 
Mayors  of  Boston,  Chicago,  St.  Louis,  and  Washington  the 
desire  of  the  Society  that  a  world's  fair  should  be  held  in  1892. 
The  report  and  the  replies  thereto,  were  as  follows : 

New  York.  Dee.  4th,  1889. 
To  TUB  Ambbican  Society  op  Mechakical  Engineers  : 

Your  Committee,  appointed  to  lay  before  the  municipal  autliorities  the  vote 
of  the  Society  in  reference  to  the  holding  of  a  world's  fair  in  1802,  would  re- 
spectfully report  that  tltey  have  attended  to  the  matter  placed  in  their  charge  by 
calling  upon  Mayor  Qrant  in  person  and  presenting  the  letter  of  which  the  en 
closed  is  a  copy  ;  and  they  have  also  forwarded  duplicates  of  said  letter,  except- 
ing only  the  address,  to  the  Mayors  of  Bobton,  Chicago,  and  St.  Louis,  and  the 
Chief  Commissioner  of  Waf>hiuffton  City. 

All  of  which  is  respectfully  Bubmitted. 

Geo.  H.  Babcock,  ) 

Henry  Morton,    >  Committee. 

J.  F.  Hollo  WAY,  ) 

Nbw  York,  Dec.  8d,  1889. 
The  American  Society  of  Mechanical  Engineers,  at  a  recent  Convention  held  • 
in  the  City  of  New  York,  appointed  the  undersigned  a  Committee  to  express  to 
you  their  deep  interest  in  and  sympathy  with  the  proposed  holding  of  an  inter- 
national exposition,  in  commemoration  of  the  four  hundredth  anniversary  of  the 
discovery  of  America  by  Christopher  Columbus. 
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As  the  Society  is  a  national  one,  the  individual  members  necessarily  Lave 
tbeir  preferences  as  to  the  location  of  tbe  exposition,  but  tbe  Society  as  sucb 
directs  us  to  assnre  you  of  their  united  aud  bearty  cooperation  in  any  and  every 
way  that  will  best  promote  tbe  end  in  view,  and  at  whatever  time  or  place  that 
may  be  selected,  be  it  Boston,  Chicago,  New  York,  St.  Louis,  or  Washington. 
Very  truly  youre, 
(Signed)  Committee. 

To  THE  Hon.  Mayob  op 

(Addressed.) 

Times  Building,  New  Yobk,  Dee,  9th,  1889. 
Deab  Sibs  : 

The  Mayor  directs  me  to  acknowledge  the  receipt  of  your  communication  of 
December  the  third  containing  an  expression  of  your  deep  interest  in  and 
sympathy  with  the  proposed  international  exposition  of  1892. 

The  Mayor  and  the  General  Conmiittee  direct  me  to  thank  you,  and  through 
you  tbe  American  Society  of  Mechanical  Engineers,  for  your  kind  interest  in  the 
exposition. 

Respectfully, 

W.  McM.  Spebb, 


Gko.  H.  Babcock,  Esq're,) 

Hbnby  Mobton,  Esq're,     [■  Committee, 

J.  F.   HOLLOWAY,  Esq'i 


Csq're,) 
q're,  V 
iq're,    ) 


Secretary, 


Chicago,  Dee.  13th,  1889. 
Geo.  a.  Babcock,  Henby  Mobton,  J.  F.  Holloway,  80  Cortlandt  St.,  New 

York  City. 
Gentlemen  : 

Your  communication  of  the  8d  inst.  to  the  Mayor  has  been  received,  and  I 
am  instructed  by  him  to  acknowledge  same.  Your  view  is  one  which,  we  think, 
is  held  by  all  of  our  people.  While  we  hope  aud  expect  that  the  Exposition  will 
be  held  in  Chicago,  it  will  receive  our  hearty  aud  cordial  support  if  held  in  any 
other  city. 

Yours  truly, 

E.  F.  Cbagin, 

Secretary 

Washington,  Dee.  11th.  1889. 
Mbssbs.  Geo.  H.  Babcock  and  othebs,  CoM>aTTEE  Amebican  Society  of 

Mechanical  Enoinebbs,  80  Cortlandt  St.,  New  York,  N.  Y. 
Gentlemen  : 

The  Commissioners  of  the  District  of  Columbia,  who  are  the  municipal 
authority  at  the  seat  of  government  of  the  United  States,  direct  me  to  acknowl- 
edge receipt  of  yours  of  the  8d  inst.,  addreV'ied  to  the  Mayor  of  Washington, 
expressing  the  sympathy  of  your  Society  with  tbe  proposed  project  of  holding  an 
international  exhibition  in  commemoration  of  the  four  hundredth  anniversary  of 
the  discovery  of  America  by  Christopher  Columbus,  and  giving  assurance  of  the 
hearty  co&peration  of  your  Society.  ^ 

Respectfully, 

W.  TiNDALL, 

Secretary, 
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The  report  wa43  accepted,  and  with  the  completion  of  its  duty, 
the  Committee  was  dischai^ed. 

Mr.  Jas.  W.  See,  Chairman  of  the  Societj^s  Committee  on 
Securing  a  Gt>yemmental  Bureau  of  Standards,  reported  as 
follows : 

BEPOBT  OF  COMMITTEE  ON  GOYEBNMENTAL  BUBEAU  OF  STAin)ABDS. 

Your  Committee  would  report : 

Ist.  That  a  bill  has  been  drafted  and  presented  to  the  Lower  House  of  Con- 
gress. 

2<i.  That  the  bill  was  referred  to  the  Committee  on  Patents. 

8d.  That  your  Committee  has  appeared  before  the  Committee  on  Patents  and 
urged  the  merits  of  the  biU. 

4th.  That  a  favorable  report  to  the  Hoase  is  promised. 

5th.  That  the  future  of  the  bill  cannot  be  foretold. 

6th.  That  farther  time  is  requested. 

James  W.  See, 

for  CommitUe, 
CiNaKNATi.  Map  16th,  1890. 

The  professional  papers  were  then  taken  up  as  follows  : 

That  by  Mr.  W.  F.  Dixon,  on  "  The  Efficiency  of  Locomo- 
tives," was  discussed  by  Messrs.  W.  E.  Hall,  Angus  Sinclair, 
W.  O.  Webber,  Geo.  S.  Strong,  D.  L.  Barnes,  L.  8.  Wright,  W. 
F.  Durfee,  and  A.  T.  Woods. 

The  second  paper  was  in  a  similar  line,  entitled,  '^  Working 
Railways  by  Electricity,"  by  Mr.  Willis  E.  HalL  The  discus- 
sion was  by  Messrs.  Scheffler,  Oberlin  Smith,  H.  C.  Spalding, 
McFarren,  E.  P.  Boberts,  Jesse  M.  Smith,  Bamaby,  Barnes, 
Sweeney,  Baynal,  Forsyth,  Bogers,  Dashiell,  W.  O.  Webber,  and 
T.  R.  Morgan,  8r. 

The  paper  by  Mr.  A.  F.  Nagle,  entitled,  "  Determination  of 
Sensitiveness  of  Automatic  Sprinklers,"  was  read  and  discussed 
by  Prof.  D.  S.  Jacobus  before  adjournment^  but  the  session  ad- 
journed in  the  middle  of  the  debate. 

Third  Session,  Wednesday,  May  14th. 

The  third  session  was  called  to  order  at  2:30,  and  the  debate 
on  Mr.  Nagle's  paper  was  continued  by  discussions  by  Messrs. 
Emery,  Thurston,  and  Woodbury. 

Prof.  R  C.  Carpenter  presented  his  three  papers  :  "  Tests  of 
Several  Types  of  Engines   under  Conditions  found  in  Actual 
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Practice,"  "  Comparative  Tests  of  Hot-water  and  Steam-heating 
Plant,"  and  his  "Note  on  Kerosene  in  Steam-boiler." 

The  first  was  discussed  by  Messrs.  Jacobus,  Borden,  Nagle, 
and  Webber;  the  second  by  Messrs.  Emery,  Gobeille,  and 
Robb ;  the  third  by  Messrs.  Porterfield,  Nason,  and  Nagle. 

The  rainy  afternoon  precluded  the  projected  drive  which  was 
a  feature  of  the  programme  for  the  afternoon,  and  it  was  trans- 
posed to  Friday.  The  papers  allotted  to  the  Friday  afternoon 
session  were  taken  up.  Three  of  these  papers  having  relation 
to  the  subject  of  steam-engine  governing,  they  were  read  and 
discussed  together,  as. follows  :  E.  J.  Armstrong,  "The  Use  for 
Inertia  in  Shaft  Governors,"  Jesse  M.  Smith,  "Gx>vemor  for 
Steam-engines,"  John  E.  Sweet,  "  Effect  of  an  Unbalanced  Ec- 
centric in  Shaft-governed  Engines."  The  discussion  was  par- 
ticipated in  by  Messrs.  Armstrong,  Sweet,  Thurston,  Fawcett, 
Jesse  M.  Smith,  0.  M.  W.  Smith,  Webb,  Dutton,  Bobb,  Jacobus, 
and  Bamaby. 

Pro!  Jacobus  discussed  Mr.  W.  W.  Bird's  paper,  "  An  Open- 
end  Mercury  Column  for  High  Pressures ;"  and  the  list  of  papers 
was  concluded  by  that  of  Pro£  G.  L  Alden,  entitled  "  Automatic 
Absorption  Dynamomometer."  Topical  questions  were  dis- 
cussed until  adjournment.  The  first  was  "  Does  a  boiler  steam 
more  freely  if  the  tubes  are  arranged  so  as  to  be  farther  apart 
horizontally  in  the  upper  row  than  in  the  lower  rows  ? " 
Messrs.  Sweeney,  Cole,  Suplee,  Dutton,  Nagle,  Barnes,  and 
Webb  took  part.  Messrs.  Barnes,  Baynal,  and  Penney  spoke  as 
to  the  greatest  number  of  times  per  minute  that  a  dash-pot 
could  be  lifted,  such  as  used  in  the  Corliss  valve-gear.  Messrs. 
See,  Oberlin  Smith,  and  Crocker  spoke  of  the  advantages  as  to 
the  construction  and  operation  offered  by  vertical  bending 
rolls  as  compared  with  horizontal  ones.  Messrs.  Fawcett, 
Laird,  and  Suplee  gave  expressions  as  to  the  purification  of  bad 
feed-water  for  boilers.    The  session  then  adjourned. 

The  fourth  session  was  opened  that  same  evening,  at  the  same 
place  at  8  o'clock. 

Pro!  J.  Burkitt  Webb  presented  his  two  papers  on  "  Chimney 
Draft,"  which  were  discussed  by  Messrs.  Gale,  Gray,  Nagle, 
Magruder,  Borden,  and  Barrus. 

Two  papers  on  "  Chimney  Draft,"  one  by  Pro!  Wood,  and  the 
other  by  Mr.  Kent,  were  read  at  the  same  time,  and  were  dis* 
cussed  by  Prof.  Gale  and  Messrs.  Nagle  and  Scheffler. 
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Pro!  Wood's  papers,  "Graphic  Bepresentation  of  Thermo- 
Dynamic  Quantities,'*  "Test  of  a  Refrigerating  Plant,"  and 
Prof.  Thurston's  paper,  ^*  Hirn  and  Dwelshauvers'  Theory  of  the 
Real  Steam-engine,"  received  no  discussion. 

The  paper  by  Geo.  H.  Barrus,  "  A  Universal  Steam  Calori- 
meter," was  discussed  by  Messrs.  Robb,  Barnes,  and  Spangler. 

Messrs.  Henning,  Samuels,  Wright,  Nason,  Raynal,  Hibbard, 
and  C.  M.  W.  Smith  discussed  the  best  form  of  hydraulic  valves. 

Messrs.  Penney  and  Nason  discussed  the  use  of  power 
moulding  machines  in  foundries. 

FniDAY,  May  16th. 

The  fifth  and  concluding  session  was  called  to  order  in  the 
Scottish  Bite  Cathedral,  at  10  o'clock.  The  President  an- 
nounced the  Committee  to  nominate  officers  of  the  Society  for 
the  ensuing  year,  under  Article  XXX E.  of  the  Bules,  to  be  Messrs. 
C.  W.  Hunt,  of  New  York ;  Henry  G.  Morris,  of  Philadelphia ; 
B.  H.  Warren,  of  Boston ;  G.  A.  Gray,  of  Cincinnati ;  and  Jesse 
M.  Smith,  of  Detroit 

Mr.  D.  K.  Nicholson's  paper  on  "  Heating  Furnaces  "  received 
no  discussion.  Mr.  Suplee's  paper  on  "Equilibrium  Arch 
Curves  "  was  discussed  by  Messrs.  Nagle,  Landreth,  and  Webb. 
The  paper  by  T.  C.  Clarke,  entitled,  "  The  Kinzua  Viaduct,"  re- 
ceived no  discussion.  Messrs.  Bamaby  and  Suplee  discussed 
Prol  Webb's  paper  on  "The  Length  of  an  Indicator  Card." 
Pro!  Webb  then  introduced  the  following  resolutions  : 

**  Bewlvedf  That  tbe  Society  deeply  regrets  the  necessity  which  has  compelled 
the  absence  of  Secretary  F.  R.  Hutton,  whose  presence  and  labors  have  always 
contributed  so  largely  to  the  success  of  the  meetings  of  the  Society." 

**  Resolved,  That  the  meml>ers  in  attendance  during  the  various  sessions  of 
the  Society  during  the  Cincinnati  meeting  desire  to  express  to  Mr.  C.  J.  H. 
Woodbury,  Acting  Secretary  of  the  meeting,  their  full  appreciation  of  the  cour- 
teous and  efficient  manner  in  which  he  has  filled  the  place  of  the  absent  Secre- 
tary/' 

Prof.  D.  S.  Jacobus  then  presented  his  two  papers,  the  first 
^'Indicator-Cards  of  the  Pawtucket  Engine/'  and  second,  the 
"Eflfective  Area  of  Propeller  Screws."  Messrs.  Nagle,  Suplee, 
Bajnal,  Bamaby,  Webb,  J.  W.  See,  and  Ashworth  discussed  the 
first,  and  Messrs.  Emery,  Bajnal,  Oberlin,  Smith,  Henning,  Cole, 
and  Suplee  discussed  the  second. 

Mr.  Woodbury  then  moved  the  following  resolution  of  thanks 
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to  Mr.  Bond,  who  had  with  him  shared  the  burden  of  attending 
to  the  details  of  the  meeting,  and  which  was  presented  as  fol- 
lows : 

**  Besotted,  That  the  thanks  of  this  Society  are  hereby  tendered  to  Mr.  Geo.  M. 
Bond  for  his  valnable  assistance  to  the  Acting  Secretary  of  the  meeting." 

Mr.  Ashworth  brought  up  the  question  of  an  Organization  of 
Engineering  Societies,  and  the  following  remarks  were  made  : 

Mr.  Danid  Aahtoorth. — Mr.  President,  under  this  general  tenor 
of  business  I  would  like  to  ask  for  some  information  regarding 
a  matter  which  was  passed  upon  at  the  New  York  meeting  and 
upon  which  you  touched  yesterday.  Is  there  not  in  the  hands 
of  a  Committee  a  decision  or  a  report  as  to  the  advisability  of 
creating  a  separate  oi^anization  composed  of  the  most  promi- 
nent members  ?    Am  I  correct  in  that  ? 

The  President. — Shall  I  state,  Mr.  Ashworth,  briefly,  just  how 
the  case  stands  ? 

Mr,  AshworiJi. — ^Yes,  sir ;  if  you  please. 

The  President. — There  was  a  Committee  appointed  of  thre© 
members,  Mr.  Henry  R  Towne,  Professor  Thurston,  and  Dr. 
Sellers,  at  the  autumn  meeting  of  this  Society,  to  consult  and 
confer  with  other  Committees  from  the  three  other  national 
Societies,  the  Civil  Engineers,  the  Mining  Engineers,  and  the 
Electrical  Engineers — each  of  those  Committees  consisting  of 
three  well-known  members  of  their  Society.  That  Joint  Com- 
mittee of  twelve  is  now  working  upon  the  scheme  of  establishing 
in  the  near  future,  not  the  mingling  of  the  present  societies  into 
one  society,  nor  a  special  society  which  is  entirely  outside  of 
this,  but  a  sort  of  Federcttion  of  all  the  present  Societies,  includ- 
ing these  four,  with  possibly  the  Institute  of  Architects,  the 
Naval  Engineers'  Society,  and  other  associations  ranking  with  us 
which  may  be  started  in  the  future.  This  Federation  would  be 
representative  of  oZZ  American  Engineers,  of  aU  classes,  in  the 
different  departments,  Civil,  Mining,  Mechanical,  Electrical, 
Naval,  Military,  Sanitary,  Architectural,  etc.  This,  our  own 
Society,  would  be  connected  with  it,  although  not  merged  into 
it  in  any  sense  whatever.  The  local  Societies,  the  small  Socie- 
ties, which  are  scattered  all  over  the  country,  which  now  have 
but  little  connection  with  each  other,  and  feel  that  they  have  no 
general  system  of  working,  would,  perhaps,  be  Chapters  of  this 
new  organization. 

There  has,  I  know,  been  some  feeling  in  this  Society  that  if 
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the  proposed  new  one  was  started  it  would  reduce  our  dignity 
and  usefulness.  I  think  this  is  entirely  a  mistake,  and  that 
when  the  new  scheme  is  perfected  and  put  properly  before  our 
members,  so  that  they  can  understand  it,  they  will  say  that  there 
is  nothing  in  it  in  any  way  derogatory  to  the  present  societies, 
but  only  that  which  will  help  them  in  their  work  and  enable 
them  to  pull  together  better  and  give  a  better  tone  to  engineer- 
ing over  the  whole  land,  in  our  own  eyes  and  in  the  eyes  of 
foreigners.  It  was  brought  up  at  this  time  because  it  was 
thought  that  the  great  **  Institution  of  Civil  Engineers  "  of  Eng- 
land might  be  invited  over  here  in  1893,  and  there  is  now  nobody 
in  particular  to  entertain  them  as  they  entertained  us.  That  is 
what  started  the  matter,  but  I  think  that  without  such  compara- 
tively minor  reasons,  our  different  Societies  and  individual 
engineers  should  have  some  common  method  of  coming  together 
and  getting  at  each  other's  transactions  easily,  and  some  way  of 
having  a  common  library,  so  that  the  great  expense  of  duplicat- 
ing models,  pictures,  and  books  would  not  be  incurred  as  it  is 
now.  Such  a  federation  would  mean  simply  that  they  should 
work  on  a  system,  instead  of  a  total  lack  of  system — instead  of 
rivalling  each  other  as  they  do  now. 

I  think  the  danger  of  there  being  in  such  an  association  any 
ring  or  cliqueism,  which  seems  to  be  feared,  can  be  entirely 
done  away  with  by  the  manner  of  organization  and  the  method 
by  which  the  members  are  elected.  This  can  be  arranged  in 
such  a  way  that  all  the  members  of  all  the  Societies  will  have  a 
full  and  free  chance  to  vote  as  to  who  is  worthy  for  the  higher 
places  in  the  new  Society,  should  there  be  different  grades  of 
membership.  It  is  possible  that  it  may  be  started,  if  started  at 
all,  somewhat  on  the  plan  of  the  great  foreign  scientific  Societies, 
with  a  higher  grade  of  "fellowships,"  but  I  do  not  know  how 
that  is  going  to  be,  as  it  is  all  in  the  hands  of  the  Committee. 
When  tiiey  get  the  thing  in  proper  shape  and  a  joint  report  is 
made  out,  it  will  undoubtedly  be  distributed  to  all  the  members 
of  this  and  other  Societies — giving  them  a  chance  to  vote  on  the 
subject  and  say  whether  it  is  desirable  to  go  forward.  All  that 
I  know  of  the  present  status  of  the  scheme  comes  from  the 
Committee's  informal  report  which  was  submitted  to  our  Coun- 
cil at  its  last  meeting  in  New  York — simply  reporting  progress- 
Undoubtedly  it  will  take  several  months  yet  to  get  the  thing 
into  any  definite  form. 
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Mr.  Ashioorth. — ^I  have  taken  a  deep  interest  in  this  matter, 
and  in  the  absence  of  a  report  from  that  Committee,  even  re- 
porting progress,  I  was  congratulating  myself,  and  so  were 
many  of  the  members,  that  it  had  been  sent  to  some  inaccessible 
pigeon-hole,  for  I  still  think  that  it  has  with  it  an  nn- American 
idea.  It  is  undemocratic,  and  I  still  believe  it  would  create  a 
spirit  of  caste — a  special  class.  You  might  just  as  well  strike 
from  the  name  of  this  Society  the  word  American  as  to  take 
such  an  action.  I  am  satisfied  that  it  will  be  an  entering  wedge 
for  destroying  the  efficiency  of  this  organization.  Why  not  pur- 
sue the  ordinary  course  if  we  are  to  cooperate  with  our  sister 
Societies  as  we  should,  and  have  Committees  appointed,  and  act 
in  conjunction  with  them  for  several  or  for  special  purposes. 
These  grades  of  fellowship  that  you  have  touched  upon  are  in 
the  same  line.  There  will  be  no  end  to  that.  I  am  in  favor 
firmly  of  the  American  Society  of  Mechanical  Engineers  intact  as 
it  is,  and  opposed  to  a  confederation,  and  I  believe  that  I  voice 
the  sentiments  of  the  members  present 

Mr.  Webber  discussed  the  question  as  to  the  desirability  of 
having  the  lead  increase  with  the  load  in  high-speed  automatic 
engines. 

The  following  resolutions  of  thanks  were  presented,  duly 
seconded,  and  carried  with  enthusiasm,  and  the  professional  ses- 
sions adjourned. 

Be$ohed,  That  the  tliaaks  of  the  Society  are  extended  to  the  local  Committee  of 
Arrangemen  ts  for  the  Cincinnati  meeting. 

The  pleasant  features  and  general  success  of  the  meeting  have  been  brooght 
about  largely  by  the  efforts  of  these  gentlemen  in  securing  entertainment  for 
the  visiting  members  and  guests,  sparing  no  pains  to  further  the  object  of  the 
meeting  in  all  respects,  and  making  it  one  of  which  we  shall  carry  with  us  most 
pleasant  recollections.  The  members  would  in  particular  express  their  thanks 
and  recognition  to  Oen.  Sir  A.  T.  Qpshom  and  the  Directors  of  the  Cincinnati 
Art  Museum  for  their  abundant  courtesy  and  hospitality,  and  for  the  opportunity 
to  inspect  the  rich  treasures  there  gathered  from  every  source. 

Bewhed,  That  the  thanks  of  the  Society  be  tendered  on  behalf  of  the  ladies 
accompanying  the  members,  for  their  entertainment  by  the  local  committee 
of  ladies.  Much  pleasure  has  been  derived  from  their  yarious  excursions  and 
drives  about  the  cifcy,to  the  Rockwood  Pottery  and  other  places  of  special  interest 
to  them,  and  the  visits  of  the  ladies  to  CincinnatL  The  excursion  day  of  our 
meeting  is  one  which  all  who  were  privileged  to  attend  will  remember  with  the 
greatest  of  pleasure,  and  the  acknowledgment  of  the  hospitality  which  made 
the  day  so  delightful  is  an  equal  pleasure. 

Buohed,  That  the  American  Society  of  Mechanical  Engineers  express  to 
The  Niles  Tool  Works  its  fullest  appreciation  of  the  hospitality  so  warmly  ex* 
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tended,  both  in  yisiting  the  extensiye  works  and  also  in  partaking  of  tlie  boon- 
tiful  lunch  at  Woodsdale  Park. 

Eesohed,  That  the  thanks  of  the  Society  be  extended  in  the  wannest  man- 
ner to  Messrs.  Proctor  and  Gamble,  for  the  opportunity  afforded  of  yisiting  the 
eztensiye  and  admirably  arranged  works  at  Irorydale. 

Rejoiced,  That  the  thanks  of  the  Society  be  tendered  to  the  Ohio  Mechanics' 
Institute  ;  to  the  Cinoinnati  Chamber  of  Commerce  ;  to  the  Triumph  Compound 
Engine  Co.;  to  the  Cincinnati  Gas  Light  and  Coke  Co.;  and  other  educational, 
commercial,  and  manufacturing  inntitutions,  which  have  thrown  open  their  doors 
to  the  members,  with  inyitations  to  freely  visit  them.  These  invitations  have  so 
far  as  possible  been  made  use  of  by  members,  and  have  contributed  much  to 
the  pleasure  and  benefits  of  our  visit  to  the  city. 

Besolved,  That  the  American  Society  of  Mechanical  Engineers  expresses  itsap- 
preciatioQ  of  the  excellence  of  the  transportation  facilities  extended  to  the 
Eastern  members  by  the  P.  R.  R.  Co.,  and  that  thanks  are  due  to  this  company 
and  to  Mr.  Samuel  Carpenter,  Eastern  Pa.S8enger  Agent,  and  Mr.  H.  M.  Haines, 
General  Passenger  Agent  of  the  Company.  Those  who  enjoyed  the  advantages 
offered  by  the  P.  R.  R.  Co.'s  special  train  from  New  York  to  Cincinnati  will  re- 
member the  trip  as  a  thoroughly  entertaining  preliminary  to  the  meeting. 

Resolved,  Also,  that  the  Society  is  indebted  to  the  Cincinnati,  Hamilton  and 
Dayton  R.  R.  Co.  for  the  special  train  kindly  furnished  on  the  occasion  of  the  ex- 
cursion to  the  works  of  Messrs.  Proctor  &  Gamble,  and  to  The  Niles  Tool  Works, 
and  for  the  freedom  of  Woodsdale  Park. 

Resolved,  That  the  thanks  of  the  American  Society  of  Mechanical  Engineers 
are  due  to  Mr.  Ralph  Peters  and  the  Managers  of  the  Railways  running  out  of 
Cincinnati,  which  afforded  the  Society  an  opportunity  to  pass  over  two  of  the 
bridges  crossing  the  Ohio  and  to  have  views  of  the  other  two  bridges,  all  of 
which  are  of  especial  interest  to  engineers,  as  being  at  the  time  of  their  erection 
the  longest  spans  of  the  kind  in  the  world.  Furthermore,  we  appreciate  the 
honor  of  being  on  the  first  passenger  train  entering  the  city  at  the  new 
station. 

In  addition  to  the  hospitality  which  we  have  already  received,  we  have  also 
to  express  in  anticipation  the  pleasure  which  we  feel  in  accepting  the 
inyitation  which  has  been  extended  to  the  Society  by  the  Addyston  Pipe 
Works. 

Therefore :  , 

Resolved,  That  the  appreciatiye  thanks  of  the  American  Society  of  Mechan 
ical  Engineers  be  extended  to  the  Addyston  Pipe  Works  for  their  warm  invi- 
tation to  vinit  their  establishment,  and  to  Mr.  Ralph  Peters,  for  extending  special 
train  facilities  for  this  visit. 

Entertainments  and  Excubsions. 

Besides  the  reception  given  to  members  and  their  guests,  in 
the  Hall  of  the  Scottish  Bite,  on  Tuesday  evening,  the  hosts  of 
the  Society,  in  Cincinnati,  entertained  them  by  an  excursion  on 
Thursday,  May  15th,  to  Hamilton. 

A  special  train  was  put  at  the  services  of  the  Society,  by  the 
courtesy  of  the  C.  H.  &  D.  R  R,  and  was  drawn  by  a  Strong  loco- 
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motive.  The  Niles  Tool  Works,  at  Hamilton,  were  thrown  open 
for  inspection,  and  after  the  visit  they  were  conveyed  to  Woods- 
dale  Island,  some  five  miles  from  Hamilton,  where  the  same  firm 
entertained  its  gnests  at  luncheon.  After  the  banquet,  a  stroll 
over  the  grounds,  and  other  entertainments,  the  party  returned 
to  Ivorydale,  where  they  spent  over  an  hour  after-time  in  a 
visit  to  the  great  soap  works  of  Messrs.  Proctor  &  Gamble. 

In  the  evening  of  this  day,  the  Cincinnati  Art  Museum,  with 
its  treasures  of  interest  and  value,  was  thrown  open  for  a  recep- 
tion to  the  engineers.  A  speech  of  welcome  was  made  by  Gen. 
Sir  A.  T.  Goshom,  to  which  Mr.  C.  J.  H.  Woodbury  responded  in 
the  absence  of  the  President.  The  evening  was  a  most  enjoy- 
able one. 

On  Friday  afternoon,  the  Penna.  R  E.  Co.,  through  the  cour- 
tesy of  Mr.  Balph  Peters,  gave  a  special  train  excursion  over 
the  railway  bridges  at  Cincinnati,  and  at  the  end  of  the  bridge, 
carriages  were  in  waiting  to  take  the  party  around  the  beautiful 
suburbs  of  the  city.  The  drive  was  enjoyed  for  something  over 
three  hours. 
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OCCLXXX. 

REPORT  OF  COMMITTEE  ON  STANDARD  TESTS  AND 
METHODS  OF  TESTING  MATERIALS. 

Mr.  Chairman^  and  Gentlemen  of  the 

American  Society  of  Mechanical  Engineer's: 
Herewith   your  Committee  appointed  to  consider  '^  Tests  and 
Methods  of  Testing,"  beg  to  submit  the  following 

Repobt. 

The  Committee  having  been  appointed  by  the  Chairman,  held 
several  preliminary  meetings,  in  which  a  general  plan  of  procedure 
was  discussed  and  accepted. 

It  was  decided  to  send  to  all  of  the  principal  parties  interested 
in  testing,  duplicate  samples  of  one  grade  of  material  for  test  pur- 
poses. These  parties  were  requested  to  send  in  their  reports  of 
tests  of  this  material  in  full. 

Upon  receipt  of  such  reports,  the  Committee  examined  them 
carefully  in  order  to  arrive  at  a  comparison,  and  try  to  formulate 
a  general  method  of  procedure  for  future  tests.  It  was^  however, 
found  to  be  impossible  to  formulate  or  tabulate  these  results,  and 
that  even  a  personal  acquaintance  with  all  of  the  parties  making 
these  reports  made  it  difficult  to  interpret  the  exact  meaning  of  all 
the  reports. 

It  required  a  table  of  32  columns  to  record  all  of  the  results 
reported,  and  .this  made  it  impossible  to  arrive  at  any  conclusion  or 
general  deductions. 

Then  the  Committee  proposed  to  send  out  another  set  of  test 
pieces,  containing  duplicate  and  triplicate  samples,  and  also  a 
printed  blank  for  the  purpose  of  reporting  the  i*esults  of  tests. 

This  printed  blank  suggested   by  your  Committee  is  showi 
annexed  to  Report  as  Table  I.,'  Addendum  1. 

A  circular  letter  was  therefore  issued  in  August,  1886,  as  given 
below,  and  sent  to  24  different  parties,  with  236  test  pieces 
divided  among  them,  and  as  follows : 
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Form  9-58,  '86.    {Atigust,  '86.) 

The  American  Society  of  Mechanical  Engineers,  at  a  recent 
meeting,  appointed  a  Committee  to  see  if  there  conld  be  recom- 
mended a  standard  form  of  test  specimen  and  a  standard  method  of 
test  for  engineers'  use. 

By  such  standards,  it  would  be  possible  for  the  tests  of  different 
experimenters  on  the  same  material  to  be  comparable,  and  much 
confusion,  misunderstanding,  and  duplication  would  be  avoided. 

As  a  step  in  the  labor  of  that  Oommittee  there  are  sent  to  you 
prepaid  by  express  the  following  samples  for  test,  viz. : 

Pieces  round  steel,  |  inch  diameter. 
Pieces  round  iron,  |  inch  diameter. 
Pieces  flat  or  square  steel. 
Pieces  flat  or  square  iron. 

We  hope  it  will  be  convenient  for  you  to  cooperate  with  this 
Oommittee  by  testing  the  above  specimens  in  your  testing 
machine,  and  to  report  the  results  obtained  upon  the  enclosed 
blank — which  we  have  prepared  for  that  purpose  in  order  that  all 
of  the  tests  made  for  the  Committee  may  be  readily  and  accurately 
compiled. 

We  desire  that  the  testing  should  be  done  in  your  regular  man- 
ner, with  neither  more  or  less  care  than  such  work  is  ordinarily 
done  in  the  various  testing  laboratories  of  the  country,  and  in  this 
way  to  determine  how  it  may  be  best,  under  existing  methods,  to 
collate  and  compare  the  work  of  different  experimentere* 

We  have  made  arrangements  by  which  similar  tests  will  be 
made  by  numerous  other  parties,  the  material  furnished  to  all 
being  as  nearly  identical  as  could  be  obtained  by  special  care  and 
selection.  The  result  of  the  tests  when  obtained  will  be  care- 
fully tabulated  by  the  Committee  and  then  embodied  in  a  report 
to  the  Society,  copies  of  which  we  will  be  glad  to  send  you  when 
complete. 

Should  yon  see  flt,  in  view  of  their  scientiflc  and  practical  value, 
to  make  these  tests  without  expense  to  the  Committee,  jour  lib- 
erality will  be  highly  appreciated,  and  duly  acknowledged,  but  if 
not,  we  still  wish  to  have  them  made  and  will  promptly  pay  all 
reasonable  charges  therefor  out  of  a  small  fund  which  has  been 
contributed  for  our  work. 

The  specimens  are  to  be  tested  in  tension  only,  but  with  obser- 
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vations  which  will  show  both   their  elastic    limit  and  ultimate 
strength. 

In  making  the  tests,  such  observations  of  the  specimen  and  of 
the  testing  apparatus  should  be  made  as  will  give  all  the  items 
of  information  called  for  on  the  blank  form  of  report. 

The  observations  of  elongation  should  be  noted  with  your  reg- 
ular measuring  or  length  gauging  apparatus,  if  jou  have  one.  If 
not,  by  making  five  prick  marks  on  the  specimen  8  inches  apart, 
and  correctly  measuring  the  separation  of  these  parts  with  a 
micrometer  or  a  fine  scale,  before,  during,  and  after  the  test.  In 
all  cases  the  gauge  length  should  conform  to  the  standard  of  8 
inches  as  closely  as  possible.  It  is  desired  that  each  test  should  be 
made  with  as  much  rapidity  as  is  consistent  with  accurate  work, 
and  that  the  actual  time  so  occupied  be  recorded  in  the  proper 
column.    . 

When  returning  the  report  we  will  be  glad  if  you  will  add  to  it 
any  further  particulars  regarding  your  testing  mac!\ine — additional 
to  those  called  for  on  the  blank — which  will  identify  it,  such  as  date 
of  design  or  patent,  makers,  number,  size,  or  any  other  designating 
mark  by  which  it  can  be  distinguished.  Also  a  brief  description 
of  the  kind  of  holders  employed  and  the  means  used  for  measuring 
the  elongation,  and  any  other  particulars  relating  either  to  the 
machine  or  to  the  mode  of  making  the  tests.  The  specimens  after 
testing  should  also  be  returned,  properly  boxed,  to  the  address  of 
the  Society  as  above,  care  being  taken  to  mark  them  so  that  they 
can  be  identified  as  having  been  tested  by  you.  The  report  of 
tests  should  be  sent  by  mail,  addressed  to  this  Committee  at 
Society's  Headquarters.  Trusting  that  you  will  cooperate  with  us 
in  this  important  and  interesting  work  assigned  to  the  Committee, 
we  are,  respectfully, 

Henry  R  Towne, 

Gus.  C.  Henning, 

E.  H.  Thubston,  1-  Committee. 

Chas.  H.  Morgan, 

Db.  Thos.  Egleston, 


Digitized  by 


Google 


STAMDABD  TESTS  AND  METHODS  OF  TESTIKO  MATERIALS. 


607 


Purdue  UnlverMty 

Cornell  Univeraitj 

Bensselaer  Polytechnic 

Steyens  Institute 

Uuion  Bridge  Co 

Kdjremoor  Iron  Co 

Union  Iron  Mills 

Pencoyd  Iron  Works 

Cambria  Iron  Co 

Trenton  Iron  Co 

Pennsylvania  Steel  Co 

Edgar' Thompson  Steel  Works. 

Midvale  Steel  Co 

Pottdvi  le  Steel  and  Iron  Co. . . 
Fairbanks  Testing  Laboratory . 

Riehl6  Bros.  &  Co 

Tinius  Oisen  &  Co , 

Pittsburgh  Testing  Laboratory 

Watertown  Arsenal '. 

School  of  Mines 

Phoenix  Iron  Co 

South  Cliester  Rolling  Mill  Co. 

Y«le  &  Towne  M'f  g  Co 

Washburn  &  Moen  MTg  Co. . . 


Lafayette.  Ind A.  W.  Stahl,  U.  S.  N. 

Ithaca,  N.  Y R.  H.  Thurston,  Director. 

Troy,  N.  Y. 

Hoboken.  N.  J J.  E.  Denton. 

Athens,  Pa Chas.  Kellogg. 

Wilmington,  Del Wm.  Sellers,  Prest. 

Pittsburgh,  Pa.  .Carnegie  Bros.  &  Co., 

Limited. 

Pencoyd.  Pa A.  and  P.  Roberts. 

Johnstown,  Pa C.  A.  Marshall. 

Trenton,  N.  J Wm.  Hewitt 

Steelton,  Pa Edgar  C.  Felton. 

Bessemer,  Pa.  .Carnegie  Bros.  &  Co., 

Limited. 
Nicetown,  Phila.,  Pa. .  Wm.  Sellers,  Prest. 

Pottsville,  Pa Atkins  Bros.  &  Co. 

84  Thomas  St.,  N.  Y A.  V.  Abbott. 

PhUadelphia,  Pa. 
Philadelphia,  Pa, 

98  4th  Ave.,  Pittsburgh,  Pa..  Hunt&Clapp. 
Watertown,  N.  Y.,  Col.  P.  fl.  Parker,  Com. 
Columbia  College,  49th  St.  and  4th  Ave., 
F.  R.  Hutton. 

Phcenixville,  Pa D.  H.  Reeves. 

Thurlow,  Pa C.  B.  Houston. 

Stamford,  Conn H.  R.  Towne,  Prest. 

Worcester,  Mass C.  H.  Morgan. 
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Of  these  24  parties,  two  reported  inability  to  test,  as  machines 
were  unsuitable;  two  parties  declined  ;  one  reports  specimens  gone 
astray ;  one  party  reports  having  made  tests,  but  that  the  report 
was  lost  in  the  mail  ;  one  party  is  still  engaged  in  making  the 
tests  and  promises  to  report  results ;  and  sixteen  parties  have  sent 
in  complete  reports,  as  given  in  Addendum  1,  Tables  II.  a — t. 

The  Committee  would  particularly  express  their  appreciation  of 
the  work  of  the  late  Mr.  Chas.  A.  Marshall,  C.E.,  Engineer  of  Tests 
Cambria  Iron  Co.  (who  unfortunately  was  one  of  the  victims  of  the 
Johnstown  disaster),  for  the  masterly  reports  sent  in  and  the  pains 
he  took  in  making  these  tests. 

The  Committee  also  desires  to  express  their  gratification  and 
obligations  to  the  courteous  and  willing  assistance  offered  them  on 
all  sides,  and  for  the  care  taken  in  making  the  tests  and  for  the 
completeness  of  the  reports  returned. 

It  became  apparent  to  your  Committee  that  it  would  be  impos 
sible   to  arrive  at  any  general  results  or  be  able  to  report  in  a 
reasonable  time  if  the  recommendations  to  be  formulated  were  to 
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be  deduoed  from  long  series  of  experiments  made  by  it.  More- 
over, it  appeared  desirable  to  propose  International  Standards,  if 
this  were  possible,  and  with  this  in  view  one  member  of  your 
Committee,  during  two  years  spent  abroad,  had  frequent  consulta- 
tions with  the  most  prominent  engineers  interested  in  the  matter 
and  obtained  information  on  the  subject  which  has  shown  how  use- 
less it  would  have  been  to  repeat  the  work  of  other  able  experi- 
mentersy  whose  work  has  always  been  considered  above  criticism. 
The  cost  of  such  series  of  tests  would  also  have  been  a  serious 
obstacle. 

It  was  ascertained  that  in  Frcmce  no  uniform  method  or  stand- 
ards had  been  proposed  or  adopted,  except  that  the  Government, 
making  the  use  of  a  Thomasset  or  Maillard  machine  compulsory, 
had  adopted  a  very  small  test  piece,  approximately  the  same  as 
the  Woolwich  Standard. 

General  testing  is  not  carried  out  according  to  a  uniform 
method;  in  fact,  most  engineers  followed  their  own  inclination, 
which  is  governed  by  the  particular  testing  machine  at  command. 
The  use  of  testing  machines  is  very  limited  in  France  except  for 
Government  work. 

As  the  French  Government  makes  the  use  of  a  Thomasset  or 
Maillard  machine  in  all  its  work  compulsory,  the  introduction  of 
other  forms  has  been  almost  impossible,  and  the  development  of 
this  class  of  machines  is  at  a  standstill. 

Particular  attention  is  called  to  the  fact  that  this  does  not  apply 
to  that  part  of  old  France  now  belonging  to  Germany,  but  to  the 
present  territory  of  France. 

In  Gre<U  Britai/n^  the  use  of  testing  machines  is  much  more 
general  and  the  types  of  machines  used  are  various  in  form,  and 
capacity  generally  being  ponderous.  The  methods  of  testing 
have  not  been  reduced  to  a  standard  proceeding,  and  the  results 
obtained  are  as  a  rule  scantily  reported,  so  as  to  be  almost  useless 
for  comparative  purposes,  and  the  observations  taken  are  few  and 
incomplete. 

The  leading  engineers,  however,  more  particularly  those  in 
charge  of  laboratories  connected  with  schools  and  colleges,  exe- 
cute their  work  in  a  very  accurate  and  complete  manner,  and  the 
shapes  of  test-pieces  and  methods  of  testing  are  very  nearly 
alike. 

In  Belgium^  testing  is  more  general  than  in  France,  but  although 
machines  are  more  numerous  and  more  diversified  in  type,  there 


Digitized  by 


Google 


8TANDABD  TESTS  AND  METHODS  OF  TESTING  MATERIALS.      609 

18  as  yet  neither  general  method  adopted  or  proposed,  nor  a  stand- 
ard form  of  test  pieces  in  p^eneral  use. 

In  Oermanyy  including  the  annexed  provinces,  testing,  in  general, 
is  more  advanced  and  general  than  in  any  other  coontry,  and 
almost  all  types  of  machines  are  in  use,  while  the  form  of  test 
pieces  and  method  of  procedure  are  quite  uniform  and  identical 
with  those  adopted  in  Austria^  Suntzerland,  liussia,  and  Denmark. 

During  the  last  decade  German  manufacturers,  engineer,  and 
professors,  in  conjunction  with  their  fellows  in  Austria,  Switzer- 
land, and  Russia,  have  had  a  number  of  largely  attended  con- 
ferences in  which  a  highly  successful  effort  was  made  to  adopt 
standard  methods,  test  pieces,  and  machines. 

The  standards  proposed  at  these  conferences  have  been  practi- 
cally adopted  almost  universally  in  those  five  countries. 

The  general  results  and  deliberations  of  these  conferences  are 
given  in  full  in  Addendum  2,  containing  also  a  list  of  the  names  of 
participants^  These  conferences  proposed  a  great  amount  of  orig- 
inal investigation  to  determine  doubtful  points  and  matters  in 
debate,  and  as  soon  as  such  series  of  tests  had  been  completed  a  new 
conference  was  called  to  deliberate  upon  the  reports  submitted. 
Several  series  of  investigations  were  delegated  to  different  investi- 
gators or  committees,  and  a  vast  amount  of  work  accomplished, 
without  any  expense  to  individuals,  the  results  obtained  being  all 
published  in  full  in  the  two  most  important  technical  publica- 
tions in  that  branch,  namely,  the  ^'  Mittheilungen  aus  der  Yerauchs 
Anstalt  des  k.  Polytechnikum  Muenchen,"  Prof.  J.  Bauschinger, 
and  "Mittheilungen  aus  der  k.k.  Versuchs  Anstalt  Charlotten- 
burg,'*  Prof.  Martens.  None  of  the  recommendations  of  these  con- 
ferences were  to  be  binding  or  final,  inasmuch  as  new  light  thrown 
upon  this  subject  might  make  a  change  seem  desirable,  but  the  im- 
mediate adoption  of  them  was  strongly  advocated  until  such 
changes  became  desirable. 

As  a  result,  these  recommendations  have  been  introduced  uni- 
versally and  have  proved  to  be  of  incalculable  benefit  to  all  parties 
interested.  A  perusal  of  the  report  of  these  conferences  will  show 
that  the  recommendations  advocated  are  in  all  essential  particulars 
identical  with  custom  in  Great  Britain  as  well  as  the  United 
States,  and  with  slight  modifications  to  suit  particular  cases,  similar 
standards  could  be  proposed  in  all  countries  so  as  to  make  them 
international. 

Several  of  the  paragraphs  refer  to  tests  which  have,  until  the 
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present  time,  been  rarely  made  in  this  country,  and  in  order  to  in- 
dicate the  method  of  carrying  them  out  properly,  the  German 
methods  have  been  adhered  to.  Tims  drop  tests  are  not  often  made, 
and  then  only  with  the  crudest  apparatus,  never  giving  reliable  re- 
sults, and  making  it  impossible  to  take  accurate  measurements. 

As  it  is  only  a  question  of  time  when  such  tests  will  be  made 
regularly  here,  it  was  thought  advisable  to  recommend  the  adop- 
tion of  apparatus  and  methods  which  are  known  from  long  expe- 
rience to  give  satisfactory  results,  and  also  to  propose  the  adoption 
of  such  apparatus  and  methods  as  have  been  in  common  use  else- 
where and  have  given  valuable  results,  and  which  would  make 
comparisons  easy  and  also  avoid  changing  later  on,  should  an 
international  convention  become  a  fact. 

The  same  is  to  be  said  about  some  tests  of  stone,  which  in  this 
country  are  never  carried  out ;  t.e.,  the  freezing,  quarrying,  and 
abrasion  tests.  These  have  been  carried  out  on  an  extensive  scale 
in  France  and  Germany  by  the  highest  authorities,  and  it  would 
not  benefit  any  one  here  to  adopt  different  methods ;  it  would  on 
the  contrary  merely  produce  confusion  to  adopt  new  methods  now, 
and  those  suggested  in  Europe  are  given  in  Appendix  2. 

Moreover,  comparisons  would  be  impossible  and,  as  all  testing 
is  merely  comparative,  the  principal  value  of  work  otherwise 
highly  desirable  would  be  lost. 

Testing  Machine. — It  is  not  deemerl  advisable  to  recommend 
the  use  or  adoption  of  any  particular  form  of  testing  machine,  as 
there  are  a  number  now  in  daily  use  which,  when  kept  in  good 
repair,  can  bo  made  to  give  good  results. 

Shackles  and  Holders. — The  use  of  the  form  of  wedge  holders  in 
almost  universal  use,  however,  can  be  hardly  too  strongly  depre- 
cated, giving  invariably  lower  results  than  the  material  would  show 
with  a  good  form  of  holders. 

Abrasion  Tests. — No  recommendations  as  to  abrasion  t^sts  of 
straight  or  curved  rails  can  as  yet  be  offered ;  the  subject  has  as 
yet  been  so  little  investigated  that  much  work  must  be  done 
before  any  methods  or  apparatus  can  be  adopted. 

It  is,  however,  undeniable  that  rails  should  be  tested  to  deter- 
mine their  wearing  qualities  under  the  influence  of  impact  and 
friction  under  high  speeds ;  also  the  relative  effects  under  wide 
ranges  of  temperature  and  moisture.  Also,  as  nearly  nine-tenths 
of  the  rails  used  go  into  the  track  under  permanent  set  due  to  curv- 
ing, rails  should  be  tested  principally  in  such  condition.     Before 
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Bnch  compreheDBive  tests  are  made  regularly,  very  little  can  be  said 
in  advance  of  the  prospective  value  or  wearing  properties  of  rails. 
The  relation  between  tenacity,  elasticity  or  resilience  and  the  life 
of  rails,  has  never  yet  been  determined  in  the  remotest  degree. 

Again,  the  effect  of  different  kinds  of  tires  is  another  field  of 
investigation  which  must  largely  affect  the  wear  and  life  of  rails,  and 
require  special  investigations  not  yet  attempted.  Neither  rails  nor 
axles  need  be  subjected  to  bending  tests  by  static  loads,  as  they  are 
invariably  strong  enough  in  that  respect,  and  there  is  no  question 
about  their  strength  or  quality  after  the  drop  test,  which  is  critical, 
has  been  applied. 

Similarly,  the  hammer  test  for  tires  can  be  dispensed  with,  as  no 
additional  information  is  obtained  thereby  after  the  drop  test  has 
been  made. 

Piece  Tests. — Up  to  the  present  time  no  system  of  testing  has 
been  proposed  which  would  give  a  good  knowledge  of  a  large  lot 
of  pieces.  It  is  plain  that  when  rods,  rails,  axles,  and  the  like  are 
rolled  in  quantity,  the  examination  of  one  or  two  samples  per  ton  of 
finished  product  does  not  give  satisfactory  information  except  in  a 
general  way;  and,  although  it  seems  of  great  importance  to 
examine  each  and  every  piece  of  any  lot  of  material,  all  investiga- 
tions thus  far  made  have  given  no  indications  of  possible  methods 
to  be  adopted  to  this  end. 

In  the  fabrication  of  eye  bars  for  bridge  work,  the  application  of 
a  test  load  equal  to  about  one-third  or  two-fifths  of  the  load  carried 
within  the  elastic  limit  is  a  useless  waste  of  time,  unless  strain  be 
measured  at  the  same  time.  The  determination  of  the  coefficient 
or  modulus  of  elasticity  is,  however,  quite  a  different  matter  and 
may  yet  lead  to  valuable  results. 

Bending  the  ends  of  rivet  rods  is  also  to  be  highly  recommended, 
as  by  this  means  brittle  pieces  are  easily  eliminated ;  this  test,  how- 
ever, proves  but  one  quality  and  is  a  very  crude  one  at  best. 

Giving  axles  and  tires  light  blows  with  hand  hammers  can 
hardly  be  considered  of  value,  as  such  material  must  indeed  be 
very  defective  to  bo  affected  by  such  slight  impact. 

It  is  highly  desirable  that  cheap  and  effective  methods  of  mak- 
ing multiple  or  piece  .tests  be  investigated  and  proposed  in  order 
that  proper  study  and  discussion  of  such  may  lead  to  standard 
methods. 

In  boiler  plates  it  is  highly  desirable  to  know  the  qualities  of 
each  and  every  plate,  and  methods  of  testing  to  determine  these 
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withont  injaring  the  material  or  cansing  considerable  expense  and 
delay  are  very  desirable.  When  constmcting  testing  machines  of 
all  kinds,  the  possibility  of  making  multiple  or  piece  tests  should 
not  be  lost  sight  of. 

Such  multiple  or  piece  tests  have  long  ago  been  adopted  for  fin- 
ished articles,  such  as  springs,  chains,  pipes,  boilers,  cylinders,  etc., 
and  a  proper  method  would  probably  be  adopted  for  other  mate- 
rial as  well.  It  must,  however,  be  borne  in  mind  that  the  applica- 
tion of  such  tests  is  combined  with  considerable  difficulty  for 
buyers  as  well  as  manufacturers,  which  might,  however,  be  over- 
come by  proper  methods.  The  results  of  tests  reported  to  your 
Committee,  and  given  in  Addendum  1,  Tables  11.  a — ^,  show  the 
great  harmony  existing  among  experts  in  this  country  in  regard  to 
methods  pursued  in  testing  and  making  out  reports.  In  the  latter 
respect  they  are,  however,  not  as  uniform  as  seems  desirable. 

The  samples  distributed  were  sent  out  to  all  parties  alike,  with- 
out indicating  or  even  intimating  to  them  what  to  do,  except  to 
obtain  the  results  desired  as  indicated  by  the  several  columns  on 
the  blank  furnished. 

It  was  left  to  them  to  obtain  the  results  according  to  their  own 
methods,  and  the  uniformity  of  results  is  satisfactory. 

In  nearly  all  respects  these  tests  conform  to  the  recommen- 
dations made  by  your  Committee  further  on,  except  in  regard  to 
the  determination  of  elongations.  A  study  of  the  new  method 
proposed  will  probably  demonstrate  the  advisability  of  adopting 
the  same  generally,  as  it  will  give  results  truly  comparative  and 
of  greater  fairness  toward  the  material  investigated. 
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4.  Transverse  tests. 
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IX.  Shape  of  Tett  Pieces. 

1.  For  tension  tests. 

2.  For  compression  tests. 
8.  For  trftDSvense  tests. 

4.  For  torsion  tests. 

5.  For  bending  tebts. 

6.  Multiple  or  piece,  welding,  hardening,  and  abrasion  tests. 

I.  General  Beoommendations. 

1.  Testing  Machines  mast  be  so  arranged  that  tbej  can  be 
readily  and  accurately  rated,  ganged,  calibrated,  or  standardized. 

Their  construction  must  be  such  that  stresses  can  be  applied 
uniformly  and  without  impact,  in  both  hydratdio  and  screw 
machines. 

For  practical  purposes  it  is  not  necessary  that  they  be  auto- 
matic in  their  action. 

2.  Good  Shackles  or  Solders  must  be  so  constructed  that 
stresses  are  applied  uniformly  over  the  entire  section  of  test 
piece.    Therefore  the  following  requirements  become  imperative ; 

a.  For  Compression  Tests. 

a.  Free  and  easiest  possible  motion  of  one  of  the  tables  or 
supports  in  all  directions. 

b.  The  surfaces  on  which  pressure  is  applied  must  be  as 
nearly  as  possible  parallel,  and  must  therefore  be  planed, 
turned  or  ground,  material  permitting. 

/3.  For  Tension  Tests. 

a.  Free  and  easy  movement  of  test  piece  for  adjustment  at 

beginning  of  test. 
i.  Positive  automatic  devices  which  compel  the  test  pieces 
to  assume  a  truly  axial  position,  before  application   of 
stress,  at  the  same  time  preventing  shifting  of  test  piece 
during  test. 
These  conditions  are  fulfiUed,  for  round  and  square  and  flat 
pieces,  as  experience  has  shown,  in  a  more  or  less  satisfactory 
manner,  by  some  forms  of  universal  joint  with  undivided  spherical 
shell,  or  knife-edge  bearings. 

"For  flat  bars  are  recommended  pin-holes  with  pin ;  and  with  one 
hole  and  bolt  at  each  end  only,  or  milled  ends  and  corresponding 
wedges. 

The  above  conditions  are  most  nearly  satisfied  by  Pnmmers' 
Shackles  or  Holders,  or  another  form  as  now  made  by  Biehle 
Bros.,  of  Philadelphia,  and  by  the  Emery  Tension  Holders. 
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The  ase  of  serrated  wedges  which  oat  the  test  pieces,  especially 
without  intermediate  adjusting  blocks,  is  to  be  strongly  depre- 
cated. 

3.  It  is  not  deemed  advisable  to  recommend  the  adoption  of 
any  particular  form  of  testing  machine  now  in  use,  as  a  number 
of  well-known  types  can  be  made  to  fulfill  the  requirements  of 
routine  work  with  suflScient  accuracy  for  practical  purposes. 

4.  Drop  Testa  are  to  be  made  on  a  Standard  Drop — which  is  to 
embody  the  following  essential  points : 

a.  Each  drop  test  apparatus  (Drop)  must  be  standardized. 

h.  The  ball  (falling  masses)  shall  weigh  1,000  or  1,50Q  pounds ; 
the  smaller  is,  however,  preferable. 

€.  The  ball  may  be  made  of  cast  iron,  cast  or  wrought  steel ; 
the  shape  is  to  be  such  that  its  centre  of  gravity  be  as  low  as 
possible. 

d.  The  striking  block  is  to  be  made  of  forged  steel,  and  is  to  be 
secured  to  the  ball  by  dovetail  and  wedges  in  a  rigid  manner,  and 
so  that  the  striking  face  is  placed  strictly  symmetrical  about  and 
normal  to  its  vertical  axis  passing  through  the  centre  of  gravity. 
Special  permanent  marks  are  to  indicate  the  correctness  of  the 
face  in  these  respects. 

Special  marks  should  be  made  to  indicate  the  centre  of  the 
anvil  block. 

e.  The  length  of  guides  on  the  ball  should  be  more  than  twice 
the  width  between  the  guides,  which  are  to  be  made  of  metal ;  i.e.y 
rails  so  placed  that  the  ball  has  but  a  minimum  amount  of  play 
between  them. 

Lubricating  the  guides  with  graphite  is  desirable, 
y.  The  detachment  or  shears  must  not  cause  the  ball  to  oscil- 
late between  the  guides,  and  must  be  readily  and  freely  control- 
lable, with  the  point  of    suspension  truly  above  the  centre  of 
gravity  of  the  ball,  and  a  short  movable 
link,  chain  or  rope,  is  to  be  fixed  between 
the  ball  and  shears  or  detachment. 

The  subjoined  Fig.  69,  showing  the  meth- 
od ofiicially  employed  in  Bussia,  is  partic-  ^ 
ularly  recommended. 

g.  When  a  constant  height  of  drop  is 
used,   an   automatic  detaching    device  is  Fig.  69. 

recommended. 

h.  The  bearings  for  the  test  piece  are  to  be  rigidly  attached  to 
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the  sca£fold  or  frame,  and  they  should  be,  wherever  possible,  in 
one  piece  with  it, 

i.  The  weight  of  frame,  bearings,  and  anvil  block  should  be  at 
least  ten  times  that  of  the  ball 

k.  The  foundation  should  be  inelastic,  and  consist  of  masonry, 
the  magnitude  of  which  is  to  be  determined  by  the  locality  and 
•subsoil 

I.  The  surface  struck  should  always  \>e  accurately  level ;  there- 
fore proper  shoes  or  bearing  blocks  are  to  be  provided  for  testing 
rails,  axles,  tires,  springs,  etc.,  etc.,  to  ensure  a  proper  level  upper 
surface ;  these  blocks  are  to  be  as  light  as  possibla 

The  exact  shape  of  these  bearing-blocks  is  to  be  given  on  each 
test  report. 

m.  The  gallows  or  frame  should  be  truly  vertical  and  the  guides 
accurately  parallel. 

n.  The  height  of  fall  of  ball  should  be  20  feet  clear,  between 
striking  and  struck  surfaces. 

0.  Drops  which  by  friction  of  ball  on  guides  absorb  two  per 
cent,  of  the  work  due  to  impact,  are  to  be  discarded. 

jp.  For  large  tests  a  ball  weighing  2,000  pounds  is  to  be  used. 

q.  A  sliding  scale  is  to  be  attached  to  the  frame  and  in  such  a 
manner  that  the  zero  mark  can  always  be  placed  on  a  level  with 
the  top  of  the  test  piece. 

6.  Determination  of  those  properties  of  a  material  which  suggest 
its  adoption. 

Materials  are  to  be  tested  in  such  a  manner  as  to  develop  a  full 
knowledge  of  those  qualities  or  properties  which  suggest  their 
adoption  for  any  particular  purpose ;  and  the  tests  are  to  em- 
body, as  closely  as  possible,  actual  conditions  when  in  use. 

The  quality  of  a  material  itself  is  the  resultant  of  all  of  its 
mechanical  properties.  As  long  as  the  interdependence  of  these 
several  properties  is  unknown,  so  that  the  existence  of  several 
might  lead  to  the  deduction  of  others — and  we  are  still  far  from 
such  knowledge — so  long  the  observation  of  a  few  of  the  proper- 
ties will  not  be  sufficient  to  judge  of  the  applicability  of  the  mate- 
rial for  different  purposes;  it  must  therefore  be  tested  under 
conditions  exactly  similar  to  those  met  with  in  actual  use. 

6.  To  the  results  recorded  by  the  experimenter  are  to  be 
annexed  such  short  notes  upon  the  machines  and  methods 
employed  as  are  necessary,  in  judging  of  the  results  obtained. 

7*  The  sources  of  test  pieces,  as  well  as  microscopic  or  chemioal 
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analyses,  or  both,  as  well  as  notes  on  the  process  of  their  manu- 
facture and  other  physical,  chemical,  or  technical  characteristics, 
are  to  be  noted  on  the  Beports  of  Tests. 

Such  amphfication  of  reports  of  tests  will  rarely  be  possible  in 
routine  testing,  but  it  is  highly  desirable,  and  should  never  be 
neglected  in  scientific  researches  and  standard  tests. 

8.  Although  the  exact  influence  of  duration  of  tests  on  results 
obtained  has  never  been  positively  determined,  enough  data  have 
been  secured  to  show  that  time  should  be  carefully  noted  in  each 
case. 

IL  Tests  of  Wrought  Ibon  and  Steei* 

A.  JiaiU. 

1.  Bails — ^for  reasons  of  safety  of  traffic,  and  in  accordance 
with  recommendations,  and  I.  No.  6 — should  be  subjected  to  the 
drop  testy  by  means  of  proper  devices  (see  Standard  Drop,  I. 
No.  4). 

2.  When  further  knowledge  of  the  quality  of  the  material  is 
desired,  tension  tests  are  to  be  made. 

3.  Bails  should  be  subjected  to  bending  tests  (with  static  load), 
and  in  two  ways;  one  to  determine  the  **  yield  point "  by  perma- 
nent set ;  the  other  to  determine  the  amount  of  permanent  deflec- 
tion under  excessive  loads  beyond  the  elastic  limit. 

B.  Axles. 

1.  Axles  are  to  be  subjected  to  drop  test  at  their  middle  as 
well  as  the  ends. 

2.  Tension  Tests  of  same  are  to  be  made  for  additional  knowl- 
edge of  material. 

3.  Axles  need  not  be  subjected  to  bending  test. 

0.  Tires. 

1.  Tires  are  to  be  subjected,  the  same  as  rails  and  axles,  to  the 
drop  test 

2.  Tension  tests  are  to  be  made  when  additional  information 
about  the  material  is  desirable. 

3.  The  hammer  test  is  not  necessary. 

D.  Wroicght  Iron  for  Structural  Purposes. 

1.  It  should  be  subjected  to  tension  test. 

2.  To  the  bending  test. 

3.  Also  to  welding  test. 
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E.  Low  SteeUfor  Structural  Purposes. 

1.  Tension  tests  and 

2.  Bending  tests  are  to  be  made,  as  well  as 
8.  Welding  tests  and 

4.  Hardening  tests  when  the  material  is  to  be  used  for  welded 
members,  so  commonly  nsed  in  this  country. 

5.  Annealing  test  of  forged  work. 

F.  nigh  Steels  for  Structural  Purposes. 

1.  Tension  tests  and 

2.  Bending  test,  as  well  as 

3.  Hardening  tests,  are  to  be  made. 

O.  Wrought  Iron  for  Boiler  Work. 

1.  For  three  shapes  used  in  boiler  work  of  wrought  iron  the 
following  tests  are  to  be  made  : 

a.  For  Plates. 

1.  Tension  test. 

2.  Bending  test ;  cold,  hot. 

3.  Forging  and  punching  test 

h.  For  Shape  Iron. 

1.  Tension  test. 

2.  Bending  test ;  cold  and  hot. 

3.  Forging  and  punching  test. 

4.  Welding  tests  for  all  shapes  to  be  welded  when  in  use. 

For  Rivet  Rods. 

1.  Tension  test 

2.  Bending  and  forging  test. 

H.  Ia)w  Steels  for  Boiler  Work,  are  to  be  tested, 

1.  By  tension  test. 

2.  By  the  bending  test ;  hot  and  cold. 
8.  Quenching  or  hardening  tests. 

4.  Forging  tests. 

/.  Materials  used  in  Ship  Construction. 
1.  Plates y  are  to  be  subjected 
a.  To  tension  test 
h.  To  bending  test,  cold. 
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2.  Shapes  of  aU  kinds  are  to  be  tested 

a.  By  tension  tests. 

h.  By  bending  test ;  cold  and  hot 

3.  Rivet  Iron  is  to  be  subjected  to 

a.  Tension  test. 

b.  Bending  test. 

c.  Forging  test. 

J.    Wire. 

Wire  is  to  be  subjected  to 

1.  Tension  test. 

2.  Winding  test  by  mechanical  means,  excluding  arbitrary 
treatment. 

3.  Bending  test,  by  repeatedly  lending  the  wire  forward  and 
back  around  a  turned  stud  having  a  diameter  equal  to  the  thick- 
ness of  the  wire  to  be  tested. 

K.  Wire  Rope, 

Wire  ropes  are  to  be  tested  by 

1.  Tension  test. 

2.  By  impact  longitudinally. 

ni.  Cast  Iron. 

Cast  Iron  should  be  tested  by 

1.  Tension  test 

2.  Bending  test. 

3.  Compression  test. 

rV.  Copper,  Allots,  and  Soft  METALa 

Copper,  its  alloys  and  other  soft  metals,  should  be  subjected  to 

1.  Tension  test. 

2.  Compression  test. 

V.  Woods. 

Woods  are  to  be  subjected  to 

1.  Tension  test. 

2.  Transverse  test. 
8.  Compression  test. 
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Vm.  Method  op  Testing. 

L  General  Recommendations. 

In  every  case  where  it  is  possible  to  test  material  in  its  finished 
form  this  should  be  done,  as  thus  only  are  we  often  enabled  to 
determine  the  value  of  technical  processes  to  which  material  is 
subjected,  and  whether  the  material  is  of  the  proper  kind  to  recom- 
mend its  adoption.  In  order,  however,  to  compare  material  gener- 
ally, standard  tests  should  always  be  made  in  addition  to  the  above. 

When  material  is  always  used  in  the  condition  in  which  it 
comes  from  the  rolls  or  mould,  it  should  be  tested  in  such  condition 
and  in  full-size  pieces,  and  not  by  using  specially  prepared  speci- 
mens. Thus  the  fact  of  cast  metal  having  sometimes  a  decided 
skin  may  produce  beneficial  results,  although  in  some  cases  the 
contrary  is  produced ;  therefore,  in  one  case,  chilling  is  resorted  to 
and  in  the  other,  annealing.  It  will  be  seen  that  in  either  of  these 
cases  a  specimen  specially  prepared  would  give  erroneous  results, 
and  the  only  manner  in  which  comparative  results  would  be 
obtained  would  be  to  obviate  all  surface  influences. 

The  same  holds  true  in  rolled  material,  and  the  method  of  pro- 
cedure in  both  cases  must  depend  largely  upon  the  particular 
application  of  the  material. 

Therefore  the  method  of  procedure  must  begin  with  a  study  of 
the  purposes  for  which  the  particular  material  is  to  be  applied. 

As,  however,  great  quantities  of  material  are  used  for  similar  pur** 
poses,  and  past  experience  has  shown  that  there  is  a  relation 
between  tests  on  small  specimens  and  pieces  of  large  dimensions, 
it  is  generally  sufficient  to  prepare  standard  specimens  and  test 
them  by  similar  methods. 

All  samples  submitted  for  test  must  be  carefully  examined  for 
flaws,  defects,  and  irregularities  or  abnormal  appearances,  and 
rejected  for  either  these  causes ;  when,  however,  no  perfect  mater- 
ial is  available,  then  the  peculiar  characteristics  are  to  be  noted  by 
sketch  and  description,  if  possible,  before  proceeding  to  prepare 
test  specimen. 

Preparation  of  test  specimen  can  now  be  commenced  in  accord- 
ance with  propositions  relating  thereto,  as  in  the  Appendices. 

Careful  and  correct  preparation  of  test  pieces  is  so  very  impor- 
tant a  matter  that  sufficient  stress  can  hardly  be  laid  upon  it. 
The  slightest  blow  of  a  hammer  or  simply  dropping  pieces  on 
metal  or  stone  are  frequently  causes  of  most  erroneous  results,  and 
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often  have  greater  effect  on  reenlts  obtained  and  quality  of  material 
than  wide  variations  in  composition  or  manipulation.  As  a  gen- 
eral rnle,  however,  all  eoft  materials  are  less  liable  to  show  such 
effect  than  harder  ones. 

In  preparation  of  wood  specimens,  it  is  of  vital  importance  to 
avoid  even  the  slighted  nicks  or  cuts  and  bruises  on  surfaces  and 
comers,  as  these  will  invariably  be  the  causes  of  failure  in  all 
classes  of  tests. 

All  measurements  in  standard  or  scientific  tests  are  to  be  made 
with  the  greatest  possible  care  and  highest  degree  of  accuracy, 
assisted  by  the  best  apparatus. 

2.  Tension  Test. 

« 

Knowing  that  the  test  piece  is  correctly  prepared,  the  next  pro- 
cess is  to  mark  off  the  standard  length  and  subdivisions,  and  then 
making  careful  note  of  all  dimensions;  recording  total  length, 
gauge  length  (or  length  on  which  measurements  of  strain  arr 
observed),  fillets  at  shoulders,  shape  of  shoulders,  if  any,  length  o^ 
part  gripped,  and  polarity  of  material,  if  magnetic. 

The  specimen  is  to  be  divided  between  gauge  marks  into  inches 
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and  half  inches,  in  order  that  the  stretch  after  rupture  or  elonga- 
tion can  be  measured  correctly.  As  material  generally  breaks  at  a 
point  other  than  half-way  between  the  gauge  marks,  direct  measure^ 
ments  of  stretch  between  them  rarely  give  correct  results  or  such 
which  do  justice  to  the  material.  As,  however,  the  change  of  shape 
around  the  location  of  fracture  is  almost  invariably  symmetrical, 
allowance  for  eccentric  fractures  can  be  made.  As  is  well  known, 
the  stretch  of  material  near  plane  of  rupture  is  very  much  greater 
than  that  at  points  distant  from  it;  thus  if  rupture  were  to  occur 
at  a  gauge  mark,  the  total  strain  between  marks  would  be  very 
much  less  than  when  the  rupture  had  taken  place  near  the  centre 
between  them,  as  the  stretch  of  material  one  inch  each  way  from 
fracture  is  nearly  double  that  of  similar  parts  three  or  four  inches 
distant.  Therefore,  a  direct  measurement  of  stretch  would  give  an 
elongation  manifestly  unfair  to  the  material,  and  only  such  tests 
40 
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would  be  comparable  in  this  respect  in  which  ruptnre  occnrred  in 
exactly  similar  locations. 

If  now  the  total  stretch  were  determined  by  measuring  the  same 
in  the  manner  following,  a  true  elongation  for  the  standard  length 
between  gauge  marks  would  be  obtained. 

Thvsy  having  divided  the  standard  length  mto  24  parts^  meas- 
ure from  ff  to  cover  ail  divisions  ttp  to  12  to  the  right — or  Pwdve 
parts — then  measure  from  ff  toward  the  left  to  4,  and  add  the 
elongation  of  parts  4-12,  measured  to  right  of  fracture^  or  eight 
parts  to  this  /  thus  the  elongation  of  the  standard  24  parts  will 
he  obtained  as  though  the  fracture  were  located  exactly  at  the  mid* 
die  division^  for  the  elongation  of  the  divisions  4-12  on  the  right 
is^  undoubtedly  J  practically  tfie  same  as  that  of  a  similar  original 
length  would  be  if  located  on  the  other  side  of  the  fracture. 

The  direct  measurement  of  elongation,  as  heretofore  generally 
made,  has  always  been  unsatisfactory,  and  if  given  without  state- 
ment of  location  of  fracture,  was  very  apt  to  be  misleading ;  for 
this  reason  the  above  method  is  proposed  and  recommended,  and 
that  standard  test  pieces  be  divided  into  inches  and  one-half  inches, 
as  the  most  suitable  for  the  purpose.  It  would  give  better  results 
to  divide  the  standard  eight  inch  length  into  quarter  inches  or  still 
smaller  subdivisions,  but  as  this  would  take  more  time  and  labor, 
the  half  inch  divisions  are  recommended. 

Having  then  determined  the  equilibrium  of  the  testing  machine 
before  each  test,  the  specimen  is  inserted  in  a  truly  axial  position 
in  the  machine  by  measuring  carefully  its  position  in  two  directions 
in  planes  normal  to  each  other  and  passing  through  the  axis  of  the 
machine.  This  must  be  done  with  the  greatest  care  to  make  sure 
that  the  stress  will  be  applied  symmetrically  to  the  test  piece. 

Now  the  auxiliary  apparatus  for  measuring  stretch  or  obtaining 
autographic  diagrams  may  be  attached,  and  the  actual  test  can  be 
commenced. 

The  test  is  made  by  applying  stress  continuously  and  uniformly 
without  intermission  until  the  instant  of  rupture,  only  stopping  at 
intervals  long  enough  to  make  the  desired  observations  of  stretch 
and  change  of  shape. 

The  stress  should  at  no  time  be  decreased  and  reapplied  in  a 
standard  test,  but  should  be  maintained  continuously. 

After  removing  the  fractured  specimen  from  the  machine,  all 
measurements  of  shape  are  to  be  made,  and  a  description  of  the 
peculiar  characteristics  of  fractured  as  well  as  external  surface  be 


Digitized  by 


Google 


STANDARD  TESTS  AND  METHODS  OF  TESTING  MATEBIALS.       623 

given,  adding  the  time  of  test.  Wlien  fracture  is  cnp  shaped,  state 
the  position  of  cup — whether  in  upper  or  lower  piece. 

In  recording  the  results  of  tests,  loads  at  elastic  limit,  at  yield 
point,  maximum,  and  Instant  of  rupture  are  all  to  be  noted. 

The  load  at  elastic  limit  is  to  be  that  stress  which  produces  a 
change  in  the  rate  of  stretch. 

The  load  at  yield  point  is  to  be  that  stress  under  which  the  rate 
of  stretch  suddenly  increases  rapidly. 

The  maximum  load  is  to  be  the  highest  load  carried  by  the 
test  piece. 

The  load  at  instant  of  rupture  is  not  the  maximum  load  carried, 
but  a  lesser  load  carried  by  the  specimen  at  the  instant  of  greatest 
stricture. 

In  giving  results  of  tests  it  is  not  necessary  to  give  the  load  per 
unit  section  of  reduced  area,  because  such  figure  is  of  no  value ; 
because  it  is  not  always  possible  to  obtain  the  load  at  instant  of 
rupture ;  because  it  is  generally  impossible  to  obtain  a  correct 
measurement  of  the  area  of  section  after  rupture ;  and  lastly, 
because  the  amount  of  reduction  of  area  is  principally  dependent 
upon  local  and  accidental  conditions  at  the  point  of  rupture. 
The  modulus  or  coefficient  of  elasticity  is  to  be  deduced  from 
measurements  of  strain  observed  between  fixed  increments  of 
load  per  unit  section;  between  2,000  pounds  per  square  inch 
and  12,000  pounds  per  square  inch  ;  or  between  1,000  pounds  per 
square  inch  and  11,000  pounds  per  square  inch.  With  this  pre- 
caution several  sources  of  error  are  avoided  and  make  it  possible 
to  compare  results  on  the  same  basis. 

By  loading  specimens  up  to  1,000  or  2,000  pounds  per  square 
inch,  all  initial  errors  are  avoided,  such  as  occur  generally  at  the 
commencement  of  each  test.  The  auxiliary  apparatus  adjusts  itself 
somewhat  during  this  period  of  loading  and  the  specimen  assumes 
a  true  position  should  any  slight  irregularity  exist. 

By  measuring  the  stretch  for  an  increment  load  of  10,000  pounds 
per  square  inch,  a  reasonable  elongation  is  obtained  and  slight 
errors  of  observation  are  of  less  importance  than  when  smaller 
increments  of  load  are  used,  as  the  same  error  of  observation  would 
exist  for  measurements  of  strain  due  to  increments  of  load  of  2,000 
and  10,000  pounds  per  square  inch. 

It  would,  in  all  cases  of  strong  or  hard  materials  in  which  the 
limit  of  elasticity  is  found  above  30,000  pounds  per  square  inch, 
perhaps  be  desirable  to  let  this  increment  of  load  be  20,000  pounds 
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in  order  to  measure  a  still  greater  stretch  and  thereby  reduce  pos- 
sible errors;  but  as  a  number  of  materials  have  a  lower  elastic 
limit,  the  smaller  increment  of  load  is  recommended  in  all  cases. 

There  is,  however,  no  objection  to  measure  the  stretch  for  the 
greater  increment  as  well,  though  in  that  case  this  should  be  dis- 
tinctly stated  on  the  report. 

Inasmuch  as  all  materials  are  used  within  the  elastic  limit  only, 
it  cannot  be  urged  with  too  much  emphasis  that  the  elastic  prop- 
erties within  the  limit  should  be  observed  with  the  greatest  care 
as  well  as  the  ultimate  behavior  as  heretofore  mainly  noted. 
All  theories  of  the  resistance  of  materials  are  based  on  the  proper- 
ties within  such  limit,  and  it  is  therefore  recommended  that  they 
be  investigated  with  proper  apparatus  in  order  to  determine  them 
with  the  greatest  possible  precision. 

For  some  purposes,  such,  for  instance,  as  working  materials,  their 
ultimate  resistances  should  also  be  known,  but  generally  the  elastic 
resistances  only  are  called  into  play  in  finished  structures,  except 
rubbing  surfaces  in  machinery. 

3.  Compression  Teats. 

The  test  pieces  are  in  all  cases  to  be  prepared  with  the  greatest 
care  to  make  sure  that  the  end  surfaces  are  true  parallel  planes  nor- 
mal to  the  axis  of  the  specimen. 

All  materials  are  to  be  placed  in  the  machines  without  the  inter- 
position of  wedges,  chains,  or  disks  of  materials  of  any  kind  and 
must  be  placed  truly  central  or  coincident  with  the  axis  of  the 
machine. 

In  large  specimens,  when  tested  horizontally,  initial  flexure  of 
test  pieces  is  to  be  avoided  by  counter-weighting  the  mass  of  the 
pieces  by  proper  devicee.  Although  compression  tests  have  here- 
tofore been  made  on  diminutive  sample  pieces,  it  is  highly  desira- 
ble that  tests  be  also  made  on  long  pieces  from  10-20  diameters  in 
length,  corresponding  more  nearly  with  actual  practice,  in  order 
that  elastic  strain  and  change  of  shape  may  be  determined  by  using 
proper  measuring  apparatus. 

The  elastic  limit,  modulus  or  coeflicient  of  elasticity,  maximum 
and  ultimate  resistances,  are  again  to  be  determined,  as  well  as  the 
increase  of  section  at  various  points,  viz. :  at  bearing  sur&ces  and 
at  crippling  point. 

The  total  compression  is  to  be  determined  by  dividing  the  long 
specimens  precisely  as  in  the  case  of  tension  test  pieces,  and  the 
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modalas  or  coefficient  of  elasticity  in  the  same  manner  as  before 
described. 

The  use  of  long  compression  test  pieces  is  recommended,  because 
the  investigation  of  short  cubes  or  cylinders  has  led  to  no  direct 
appliciition  of  the  constants  obtained  by  their  use  in  copiputation  of 
actual  structures,  which  have  always  been  and  are  now  designed 
according  to  empirical  formulse  obtained  from  a  few  tests  of  long 
columns. 

Moreover,  the  investigations  of  Christie,  and  also  of  C.  A.  Mar- 
shall, have  shown  a  direct  relation  between  the  elastic  properties 
and  resistances  of  materials  when  tested  in  long  specimens. 

4.  Transverse  Test 

In  this  test  the  specimen  is  to  be  placed  in  the  machine  in  a 
truly  horizontal  manner ;  stress  is  to  be  applied  at  the  centre  nor- 
mal to  the  axis  of  test  piece,  and  in  a  plane  passing  through  the 
three  points  of  resistance.  Sharp  edges  on  all  bearing  pieces  are 
to  be  avoided,  and  the  particular  form  selected  to  be  shown  by 
sketch  or  full  description  on  report. 

The  use  of  rolling  bearings  which  move  accurately  with  the 
angular  deflection  of  ends  of  bars  are  especially  recommended,  as 
fixed  bearings  cause  change  of  length  of  S]>ecimens  between  points 
of  support  during  test. 

Deflections  at  centre  are  to  be  measured  carefully  from  a  base 
or  table  which  does  not  change  its  position  relative  to  bearing 
surfaces  under  varying  loads.  It  is  also  desirable  to  observe 
deflections  at  fixed  distances  from  centre  for  the  purpose  of  plot- 
ting the  elastic  curve  of  the  material  within  the  elastic  limit 

It  is  of  primary  importance  to  measure  deflections  within  elastic 
limit,  although  a  knowledge  of  permanent  deflections  is  sometimes 
valuable. 

6.  Torsion  Tests. 

In  this  test  particular  care  must  be  had  that  the  body  and  ends 
of  test  piece  are  absolutely  concentric ;  that  the  stress  be  absolutely 
axial  and  applied  tangentially  to  the  surface  of  test  piece,  and  that 
no  displacement  in  this  respect  occur  during  test  There  must  be 
free  motion  of  the  ends  along  the  axis  so  as  to  avoid  longitudinal 
stress  on  the  material. 

The  angular  motion  must  be  carefully  noted  by  the  use  of  indi- 
cators placed  on  the  body  of  the  test  piece  and  not  on  the  shoulders. 
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Particular  attention  must  be  given  to  distortion  within  elastic 
limit 

6.  MuUiple  or  Piece  Test 

At  present,  no  general  recommendation  can  be  offered  how  to  ap- 
ply this  test  except  as  referring  to  small  rods  and  bars  np  to  about 
one  square  inch  section,  and  finished  articles  such  as  springs,  chains, 
pipes,  boilers,  and  cylinders  of  every  kind.  In  case  of  smM  ban 
and  rodsy  a  satisfactory  and  inexpensive  test  that  can  be  apph'ed 
rapidly  is  as  follows :  One  end  of  the  bar  is  inserted  into  a  bending 
test  machine,  shown  by  Fig.  27.     This  machine  carries  a  central 
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Stud  of  adjustable  size,  around  which  the  bar  or  rod  is  bent  by  a 
steady  pressure  and  up  to  a  given  angle  adopted,  corresponding  to 
the  relative  quality  of  the  particular  material  examined. 

The  adjustable  stud  C,  should  have  a  diameter  equal  to  twice  the 
thickness  or  diameter  of  the  material  to  be  tested.  The  material 
is  placed  as  shown  at  8  T;  then  roller,  jB,  carried  by  frame,  f , 
is  brought  to  bear  against  material  by  means  of  lever,  Z,  passing 
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throngh  frame,  F.  Original  position  of  bar  is  read  off  on  gradu- 
ated circle,  Gy  which  can  revolve  bo  as  to  bring  O  opposite  njaterial 
if  desired.  Now  pressure  on  lever,  Z,  bends  material,  T^  until  the 
desired  permanent  set,  as  read  off  on  0^  is  produced. 

This  test  is  very  rapid,  wastes  a  minimum  amount  of  material, 
and  requires  an  inexpensive  machine,  which  is  also  used  for  bend- 
ing tests  in  general. 

Springs  should  be  tested  by  applying  the  maximum  working  load, 
measuring  length  or  height  of  spring,  before  and  after,  as  well  as 
dimensions  (extension  or  compression)  during  the  test.  Acw*ording 
to  requirements  to  be  fulfilled,  the  pressure  is  to  be  produced  by 
impact  or  by  steady  pressure.  A  single  application  of  te.st  load 
suffices. 

ChmuB  are  to  be  tested  by  subjecting  them  to  a  working  load 
and  observing  elastic  and  permanent  strain  and  change  of  shape  of 
links. 

Pipes  are  to  be  tested  by  applying  hydraulic  pressure  equal  to 
A  maximum  working  load,  observing  expansion  of  pipe  under  such 
load,  as  well  as  permanent  set  if  any,  and  noting  that  pipe  does 
not  leak  but  carries  pressure. 

Cylinders  are  to  be  tested  in  a  similar  manner  to  pipes,  and 
boilers  according  to  the  method  adopted  by  the  Hartford  Steam 
Boiler  and  Inspection  Co.,  and  now  adopted  generally  throughout 
the  country. 

Copies  of  instructions  giving  an  account  of  this  method  are  so 
widely  distributed  that  it  is  not  considered  necessary  to  append 
them  in  this  place. 

7.   Welding  Test. 

Although  not  often  applied  in  Europe,  this  becomes  of  impor- 
tance in  our  country  because  welded  members  are  so  generally 
used  in  structural  work.  The  test  is  made  as  follows :  A  piece  of 
the  metal  about  one  inch  in  largest  dimension  of  section  is  pre- 
pared as  for  a  simple  scarf  weld.  The  two  halves  to  be  welded 
are  then  inserted  in  a  coke,  gas,  or  petroleum  furnace  having 
a  true  reducing  flame,  having  ascertained  that  the  furnace  and 
fire  are  perfectly  clean.  When  the  metal  has  attained  a  clear 
white  or  welding  heat,  and  without  further  delay,  it  is  to  be 
removed  from  the  fire,  and  then  by  a  few  blows  of  a  hammer 
weighing  from  8  to  10  lbs.  to  be  welded  together  to  form  a  joint. 
Then  several  blows  delivered  to  the  end  of  the  bar  will  serve  to 
upset  it,  and  the  weld  must  then  be  drawn  down  to  the  normal  size 
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and  shape  by  the  use  of  the  same  hammer.  The  use  of  a  small 
hammer  is  not  admissible,  as  with  it  the  best  resnhs  cannot  be 
obtained.  The  whole  operation  of  welding  and  finishing  is  to  be 
done  in  one  heat  withoot  the  nse  of  fluxes  of  any  kind.  When 
the  bar  has  become  cold  without  the  nse  of  water,  it  is  to  be  tested 
in  its  rough  shape  by  the  rc^lar  tension  test.  Another  sample  is 
to  be  welded  in  the  same  manner,  and  after  nicking  it  to  the  depth 
of  the  weld,  it  is  to  be  bent  or  broken,  if  possible,  to  show  the 
character  of  the  welded  surfaces.  No  water  is  to  be  used  at  any 
time  during  the  test  and  the  bar  must  neither  be  finished  cold  nor 
struck  by  the  hammer  except  where  well  heated. 

8.  Bending' Tests 

Afford  the  readiest  means  of  determining  ductility  of  materials, 
and  are  valuable  when  made  by  mechanical  means. 

This  test  is  to  be  made  as  described  under  6,  p.  626,  by  means  of 
an  apparatus  similar  to  the  one  shown  in  Fig.  27.  The  apparatus 
must  work  free  from  shock  and  injury  to  the  bar  by  coming  into 
contact  with  sharp  comers  or  edges.  The  old  method  of  making 
bending  tests  by  sticking  the  test  piece  into  a  hole  in  the  anvil  or 
the  jaws  of  a  vise,  and  then  bending  the  free  end  by  striking  it  by 
a  hammer  is  to  be  deprecated  most  seriously. 

The  stud  about  which  the  material  is  to  be  bent  is  to  measure 
twice  the  thickness  or  diameter  of  the  bar,  and  the  diameter  of 
stud,  Fig.  27,  is  to  be  varied  by  using  sleeves  which  fit  the  stud 
closely.  The  amount  of  permanent  deflection  varies  according  to 
the  quality  of  the  material  and  its  uses,  and  is  read  off  directly  on 
the  graduated  ring,  6. 

This  apparatus  avoids  possible  injury  to  the  material,  makes 
application  of  stress  uniform,  and  gives  correct  measurements  of 
diameter  around  an  angle  to  which  deformation  is  produced, 
besides  providing  a  rapid  method  easily  carried  out. 

9.  Hardening  Tests 

Are  to  be  made  by  making  the  foregoing  bending  tests,  only 
carrying  it  on  to  rupture,  and  reading  the  angle  at  which  rupture 
occurs ;  then  other  pieces  exactly  similar  to  those  thus  tested  are 
to  be  heated  carefully  to  a  fair  red  heat  and  then  plunged  into 
water  at  a  temperature  of  from  32-40°  F.  These  quenched 
pieces  are  then  to  be  tested  precisely  as  those  tested  in  their 
natural  condition,  and  the  angle  through  which  they  bent  before 
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fmctnre  occurred  is  to  be  carefully  noted ;  the  difference  in 
the  amount  of  possible  flexure  in  the  two  cases  represents  the 
amount  of  hardening  produced. 

10.  Forging  Test. 
This  test  is  advisable  to  be  used  on  rivet  rods  principally,  and 
is  to  be  made  as  follows:  A  part  of  a  rod  is  brought  to  a 
fair  red  heat  and  then  hammered  by  an  ordinary  hammer  until 
cracks  barely  begin  to  show  at  the  edges  of  the  material  The 
relative  amount  of  flattening  before  cracks  appear  indicates  the 
red  shortness  of  the  material. 

11.  Punching  Teats 

Are  made  by  measuring  the  width  of  metal  between  the  finished — 
not  rough  sheared — edge  to  the  near  edge  of  a  punched  hole 
which  is  necessary  to  prevent  splitting  of  the  material,  measured 
on  the  punch  side. 

12.  Abrasion  Tests. 

No  recommendations  can  as  yet  be  made  as  to  possible  methods 
for  abrasion  tests  of  rails  or  other  materials  subject  to  surface  wear. 

IX.  Standard  Shapes  of  Test  Pieces. 
1.  Standard  Shapes  for  Tension  Test  Piece. 

Inasmuch  as  a  standard  shape,  similar  in  all  essential  particulars 
to  that  in  general  use  in  the  United  States,  has  been  adopted  by 
the  conferences  heretofore  mentioned,  it  is  recommended  that  the 
same  shape  be  adopted  here,  for  all  scientific  or  standard  tests. 
For  routine  or  practical  work  specimens  having  similar  general 
dimensions,  diameter  and  gauged  length,  are  to  be  used ;  giving 
results  sufficiently  comparable  for  general  purposes.  Specimens 
for  scientific  or  standard  tests  are  to  be  prepared  with  the  greatest 
care  and  accuracy,  and  turned  according  to  the  following  dimensions, 
intended  to  represent  metrical  dimensions  as  nearly  as  possible, 
eight  inches  being  200  mm.  for  all  practical  purposes  in  this  re- 
spect. 

The  specimens  are  to  be  held  by  true  bearing  on  the  end  shoul- 
ders, as  all  gripping  or  holding  devices  in  common  use  produce 
undesirable  effects  on  the  cylindrical  part.  These  test  pieces  are 
to .  h^ve  different  diameters,  according  to  original  thickness  of 
material,  and  to  be  exactly  0.4,  0.6,  0.8,  and  1.0  in.  diameter,  but 
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for  all  these  different  diameters  the  angle  and  length  of  coned  neck 
is  to  remain  as  shown  in  Fig.  28,  diameter  of  larger  end  and  head  to 
change  directly  in  proportion  to  change  of  diameter.  For  routine 
work  the  ganged  length  is  to  be  as  above,  inyariablj  8  in. ;  the 
cylindrical  part  is  to  mn  into  the  shoulders  by  a  conical  part  rather 
than  a  fillet,  as  is  now  commonly  the  case. 

This  form  is  that  recommended  for  all  metals  except  copper  and 
its  alloys,  for  which  no  standard  shape  can  as  yet  be  suggested,  as 
experiments  heretofore  made  have  prodnced  no  definite  results  in 
this  respect. 

When  rough  bars — as  material  comes  from  the  rolls — are  to  be 


<-»•  4-»*|* — *>~  •*!* 


twiHtwyi^fff  - 


^?-^x 


4- 
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tested,  the  standard  gauged  length  of  8  in.  is  to  be  invariably  used 
for  measurements  of  strain,  as  heretofore  explained,  and  the  length 
of  specimen  from  gauge  mark  to  nearest  holder  or  shackle  is  to  be 
not  less  than  one  diameter  of  material  in  round  bars ;  not  less  than 
one  and  one-half  times  the  width  for  flat  specimens  cut  in  strips 
with  parallel  sides,  and  not  less  than  one  and  one-half  times  the 
width  of  side  of  square  bars. 

For  flat  specimens  cut  from  larger  sections  a  milled  shape,  as 
shown  below.  Fig.  29,  is  the  most  appropriate. 

Shoulders  to  be  ample  for  obtaining  a  full  grip  of  shackles  or 
holders. 
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When  specimens  are  cut  from  plates  and  shapes  in  which  the 
thickness  is  fixed,  the  width  is  to  remain  1.2"  up  to  a  maximum 
thickness  less  than  one  inch.  "When  thickness  is  one  inch  or  more, 
then  the  specimen  is  to  be  cut  so  as  to  have  a  width  of  0.4  in.  and 
a  thickness  equal  to  original  thickness  of  material.     When  testing 
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plates  and  shapes  the  roll  sarface  is  always  to  be  retained,  and 
duplicate  specimens  cat  from  shapes  are  to  be  so  selected  that  thev 
represent  their  entire  width. 

2.  Compression  Test  Specimens. 
Specimens  for  compression  tests  are  to  be  cylinders  two  inches  in 
length  and  one  inch  in  diameter,  when  ultimate  resistance  alone  is 
to  be  determined.  For  all  other  purposes;  especially  when  elastic 
resistances  are  to  be  ascertained,  specimens  of  one  inch  diameter 
and  ten  and  twenty  inches  length  are  to  be  used.  Standard  length 
on  which  strain  is  to  be  measured  is  to  be  8  in.,  as  in  tension  tests. 
In  all  cases,  the  greatest  care  is  to  be  used  in  squaring  the  ends  and 
having  a  perfect  surface. 

3.  Transverse  Test  Specimens. 

For  transverse  tests,  bars  one  inch  square  and  forty  inches  long 
are  to  be  used,  the  bearing  blocks  or  supports  to  be  exactly  thirty- 
six  inches  apart — centre  to  centre.  For  transverse  tests  of  wood, 
sticks  3  inches  wide  and  deep,  being  exactly  square  and  carefully 
planed,  40  inches  long,  36  inches  centre  to  centre  of  bearings,  are 
to  be  used. 

For  standard  or  scientific  tests  of  cast  iron,  such  bars  are  to  be 
cut  out  of  a  casting,  at  least  two  inches  square,  or  two  and  one- 
quarter  inches  in  diameter,  so  as  to  remove  all  chilling  effect.  For 
routine  tests  cast  bars  one  inch  square  may  be  used,  but  all  possible 
precautions  must  be  taken  to  prevent  surface  chilling  and  porosity. 

4.  Torsion  Tests. 
For  torsion  tests  the  cylindrical  specimen  with  square  shoulders 
is  to  bo  avoided,  as  leading  to  constant  error. 


A  cylindrical  specimen,  with  cylindrical  concentric  shoulders, 
the  two  connected  by  large  fillets,  is  to  be  used ;  see  Fig.  30. 

This  specimen  is  to  be  held  by  keys  and  keyways  as  shown,  not 
more  than  \  in.  deep,  cut  in  shoulder,  which  has  a  diameter  and 
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length  equal  to  twice  diameter  of  specimen  up  to  one  inch ;  dis- 
tance from  shoulder  to  gange  marks  is  to  be  not  less  than  one 
diameter.  A  standard  length  between  gauge  marks  is  as  yet  unde- 
termined and  cannot  as  yet  be  recommended. 

6.  Bending  Tests. 

Specimens  for  bending  tests  are  to  be  flat  strips  with  parallel 
sides  and  one  inch  wide.  In  case  of  small  rods,  round  or  square, 
not  over  one  inch,  rough  pieces  as  the  material  comes  from  the 
rolls  are  sufficient. 

6.  MvUiple^  Welding^  and  Abrasion  Tests. 

For  these  no  standard  shapes  of  test  piece  can  be  recx)mmended. 
Generally  a  piece  of  original  shape  is  sufficient. 
All  of  which  is  respectfully  submitted. 

Gua  C.  Henkino, 
Reporter  to  ths  Committee^  • 
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NOTE. 

This  report,  presented  as  one  of  the  papers  of  the  Cinciimati  ConyeDtioo  of  the 
Society,  in  Maj,  1890,  is  printed  here  for  circulation  among  those  interested,  and 
with  a  Tiew  to  elicit  discussion  and  soggestion.  When  such  criticism  has  been 
leoeiyed  and  considered,  the  report,  with  appended  discussion,  wili  be  presented 
for  acceptance  as  the  final  views  of  the  Committee,  to  receive  the  usual  action  of 
the  Society  upon  reports  of  this  kind. 

Seereta/ry, 
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CCCLXXXII. 

HERN  AND  D  WELSHA  OVERS'  THEORY  OF  THE  STEAM- 
ENGINE,  EXPERIMENTAL  AND  ANALYTIC. 

BT  R.  H.   THUB8TON,   ITHACA,  N.  T. 

(Member  of  the  Society  and  Past  President.) 

While  those  great  mathematical  physicists,  Bankine  and 
Clausius,  were,  each  in  his  own  way  and  independently,  develop- 
ing the  modem  theory  of  the  steam-engine  and  creating  the  new 
science  of  thermo*  dynamics,  engineers  who  were  less  familiar 
with  the  philosophy  of  the  subject  on  that  side,  but  who  were 
thoroughly  familiar  with  it  as  practitioners  and  in  its  practical 
operation,  were  seeking  to  ascertain  the  facts  and  those  numeri- 
cal constants  which  are  required  in  the  construction  of  an  ap- 
plied science  of  heat  utilization  in  such  machines. 

Daniel  Kinnear  .Clark  and  the  two  great  pioneers  in  modem 
thermo  dynamic  science  were  working  contemporaneously — the 
one  to  ascertain  just  where  and  how  heat  was  utilized  and 
wasted ;  the  others  to  ascertain  just  what  were  the  laws  of  heat- 
energy  transformations,  and  the  theoretical  efficiency  of  heat- 
engines.  This  work  began,  with  all  three,  previous  to  1850.* 
Before  the  new  science  had  become  recognized  and  had  been 
given  a  permanent  place  and  form,  M.  G.  A.  Him  took  up  the 
work  inaugurated  by  Clark  (1855  and  later),  and  was  engaged 
for  many  years  thereafter  in  the  prosecution  of  researches  upon 
which  to  base  what  he  has  called  his  "  Experimental  Theory  of 
the  Steam-Engine ; "  meaning  by  this  a  philosophy  established 
upon  a  basis  of  experiment  as  distinguished  from  the,  in  one 
sense,  rational  but  restricted  theory  of  the  ideal  engine  of  pure 
thermo- dynamics. t  Messrs.  Isherwood  and  Emery,  and  others 
on  this  side  of  the  Atlantic,  corroborated  the  work  of  these  first 
explorers  of  what  was  then  a  new  field  of  scientific  investigation ; 
and  their  explanations  of  the  real  physical  nature  of  the  oom- 

♦  See  Rankioe'd  Miscellaneous  Papers  ;  Clausius*  Warmethearie,  1856  ;  Clark's 
Railway  Machinery,  1851-55. 
f  See  Him*8  Thermo  dynamique,  Paris,  18T6. 
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plex  phenomena  which  characterize  the  working  of  every  real 
steam-engine,  as  distinguished  from  the  thermo-dynamic  ideal, 
have  finally  given  ns  a  perfectly  clear  and  unquestionable  knowl- 
edge of  the  subject,  and  have  furnished  the  basis  as  well  for  a 
correct  applied  theory. 

The  enormous  discrepancies  between  the  computed  eflBciencies 
of  the  steam-engine,  as  obtained  through  the  processes  devised 
by  Bankine  and  Clausius,  and  the  actual  efficiencies  attained  by 
the  real  engine,  even  under  the  most  favorable  circumstances — 
differences  amounting  often,  as  stated  by  Him,  to  30  or  50,  or 
even  at  times  to  60  or  70  per  cent. — were  immediately  accounted 
for  when  these  experimenters  had  traced  the  progress  of  heat- 
energy  through  the  machine,  and  had  shown  the  method  of 
its  disposition  not  only  by  transformation  into  work  and  by 
necessary  thermo-dynamic  waste,  but  also  by  physical  wastes 
and  by  transfer  by  absorption  and  storage  with  later  rejection 
and  loss,  without  transformation  into  mechanical  energy.  The 
explanations  of  Clark,  of  Him,  and  of  Isher wood— who,  in  his 
Hesearches  in  Engineering y*  gives  a  very  complete  and  beauti- 
ful description  of  the  latter  operation,  as  illustrated  by  his  own 
experiments — although  they  were  disputed  very  earnestly  at 
times,  and  by  some  of  the  ablest  men  of  science  in  Europe  and 
the  most  experienced  engineers  in  both  countries,  became  ac- 
cepted immediately  upon  the  conclusion  of  a  discussion  in  which 
Him  and  Hallauer  took  the  leading  part  on  behalf  of  the  mod- 
em view ;  and  pure  thermo-dynamics  became  an  admitted  essen- 
tial element  in  the  theory  of  the  heat-engines,  while  the  science 
of  thermal  physics  was  also  permitted  to  assume  its  rightful 
place  as  being  no  less  essential  as  one  of  these  two  great  divis- 
ions of  the  philosophy  of  the  steam-engine. 

The  results  of  twenty  years  of  patient  and  skilful  work  in  ex- 
perimental research  on  the  part  of  Him,  assisted  by  his  able 
lieutenants,  were  summarized  in  his  great  work  on  thermo-dynam- 
ics, published  in  1876,  and  it  was  at  about  this  time  that  ihe 
world  began  to  perceive  their'  scientific  value  and  their  import- 
ance in  application.  During  the  next  two  years  we  find  traces 
of  the  application  of  the  clean-cut  methods  of  Hallauer  in  math- 
ematical discussions,  and  those  distinguished  allies  of  the  great 
physicist  and  engineer,  Messrs.  Leloutre,  Grosseteste,  and  Dwels- 
hauvers-Dery,  appear,  reenforcing  his  party,  in  1875.     The  last- 

♦  PhUadelpUia,  1860. 
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named  engineer  and  scientist  began  his  acquaintance  with  M. 
Him  by  friendly  criticism  of  the  work  of  the  latter  as  early  as 
1873,  and  joined  the  committee  of  self -constituted  aids  in  1875, 
for  the  purpose  of  repeating  and  checking  the  work  of  the  re- 
vealer  of  the  then  novel  facts  relating  to  heat-conversion  in  the 
heat-engine.  Him's  statements  and  views  were  fully  confirmed, 
and  the  world  has  since  accepted  them.  In  promoting  this  ac- 
ceptance, the  work  of  M.  Dwelshauvers  and  his  comrades  had  no 
small  effect. 

Him  had  thus  begun  this  work  at  an  early  date  and  in  a  purely 
scientific  spirit.  He  had  noted  the  discoveries  of  that  great 
genius,  Mayer,  in  1842,  and  of  his  more  renowned  successor, 
Joule,  only  after  he  had  himself  endeavored  to  effect  a  solution 
of  the  very  same  question :  Is  heat  a  substance,  or  is  it  a  form 
of  energy  capable  of  and  requiring  transformation  in  the  produc- 
tion of  its  observed  mechanical  effects  ?  He  had  reached  the 
same  and  the  correct  conclusion,  and  in  1848  published  his  de- 
ductions, of  which  he  only  became  aware  of  the  previous  proof 
several  years  later,  in  1854  He  had  proved  them  true  in  the 
case  of  friction ;  they,  for  the  general  case.  Immediately  there- 
after he  took  up  his  now  famous  experiment,  proving  the  conver- 
sion of  heat  into  work  in  the  steam-engine,  in  its  regular  opera- 
tion, and  on  a  large  scale. 

Him  published  his  final  results  in  1855  and  later,*  and  was 
able  to  show  not  only  that  the  ideas  as  to  the  nature  of  heat 
assumed  by  Carnot  in  his  then  comparatively  unknown  treatise 
were  incorrect,  but  also  that  his  own  idea,  that  now  accepted, 
was  right,  and  that  heat  disappears,  as  such,  in  the  course  of  the 
passage  of  heat-energy  through  the  engine.  He  also  proved  the 
value  of  the  steam-jacket  on  his  own  engine,  which,  as  he  stated, 
fumished  108  H.  P.  with  it,  and  but  82  without  it.  On  the 
former  point  he  says  that  his  experiments  "completely  con- 
firm the  modern  theory.  .  .  .  Heat  in  a  steam  motor  is  not 
only  dispersed,  but  also  disappears ;  and  the  power  obtained  is 
exactly  proportional  to  the  quantity  of  fluid  which  disappears  as 
heat  to  reappear  as  motive  power."  Him  considered  Mayer's 
ideas  completely  sustained  and  verified.  He  then  went  on  with 
his  work  in  this  direction,  proving  the  accuracy  of  the  mathe- 
matical prediction  of  Eankine  and  of  Clausius,  that  steam  must 
condense,   ordinarily,   while    doing   work    by  expansion,   and 


*  Bulletin  de  la  SociiU  Indtistrielle  de  Afulhouse, 
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showed,  also,  that  some  vapors,  as  sulphuric  ether,  must  super- 
heat under  similar  circumstances.  It  was  this  series  of  experi* 
ments,  also,  which  led  Hirn  to  become  the  earnest  advocate  of 
the  use  of  superheated  steam.  In  his  hands  it  proved  a  grand 
success. 

During  this  experimental  period  of  Hirn's  labors,  he  suc- 
ceeded in  constructing  a  theory  of  the  action  of  the  engine 
which  was  satisfactory  to  himself,  as  to  other  practical  en- 
gineers and  to  those  interested  in,  and  familiar  with,  the  ap- 
plied sciences.  This  was  published  in  his  great  work  on 
thermodynamics,  in  1876.  In  it  are  presented,  for  the  first ♦ 
time,  the  theory  and  the  science  of  the  real  steam-engine,  as 
distinguished  from  the  ideal  engine  treated  of  by  the  writers  on 
pure  thermo-dynamics.  It  remains  to-day  the  only  treatise  of 
that  character,  although  portions  of  the  field  have  now  been 
traversed  by  Cotterill  in  England,  and  by  Ledieu  and  others 
on  the  continent  of  Europe.  But  this  expression  of  the  Hirn 
theory  and  system  was  still  somewhat  abstruse  to  the  average 
engineer,  as  to  the  average  mathematical  reader,  and  it  remained 
for  some  one  familiar  alike  with  the  ideal  and  the  actual  case  to 
formulate  and  sum  up  Hirn's  theory  as  a  general  science  of  the 
heat-engine. 

This  was  done,  in  1878  and  later,  by  M.  Dwelshauvers- 
Dery,  a  distinguished  professor  in  the  School  of  Mines  of  Liege, 
Belgium,  now  an  honorary  member  of  the  American  Society  of 
Mechanical  Engineers.  These  articles  appeared  in  the  Rt^vue 
UniverseUe  des  Mines  de  lAege  (1878-80),  beginning  with  an  his- 
torical sketch  of  the  labors  of  Him  and  his  colleagues  in  the 
experimental  and  theoretical  work  of  developing  a  "Practical 
Theory  "  of  heat-engines,  and  then  followed  an  "  Exposi  succinct  de 
la  Theorie  pratique  des  Moteurs  a  Vapeur''  (1880),  in  which,  as  ad- 
mitted by  Zeuner,  then  its  most  formidable  contestant,  was  for 
the  first  time  given  a  thoroughly  scientific  general  theory  of  the 
real  engine.  This  work,  performed  hand  in  hand  by  the  two 
philosophers,  welded  an  acquaintance  into  firmest  friendship, 
and  their  constant  fellowship  in  spirit  and  in  their  common 
tasks  continued  to  the  end  of  Hirn's  long  and  fruitful  life. 

The  mathematical  and  algebraic  work  of  reduction  of  Hirn's 
theory  of  the  real  working  steam-engine  was  thus  finally  the 
task  of  M.  Dwelshauvers.  This  work  began,  on  the  part  of 
the  lattar,  as  early  as  1873,  when  he  first  had  the  opportunity  to 
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make  the  acquaintance  of  his  great  preceptor.  Him's  work  was 
then  but  little  known.  His  efforts  toward  the  experimental  de- 
velopment of  the  science  of  the  heat-engines  date,  properly,  as 
far  back  as  1855 ;  for  in  that  year  he  presented  his  first  memoir  on 
steam-jackets  to  the  Societ^'^Industrielle  de  Mulhouse.  Messrs. 
Leloutre  and  Hallauer  repeated  Him's  experiments;  but  no 
elaborate  and  satisfactory  series  of  trials  of  the  engine,  of  any 
similar,  were  made  until,  in  1873,  the  commission  above  named 
was  formed,  out  of  pure  scientific  interest  in  the  matter,  and 
M.  Dwelshauvers  and  his  colleagues  made  a  very  careful  and 
•thorough  confirmation  of  the  earlier  work.  From  1873  to  1878 
Hallauer  worked  with  and  for  his  chief,  with  most  admirable  and 
fruitful  effect.  Dwelshauvers'  history  of  this  work,  and  of  the 
subject  to  the  date  of  his  paper,  gives  a  carefully  prepared  ac- 
count of  the  gradual  recognition  of  the  effect  of  the  metallic 
walls  of  the  working  cylinder  in  the  waste  of  heat  and  steam, 
and  of  the  gradual  recognition,  also,  of  the  value  of  Him's 
labors,  as  well  as  those  of  Clark  and  of  Isherwood  and  later 
writers.  The  paper  was  not,  however,  generally  known,  having 
been  left  in  its  original  form  in  the  transactions  of  the  society 
mentioned,  and  never  put  into  permanent  shape  by  publication 
in  book  form. 

The  next  work,  in  this  direction,  by  Dwelshauvers,  was  the 
preparation  of  his  "  formulated  theory,"  as  given  in  his  Expose 
(1880).*  It  was  this  work,  perhaps  quite  as  much  as  the  per- 
sonal statements  and  writings  of  Him,  which  led  to  the  now 
famous  discussion,  in  which  Professor  Zeuner,  himself  a  great 
authority  in  thermo-dynamics,  led  an  attack  upon  the  "  experi- 
mental theory  "  by  asserting  that  it  must  be  the  mist  suspended 
in  the  steam,  and  the  water  condensed  in  the  cylinder  of  the 
steam-engine,  which  so  seriously  invalidated  the  thermo-dynamic 
theory  as  applied  to  the  real  case.  Thus  opened  the  campaign 
between  the  advocates  of  the  respective  merits  of  "iron  and 
water  as  wasters  of  energy."  This  discussion  led  to  the  still 
further  development  of  his  algebraic  theory  by  Dwelshauvers, 
who  thus  brought  it  into  its  existing  form  (1882) — a  form  which 
is,  as  far  as  it  goes,  satisfactory  to  the  practitioner  as  well  as  to 
the  savant.  It  had  hitherto  been  the  fact  that  the  so-called 
theory  of  the  steam-engine  had  been  as  purely  an  abstraction, 
and  as  absolutely  useless  to  the  engineer,  as  is  the  pure  theory 
♦  Revue  Universelle  dts  MineSy  LUge,  1882,  et  seq. 
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of  tbe  motio]!  of  m  particle.  It  required  to  be  sapplemented  1\t 
the  phjsical  tbeoiy  of  the  various  methods  of  heat-transfer  and 
heat-waste,  occiirriiig  in  the  real  engine,  to  give  it  anv  value  for 
practical  purposes,  or  to  make  it  satisfiactorr  as  well  as  inten^t- 
ing  to  the  practitioner.  These  elements  were  supplied  by  the 
experiments  of  Claris  Him,  and  Isherwood,  supplemented  by  the 
approximate  mathematical  treatment  of  Him  and  Cotterill, 
refined  by  the  later  work  of  Dwelshauvers. 

The  latter  introduced  new  matter,  as  well  as  reconstructed 
the  older  work  of  Him.  The  great  investigator  had  studied  the 
action  of  the  cylinder  and  of  the  engine,  stroke  by  stroke,  for- 
ward and  backward,  in  the  production  of  internal  wastes. 
Dwelshauvers  divided  the  cycle  into  four  phases,  studying  each 
in  turn,  and  thus  analyzing  more  completely  the  methods  of  flow 
and  of  heat-transfer,  producing  that  now  familiar  discrepancy 
between  the  predicted  results  of  thermo-dynamios  and  the  act- 
ual performance  of  the  real  engine.  Admission,  expansion,  ex- 
haust or  eduction,  and  compression,  were  thus  made  the  subject 
of  separate  investigation,  and  equations  were  produced,  exhibit* 
ing,  each  by  itself,  the  quantities  of  heat-movement  as  effected 
through  the  steam  and  through  the  conductivity  of  the  metallic 
surfaces  as  welL  This  was  a  new  and  important  step,  and,  so 
far  as  is  now  known,  was  entirely  the  work  of  Dwelshauvers. 
This  gave  the  means  of  exhibiting  the  net  action  of  the  waste- 
producing  elements  throughout  a  cycle  of  the  engine.  The 
heat-transformations  effected  by  the  action  of  the  steam  as  work- 
ing fluid  had  been  noted  by  Him  in  1855 ;  but  of  the  six  equa- 
tions now  presented  in  the  works  of  Dwelshauvers,  five  were  of 
his  own  and  original  construction.  The  "  experimental  theory  of 
the  steam-engine,"  as  it  was  denominated  by  Him,  was  apparently 
first  conceived  by  that  distinguished  engineer,  and  the  theory 
was  by  him  fully  explained;  while  the  algebraic,  the  formulated 
theory,  as  it  to-day  stands,  is  due  to  Dwelshauvers-Dery. 

A  graphical  analysis  of  the  processes  thus  formulated  was  de- 
vised by  Dwelshauvers-Dery  in  or  before  1888,  and  was  published 
by  him  in  that  year,  and  in  the  hands  of  Professor  Unwin,  of 
Madamet,  of  Sinigaglia,  in  England,  in  France,  and  in  Italy,  it 
has  been  already  made  to  exhibit  with  greater  clearness  than 
ever  before  what  are  the  conditions  which  obtain  in  the  working 
cylinder  of  every  heat-engine,  and  which  distinguish  the  real 
from  the  ideal  case. 
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Dwelshauvers  has  done  much,  also,  to  popularize,  in  Europe, 
the  modem  and  accepted  theory  of  the  real  engine.  He  has  en- 
deavored to  exhibit  the  action  of  the  steam  jacket,  to  show  what 
is  the  modification  of  the  action  of  the  metallic  interior  of  the 
engine,  by  the  introduction  of  that  wasteful  element  to  counter- 
act in  many  cases  a  greater  waste,  and  he  has  sought  to  show 
the  influence  of  the  experimental  philosophy  of  the  engine  upon 
the  proportions  and  the  working  of  the  condenser.  He  has 
observed  the  fact  of  a  maximum  ratio  of  expansion  appropriate 
to  the  condition  of  maximum  efficiency,  as  determined  by  the 
variation  of  this  waste,  previously  unobserved,  and  is  engaged 
in  the  construction  of  its  theory  in  accordance  with  his  pub- 
lished theory  of  heat-expenditure,  reducing  all  to  a  common 
basis  and  philosophy.  In  common  with  all  experienced  engi- 
neers, he  hopes  to  see,  ere  long,  a  working  theory  of  the  heat- 
engines  so  complete  that  it  may  serve  for  a  working  theory  for 
the  designer  and  the  constructor,  as  well  as  for  the  user  of  the 
engine. 

Some  of  this  work  of  Dwelshauvers-Dery  has  been  translated 
by  Mr.  Donkin,  and  published,  from  time  to  time,  in  London 
Engineering  ;  other  portions  remain  untranslated,  and  are  only  to 
be  found  in  the  Revue  Universelle  dea  Mines;  but  its  essential 
portions,  it  is  hoped,  may  be  hereafter  presented  to  the  English- 
speaking  members  of  the  profession  through  his  papers  for  the 
American  Society  of  Mechanical  Engineers. 

It  is  thus  that,  mainly,  or  at  least  very  largely,  in  the  works 
of  Him  from  1855  to  date  nearly,  and  in  those  of  M.  Dwels- 
hauvers  from  1880,  that  we  must  to-day  look  for  the  formulated 
theory  of  the  steam-engine,  of  any  real  heat-engine. 

M.  Dwelshauvers  presents  his  algebraic  treatment  of  the 
operations  studied  and  described  by  Hirn  in  the  following  form :  * 

I.  In  any  steam-engine,  the  fluid  arrives  at  the  cylinder 
charged  with  a  certain  number  of  calories  of  heat,  of  which  it 
surrenders  a  portion,  then  passes  on  into  the  condenser,  there 
heating  the  water,  supplied  at  a  lower  temperature.  It  brings 
in  Q  calories  and  retains  c  calories,  which  latter  are  finally  dis- 
tributed to  the  water  of  condensation.  The  difference,  ^  —  c 
calories  lost  en  routCy  are  composed  of  :  (1)  iT  units  which  serve 
to  produce,  by  transformation,  the  external  work  of  the  engine ; 
♦  Bevue  UmveracUe  des  Mines,  Lilge,  1880. 
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(2)  ^  units  lost  by  radiation  and  conduction  externally;  (3)  C 
units  distributed  in  the  condensing  water,  supplied,  originally,  at 
a  lower  temperature. 

If  there  is  a  "  jacket,"  the  condensation  taking  place  within  it 
givcQ  to  the  steam  in  the  cylinder  another  quantity,*  q  units,  of 
heat,  which  must  be  added  to  Q,  that  supplied  by  way  of  the 
steam- pipe. 

Thus  we  obtain,  obviously,  the  following  equation,  simply 
assuming  that  no  heat  is  either  created  or  annihilated  in  this 
process : 

and 

g-fgr=r  +  ^-f(7-fc (1.) 

Or :  the  sum  of  the  quantities  of  heat  imported  into  the 
cylinder  is  equal  to  the  sum  of  those  equivalent  to  the  external 
work,  the  heat  expended  upon  the  surrounding  air,  that  given  up 
to  the  condensing  water,  and  that  remaining,  finally,  in  the  water 
of  condensation. 

This  is  a  fundamental  principle  deduced  from  our  knowledge 
of  thermo-dynamics. 

IL  But  if  the  steam  coming  from  the  boiler  is  subject  to 
change  of  temperature  and  of  physical  state,  some  other  part  of 
the  system  must  also  be  subject  to  complementary  variations  of 
temperature.  This  variation  is  what  is  observed  in  the  sur- 
rounding walls  of  the  steam-cylinder.  But  these  surfaces  must 
always  return,  at  ea^h  completion  of  a  cycle  of  kinematic 
changes,  to  their  initial  state,  and  precisely  ;  for,  otherwise,  the 
cylinder  would  either  rise  or  fall  in  temperature,  as  the  engine 
continues  its  operation,  and  indefinitely.  We  may  hence  con- 
clude, according  to  Him  and  Dwelshauvers  : 

"  The  total  quantity  of  heat  received  by  the  metallic  wall  of 
the  cylinder  is  equal  to  the  sum  of  those  quantities  restored  by 
it  in  the  same  cycle." 
'  Translating  this  principle  into  symbols,  we  have  the  following : 

The  action  of  the  system,  at  each  stroke,  includes : 

E  units  of  heat  surrendered  to  surrounding  objects  by  conduc- 
tion and  radiation. 

c^  units  received  by  the  walls  of  the  cylinder  by  condensation 
of  steao)  within  the  jacket. 
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Ra  units  yielded  to  the  walls  by  the  steam  during  its  admis- 
sion, on  coming  in  contact  with  the  comparatively  cold  metaL 

Re  units  restored  by  those  walls  during  expansion,  and  taken 
up  again  l^  the  expanding  steam. 

Re  units  surrendered  back  by  the  walls  of  the  cylinder  during 
the  period  of  condensation,  thus  sending  forward  into  the  con- 
denser substantially  all,  ordinarily  at  least,  of  the  fluid,  as 
steam,  into  the  condenser. 

Then  we  have,  as  the  action  of  the  walls : 

q-E  -^  Ra-  Re-Rc=  0; 
or, 

q-^-  Ra  =  E-\-  Re  +  Re (2.) 

But  the  three  quantities  R  are  related  through  the  physical 
conditions  which  follow : 

A  certain  quantity  of  heat,  Q,  is  brought  from  the  boiler.  At 
the  close  of  the  admission  period  this  is  partly  condensed,  and 
a  smaller  quantity,  Uq,  remains.  At  the  close  of  the  expansion 
period  there  remains  but  Ui  units  of  heat ;  and,  when  the  exhaust 
is  concluded,  we  have,  finally,  in  the  clearance  spaces,  a  small 
proportion  of  the  steam,  in  which  is  stored  but  U2  units.  The 
total  quantity  of  heat  which  has  taken  part  in  the  operation  of 
a  cycle  is  thus  Q  4-  Z/j.     Now  let 

Ta  units  measure  the  heat  equivalent  to  external  work  during 
admission. 

Te  units,  the  heat  equivalent  to  external  work  of  expansion. 

Tc  units,  that  expended  during  compiession,  and  having,  of 
course,  the  opposite  sign. 

Then 

T=  Ta^  T,^  Te. 

The  following  principles  logically  result : 

in.  The  heat  Uq  possessed  by  the  fluid  at  the  end  of  admis- 
sion is  equal  to  the  heat  Q  brought  from  the  boiler,  plus  the 
heat  Cj  of  the  steam  already  filling  the  clearance  and  "  dead  " 
spaces,  minus  that  which  corresponds  to  the  external  work  of 
admission,  T^,  and  minus  Ra,  that  which  is  yielded  to  the  cylin- 
der walls  during  the  same  period. 

Or. 

U^  =  Q+  Ut-Ta-Ba.     .     .     .     .      (3.) 
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lY.  The  heat  remaining  in  the  fluid  at  the  end  of  expansion, 
Z7i,  is  equal  to  the  heat,  Uxy  at  the  beginning  of  that  period,  plus 
the  quantity,  R^^  received  from  the  cylinder  walls  during  expan- 
sion, and  minus  that,  Te,  equivalent  to  the  external  work  of 
expansion. 

Or, 

U,=  U,^-R,-'T^ (4.) 

y.  The  steam  at  the  beginning  of  the  exhaust  period  con- 
tains Ui  units  of  heat.  Now,  B^  is  received  from  the  cylinder 
walls  during  the  period  of  exhaust ;  Te  comes  from  the  external 
work  of  compression ;  but  C  units  are  surrendered  to  heat  the 
condensing  water,  and  c  only  is  left  after  its  own  condensation ; 
while  the  remainder,  U^^  is  that  left  in  .the  clearance  spaces  for 
the  next  stroke.    Whence, 

K,=  t/;-f  i?e+  T,-C-c.    .     .     .     (5.) 

Only  three  of  the  quantities  which  enter  these  five  equations 
are  necessarily  obtained  by  experiment;  these* are  Ha,  -Be,  -Bo 
which  relate  to  the  internal  transfers  of  heat,  produced  by  the 
action  of  the  cylinder  walls. 

Three  of  the  five  equations  may  therefore  be  made  to  deter- 
mine the  three  unknown  quantities,  and  the  other  two  will  check 
the  experiments. 

It  will  thus  evidently  be  convenient  to  rearrange  the  equations 
thus: 


Ji.=:U,-  Uo  +  T..  .    .    . 


{A.) 
{B.) 
(0.) 


'  These  equations  are  perfectly  general,  and  apply  to  any  kind 
of  heat-engine  and  to  steam-engines,  simple  or  compound,  with 
or  without  jackets,  and  with  or  without  superheating. 

It  is  readily  seen  that  equation  D  shows  that,  if  the  external 
radiation  may  be  neglected,  the  sum  of  the  quantities  of  heat 
supplied  by  the  jacket,  q,  and  by  the  steam,  Ra^  is  equal  to  the 
sum  of  the  quantities  restored  by  the  surfaces  of  the  cylinder,  to 
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the  steam,  and  usefully,  during  the  expansion,  i?«,  and  that  lost 
entirely  during  condensation,  -ffg.  It  is,  therefore,  the  relation 
oi  Be  to  Q  -h  q  ^  c  that  determines  the  relative  loss  due  to  the 
action  of  the  walls,  in  engines  subject  to  such  comparison,  and 
which  thus  furnishes  a  means  of  comparison  of  their  relative 
economical  standing. 

This  brief  analysis  and  exposition  of  the  work  of  our  col- 
leagues, the  great  engineer-physicist  who  has  just  left  us  and 
his  able  disciple,  will  serve  to  show  the  general  methods  of 
treatment  of  this  only  recently  understood  process  of  internal 
waste ;  and  the  illustration  of  their  practical  application  may 
be  sought  in  the  papers  of  Him,  in  his  treatise  on  thermo- 
dynamics, in  the  contributions  of  Hallauer  and  of  Dwelshauvers 
to  the  Bulletin  de  la  Society  Induati^uHe  de  Mvihouse  and  the  Revue 
UniverseUe  des  Mines,  and,  we  may  perhaps  venture  to  hope,  in 
those  to  be  presented  by  the  latter  to  the  American  Society  of 
Mechanical  Engineers. 

DISCUSSION. 

Prof,  H,  W.  Spangler. — In  the  paper  by  the  author,  read  at 
the  New  Toik  meeting,  so  much  of  a  topic  cognate  to  that  here- 
in treated  was  discussed  by  the  Society,  that  I  should  not  care 
to  reiterate  the  opinions,  expressed  at  that  time,  for  publication 
in  the  same  volume  of  transactions. 

The  historical  part  of  the  paper  is  of  interest,  but  the  mathe- 
matical treatment  of  the  subject  of  the  real  engine,  follows  very 
closely  the  lines  of  the  previous  discussion. 

Prof.  B.  H.  Thurston* — This  subject  is  so  important,  both  his- 
torically and  from  a  scientific  point  of  view,  that  I  feel  sure  that 
I  may  be  excused  if  I  have  taken  a  little  space  for  it.  It  is  recog- 
nized by  Zeuner,  and  all  later  authorities  as  the  most  important 
of  recent  extensions  of  the  philosophy  of  the  heat-engines. 

I  find  that  the  mistake  has  sometimes  been  made  of  confound 
ing  the  work  of  Dwelshauvers-Dery  with  that  of  Zeuner  himself, 
instead  of  recognizing  the  latter  as  indebted  to  the  former  for 
its  first  expression,  as  has  been  shown,  in  detail,  by  Professor 
Schmidt,  of  Prague ;  the  notation,  however,  having  been  altered 
to  correspond  with  that  cnstomarily  adopted  by  that  writer. 
(See  Revue  UniverseUe  des  Mines,  t.  XII.,  1882.) 
^Aathor's  closure,  ander  the  Rules. 
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CCCLXXXUI. 

DETERMINATION  OF  THE  SENSITIVENESS  OF  A  VTO- 
MA  TIC  SPRINKLERS. 

BT  ▲.  F.  HAGUE,  CHICAOO,  ILL. 

(Member  of  the  Societj.) 

AuTOMATio  sprinklers  for  tlie  extinguishment  of  fires  are  intro- 
duced to  such  an  extent  now  that  a  scientific  analysis  of  their  sen- 
sitiveness is  a  necessity  in  order  to  form  a  correct  judgment  of 
their  true  action.  Let  it  be  premised  that  all  modern  automatic 
sprinklers  use  the  same  low-fusing  solder  (iSS"*  Fahr.)  for  holding 
their  outlets  closed.  Yet  the  time  and  temperature  at  which  the 
solder  fuses,  which  secures  the  valve  in  place,  vary  considerably 
with  different  makes  of  sprinklers.  This  difference  in  time  and 
temperature  is  due  to  the  quantity  of  solder  to  be  melted,  the 
amount  of  metal  with  which  the  solder  is  in  actual  contact,  the 
proximity  of  the  solder  joint  to  large  masses  of  metal,  and  the 
strain  upon  the  solder. 

The  purpose  of  this  paper  is  to  correct  the  erroneous  opinion 
now  held  as  to  the  actvrol  temperatures  at  which  automatic  sprink- 
lers open. 

The  method  generally  pursued  to  express  the  sensitiveness  of 
sprinklers  is  to  place  the  sprinkler  to  be  tested  in  an  oven,  heated 
by  a  common  gas  stove,  and  note  the  temperature  at  which  it 
opens.  Such  tests,  so  broadly  stated,  give  rise  to  very  different 
published  statements  of  their  sensitiveness.  There  are  many  de- 
tails connected  with  a  scientific  test  which  should  be  stated  with 
precision  in  orc'er  to  make  tests  made  by  different  parties  compara- 
ble. Ovens  are  made  of  wood,  lined  with  tin,  iron,  and  glass;  and 
the  sizes  of  ovens  vary  from  1  cubic  foot  to  2,400  cubic  feet ;  and 
the  time  during  which  the  test  continues  is  never  mentioned. 
The  reading  of  the  mercurial  thermometer  to  a  fraction  of  a  de- 
gree, however,  is  regarded  as  all-important,  and  taken  to  be  a  con- 
clusive and  correct  indication  of  the  sensitiveness  of  the  sprinkler.* 
The   writer  having  observed   these  published  results  for  many 
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fig.  110. 

for 
Autfimilic  Sprinklers. 


<    / 


years,  and  made  many  experiments  himself,  has  become  convinced 
that  the  mercurial  thermometer  is  a  very  sluggish  means  for  cor- 
rectly indicating  such  rapid-changing  temperatures  as  are  going  on 
within  an  oven  heated  by  burning  gases. 

Air  carries  such  a  small  volume  of  heat  that  it  mnst  be  heated 
to  quite  an  excess  of  temperature  above  that  indicated  by  the  ther- 
mometer, ill  order  to  make  the  thermometer  ascend  at  a  rate  cor- 
responding to  the  conditions  of  a  fire. 
That  air  is  such  a  delicate  carrier  of 
heat  may  be  best  understood  when 
we  consider  that  it  contains  less  than 
tjtjW  as  much  hftat  for  the  same  volume 
as  water.  To  demonstrate  this,  a 
cubic  foot  of  water  at  62°  Fahr. 
weighs  62.3  lbs.,  and  a  cubic  foot  of 
air  at  the  same  temperature  0.0761  lb., 
a  ratio  of  819  to  1 ;  and  as  the  specific 
heat  of  air  at  this  temperature  is  only 
0.2377,  the  relative  volumes  of  heat 
contained  in  the  two  substances  are 
as  3,025  to  1. 

A  hot-water  test  would  not  be  deli- 
cate enough,  for  no  appreciable  diflPer- 
ence  in  the  sensitiveness  of  sprinklers 
would  be  disceniible  by  a  water  test. 
Air  remains  as  the  only  practicable 
agent,  and  the  one  most  nearly  ap- 
proximating in  its  nature  to  actual  fires. 

But  the  practical  difficulty  is  in  the  mercurial  thermometer.  As 
nothing  else,  however,  is  feasible,  the  only  thing  to  do  is  to  deter- 
mine its  degree  of  tardiness.  This  I  have  done  in  the  following 
manner.  1  use  an  oven  8  inches  square  and  24  inches  deep  (Fig. 
110),  open  at  the  bottom,  and  a  small  gas  stove  placed  2  inches 
below  it,  to  send  the  hot  gases  upward.  The  cover  joint  is  4} 
inches  from  the  top,  and  the  thermometer  projects  2  inches  into  the 
top.  Two  small  vent-holes  (f  inch)  in  the  top  can  be  opened  or 
closed  to  permit  of  different  rates  of  heating  the  oven.  The 
sprinkler  is  screwed  into  a  cross-pipe,  leaving  the  -solder  joint 
about  2  inches  from  the  top,  or  on  a  level  with  the  thermometer 
•bulb.  The  heat  from  the  gas  stove  opens  different  sprinklers  in 
from  1  to  3  minutes,  and  at  indioated  temperatures  ranging  from 
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190®  to  300**.  This  time  may  be  considered  the  same  as  usually 
operates  in  actual  fires.  Having  observed  the  rise  of  temperature 
in  the  oven  every  10  seconds,  its  varying  rate  is  obtained  and  re- 
corded in  Table  A  and  graphically  illustrated  in  Fig.  Ill  for  a 
slow-oven  test,  and  in  Table  B  and  Fig.  112  for  a  quicker  oven 
test.  Column  2  in  each  case  gives  the  rate,  or  number  of  degrees ; 
the  temperature  increases  every  10  seconds. 

To  determine  the  corrections,  the  thermometer  was  heated  over 
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the  gas  stove  to  300°  or  so,  and  instantly  removed,  and  its  fall  of 
temperature  noted  every  10  seconds  in  the  room,  which  was  at  78° 
Fahr.  Some  experience  was  necessary  to  accomplish  this  satisfac- 
torily. If  the  thermometer  were  allowed  to  hang  still,  the  air 
would  be  heated  above  the  normal  temperature  of  the  room  (73°), 
and  hence  no  correct  knowledge  of  the  surrounding  temperature 
about  the  thermometer  would  be  had.  It  became  necessary,  there- 
fore, to  fan  the  air  quite  violently  in  order  to  maintain  the  tem- 
perature about  the  thermometer  at  73°.  At  first  thought  this  may 
seem  like  cooling  the  thermometer,  but  that  is  not  so — no  fanning 
45 
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can  reduce  the  air  below  the  temperatnre  of  the  room.  The  circu- 
lation of  the  air  about  the  thermometer  in  the  room  may  also  be 
analogous  to  the  circulation  of  the  hot  gases  in  the  oven,  produced 
by  the  natural  ascent  due  to  their  great  heat  Table  C  and  Fig. 
113  give  the  readings  of  the  thermometer,  and  column  2  its  rate 
of  decrease.  Column  3  is  the  difference  between  the  temperatnre 
of  the  thermometer  and  that  of  the  room.  Column  4  is  the  mean 
difference  every  10  seconds,  and  column  5  is  the  mean  difference 
divided  by  the  amount  of  fall  every  10  seconds. 

The  factor  olJtained  in  column  5  is  an  important  one.  It  is 
practically  a  constant,  7.80.  If  multiplied  by  the  amount  of  rise 
in  every  10  seconds  it  gives  the  number  of  degrees  to  be  added  to 
the  thermometer  readings  to  give  the  actual  temperature. 

These  results  are  given  in  column  3,  and  are  graphically  repre- 
sented in  Fig.  114. 

It  is  evident  that  the  factor  7.80  must  depend  upon  the  char- 
acter of  thermometer  used.  The  one  used  in  the  foregoing  experi- 
ment was  graduated  to  850"*,  on  a  length  of  14  inches,  and  had 
quite  a  large  bulb.  In  order  to  ascertain  the  different  effect  on 
different  thermometers,  one  graduated  to  700**,  on  14  inches,  and 
having  a  comparatively  small  bulb,  was  used  in  like  manner  as 
heretofore,  with  the  result  as  given  in  Table  D,  and  graphically 
shown  in  Fig.  113. 

In  this  case  the  factor  5.44  was  found.  Although  not  quite  a 
constant,  it  is  near  enough  for  all  practical  purposes  to  make  it 
such. 

It  is  evident,  however,  that  in  all  accurate  tests  the  corrections 
for  tardiness  of  thermometer  should  be  made  in  each  case. 

Fig.  114  is  a  graphical  representation  of  the  amount  to  be  added 
to  the  indicated  temperature  for  every  probable  rate  of  increase 
of  rise,  iu  order  to  obtain  the  actual  temperature. 

It  is  certain  that  temperature  alone  is  not  a  correct  expression  of 
the  actual  sensitiveness  of  automatic  sprinklers,  even  if  correction 
be  made  for  the  slowness  of  the  mercurial  thermometer  in  respond- 
ing to  the  actual  increase  of  the  temperature  of  the  hot  gases.  The 
area  inclosed  between  the  actual  temperature  line,  the  time  line, 
and  the  temperature  of  the  room  line  is,  probably,  as  nearly  correct 
an  expression  as  is  possible  to  obtain.  This  area  might  be  termed 
Thermal  MinuteSy  and  in  this  manner  each  sprinkler  could  obtain 
a  factor  for  thermal  minutes  which  would  convey  some  intelligent 
idea  of  its  true  sensitiveness. 
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To  illustrate  the  frequent  misuse  of  these  temperature  tests,  let  ns 
take  the  ease  of  four  sprinklers  of  two  diflEerent  patterns.  A  party 
subjects  his  own  sprinkler  to  an  oven  test  where  the  rise  of  tempera- 
ture is  such  as  to  open  the  sprinkler  in  1  minute  35  seconds  (see  Fig. 
113) ;  however,  he  takes  no  notice  of  this  time,  and  reads  the  ther- 
mometer at  the  precise  instant  the  sprinkler  opens,  at  216°;  but  the 
actual  temperature  is  about  305**.  He  then  places  the  sprinkler  of 
the  other  pattern  in  the  same  oven,  but  owing  to  the  fact  that,  even 
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with  considerable  well-intentioned  care,  the  oven  and  the  ther- 
mometer have  not  cooled  to  the  same  temperature  as  when  he  tested 
his  own,  the  oven  now  heats  up  quicker  (see  Diagram  XL),  and  while 
the  sprinkler  opens  in  1  minute  16  seconds  (again  he  does  not  note 
the  time)  the  temperature  is  noted  with  exactness  at  238®,  but 
actually  about  374°. 
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Now,  this  extra  apparent  22°  attributed  to  this  latter  sprinkler  is 
a  very  important  and  damaging  amount  with  which  he  goes  before 
the  public  in  selling  sprinklers.  On  the  other  hand,  another  party 
may  make  just  such  a  test  for  himself,  giving  his  sprinkler,  however, 
the  advantage  of  a  slower  test,  and  find  just  the  same  result,  but  in 
this  case  in  favor  of  his  device.  Now,  if  the  actual  thermal  minutes 
had  been  computed  in  each  case,  no  appreciable  difference  would 
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have  been  found  in  these  two  different  sprinklers.  One  would 
have  given  292  thermal  minutes  and  the  other  290.  This  illnstra- 
tive  case  is  neither  a  fanciful  nor  an  extreme  one,  but  snch  as  hap- 
pens to  well-meaning  parties.  It  shows  what  injury  and  injustice 
may  be  done  to  innocent  parties  by  reputed  scientific  tests  of  sprink- 
lers by  underwriters,  inspectors,  and  sprinkler  manufacturers,  igno- 
rant of  thermal  laws. 
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In  inserting  a  thermometer  into  a  test  oven  the  bulb  only  is 
acted  upon  by  the  heat.  I  do  not  know  whether  thermometers  are 
graduated  by  entire  immersion,  or  by  immersion  of  the  bulb 
only. 

In  order  to  ascertain  the  exact  facts,  I  immersed  a  thermom- 
eter (A),  graduated  to  350''  Fahr.,  in  boiling  water  up  to  the  200<^ 
point  and  found  it  read  212°.  Then  the  bulb  only  was  immersed 
and  the  part  above  was  kept  at  the  temperature  of  the  room  by 
surrounding  the  exposed  portion  with  a  wet  cloth  of  70°  tem- 
perature, then  the  thermometer  read  only  209^°. 

A  similar  experiment  applied  to  a  higher  grade  thermometer 
(B),  graduated  to  700°,  read  216°  when  entirely  immersed,  and 
215jo  when  bulb  only  was  immersed.  This  error  of  4°  in  the  high- 
grade  thermometer,  and  there  being  a  difference  of  only  i^  between 
entire  immersion  and  immersion  of  bulb  simply,  shows  that  the 
thermometer  itself  is  more  likely  to  be  in  error  than  what  may  be 
caused  by  the  amount  of  exposure  to  heat  to  which  the  thermom- 
eter is  subjected. 

Since  making  these  thermometer  tests  to  demonstrate  its  slow- 
ness in  responding  to  the  changes  of  temperature  of  air,  I  have 
compared  an  ordinary  house  thermometer,  graduated  to  130°, 
mounted  on  a  wooden  back,  and  the  bulb  surrounded  by  a  light 
brass  cage  to  protect  it  against  breakage,  with  a  similar  thermom- 
eter having  its  bulb  freely  exposed — such  thermometer  as  is  used 
in  the  wet  and  dry  bulb  hygrometer. 

My  house  is  heated  with  an  ordinary  hot-air  furnace,  and 
frequently  I  find  the  temperature  at  79°.  Then  I  open  the  door« 
and  windows  to  cool  the  air.  The  thermometer  hangs  against 
the  end  of  the  partition  in  the  sliding  doorway  between  the  front 
and  back  parlors.  Now,  when  the  air  has  become  so  cool  as  to  be 
uncomfortable,  the  common  thermometer  yet  reads  74°,  having 
fallen  only  5°,  while  the  freely  exposed  thermometer  reads  68°. 
Since  discovering  this  I  have  heard  friends  mention  the  awful 
slowness  of  their  metallic  thermometer  under  similar  conditions. 

These  facts  call  our  attention  to  the  necessity  of  correcting  the 
apparent  temperatures  where  the  hot  air  and  gases  are  in  a 
changing  state,  as  it  is  simply  impossible  to  obtain  an  instrument 
which  will  instantly  respond  to  the  changing  temperatures  of  hot 
gases. 

It  will  be  seen  from  the  foregoing  that  a  thermometer  does 
not  give  the  correct  temperature  at  which  a  sprinkler  opens,  and 
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that  the  exact  temperatures  can  only  be  obtained  by  calculations 
based  upon  experiments  as  indicated  in  this  paper. 

The  relative  sensitiveness  of  sprinklers,  however,  can  be  ex- 
pressed without  resorting  to  this  correction,  provided  that  the  same 
apparatus  be  used  for  each  and  all  tests  and  that  the  apparatus  be 
used  with  the  same  care. 

For  the  purpose  of  showing  what  accurate  results  can  be  ob- 
tained with  the  simple  oven  illustrated  in  the  paper,  I  will  state 
the  mode  of  procedure  and  results  obtained  in  experimenting 
with  two  sprinklers  of  different  make,  say  A  and  B.  In  order 
to  reduce  the  chances  of  errors  of  conditions  to  a  minimum,  the 
sprinklers  were  tested  alternately.  No  pressure  was  put  upon  the 
sprinklers,  in  order  to  avoid  wetting  the  oven,  as  the  spraying  of 
water  into  it  would  be  likely  to  disturb  the  uniformity  of  the  oven 
temperatures.  This  would  affect  neither  of  the  sprinklers  used, 
and,  in  fact,  nearly  all  sprinklers  have  their  levers  under  suflBcient 
strain,  in  keeping  the  valves  tightly  shut,  that  they  act  as  a  spring 
to  sever  the  solder  joint.  Hence,  a  sprinkler  can  be  tested  with- 
out the  use  of  a  force  pump,  and  thus  remove  one  cause  produc- 
tive of  inaccurate  oven  conditions.  The  pop  with  which  sprink- 
lers release  will  be  noticed  when  the  sprinkler  is  tested  dry,  just 
the  same  as  when  it  is  tested  under  pressure. 

The  thermometer  used  was  graduated  to  700^  Fahr.,  called 
thermometer  B,  in  Fig.  113,  but  probably  3|^  in  excess  at  the 
boiling  point  as  shown. 

In  order  that  the  gas  flame  might  be  uniform,  it  was  not  extin- 
guished after  it  was  once  lighted,  but  the  oven  was  bodily  removed 
at  the  conclusion  of  each  test,  and  restored  at  the  beginning  of 
the  next 

There  was  a  pause  of  five  minutes  between  each  test,  so  that 
the  oven  could  cool  alike  each  time.  The  thermometer  was  cooled 
in  water  to  66°,  and  then  inserted  in  the  oven  until  it  remained 
nearly  stationary  somewhere  between  SO"^  and  86'^,  when  the  test 
b^an. 

Three  preliminary  tests  of  the  oven  alone  were  made  so  that 
uniformity  of  heating  might  be  established. 
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SPRINKLER  A. 


No.  1. 


No.  8. 


No.  5. 


No.  7. 


Temp. 

100 
140 
180 
200  Opened. 

Temp. 

86° 
100 
140 
180 
200 
220  Opened. 

Temp. 

85' 
100 
140 
180 
200 
206  Opened. 

Temp. 

86^* 
100 
140 
180 
200 
204  Opened. 

Temp. 
207i" 


Time. 

0" 
10 
26 
44 
65 


Time. 

0" 

9 

25 

44 

65 

1'  6 

Time. 

0" 

9 
24 
48 
51 
64 

Time. 

0" 

8 
28 
40 
49 


Time. 
67" 


No.  8. 


No.  4. 


No.  6. 


SPRINKLER  B. 

Temp. 

Time. 

84'* 

0" 

100 

10 

140 

25 

180 

48 

200 

55 

220  Opened. 

r  5 

Temp. 
88' 

Time. 
0" 

100 

10 

140 

27 

180 

46 

200 

57 

212  Opened. 

1'  4 

Temp. 

Time 

m" 

0" 

100 

10 

140 

27 

180 

45 

200 

55 

218  Opened. 

r  6 

Note. — Test  of  thermometer  in  boil- 
iug  water  indicates  that  it  registers  di"* 
too  mnch  at  the  boiling  point. 


AVERAGE. 


Temp. 
217' 


Time. 
65" 


It  will  be  observed  that  with  the  care  exercised,  exceedingly 
tinifonu  oven  action  was  obtained,  and  hence,  the  tests  are  con- 
sidered a  fair  and  correct  comparative  measure  of  the  two  sprink- 
lers for  sensitiveness. 

Note. — Correcting  for  error  of  thermometer  at  boiling  point,  8^*,  Sprinkler  A 
opened  at  204°  and  Sprinkler  B  at  218^''  apparent  temperature.  These  figures 
could  be  used  in  comparison  with  other  sprinklers  if  tested  with  the  same  appa- 
ratus in  the  pame  careful  manner.  In  order,  however,  to  illastrate  the  method 
of  obtaining  the  corrected  temperature,  an  examination  of  the  recorded  tempera- 
tures shows  that  the  temperature  was  rising  at  the  time  of  opening  of  the  sprink- 
ler, at  the  rate  of  about  20''  in  10  seconds.  We  had  found  the  constant  for  the 
thermometer  used  (B)  to  be  5.44,  hence  the  correction  to  be  applied  is  20  x  5.44  = 
108.80%  or  say  812.80  for  Sprinkler  A  and  822.80  for  Sprinkler  B.  In  order  to 
obtain  the  thermal  minutes  required  for  each  sprinkler,  the  reading  of  the  ther- 
mometer should  have  been  recorded  every  10  seconds,  and  a  diagram  constructed 
a^f  shown  in  Fig.  112,  the  area  of  wliich  figure  would  be  the  nearest  expression  of 
the  actual  peQsitivenfSS  of  the  two  sprinklers.  Pursuing  that  metliod  illustrated 
in  Fig.  112,  as  well  as  possible  from  the  data  given,  we  find  that  Sprinkler  A  re- 
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quires  170  and  Sprinkler  B  205  thermal  minntes,  an  excess  of  36^.  This  is  a 
more  comprelieosive  metliod  of  exprei>siDg  the  seositiveoepsof  automatic  sprink- 
lers thnn  has  hitherto  been  th**  practice. 

DISCUSSION. 

Prof.  D.  S.  Jacobus. — A  nnmber  of  tests  of  automatic  sprink- 
ler beads  have  been  made  by  me,  under  the  direction  of  President 
Morton,  of  Stevens  Institute  of  Technology,  for  the  New  York 
Board  of  Fire  Underwriters,  and  other  parties. 

The  sensitiveness  of  a  sprinkler  head  is  only  one  of  the  elements 
which  must  be  considered  in  determining  whether  it  is  perfect 
enoagh  to  be  adopted.  In  fact,  a  small  difference  in  the  sensitive- 
ness of  two  different  forms  of  heads  will  be  in  many  cases  much 
more  than  counterbalanced  by  some  other  advantage  which  the 
less  sensitive  head  may  possess  over  the  other.  In  addition,  there- 
fore, to  describing  our  method  of  making  tests  to  determine  sensi- 
tiveness, a  brief  account  will  be  given  of  the  other  tests  regularly 
carried  out,  in  order  that  one  may  piore  readily  appreciate  how 
small  a  factor  of  the  whole  the  sensitive  test  is. 

A  criticism  which  may  be  made  on  the  author's  paper  is  that  he 
infei*8  that  it  has  not  been  usnal  in  tests  made  in  an  oven  to  note 
the  time  required  to  set  off  the  head  as  well  as  the  temperature. 
Our  practice  will  not  bear  out  this  statement,  for  in  all  tests,  some 
of  which  were  made  more  than  five  jears  ago,  the  time  has  been 
recorded,  and  included  in  the  report. 

From  the  cut  given  of  the  testing  oven  used  by  the  author,  it 
appears  that  all  the  sprinkler  heads  are  placed  in  a  vertical  posi- 
tion above  the  pipe  to  which  they  are  connected.  If  the  sprinkler 
is  intended  to  be  attached  on  the  under  side  of  the  pipe,  as  is  the 
case  with  the  greater  portion  of  those  now  in  use,  it  appears  more 
logical  to  test  them  in  this  way,  and  other  advantages  will  be 
gained  by  doing  this  for  reasons  which  will  be  discussed  later. 
Again,  in  Mr.  Nagle's  tests,  air  appears  to  be  used  to  produce  a 
pressure  on  the  head ;  this,  although  it  conforms  to  the  practice 
in  dry-pipe  systems,  is  not,  in  our  opinion,  as  good  a  method  in 
testing  as  to  use  water,  because  the  presence  of  water  in  certain 
forms  of  heads  retards  their  action.  It  is  thought  best  by  us  to 
test  under  the  most  disadvantageous  circumstances  which  will  be 
present  in  ordinary  practice,  and  for  this  reason  water,  and  not 
air,  is  employed. 

The  experiments  showing  the  difference  in  the  actual  tempera- 
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tare  of  the  air  and  the  reading  of  the  mercurial  thermometer 
made  by  the  author  of  the  paper  are  useful  and  interesting.  This 
is  not  taken  into  account  in  our  experiments,  but  is  partly  elimi- 
nated by  making  the  tests  of  a  longer  duration  than  those  made 
by  the  author.  The  capacity  of  the  gas-burner  i;sed  to  heat  the 
oven  used  by  us  is  such  that  the  temperature  is  raised  to  200^  Fahr. 
in  about  3  minutes,  and  after  this  time  the  radiation  of  the 
sides  of  the  oven  is  so  great  that  the  heat  increases  very  slowly, 
rising  to  230°  in  about  6  minutes  from  the  start.  The  average 
sprinkler  operates  in  about  5^  minutes  at  235°  Fahr.,  so  that, 
by  the  time  the  head  opens,  the  temperature  of  the  oven  is  in- 
creasing very  slowly,  and  the  error  due  to  the  difference  of  the 
actual  temperature  of  the  air  and  the  reading  of  the  thermometer 
is  not  a  great  one.  On  account  oi  the  existence  of  this  small  er- 
ror it  was  proposed  to  preserve  the  oven  at  a  constant  tempera- 
ture, say  i50°  Fahr.,  introduce  the  sprinkler  head  without  sensibly 
altering  this  temperature,  and  note  the  time  required  to  set  off  the 
head  by  means  of  a  stop-watch.  It  was,  however,  decided  that 
the  test  for  sensitiveness  as  now  conducted  was  accurate  enough, 
and  the  above  refinement  was  not  adopted. 

The  following  tests  are  gone  through  by  us  on  each  set  of 
sprinkler  heads : 

1st.  Tests  in  the  oven  to  determine  sensitiveness  and  reliability 
of  action. 

2d.  Tests  by  applying  direct  flame,  at  intervals,  to  the  head  to 
determine  reliability  of  action. 

3d.  Tests  of  distribution  and  rate  of  flow  of  water  through  the 
heads. 

The  most  prevalent,  and  at  the  same  time  the  most  dangerous, 
defect  usually  found  in  sprinkler  heads  is  the  sticking  of  the  valve 
to  its  seat  after  the  releasing  device  has  operated.  To  test  the 
heads  thoroughly  in  this  respect  the  first  and  second  tests,  in  ad- 
dition to  being  made  on  the  new  heads,  are  repeated  on  heads 
which  have  been  connected  to  piping  and  subjected  to  the  action 
of  water  and  of  brine  for  about  three  months.  The  most  practical 
tests  are  those  made  on  heads  which  have  been  in  use  for  several 
years,  but  as  this  cannot  be  done  with  a  new  form  of  head,  the 
plan  of  filling  with  water  and  brine  was  adopted.  The  action  of 
the  water  and  brine  for  three  months  has  caused  the  valves  of 
many  heads  to  stick  so  that  they  would  not  open  under  ordinary 
pressures. 


Digitized  by 


Google 


SENSmVENESS  OF  AUTOMATIC  SPBINELEB&  711 

The  oven  used  for  the  sensitive  tests  is  2  feet  in  height  and 
of  5  cubic  feet  capacity.  At  two  of  its  sides,  pieces  of  glass 
are  inserted  about  1  foot  long  by  6  inches  wide.  A  ther- 
mometer hangs  at  such  a  height  that  its  bulb  is  about  midway 
between  the  top  and  bottom  of  the  oven.  An  arrangement  of 
swing  joints  allows  the  pipe  to  be  drawn  outside  of  the  oven,  so 
that  the  sprinkler  head  may  be  readily  screwed  to  its  place. 
Before  pushing  the  pipe  back  to  its  position  in  the  oven,  a  water 
pressure  is  made  to  act  on  the  sprinkler,  and  any  air  which  may 
have  been  in  the  pipe  is  removed  by  means  of  a  vent.  The  sprink- 
ler is  allowed  to  stand  about  2  minutes  in  order  to  test  for  leakage* 
and  then  is  pushed  to  its  position  in  the  oven.  The  bulb  of  tiie 
thermometer  is  placed  near  the  solder  joint  and  at  the  same 
height  as  the  latter.  The  thermometer  employed  has  a  trans- 
lucent scale,  which  is  illuminated  by  a  gas  flame  placed  opposite 
the  window  at  the  back  of  the  oven.  A  system  of  plates  is  used 
at  the  bottom  of  the  oven  to  distribute  the  heat  throughout  the 
same.    A  gas-burner  is  employed  for  heating. 

A  tank  is  mounted  above  the  oven  at  such  a  height  that  10 
feet  head  of  water  is  obtnined.  The  sprinklers  are  usually  tested 
under  this  small  head  of  water.  If  the  valve  sticks  to  its  seat 
after  the  releasing  device  has  operated,  a  valve  leading  to  the 
tank  is  closed  and  the  pressure  gradually  increased  to  that  in  the 
city  mains,  in  order  to  determine  if  this  will  open  the  sprinklers. 
If  the  sprinkler  opens,  the  exact  pressure  at  which  it  does  so  is 
recorded. 

The  advantage  of  employing  water  in  the  pipes  instead  of  com- 
pressed air,  and  connecting  the  sprinklers  in  the  same  way  as 
is  done  in  practice,  arises  from  the  fact  that  we  can  test  their 
reliability  of  action  at  the  same  time  that  we  do  their  sensitive- 
ness. Sometimes  sprinkler  heads  will  fail  on  account  of  a  slight 
leak  starting  at  the  valve,  which  allows  a  small  amount  of  water 
to  run  over  the  partly  melted  solder  joint  of  the  releasing  device, 
thus  chilling  it  and  preventing  the  complete  opening  of  the  head. 
This  action  would  not  occur  if'  compressed  air  were  used  in  the 
pipes,  or  if  the  sprinkler  were  connected  in  such  'a  way  that  the 
water  which  escaped  by  leakage  would  not  run  over  the  solder 
joint. 

The  tests  made  by  the  intermittent  application  of  a  direct  flame 
often  show  defects  in  the  releasing  device,  which  are  not  apparent 
in  the  oven  tests,  as  there  is  a  greater  tendency  to  start  the  solder 
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joint  slightly,  without  completely  melting  the  same,  so  that  in 
some  heads  the  releasing  device  partly  opens  and  allows  water  to 
leak  over  the  solder  joint  and  chill  it,  as  already  explained  in  con- 
nection with  the  oven  tests. 

Yarious  other  defects  are  sometimes  found  in  the  releasing 
devices.  In  some  cases  a  loose  piece  will  fall  in  such  a  way  that 
it  will  become  caught  in  the  frame  of  the  sprinkler  head  and 
prevent  the  valve  falling  to  its  proper  position.  In  others,  the 
valve  is  not  guided  so  that  it  always  falls  to  its  proper  position. 
Others  have  been  received  in  which  the  amount  of  force  made 
to  bear  on  the  solder  joint  was  so  small  that  the  cohesion  of 
the  melted  solder  prevented  some  of  the  heads  from  opening 
under  a  light  water  pressure.  Others  have  opened  a  short  dis- 
tance, and  then  become  caught  at  some  point  in  such  a*  way 
that  they  will  not  open  even  under  a  heavy  water  pressure 

The  tests  of  distribution  and  rate  of  flow  are  made  under  a  head 
of  10  feet  as  well  as  under  high  pressure.  A  barrel  is  mounted 
so  that  the  level  of  water  in  it  is  10  feet  above  the  centre  of  the 
connection  into  which  the  sprinkler  is  secured.  A  large  valve  is 
placed  directly  under  this  barrel,  by  means  of  which  the  water 
may  be  admitted  to  the  sprinkler  without  producing  a  throttling 
action.  A  1-inch  ordinary  steam-pipe  screwa  into  a  bushing 
fitted  in  this  valve.  At  a  distance  of  10  feet  below  the  surface 
of  the  water  a  horizontal  length  of  |-inch  pipe  10  feet  long  is 
connected  by  means  of  an  elbow.  The  reason  for  emplojdng  the 
lengths  of  pipe  given  above  was  to  connect  the  head  so  that  the 
water  furnished  it  should  have  to  travel  through  about  the  same 
length  of  pipe  of  a  small  diameter  as  it  would  in  the  case  of  a 
sprinkler  connected  to  a  system  in  a  building.  The  sprinkler 
head  connected  to  the  testing  apparatus  is  8  feet  above  the 
floor. 

The  New  York  Board  of  Fire  Underwriters  require  that  the 
distribution  8  feet  below  the  sprinkler  head  shall  be  over  a 
circle  whose  diameter  is  10  feet,  that  the  diameter  at  6  inches 
above  the  head  shall  be  8  feet,  and  that  the  rate  of  flow  shall 
be  greater  than  1  cubic  foot  per  minute. 

To  measure  the  diameter  6  inches  above  the  head  a  graduated 
straight-edge  is  employed.  The  observer,  standing  on  the  same 
level  as  this  straight-edge,  can  readily  observe  the  diameter 
spread  over. 

In  some  tests  a  flat  surface  has  been  placed  6  inches  above 
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the  head  to  show  how  the  water  will  be  distributed  when  the 
head  is  used  under  a  ceiling.  If  the  water  is  thrown  upward  at 
too  great  an  angle  it  will  not  distribute  properly  if  used  under  a 
ceiling.  All  the  heads  are  tested  under  20  lbs.  pressure  as  well 
as  that  due  to  10  feet  head. 

The  height  of  water  in  the  barrel  is  shown  by  a  pointer  which 
magnifies  the  difference  so  that  i  inch  in  the  height  moyes 
the  pointer  about  3  inches.  The  rate  of  flow  is  measured  by  a 
meter. 

It  was  questionable  at  the  start  whether  the  friction  produced 
on  the  water  by  the  pipes  leading  to  the  sprinklers  would  remain 
constant  If  this  varied,  all  the  tests  made  on  the  rate  of  flow 
would  not  be  comparable.  One  of  the  first  sprinkler  heads 
received,  which  was  in  April,  1885,  was,  therefore,  carefully  pre- 
served, and  before  making  any  of  the  succeeding  tests  the 
rate  of  flow  for  this  head  is  redetermined.  The  diameter 
of  outlet  of  the  sprinkler  is  0.555  inch,  and  it  discharges 
1.54  cubic  feet  per  minute.  Determining  the  rate  of  flow  for 
this  sprinkler  before  making  trials  of  others  also  serves  to 
check  the  accuracy  of  the  meter.  The  standardization  of  the 
meter  at  the  time  of  making  the  first  tests  was  accomplished  by 
weighing  the  water  discharged  by  the  sprinkler. 

An  additional  test  which  requires  much  time  to  secure  satis- 
factory conclusions  is  one  for  liability  to  loss  by  water  damage. 
Many  heads  are  arranged  so  that  they  may  be  tightened  up  if 
leakage  occasions.  This  tightening  up  is  liable  to  bring  an  ex- 
cessive strain  on  the  solder  joint,  which  may  yield,  not  imme- 
diately, but  perhaps  one,  two,  or  three  weeks  afterward.  It  appears 
that  the  strain  produces  a  slow  weakening  action.  This  action 
has  often  been  observed  in  the  heads  which  were  connected  to 
open  index  pipes  filled  with  water  and  brine,  and  set  aside  for 
three  months  for  the  first  and  second  tests,  as  already  explained. 
Many  of  the  so-called  instances  in  which  sprinklers  have  been 
opened  by  the  water-hammer  may  have  been  simply  caused  by 
excessive  strain  on  the  solder  joint. 

In  addition  to  complying  with  the  above  tests,  there  are  certain 
other  features  which  must  be  considered  before  adopting  a 
sprinkler  of  a  new  pattern.  For  instance,  if  a  collection  of  dust 
or  dirt  on  any  portion  of  the  head  will  seriously  impede  its  action, 
or  if  there  is  a  liability  that  corrosion  in  the  releasing  device  will 
in  any  way  interfere  with  its  working 
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TeBting  of  automatic  sprinklers  is  in  many  cases  only  one  of  the 
elements  which  have  to  be  considered  before  adopting  a  fire-ex- 
tinguishing system,  as  various  devices  have  been  adopted  to  prevent 
freezing  of  water  in  the  pipes.  Some  devices  accomplish  this  end 
by  opening  the  valve,  admitting  water  to  the  system  by  the  action 
of  air  or  electricity  ;  these  are  called  dry-pipe  systems.  A  non- 
freezing  liquid  is  sometimes  used  in  the  pipes.  I  have  examined 
many  of  these  systems  for  and  together  with  President  Morton, 
and  may,  at  some  future  time,  present  a  paper  giving  the  methods 
employed  in  inspecting  and  testing  the  same, 

Mr.  Charles  K  Emery. — The  paper  of  the  author  shows  very 
clearly  the  principles  to  be  observed  in  the  construction  of  auto- 
matic sprinklers,  and  the  principal  distinguishing  features  of  ap- 
paratus and  methods  necessary  to  make  proper  tests  of  the  same. 
The  writer  clearly  points  out  how  it  is  possible  to  test  such  de- 
vices,  and  to  state  correctly  the  actual  results  obtained  in  detail, 
when,  on  account  of  the  methods  employed,  the  tests  do  not  show 
the  true  comparative  value  of  competing  devices.  This  can  be 
done  in  testing  many  other  devices  than  automatic  sprinklers. 
For  instance,  experts  know  what  house-owners  and  steam-fitters 
do  not,  that  the  efficiency  of  a  radiator  depends  upon  the  freedom 
with  which  air  can  circulate  over  the  radiating  surfaces,  so  that 
engineers  can  be  found  who  will  make  a  careful  test  of  a  client's 
radiator  with  a  given  surface  distributed  over  considerable  length, 
for  instance,  with  only  two  rows  of  small  pipes,  and  test  in  com- 
parison an  opponent's  wide,  short  radiator,  arranged,  say,  to  put 
the  same  surface  in  pipes  four  or  five  rows  deep.  The  long,  thin 
radiator  will  condense  more  water  every  time,  and  if  the  engineer 
in  his  report  makes  a  correct  drawing  of  the  radiators  tested,  so 
that  on  the  face  of  the  report  he  does  not  appear  to  deceive  the 
public,  but  is  careful  not  to  mention  the  principles  involved,  the 
client  has  an  opportunity  of  extolling  the  merits  of  his  particular 
radiator  in  comparison  with  his  opponent's,  and  to  gain  a  com- 
mercial advantage  not  entirely  warranted  by  the  actual  relative 
values  of  the  goods  themselves.  It  is  suggested,  as  a  subject  for 
topical  discussion,  the  inquiry  as  to  what  extent  engineers  are 
warranted  in  making  and  publishing  tests  of  this  character. 

Pre/.  H.  H.  Thurston. — The  paper  before  us  is  a  very  interesting 
one  to  me,  especially  from  the  fact  that  it  gives  some  data  bearing 
upon  an  entirely  different  subject  of  investigation.  The  import- 
ance of  the  automatic  sprinkler  has  now  become  too  well  estab- 
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lished  to  permit  us  to  challenge  the  opening  remark  of  the  paper. 
They  are  of  enormous  importance,  and  have  proved  their  value 
on  a  thousand  occasions  by  saving  millions  of  dollars'  worth  of 
property  by  tbe  prevention  of  what  must,  in  their  absence,  have 
been  destructive  fires.  To  procure  solder  for  these  instruments 
which  shall  certainly  melt  at  a  specified  temperature,  and  at  any 
moment,  whether  a  week,  or  a  month,  or  a  dozen  years  after  in- 
stallation, is  an  essential  to  their  safe  employment.  That  the  in- 
dications of  any  thermometer  situated  in  an  atmosphere  the  tem- 
perature of  which  is  rapidly  rising,  are  inevitably  and  invariably 
inaccurate,  requires  no  proof.  It  is  a  matter  of  common  observa- 
tion, and  is  obviously  unavoidable  in  consequence  of  the  circum- 
stances described  in  the  paper.  But  if  we  can  ascertain  just 
what  is  the  action  of  the  thermometer  under  specified  conditions, 
it  is  possible,  I  imagine,  that  we  may  find  ways  of  test  which 
shall  give  as  satisfactory  results  for  their  purpose  as  those  given 
by  9  chronometer  for  its  purpose ;  the  instrument  never  indicating 
the  right  time,  but  its  rate  being  known  and  its  initial  indications 
being  on  record. 

Figs.  Ill  and  112  illustrate  admirably,  at  once,  the  defect  of 
the  usual  methods  of  comparison  and  tbe  proper  mode  of  inves- 
tigation and  rating.  But  it  should  be  remarked,  I  think,  that  the 
comparison  is  not  simply  between  the  temperatures  of  room  and 
thermometer.  The  rise  in  temperature  of  the  sprinkler  itself  is,  per- 
haps, more  likely  to  follow  the  law  illustrated  by  the  thermometer, 
than  that  of  the  variation  of  temperature  of  the  atmosphere  about 
them.  So  that  it  might  prove  that,  in  certain  cases,  the  melting 
temperature  of  the  solder  should  be  rather  that  indicated  by  the 
thermometer  than  that  of  the  air  in  the  room.  That  is  to  say,  the 
melting  point  of  the  solder  should  be  something  less  than  that 
which  it  is  desired  to  set  as  the  limit  of  temperature  of  the  air  in  the 
room  in  which  that  sprinkler  is  to  be  placed.  How  much  less  would 
depend,  it  would  seem,  upon  the  character  of  the  construction  of  the 
sprinkler,  quite  as  much  as  upon  that  of  the  solder  itself.  The  con- 
ductivity, the  fusibility,  the  weight  of  both  solder  and  surrounding 
metal,  and  the  extent  of  surfaces  exposed  to  external  heat  and  to 
contact  between  metal  of  sprinkler  and  solder — all  these,  and  per- 
haps still  other  circumstances,  must  mpre  or  less  affect  the  result 
and  help  to  determine  the  value  of  the  sprinkler  for  a  specified 
place  and  purpose.  Mr.  Nagle's  investigation  will  point  the  path 
to  exact  research  in  aU  these  directions. 
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There  is  another  direction  in  which  we  are,  many  of  us  at  least, 
interested,  and  in  which  this  bit  of  work  aflFords  valuable  sug- 
gestions. One  of  the  most  important  problems  confronting  the 
engineer  interested  in  the  applications  of  the  heat-engines  is  that 
of  the  determination  of  the  laws  and  the  data  relating  to  the  inter- 
nal heat-wastes  of  those  most  important  of  all  products  of  the  in- 
yentiye  genius  of  mankind.  But  we  are  there  confronted  by 
precisely  such  a  difficulty  as  is  here  so  well  illustrated.  We,  as 
yet,  have  never  been  able  precisely  to  determine  the  method  of 
variation  of  temperature  of  the  inner  walls  of  the  cylinder,  and 
the  method  of  storage  of  heat  in  them,  so  as  to  be  able  to  predict, 
in  any  given  case,  just  how  much  heat  and  steam,  and  fuel  and 
money,  will  probably  be  wasted  by  the  phenomenon  now  familiarly 
known  as  "  cylinder-condensation  "  in  the  steam-engine,  and,  in  a 
slightly  different  form,  no  less  influential  in  the  production  of 
losses  in  the  other  heat*engines.  Students  of  heat-transmission, 
all  over  the  world,  like  Fourier  and  his  followers,  and  engineers 
making  their  investigations  of  the  actual  economical  working  con- 
ditions of  the  machine,  have  been  vainly  seeking  the  solution  of 
the  problems  thus  brought  before  them  ;  but  all  that  we  can  to-day 
say  is  that  we  can,  under  certain  conditions  and  for  certain  cases, 
approximately  estimate  these  wastes  and  the  resultant  efficiency 
of  the  engine.  Gould  we  secure  exact  measurements  of  the  tem- 
peratures of  the  successive  layers  of  the  interior  of  the  cylinder 
walls,  it  is  very  possible  that  we  might  determine  with  some 
accuracy  the  laws  of  such  wastes.  This  has  heretofore  been  at- 
tempted, but  with  no  result  I  have  sought,  in  all  directions  open 
to  me,  a  solution  of  this  problem ;  but  have  not  succeeded  in 
obtaining  what  seemed  desirable.  I  am  hoping  still  to  see  some 
outcome  of  a  useful,  or  at  least  su^estive,  nature  from  researches 
now  in  progress,  but  have  no  reason  to  hope  that  they  will  fully 
meet  the  requirements  of  the  theory  of  the  real  engine,  as  I  have 
called  it,  to  more  than  a  very  limited  extent.  This  revelation  of 
the  absolate  worthlessness  of  the  mercurial  thermometer  for  any 
such  investigations  is  in  itself  likely  to  prove  useful ;  though  I 
presume  that  no  one  would  to-day  attempt  to  secure  measures  of 
varying  temperatures  by  its  use,  under  the  conditions  to  which  I 
now  refer.  Mr.  Dixwell  used  a  better  system  ;  but  it  looks  as  if 
only  some  modification  of  the  electrical  thermometer  would  give 
us  determinations  of  any  value.  I  hope  to  be  able  to  give  an 
account  of  some  such  researches,  after  a  time ;  but  I  cannot  as  yet 
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say  that  I  have  much  expectation  of  being  able  to  give  such  accu- 
rate data  and  determinations  as  are  desired  and,  indeed,  required. 

Mr.  C.  J.  H.  Woodbury. — The  high  eflSciency  attained  by  auto- 
matic sprinklera  as  a  means  of  extinguishing  fires  on  industrial 
property  has  very  naturally  attracted  a  great  deal  of  attention  to 
the  subject,  both  on  the  part  of  the  owners  of  property,  and  also 
on  the  part  of  persons  of  a  mechanical  turn  of  mind.  Although 
the  first  automatic  sprinklers  were  invented  early  in  the  century, 
yet  the  production  of  practical  devices,  and  their  introduction  on 
a  large  scale,  has  been  limited  to  the  last  twelve  years. 

The  efficiency  of  such  devices  is  shown  by  a  compilation  of  the 
fires  occurring  on  property  insured  by  one  insurance  company  from 
Jan.  1,  1887,  to  Jnn.  1, 1890.  These  fires  are  divided  into  two 
classes,  the  first  including  those  where  automatic  sprinklers  formed 
a  portion  of  the  apparatus  in  service  over  the  origin  of  the  fire, 
and  the  second  including  those  which  lacked  the  service  of  such 
apparatus.  At  290  automatic-sprinkler  fires,  only  1^2  of  which 
reached  sufficient  amount  to  be  followed  by  claim,  the  losses 
amounted  to  $127,665.44,  the  average  cost  of  each  fire  being 
$433.32.  The  other  losses  amounted  to  $7,388,503.25  at  947  fires, 
400  of  Tvhich  were  followed  by  a  claim,  the  average  cost  of  each 
fire  being  $7,802.01,  or  18  times  the  average  loss  occurring  at 
fires  under  automatic  sprinklers.  It  is  but  fair  to  say,  however, 
that  these  figures  deal  with  full  automatic-sprinkler  systems,  and 
from  them  have  been  eliminated  such  instances  as  where  the  water 
was  shut  off  from  the  automatic  sprinklers,  or  whore  they  were 
not  provided  with  a  proper  static  supply  in  the  usual  manner.  An 
automatic-sprinkler  system  is  not  different  from  other  mechanical 
devices  in  requiring  frequent  inspection. 

But  these  results  were  reached  by  a  very  few  varieties  of  auto- 
matic sprinklers,  although  the  whole  number  of  such  devices  is 
very  great.  I  have  in  my  possession  165  different  forms  of  auto- 
matic sprinklei-s,  most  of  which  would  not  be  reliably  operative  in 
case  of  fire,  or  they  are  so  constructed  as  to  be  especially  prone  to 
leakage,  or  to  disability  by  corrosion. 

There  are  a  great  many  forms  of  tests  necessary  to  predicate  the 
degree  to  which  various  automatic  sprinklers  will  withstand  these 
numerous  elements  tending  to  impair  their  efficiency.  The  paper 
in  question  deals  with  only  one  matter  which  must  be  considered ; 
the  other  features  being  largely  those  relative  to  capability  of  with- 
standing water  pressure,  proper  discharge  of  water,  distribution  of 
46 
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water,  freedom  from  leakage  either  by  jarring  or  by  water  pressure, 
freedom  from  sticking  at  the  valve,  freedom  from  disability  by  cor- 
rosion, positive  operation  when  the  solder  is  heated  withoat  being 
stopped  by  water  impinging  on  the  solder  joint,  opening  tempera- 
ture, and  lastly  the  question  of  relative  sensitiveness. 

An  automatic  sprinkler  does  not  open  at  the  fusion  point  of 
the  solder,  which  is  about  167°  Fahr.,  but  at  the  critical  point 
of  the  alloy  or  the  granular  state,  which  is  about  162*^.  When 
the  soldered  joint  becomes  heated  to  this  temperature,  it  will 
yield,  and  the  relative  sensitiveness  of  action  in  the  presence  of  a 
rapidly-increasing  temperature  is  largely  governed  by  the  thick- 
ness of  brass  over  the  soldered  joint 

The  thin  film  of  solder  between  sheets  of  brass  ii^  much  more 
sensitive  to  rapid  changes  of  temperature  than  a  mercurial  ther- 
mometer with  its  globular  mass  of  mercury  surrounded  by  a  glass 
bulb,  which  is  relatively  a  poor  conductor  of  heat,  and  compar- 
able to  the  lagging  on  a  steam-pipe. 

By  reason  of  this  relatively  slow  action  of  mercurial  thermom- 
eters, they  cannot  give  trustworthy  results  in  measuring  a  rapidly- 
increasing  temperature,  unless  the  apparatus  is  so  arranged  that 
the  rate  of  this  increase  can  be  controlled  and  made  to  conform 
to  a  constant  rate,  and  the  tardiness  of  the  thermometer  standard- 
ized to  conform  to  this  condition  after  the  veiy  ingenious 
manner  set  forth  in  the  paper  of  Mr.  Nagle. 

I  do  not  propose  to  discuss  the  methods  of  oven  tests  used  by 
all  sprinkler  manufacturers.  They  have  no  pretence  to  scientific 
value,  but  they  do  serve  a  very  useful  commercial  purpose  in 
showing  to  prospective  customers  that  an  automatic  sprinkler  will 
operate  promptly  when  exposed  to  slight  heat. 

In  testing  the  opening  of  automatic  sprinklers,  I  employ  two 
entirely  different  processes,  one  being  for  the  purpose  of  ascer- 
taining the  opening  temperature  of  the  sprinklers.  The  appa- 
ratus consists  of  an  oven  made  out  of  a  street-lamp,  with  a  pipe 
enteriDg  at  the  top  on  which  the  sprinkler  can  be  placed  in  a 
pendant  position  similar  to  that  which  it  has  when  in  use.  A  water 
pressure  is  obtained  by  connecting  the  pipe  to  a  reservoir  made 
out  of  a  fire  extinguisher,  the  upper  part  of  which  contains  com- 
pressed air,  the  water  being  forced  in  at  the  bottom  by  a  pump.  In 
this  manner  the  water  pressure  on  the  sprinklers  can  be  controlled 
without  shocks  due  to  the  action  of  the  pump,  and  furthermore, 
when  necessary  it  is  possible  to  have  a  circulation  of  water  in  the 
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pipe  in  order  to  conform  to  the  condition  which  always  exists  in 
the  operation  of  any  sprinkler  in  a  line  of  pipe  after  the  first  one 
is  opened. 

The  opening  temperature  of  the  sprinkler  is  tested  by  means  of 
a  water  bath.  A  double  pail  of  water  is  suspended  within  this 
oven,  so  that  the  soldered  joint  of  the  sprinkler  will  be  in  about 
the  middle  of  the  inner  pail,  and  thermometers  are  inserted  with 
their  bulbs  as  near  to  the  soldered  joint  as  practicable.  The 
water  is  slowly  warmed  by  a  gas  flame  until  a  temperature  of 
about  145°  is  reached,  when  it  is  kept  stationary  for  a  while,  and 
then  increased  at  a  rate  of  not  more  than  I''  a  minute  until 
the  sprinkler  opena 

In  this  manner  the  temperature  of  the  opening  of  the  sprink^ 
ler  under  any  desired  pressure  is  very  accurately  measured,  and 
the  whole  process  can  be  clearly  observed,  as  the  glass  sides 
of  the  lantern  prevent  the  hot  water  from  being  thrown  about 
when  th&  sprinkler  opens. 

The  same  apparatus,  with  the  exception  of  the  water  bath,  is 
used  to  test  the  positiveness  of  the  operation  of  sprinklers,  not 
merely  of  those  which  have  been  corroded,  but  also  such  sprink- 
lers as  are  liable  to  be  fixed  in  the  act  of  opening  by  the  water 
issuing  from  the  opening  sprinkler  and  striking  and  cooling  the 
soldered  joint  before  the  parts  are  free.  This  is  a  defect  to  which 
quite  a  number  of  sprinklers  are  liable  at  time  of  trial,  but  it  is 
doubtful  whether  sprinklers  will  be  found  in  that  position  after  an 
actual  tire,  as  the  amount  of  issuing  water  would  not  be  sufficient 
to  quench  the  fire,  and,  on  the  other  hand,  the  fire  would  naturally 
extend  until  it  produced  sufficient  heat  to  warm  the  water  in  the 
pipes  to  the  melting  point  of  the  solder,  and  in  that  manner  boil 
open  the  sprinkler. 

One  sprinkler  would  open  as  fast  as  any  other  using  the  same 
solder,  if  the  heat  rose  slowly  enough ;  and,  on  the  other  hand, 
the  ratio  of  speed  of  operation  of  sprinklers  to  each  other  is 
dependent  upon  the  rate  at  which  the  temperature  increases. 

In  regard  to  the  sensitive  tests  of  sprinklers,  any  measurement 
must  be  confessedly  an  artificial  one,  and  so  must  the  standard  be 
as  far  as  the  method  used  is  capable  of  exact  reproduction.  I 
have  made  a  great  many  trials,  both  with  gas  flames  and  with 
solid  fuel,  but  without  obtaining  satisfactory  results.  With  gas 
flames,  even  when  controlled  by  regulators,  the  calorific  power  of 
the  gas  would  vary  from  day  to  day,  and  under  the  same  condi^ 
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tions  of  pressure  the  gas,  from  different  causes,  would  never  be 
uniform.  Even  the  burning  of  measured  amounts  of  alcohol  or 
similar  fuel  did  not  give  exact  results,  as  the  increment  of  tempera- 
ture would  be  quite  variable,  because  with  the  amount  of 
alcohol  used  under  a  slow  sprinkler  the  temperature  of  the  burn- 
ing mass  would  increase  to  such  an  extent  as  very  materially  to 
add  to  the  rate  of  heating ;  and,  therefore,  the  conditions  of  a  slow 
sprinkler  were  not  those  of  a  sensitive  one.  •  At  one  time  I  tried 
to  measure  the  sensitiveness  of  sprinklers  by  kindling  fires  from 
a  measured  amount  of  excelsior,  in  a  building  erected  for  the 
purpose,  but  the  results  were  exceedingly  unsatisfactory,  varying 
in  the  time  of  operation  from  a  ratio  of  two  to  one  in  consecu- 
tive experiments. 

I  finally  used  steam  as  the  best  means  of  obtaining  a  uniform 
increment  of  heat.  The  apparatus  consisted  of  a  large  table,  in 
the  middle  of  which  projected  an  open  Parmalee  automatic 
sprinkler,  which  is  in  form  a  reaction  turbine,  and  was  used  for 
this  purpose  because  it  would  throw  the  steam  out  radially  over 
the  surface  of  the  table.  This  Parmalee  sprinkler  was  connected 
with  a  large  section  of  pipe  underneath,  which  contained  some 
water  in  the  lower  part  of  it.  Steam  was  blown  into  the  lower 
part  directly  against  the  water,  when  necessary,  in  order  that  the 
reservoir  should  be  filled  with  steam  free  from  superheating, 
and  controlled  by  a  valve  to  the  pressure  of  15  lbs.  The 
sprinklers  were  placed  above  this  table,  each  containing  a  ^mall 
quantity  of  water,  and  by  means  of  rods  and  weights  subjected 
to  an  opening  force  equal  to  15  lbs.  per  square  inch.  An 
electrical  apparatus  was  so  attached  that  when  a  sprinkler  opened 
a  bell  corresponding  to  that  sprinkler  would  ring  in  an  adjoining 
room,  and  thus  notify  the  assistant  who  was  making  a  record  of 
the  time  by  means  of  a  stop-watch. 

When  a  test  was  to  be  made  a  box  of  30  cubic  feet  capacity 
was  lowered  face  downward  upon  this  table,  and  the  valve 
opened  very  slowly  until  the  temperature  of  the  box  was  raised  to 
100°  Fahr.,  this  being  the  temperature  to  which  sprinklers  are 
liable  to  be  exposed  continuously  in  the  extremes  of  summer  and 
winter  weather.  Then  the  steam- valve  would  be  opened  so  that 
a  pressure  of  15  lbs.  would  be  admitted  to  the  steam-drum,  and 
from  thence  through  the  sprinkler  into  the  box. 

The  results  of  this  method  were  very  satisfactory,  for  the  vari- 
ation in  the  time  of  opening  of  sprinklei*s  in  the  same  lot  was  not 
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over  one-fifteenth  of  the  time  required  for  their  operation.  The 
time  required  by  automatic  sprinklers  of  different  makes,  but  all 
using  solder  of  substantially  the  same  fusion  point,  varied  from 
12  to  95  seconds.  Under  these  conditions  the  various  types  of 
sensitive  sprinklers  opened  in  from  15  to  21  seconds,  the  earlier 
types  of  sealed  sprinklers  requiring  varying  amounts  of  time  up 
to  the  95  seconds  referred  to  above. 

Until  this  paper  was  presented  to  the  Society,  I  have  never 
heard  of  air  measurements  being  used  as  a  means  of  determining 
tlie  opening  temperature  of  automatic  sprinklers,  except  in  the 
commercial  manner  already  mentioned,  and  I  do  not  think  that 
satisfactory  results  could  be  reached  in  that  manner  except  in 
connection  with  a  method  of  standardizing,  first,  the  tardiness 
the  thermometer  in  its  relation  to  the  uniform  increment  of  heat, 
and,  second,  the  smaller  tardiness  of  the  automatic  sprinkler  in 
respect  to  the  same  condition. 

Mr.  If  ogle.* — I  have  but  little  to  say  in  reply  to  the  discussion 
offered,  for  the  subject  of  inquiry  in  my  paper  was  limited  to  the 
scientific  expression  of  the  heat  required  to  open  automatic 
sprinklers. 

Water  is  unsuitable  as  a  means  of  applying  the  heat,  for  the 
reason  given  in  the  paper,  since  it  contains  several  thousand  times 
as  much  heat  in  the  same  volume  as  air,  and  hence  is  altogether 
too  coarse  a  measure  ;  that  is,  it  woald  not  indicate  with  sufficient 
delicacy  the  different  quantities  of  heat  required.  Steam  would 
be  worse  than  water,  for,  owing  to  its  great  elastic  force,  it  would 
circulate  so  rapidly  as  to  maintain  the  temperature  uniform,  and 
in  such  large  quantities  as  to  make  the  results  vary  but  little. 
Mr.  Woodbury's  tests  for  sensitiveness  show  this  to  be  true.  He 
found  that  under  the  conditions  of  his  apparatus  "  the  various 
lypes  of  sensitive  sprinklers  opened  in  from  15  to  21  seconds." 
Li  my  apparatus  I  tested  two  sprinklers,  A  and  B,  which,  in 
construction,  were  not  extreme  forms  of  the  sensitive  type,  in  fact, 
apparently  much  alike,  and  yet  I  measured,  as  shown,  170  thermal 
minutes  for  the  one  and  205  for  the  other. 

It  seems  to  me,  also,  to  be  the  better  plan  to  keep  within  the 
conditions  of  practice  in  scientific  investigations,  so  far  as  prac- 
ticable. 

A  large  oven  has  the  disadvantage  of  allowing  the  air  to  circu- 
late.    It  will  have*  one  temperature  in  one  part  of  the  oven,  and 

*  Author's  closare,  under  the  Rules. 
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another  temperatnre  in  another  part.  What  we  want  is  a  volame 
of  the  same  hot  air  about  the  little  sprinkler,  which  is  only  a  few 
inches  in  diameter,  at  each  test ;  that  is  all,  and  I  believe  that  can 
be  obtained  better  in  a  small  oven  than  in  a  large  one. 

Putting  water  into  the  sprinkler  pipes  when  you  test  the 
sprinkler  involves  a  practical  diflBculty.  The  moment  you  throw 
water  into  the  oven  you  change  the  conditions  for  the  next  test, 
and  it  is  practically  impossible  to  restore  the  oven  conditions  after 
water  has  been  thrown  into  it.  Even  if  you  throw  the  same 
quantity  of  water  each  time,  and  every  care  is  taken  to  wipe  it 
out  alike  each  time,  there  is  still  enough  moisture  in  uncertain 
quantity  to  affect  the  conditions  of  the  next  test. 
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CCOLXXXIV. 

TESTS   OF  SEVERAL   TYPES   OF  ENGINES,  UNDER 
CONDITIONS  FOUND  IN  ACTUAL  PRACTICE 

BT  B.  0.  OABFKNTER,  LAIVSIKG,  XICH. 

(Member  of  the  Society.) 

The  test  was  nndertaken  with  the  especial  object  in  view  of 
ascertaining  what  economy  woald  be  gained  by  substituting  cora 
pound  or  compound  condensing  engines,  running  at  comparative 
high  speeds,  for  simple  engines,  performing  the  same  class  of 
work. 

The  engines  under  consideration  consisted,  first,  of  a  simple  en- 
gine, automatic  governor,  14  inches  diameter  by  20-inch  stroke. 
Second,  a  compound  non-condensing  engine,  horizontiil  tandem  type; 
high-pressure  cylinder,  14-inche8  diameter  by  20-inch  stroke ;  low- 
pressure  cylinder,  21  inches  diameter  by  20-inch  stroke ;  automatic 
governor  on  high-pressure  cylinder,  fixed  eccentric  for  low-pressure 
cylinder.  Third,  simple  condensing  engine,  of  the  Reynolds-Oorliss 
pattern,  14  inches  diameter  by  36-inch  stroke.  Fourth,  compound 
condensing  engine,  horizontal  tandem  type,  automatic  governor  con- 
nected to  both  valves ;  high-pressare  cylinder,  9^  inches  diameter  by 
20-inch  stroke;  the  low-pressure  cylinder,  21  inches  diameter  by  20- 
inch  stroke.  The  condenser  pump  was  worked  by  a  belt  from  the 
main  shaft  of  the  engine ;  boilers  fed  by  a  separate  piston  pnmp. 
Fifth,  two  compound  condensing  engines,  horizontal  tandem  type, 
automatic  governor;  high-pressure  cylinders,  14  inches  diameter  by 
20-inch  stroke;  low-pressure  cylinders,  21  inches  diameter  by  20-inch 
stroke.  Condenser  and  boiler  feed-pump  run  with  belt  from  main 
shaft  of  the  engine,  taking  water  from  the  hot  well,  in  ordinary 
conditions ;  during  the  test,  however,  the  water  had  to  be  taken 
from  the  city  water-works.  Sixth,  two  compound  condensing  en- 
gines, with  throttling  governor,  and  cut-off  adjustable  by  link  mo- 
tion. The  condens3r  was  an  independent  pump  condenser  of  the 
Hughes  type.  Feed-water  for  the  boilers  usually  taken  from  the 
hot  well,  but  during  the  test  had  to  be  taken  from  the  city  water- 
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works.  Seventh,  two  triple  expansion  condensing  engines,  hori- 
zontal tandem  tjpe,  with  automatic  governors.  Condenser  pump 
ran  by  a  belt  to  the  main  shaft  of  the  engine;  feed-water  taken 
from  hot  well.     In  this  case  crude  oil  was  used  as  a  fuel. 

In  no  case  did  the  engines  tested  have  steam-jackets.  The  en- 
gines were  in  ordinary  working  conditions,  and  in  no  case  especially 
fitted  up  to  be  tested.  In  a  few  cases  the  valve  motions  were 
slightly  deranged,  and  could  not  be  adjusted  before  the  tests  were 
made,  so  that  these  results  represent  rather  the  actual  work  of  the 
engines  under  the  conditions  found  than  the  capacity  of  the  same 
engines  under  the  most  favorable  conditions.  In  some  cases  the 
duty  no  doubt  approached  nearly  a  maximum  for  the  conditions 
under  which  it  was  tried. 

The  simple  automatic  engine  shows  a  water  consumption  per 
I.H.P.  less  than  could  probably  be  obtained  by  the  average  en- 
gine of  that  class,  while  the  compound  non-condensing  engine,  on 
the  other  hand,  shows  a  greater  water  consumption. 

It  had  been  the  intention  to  repeat  the  tests  on  both  the  above 
engines  under  different  circumstances,  but  time  and  opportunity 
have  not  permitted. 

Methods  of  Testing, — The  methods  used  in  testing  the  engines 
were  nearly  the  same  in  each  case,  and  were  as  follows : 

The  different  engines  tested  were  located  in  the  cities  of  Lan- 
sing, Jackson,  Albion,  Adrian,  and  Jonesville,  Mich.,  and  each  sur- 
rounded with  very  different  conditions,  so  that  in  many  cases  it 
was  a  matter  of  considerable  difficulty  to  arrange  them  so  as  to 
make  the  proper  measurements. 

Measurement  of  Feed-water. — After  the  trial  of  several  methods, 
with  only  partial  success,  at  the  first  plant  to  be  tested,  the  plan 
was  adopted  of  using  three  barrels.  In  two  of  these  barrels  400 
pounds  of  water  was  weighed,  having  about  the  temperature  of 
the  feed-water.  The  line  of  this  water  surface  was  marked  by 
driving  nails,  about  four  inches  apart,  completely  around  the  barrel. 
These  two  barrels  were  then  mounted  over  the  third  and  provided 
with  short  pieces  of  two-inch  pipes,  furnished  with  valves,  opening 
into  the  third  barrel.  This  pipe  was  made  very  short,  so  that  in 
case  of  any  leakage  it  could  readily  be  seen.  A  suction  pipe  lead- 
ing to  the  boiler  feed-pump  was  connected  to  the  third  barrel.  An 
arrangement  consisting  of  a  swing  pipe,  or  a  hose,  was  used  to  fill 
the  barrels  alternately.  The  method  of  using  was  to  fill  one  bar- 
rel while  the  other  was  emptying.   This  simple  arrangement  is  one 
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wliich  can  easily  be  arranged,  and  proved  satisfactory  in  all  the 
cases  tried.     It  has  a  capacity  of  about  150  pounds  per  minute. 

In  two  cases  water  was  obtained  from  tanks  with  considerable 
capacity,  and  although  every  precaution  was  taken  to  insure  accu- 
racy in  measurement,  yet  more  or  less  doubt  has  arisen  respecting 
the  results. 

Care  was  taken  that  all  the  water  supplied  to  the  boiler  during 
the  test  should  be  measured  by  the  method  described. 

During  the  test  the  amount  of  water  in  the  boiler  was  kept  as 
nearly  constant  as  possible,  and  at  the  close  the  height  as  shown 
by  the  gauge  was  brought  to  the  same  point  which  it  held  at  the 
beginning  of  the  test. 

The  Fuel. — The  fuel  used  in  Michigan  is  generally  Ohio  soft 
coal,  and  varies  greatly  in  quality.  In  a  few  instances  the  coal 
was  very  wet,  having  been  in  recent  snow-storms  in  open  cars. 
The  only  way  to  secure  uniform  results  was  to  make  comparisons 
with  combustible. 

The  method  of  making  the  fuel  tests  was  to  start  with  very  low 
and  clean  fires,  clean  ash-pits,  and  clean  boilers,  and  leave  the  fires 
in  the  same  condition  at  the  end  of  the  test.  In  one  case  it  was 
practicable  to  start  with  entirely  fresh  fires.  The  amount  of  fuel 
put  into  the  furnace  was  in  each  case  weighed;  all  the  ash, 
cinders,  and  soot  produced  during  the  test  were  weighed  and  de- 
ducted. To  obtain  the  moisture,  100  pounds  of  coal  in  its  original 
condition  was  dried,  and  the  loss  was  taken  as  the  per  cent,  of  cor- 
rection to  be  made  for  moisture. 

The  fuel  losses  deducted  gave  us  the  combustible. 

Calorimeter, — To  determine  the  amount  of  entrained  water'in 
the  steam,  calorimeter  determinations  were  made  at  intervals  dur- 
ing the  test.  The  ordinary  barrel  calorimeter  was  used,  it  being 
mounted  on  the  best  possible  pair  of  Rcales  to  be  obtained  in  each 
case.  The  thermometer  used  was  a  standard  steam  thermometer, 
24  inches  long,  made  by  Henry  J.  Green  &  Co.,  of  New  York. 

The  method  finally  adopted  was  to  add  several  charges  of  wet 
steam  to  the  calorimeter,  taking  the  temperature  at  each  interval, 
before  emptying  the  water  and  filling  again.  1  find  that  a  very 
eflicient  mixer  is  made  by  discharging  the  steam  near  the  bottom 
of  the  barrel  through  a  tee  placed  crosswise  of  the  pipe,  as  shown 
in  the  sketch.  If  the  pipe  is  left  in  the  barrel  an  air-cock  or  vent 
should  be  provided  to  prevent  the  water  rising  in  the  pipe  by 
condensation  of  steam.    I  found  that  stirring  did  not  change  the 
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temperature  in  the  least,  if  readings  were  taken  immediately  after 
the  steam  was  discharged.  As  the  best  scales  to  be  obtained  did 
not  read  closer  than  one-fourth  pound,  I  adopted  the  expedient  of 
fixing  the  poise  at  a  given  place  and  of  adding  steam  until  the 
weight  was  balanced. 

Indicating. — Two  or  three  indicators  were  used  as  required.  In 
each  case  these  were  set  opposite  the  center  of  the.cyliuder,  and 
generally  connected  to  the  ends  with  a  three  way  cock.     I  tested 
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Fig.  118. 

the  principal  indicator  springs  used,  under  steam  and  against  a 
mercury  column,  in  the  mechanical  laboratory  of  Sibley  College, 
of  Cornell  University,  through  the  kindness  of  Prof.  R.  H.  Thurs- 
ton, and  found  no  error  exceeding  one-half  of  one  per  cent 

Several  kinds  of  reducing  motions  were  tried,  but  in  most  cases 
a  pendulum  fastened  over  the  center  of  the  guides,  and  provided 
with  arcs  at  the  proper  distance  from  the  center  of  motion,  was 
used.  In  one  case,  when  the  motion  was  slow,  the  lazy  tongs 
were  used. 

Description  of  the  Engines. — The  compound  engines  subjected  to 
the  following  tests  were  built  by  the  Lansing  Iron  and  Engine 
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Works,  of  Lansing,  Mich,,  from  the  designs  of  Mr,  S,  E.  Jarvis. 
The  engines  are  all  of  the  horizontal  tandem  type,  furnished  with 
automatic  cut-off  in  most  cases.  The  first  engine  of  this  design 
was  built  in  1888.  The  drawings  submitted  show  very  clearly  the 
peculiar  construction  of  the  valve  chests  and  the  arrangement  of 
the  cylinders.  The  wood-cuts  show  the  general  appearance  of  the 
engines  when  finished. 

The  valve  gives  exceptionally  quick  opening,  having  passages 
cored  out  so  as  to  take  steam  from  four  directions  simultaneously. 
The  valve  is  shown  in  the  accompanying  drawings  (Figs.  115, 
116, 117, 118). 

The  following  pages  give  details  of  the  various  tests  referred  to: 

TEST  OF  AUTOMATIC  SIMPLE  ENGINE  AT  JONESVILLE,  MICH. 

Size  of  engine,  14"  diameter,  20"  stroke.  This  engine  was  built 
by  the  Lansing  Iron  and  Engine  Works,  and  at  the  time  of  mak- 
ing the  test  it  had  been  running  one  year.  The  valves  were  not 
properly  set  at  the  time  of  making  the  test;  otherwise  the  engine 
was  in  good  condition. 


No. 


1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

VZ 

18 

14 

16 

16 

17 

18 

19 

20 


Average.. 


M.B.P. 

ReT 

fttjijiffn  Pr^A 

IHP 

Hd. 

Cr. 

178 

80 

22.1 

12  2 

4'>.08 

174 

80 

22.5 

10.9 

45.00 

178 

80 

28.5 

14.4 

52.80 

178 

75 

28.1 

12.8 

47.10 

166 

66 

26.5 

14.6 

48.80 

ltt6 

67 

21.9 

12.5 

41.80 

166 

67 

22.5 

18.7 

46.71 

171 

70 

22.5 

12.5 

46.02 

173 

70 

20.6 

11.1 

42.45 

168 

68 

19.8 

9.2 

85.28 

174 

70 

21.2 

12.4 

45.90 

nz 

68 

21.9 

12.5 

45.86 

176 

70 

21.8 

12.6 

47.87 

176 

68 

21.6 

li.5 

46.81 

162 

65 

21.6 

12.5 

4.^.82 

176 

70 

21.6 

11  9 

45.71 

168 

68 

20.2 

12.2 

48  21 

166 

65 

21.4 

11.8 

44.82 

166 

70 

2M 

12.0 

44.02 

168 

78 

21.5 

10.8 

41.57 

171.5 

70.25 

21.7 

12.27 

45.60 

Indicator  cards 
taken  witli  50 
spring.  (Fig.  118 ) 
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The  average  measurements  of  the  indicator  cards  gives  ns  admis- 
sion pressure  in  cylinder  of  63.3  lbs. ;  release  pressure,  8.2  lbs. ; 
back  pressure,  about  one-fourth  pound  above  atmosphere. 

The  steam  per  I.H,P.  computed  at  end  of  stroke  from  the 
card  was  24.53  lbs. 

FUEL. 

The  fuel  used  in  this  test  was  Jackson  Hill  lump  coal,  the  aver- 
age consumption  per  hour  being  242.9  lbs. ;  per  LH.P.,  5.34  lbs. 

The  ash  and  clinker  at  end  of  test  amounted  to  73  lbs.,  or  18 
lbs.  per  hour,  the  loss  from  moisture  obtained  from  drying  the 
coal  amounting  to  .06  lbs.,  making  the  loss  or  waste  of  the  coal 
.112j^.     This  would  make  the  combustible  per  I.H  P.  4.76  lbs. 

WATER  USED. 

The  water  used  in  this  test  was  obtained  from  a  tank  35  inches  in 
diameter,  which  was  alternately  filled  8nd  emptied  through  a  dis- 
tance of  3  feet  in  height.  The  temperature  of  the.  feed-water  was 
43.4''  Fahr.,  the  amount  used  per  hour  being  1,362  lbs.  by  calcula* 
tion. 

The  water  used  per  LH.P.  was  30.9  lbs.  Duration  of  test,  4 
hours  33  minutes. 


JONCSVILLK.  MICH 

Hd. 


14  'X  20  HIQH-PRK88URK  KNQINK 

Spring,  50.        Steam  by  Gauge  68  Ibe. 
Revolutions  ITOi 


Fio.  119. 
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EVAPOBATION. 

The  evaporation  per  pound  of  coal  from  and  at  212°  was  6.7 
lbs.  of  water ;  the  evaporation  per  pound  of  combustible,  7.49  lbs. 
of  water. 

BOILEB. 

The  boiler,  of  ordinary  tubular  pattern,  5  feet  diameter  by  14 
feet  in  length. 

TEST  OF    COMPOUND    NON-CONDENSINa  ENGINE    AT    LANSING 
WHEEL  WORKS.  LANSING,  MICH. 

High-pressure  cylinder,  14"  dia.,  20"  stroke ;  low-pressure  cylin- 
der, 21"  dia.  by  20"  stroke ;  built  by  the  Lansing  Iron  and  Engine 
Works.  The  exhaust  steam  from  this  engine  is  used  to  heat  the 
shops  and  dry  kilns;  the  gauge  placed  on  the  exhaust  pipe  show- 
ing constantly  from  3  to  6  lbs.  back-pressure.  A  test  was  first  made 
Dec.  1, 1889,  of  three  hours'  duration  ;  some  doubts  arising  respect- 
ing the  water  measurement,  the  test  was  repeated,  Dec.  23d.  The 
following  are  the  results : 


Rev. 

steam  Pres. 

High  Prbssubi. 

Low  Pbbbburk. 

No. 

M.E.P. 

M.E.P 

I.H.P. 

I.H.P. 

Hd. 

Cr. 

Hd.. 

Cr. 

152 

83 

19.5 

20.7 

47.51 

8.1 

4.5 

19.77 

154 

80 

17.6 

19.8 

48.60 

8.9 

4.9 

28.72 

156 

80 

19.2 

19.5 

46.94 

8.7 

4.6 

26.48 

156 

83 

18.8 

20.4 

47.06 

4.6 

5.1 

19.66 

155 

80 

16.8 

18.0 

41.98 

8.4 

8.8 

22.12 

154 

78 

17.6 

18.9 

48.72 

8.8 

4.4 

19.57 

151 

77 

18.8 

20.8 

45.82 

8.5 

4.1 

24.00 

152 

80 

19.5 

20.7 

47.51 

4.6 

4.5 

22.66 

154 

81 

18.9 

20.7 

47.43 

4.8 

4.8 

23.18 

Terage. 

45.55 

22.85 

Total 67.9    I.H.P. 

During  the  test  water  was  fed  to  the  boiler  bj  injector,  which 

probably  consumed  at  least 2.00      '' 


Making  the  total  power 69.9       " 

The  water  used  was  drawn  from  a  tank,  and  weighed  2,418  lbs. 
per  hour,  by  calculation  ;  consumption  of  water  per  I.H.P.  equals 
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345  lb?. ;  tlic  consumption  of  steam  per  I.H.P.  equals  32.8  lbs.,  an 
amount  5^  less. 

FUEL. 

On  beginning  the  test  fresh  fires  were  started  with  steam 
raised.  The  consumption  was  866  lbs.  of  coal,  or  298  lbs.  of  com- 
bustible per  hour;  coal  per  LH.P.  equals  6.2  lbs.;  combustible 
per  I.H.P.  equals  4.2  lbs. 

EVAPOBATION. 

Temperature  of  feed-water,  39J°  Fahr. ;  6.3  lbs.  of  water  heated 
from  39^°  Fahr.  and  converted  into  steam  at  a  pressure  of  83  lbs. 
per  pound  of  coal,  equiv.ilent  to  7.8  lbs.  per  pound  of  combustible; 
water  evaporated  from  and  at  212°  per  pound  of  coal,  7.4  lbs. ;  per 
pound  of  combustible,  9.2  Ibe. 

From  the  indicator  cards  (Fig.  119)  the  back-pressure  in  the 
low-pressure  cylinder  was  2.6  lbs.  The  water  rate  for  the  test, 
computed  at  end  of  stroke,  is  25.8  lbs.  per  I.H.P, 

SECOND  TEST  OF  COMPOUND  NON-CONDENSING  ENGINE,   DEC.  28, 
1889,  AT  LANSING  WHEEL  WORKS,  LANSING,  MICH. 


Rev. 

Steam  Pres. 

High  Pbxbsurb, 

14x90. 

Low  Prss»ubk,  21  X  so. 

No. 

M.E.P. 

M.E.P. 

I.H.P. 

I.H.P. 

Hd. 

Cr. 

Hd. 

Or. 

1 

150 

88 

17.6 

21.0 

45.02 

4.4 

5.8 

26.08 

2 

148 

80 

18.7 

19.5 

42.97 

5.8 

5.9 

80.58 

8 

147 

80 

17.1 

18.6 

40.88 

8.5 

5.2 

22.62 

4 

146 

80 

18.0 

20.1 

48.46 

8.5 

4.8 

21.28 

5 

140 

70 

17.4 

18.0 

88.54 

8.5 

4.8 

19.10 

6 

143 

80 

17.5 

19.5 

42.00 

8.8 

4.5 

19.86 

Average . 

42.18 

24.61 

Total 66.74 

Add  work  of  Injector 2.00 


68.74  LH.P. 


Water  consumed — by  calculation  from  measurement  taken  of 
tank— per  hour,  23.61  lbs.,  or  34.3  lbs.  per  I.H.P.  This,  reduced  by 
calorimeter  measurements  5^  on  entrained  water,  gives  the  steam 
consumption  per  I.H.P.  as  32.6  lbs. 
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FUEL. 


The  coal  burned  per  hour  was  342  lbs,,  or  5.12  lbs.  per  I.H.P. ; 
the  combustible  per  T.H.P.,  4.01.   Evaporation  temperature  of  feed- 
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water,  39^°  Fahr. ;  6.3  lbs.  of  water  heated  from  Sd""  Fahr.  and 
converted  into  Bteam  at  80  lbs.  pressure  per  pound  of  coal,  equiva- 
lent to  81.  lbs.  per  pound  of  combustible ;  the  evaporation  from  and 
at  212"'  Fahr.  would  be,  per  pound  of  coal,  7.46  lbs.  of  water,  and 
per  pound  of  combustible,  9.56  lbs.  of  water. 

TEST   OP  A  REYNOLDS-CORLISS  CONDENSING  ENGINE  AT  THO- 
MAN'S  FLOUR  MILL,  LANSING,  MICH. 

Size  of  engine,  14"  dia.,  36"  stroke,  with  condenser.  This  engine 
had  been  in  operation  tliree  yeai*s;  was  in  good  condition,  as  shown 
by  the  indicator  cards.  The  pipes  leading  to  this  engine  are  all 
covered,  and  every  precaution  taken  to  prevent  waste  of  steam. 
There  were  no  leaks  of  any  kind.  The  water  for  the  test  was 
pumped  into  a  tank  above  the  boiler  from  the  hot  well,  with  a 
temperature  of  about  100°,  before  the  test  began,  from  which  it 
ran  to  tlio  weighing  apparatus,  which  was  arranged  as  previously 
described. 

The  coal  used  during  the  test  was  wet  bituminous  pea  coal,  which 
was  found  to  contain,  by  drying,  13^  of  moisture,  and  by  weighing 
back  refuse  .09  of  cinders  and  ashes. 

Test  started  at  8.35  p.m.  with  fresh  fires,  clean  ash-pits  and 
boilers,  and  ended  at  12.35  p.m.     All  refuse  was  weighed  back. 

INDICATOR  CARDS. 


Time. 

BOT. 

Steam 
Ptm. 

Vacu- 
um, 
Inches. 

Feed- 
water 
Temp. 

M.E.P. 

I.H.P. 

Total. 

No. 

Hd. 

Cr. 

Hd. 

Cr. 

1 

2 

8 

4 
.  5 

6 

6  + 

7 

8 

9 
10 
11 
13 
18 
14 
15 
16 
17 

8.85 
8.46 

"9!80 

10.7 

10.80 

10.40 

10.60 

11.00 

11.10 

11.80 

12.10 

12.20 

13.1.5 

12.85 

95 
94 
95 
95 
95 
96 
95 
95 
95 
94 
95 
95 
95 
9.i 
96 
96 
96 
96 

76 
68 
70 
58 
59 
67 
60 
70 
70 
70 
68 
68 
70 
60 
68 
68 
70 
65 

27i 

27 

27 

26i 

27 

27 

27 

27 

27 

26} 

27 

26i 

27 

27 

26i 

26i 

27 

27 

109 
116 
120 
120 
128 
118 
120 
180 
118 
118 
118 
128 
119 
180 
125 
125 
125 
125 

25.0 
25.5 
21.4 
28.0 
26.4 
22.0 
28.5 
24.2 
21. 
21. 
,  25. 
2->. 
25.7 
24.2 
27.5 
28.0 
28.5 
26.0 

17.7 
22.7 
25.1 
26.6 
24.5 
25.6 
24.5 
24.2 
25.7 
24.2 
25.5 
26.6 
26.0 
28.0 
24.0 
24.5 
21.2 
27.4 

88.25 

85.50 

28.5 

80.55 

85.12 

28.17 

81.8 

82.8 

27.9 

27.6 

88.2 

29.4 

84.2 

82.2 

86.9 

87.6 

81.6 

85.0 

20.6 

27.8 

80.6 

82.47 

29.86 

81.5a 

29.8 

29.7 

81.0 

29.8 

81  6 

85.7 

80.9 

28.1 

29.8 

29.8 

26.3 

88.8 

58.8 
60.8 
59.1 
62.9 
65.0 
59.7 
61.2 
61.9 
58.9 
66.9 
64.8 
65.1 
65.1 
60.3 
66.3 
67.4 
67.9 
68.8 

Ayerace 

67.4 

26.88 

121.6 

61.99 
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WATER  TEST  REYNOLDS-CORLISS   ENGINE. 

Started  and  ended  test  with  water  at  same  point  in  boiler. 

Water  used,  7,112  lbs.  in  4  hours. 
"        "      l,7781bs.  per  hour. 
28.67  per  I.H.P. 

CALORIMETER. 

Calorimeter  test  showed  steam  to  contain  6.7^  of  water ;  deduct- 
ing this  from  above  leaves  steam  per  I.H.P.  per  hour  26.75  lbs. 
(Fig.  120). 

CALORIMETER  MEASUREMENTS. 


W 

w 

T 

T' 

H 

H-T' 

W 

T'-T 

/ 

« 

s 

goo 

If 

•** 

St" 

op 

w 

II 

w 

i 

71 

800 

15 

61.8 

112.6 

1178.6 

1066 

20 

51.8 

890.6 

.046 

66 

800 

20 

61.8 

128.4 

1177.8:  1048.9 

15 

67.1 

898.6 

.048 

67 

300 

16 

68.2 

107.6 

1177.6'  1070.0 

20 

44.4 

898. 

.092 

67 

800 

20 

68.2 

124.4 

1177.6    1058.2 

15 

61.2 

893. 

.088 

Average 

.p67 

THOMAN'S  MILL,  LANSING.  MICH. 

Corliss  Engine.  14  Dia.  86  Stroke,  with  Condenser. 

Spring  40.      Steam  by  Gauge,  68  lbs. 

Revolutions  96. 


Fig.  121. 

This  water  was  heated  during  the  test  about  21°  by  steam 
directly  from  the  boiler. 

COAL   TEST. 

Burned  in  4  hours  1,135  lbs,,  or  283.75  lbs.  per  hour.  This  is 
equal  to  4.63  per  LH.P.  Weighed  back  cinders  and  ashes,  103 
lbs.|  equal  to  .0908^.     Dried  100  lbs.  of  coal,  and  found  13j^  loss. 
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Combustible  burned  during  tesf,  898  Ibp. 
"  "      per  hour,  224.50  lbs. 

"    I.H.P.,  3.61  ]1>P. 

"    I.H.P.,  3.58  IbP.,  had  feed-water  tein.  110^ 
Coal  burned  per  hour  per  LH.P.,4.591b8.,  had  feed-water  tem.  110^ 

FLOUR  MANUFAOTUREa 

During  the  test  6.79  barrels  were  manufactured  per  hour,  making 
the  consumption  of  coal  equal  to  49  lbs.  to  a  barrel  of  flour,  or  of 
combustible  38.52  lbs.  to  the  barrel  of  flour, 

TEST  OF  BOILERS,   CORRECTED   FOR  WORK   OF   HEATER. 

Steam  used  per  I.H.P.,  26.87. 

Evaporation  from  212*"  per  lb.  of  combustible,  8.29  lbs. 
''  "        "  ''  coal,  6.82  lbs. 

The  boilers  in  the  above  plant  consist  of  two,  each  4  feet  diame- 
ter by  12  feet  in  length,  and  have  been  in  use  a  long  time.  The 
middle  vertical  row  of  tubes  has  been  omitted  because  of  a  theory 
of  the  owner  that  they  retarded  the  upward  circulation  of  the 
water. 

COMPOUND  CONDENSING  ENGINE,  ALBION,  MICH.,  ELECTRIC  LIGHT 
STATION,  BUILT  BY  LANSING  IRON  AND  ENGINE  WORKS. 

This  engine  has  cylinders  9j-inch  diameter  and  21-inch  diameter, 
20-inch  stroke,  arranged  as  a  horizontal  tandem.  The  enginje 
was  constructed  with  a  fixed  eccentric  for  the  low-pressure  cylin- 
der, and  with  a  movable  eccentric,  automatic  governor,  for  the  high- 
pressure  cylinder. 

The  engineer  had  connected  both  valve  stems  together  and 
attached  them  to  tlie  automatic  governor.  The  test  was  continued 
throughout  four  hours,  which  was  as  long  a  time  as  it  was  possible 
to  obtain  without  great  variation  in  load.  The  water  was  meas- 
ured throughout  the  test,  being  pumped  from  the  hot  well  into  a 
barrel  holding  300  lbs. ;  thence  it  was  run  into  a  second  barrel, 
from  which  it  was  pumped  by  a  donkey  feed-pump. 

The  temperature  of  the  feed-water  was  108°.  The  power  con- 
sumed by  the  donkey  pump  was  estimated  by  applying  a  brake  to 
the  drive-wheel  while  under  steam.  The  average  of  the  results 
indicated  2.6  H.P.  The  average  results  during  the  test  showed 
95.4r7  I.H.P.  as  the  work  of  the  engine,  making  the  total  work  of 
the  plant  98.07  H.P. 
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The  average  calorimeter  results  showed  5.6  water  entrained  in  the 
steam.  Tlie  steam  for  the  calorimeter  was  taken  from  the  main 
steam-pipe  about  3  feet  from  the  cylinder,  and  was  doubtless  a 
fair  sample  of  that  supplied  the  engine.  The  steam-pipes  were 
not  covered,  and  the  moisture  is  no  doubt  due  to  condensation  in 
pipe. 

INDICATOR  CARDS,  TANDEM   COMPOUND,    9^  AND    21  X  20. 


M.K.P. 

I.H.P. 

Steam  Pres. 

Vacaam 
by  Gauge. 

No. 

Bev. 

High. 

Low. 

High. 

Low. 

1 

61.0 

7.65 

57.70 

41.76 

180 

26 

168 

2 

50.« 

7.26 

57.24 

89.60 

180 

26 

158 

8 

60.48 

6.00 

67.18 

38.60 

180 

26i 

168 

4 

50.15 

6.40 

67.46 

86.84 

180 

2^f 

160 

5 

60.45 

7.60 

57.79 

4'2  00 

188 

26* 

160 

6 

49.6 

7.10 

66  76 

89*76 

180 

26 

160 

7 

49.6 

7.26 

66.88 

40.60 

182 

26i 

160 

8 

49.66 

8.10 

66.52 

46.28 

126 

26 

159 

9 

49.80 

6  70 

66.36 

87.06 

126 

m 

168 

10 

48.76 

6.90 

66.80 

89.92 

184 

26i 

168 

11 

48.60 

7.40 

66.66 

41.44 

128 

26t^ 

160 

12 

46.46 

6.85 

52.70 

88.84 

182 

26.6 

162 

18 

42.75 

6.76 

60.60 

88.76 

186 

26.6 

162 

14 

6.60 

87.60 

180 

26.6 

162 

66.04 

89.48 

Total  I.H.P.  engine 96.47 

Workof  pamp 2.60 

Total 98.07 

Average  speed,  160  revolutions. 
Variation  in  speed,  .02^. 
Variation  in  ioad,  .0(H^. 

FUEL. 

Fuel  used  during  the  test  was  very  wet  slack  coal ;  1,000  lbs. 
burned  3  hours,  22  minutes,  or  at  the  rate  of  296^^  lbs.  per  hour, 
or  3.05  lbs.  per  LH.P.  The  combustible  used  was  found  by  dry- 
ing 100  lbs.  of  the  coal,  and  also  by  weighing  back  the  ashes  and 
clinkers.  The  result  showed  the  following  waste  per  1,000  lbs. : 
moisture,  132  lbs. ;  ash  and  clinkers,  226  lbs. ;  net  combustible, 
.647^  of  coal. 

Combustible  per  I.H.P.,  1.97  lbs. 

WATER  USED. 

The  water  used  per  hour  was  1,950  lbs.  The  dry  steam  was  .056^ 
less  1,841  lbs.  per  hour.  The  consumption  of  steam  per  I.H.P. 
18.77  lbs. 
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AUBION.MICH.,    CLCCTRIC  LIGHT  STATION. 

9K— 21  X  20  'Compound  Engine— Automatic 

High-Preasupe,  9MI)ia.,x  20  Stroke, 
Spring,  60.      Steam  by  Gauge  130  Ibd. 
Revolutions  160. 


Fig.  122. 

The  boilers  iu  use  at  this  plant  are  two  tubular  boilers,  each 
5  feet  diameter  and  14  feet  long,  placed  one  above -the  other 
and  connected  by  several  vertical  pipe?.  The  fire  is  enclosed  in 
the  lower  boiler,  as  in  the  marine  boilei*s.  The  special  design 
was  adopted  because  of  its  great  strength.  It  has  ako  proved  to  be 
a  very  economical  boiler,  as  shown  by  the  results,  and  furnishes  a 
good  quality  of  steam.  The  feed-water  furnished  the  boiler  was  at 
an  average  temperature  of  102°,  and  the  steam  used  was  raised  to 
130  lbs.  The  evaporation  from  212"*  per  pound  of  coal  was  6.09 
lbs.  of  water ;  per  pound  of  combustible,  was  10.66  lbs.  of  water ; 
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the  evaporation  from  102°  par  pound  of  coal  was  6.12  lbs. ;  the 
evaporation  from.  102°  per  pound  of  combustible,  9.46  lbs. 

From  the  indicator  cards  (Fig:^.  121  and  122)  we  find  the  average 


Low-Preasure,  21  Diameter  20  Stroke. 
Vacuum  by  Gauge  26  Inches 
Spring  20. 


Fig.  123. 

admission  pressure  in  high-pressure  cylinder  was  113.3  lbs. ;  in  low- 
pressure,  7.3  lbs.  above  atmosphere;  the  back-pressure  in  the  high- 
pressure  cylinder  11  lbs.  above,  and  in  the  low-pressure  cylinder 
8  lbs.  below  the  atmosphere.  The  water  consumption  measured 
from  the  indicator  card  at  the  end  of  stroke  equalled  16.04  lbs.  per 
I.H.P. 


TEST  OF  TWO  COMPOUND  ENGINE!^,  LANSING  ELECTRIC  LIGHT  STA- 
TION, LANSING.  MICH.,  BUILT  BY  LANSING  IKON  AND  ENGINE 
WORKS. 

These  engines  were  of  the  tandem  type,  each  with  high-pressure 
cylinder  14-inch  diameter  by  20-inch  stroke,  and  low-pressure  cyl- 
inder 21-inch  diameter  by  20-inch  stroke.  Steam  was  supplied  by 
two  boilers  of  the  ordinary  tubular  type,  6  feet  diameter  by  14  feet 
long.  The  whole  plant  at  the  time  of  testing  was  new,  having  been 
in  use  about  18  days.  The  steam-pipes  were,  however,  of  consider- 
able length  and  uncovered.  The  method  of  testing  was  substan- 
tially as  described,  and  it  is  deemed  sufficient  in  this  place  to 
simply  give  the  results.  The  two  engines  were  coupled  together, 
and  as  far  as  possible  diagrams  were  taken  simultaneously. 
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WEST   ENGINE. 


Rev. 

Steam 
Pros. 

Vacnnm 
Gaage. 

HieH-PRKssimi 

(,14x90. 

Low-Pbbmubb 

,21x90. 

No. 

M.E.P. 

I.H.P. 

M.EP. 

I.H.P 

Hd. 

Ct. 

Hd. 

Cr. 

1 

170 

100 

28 

15.8 

20.0 

47.88 

7.8 

7.8 

44.92 

2 

170 

100 

28 

16.1 

22.8 

60.77 

8.5 

8.1 

45.10 

8 

178 

98 

28t 

5.8 

16.7 

27.99 

8.5 

9.0 

52.97 

4 

171 

100 

28 

15.9 

23.8 

50.62 

5.9 

7.0 

88.62 

5 

171 

100 

28 

13.5 

22.0 

47.13 

8.4 

7.9 

49.89 

6 

170 

100 

28 

14.0 

21.8 

46.67 

8.2 

8.1 

48.49 

7 

172 

100 

28 

11.6 

21.8 

48.87 

7.4 

7.8 

44.98 

8 

170 

100 

28 

18.8 

20.5 

47.19 

7.9 

8.8 

48.22 

9 

175 

100 

28i 

8.1 

15.6 

24.07 

5.8 

5.8 

36.58 

10 

174 

100 

28 

16.0 

81.5 

68.04 

18.0 

13.8 

79.62 

11 

174 

98 

28i 

25.0 

28.5 

71.6 

13.2 

12.8 

78.26 

12 

174 

100 

28 

8.1 

14.0 

28.29 

8.7 

4.5 

25.88 

18 

178 

105 

28 

8.0 

14.0 

28.71 

4.8 

5.0 

27.00 

14 

178 

100 

28 

10.8 

18.75 

89.85 

7.4 

7.5 

45.54 

Average. 

172.4 

100 

28.06 

11.9 

20.6 

48.80 

7.98 

8.8 

47.50 

Total  I.H.P 90.8 


EAST   ENGINE. 


Rev. 

Steam 
Pres. 

Vacnnm 
Qtmgfi, 

HlOH-PBXSaVBE 

,14x90. 

Low-Pbk88UBB,  91  X  90. 

No. 

M.E.P. 

I.H.P. 

M.B.P. 

I.H.P. 

Hd. 

Cr. 

Hd. 

Cr. 

1 

168 

100 

28 

25.0 

26.5 

67  26 

10.9 

12.8 

68.21 

2 

170 

100 

28 

28.6 

27.0 

66.81 

11  8 

11.2 

69.06 

3 

107 

100 

28 

22.2 

25.2 

61.97 

11.1 

11.2 

65.56 

4 

170 

100 

28 

24.5 

28.1 

70.08 

10.5 

11.2 

64.66 

5 

170 

100 

23 

28.5 

27.0 

62.21 

10.7 

10.9 

64.56 

6 

97 

28.8 

26.6 

66.60 

11.2 

11.4 

68.18 

7 

168 

100 

28 

23.4 

26.7 

65.44 

10.7 

11.2 

66.45 

8 

168 

100 

28 

22.5 

25.0 

62.04 

11.0 

lO.r, 

64.68 

9 

171 

100 

28 

22.5 

26.0 

65.22 

11  8 

10.7 

64.88 

10 

172 

100 

28 

24.5 

26.8 

67.94 

12.5 

12.5 

66.22 

11 

178 

100 

28 

24.8 

27.0 

69.00 

12.7 

12.5 

76.28 

12 

179 

100 

28 

25.9 

82.5 

80.87 

12.7 

12.5 

78.28 

13 

180 

100 

28 

26.5 

82.3 

82.29 

18.8 

12.5 

81.16 

Average. 

172.5 

100 

28 

24.0 

25.8 

68.28 

11.4 

11.5 

69.04 

Total  I.H.P 187.82 

From  the  indicator  cards  (Figs.  123, 124)  for  high-pressure  cylin- 
ders the  average  admission  pressure  is  84  lbs.;  the  release  pres- 
sure, 22  lbs. ;  the  back  pressure,  14  lbs.,  reckoned  from  atmospheric 
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line.  For  low-pressure  cylinder,  estimated  from  same  points,  admis- 
sion pressure  is  10.1  lbs. ;  the  release  =  8.7  lbs. ;  the  back-pressure 
=  7.5  lbs.     The  steam  consumption  per  I.H.P.  from  cards  at  end 
of  stroke  is  16.84  Ibe. 
Total  LH.P.  for  both  engines,  228.12. 

FUEL. 

Duration  of  test,  4  hours,  20  minutes.  Weighed  out  at  begin- 
ning of  test,  2,661  lbs. ;  at  end  of  test  weighed  back  as  unburned, 
579  lbs. ;  weighed  ash  and  clinkers,  194  lbs.,  or  9.3^  of  the  fuel 
burned.  The  amount  burned  consisted  of  700  lbs.  of  coke  and 
1,382  Ibe.  of  coal. 

To  ascertain  the  condition,  100  lbs.  of  each  fuel  was  dried,  giving 
a  loss  for  the  coal  of  .018^,  and  for  the  coke,  .05^.  Making  correc- 
tions for  these  losses,  the  fuel  per  hour  was  475  lbs.,  of  which 
411.8  lbs.  was  combustible.  This  gives  2.08  lbs.  fuel  per  I.H.P.  per 
hour,  or  1.80  lbs.  combustible.  During  the  test  water  was  taken 
from  the  city  water  works,  and  had  a  temperature  of  49°  Fahr. 
Had  the  water  been  taken  from  the  hot  well  at  110°  Fahr.,  the 
consumption  should  have  been  as  follows : 

1.96  lbs.  coal  |>er  I.H.P. 

1.69  lbs.  combustible  per  I.H.P. 

WATER. 

The  water  was  weighed  during  the  entire  test,  the  amount  con- 
sumed being  4,246  lbs.  per  hour.  This  is  equal  to  18.61  lbs.  per 
I.H.P.  Calorimeter  tests  were  taken  throughout  the  time  of 
making  the  test,  and  showed  11^  of  entrained  water ;  making  this 
correction,  the  steam  per  LH.P.  was  reduced  to  16.57  lbs. 

EVAPORATION. 

One  pound  of  combustible  evaporated  9.983  lbs.  of  water,  and 
raised  it  from  an  initial  temperature  of  49°  Fahr.  to  the  tempera- 
ture of  steam  at  100  lbs.  pressure.  This  is  equivalent  to  evaporating 
1 1.74  lbs.  from  and  at  212°.  Reducing  this  for  the  entmined  water, 
11^,  gives  us  for  the  evaporation  of  1  lb.  of  combustible  10.45  lbs.  of 
water,  and  of  1  lb.  of  coal,  9.06  lbs.  of  water,  from  and  at  a  tempera- 
ture of  212°  Fahr. 

The  boilers  were  of  the  ordinary  tubular  type,  each  5  feet  diam- 
eter by  14  feet  long ;  they  were  new,  clean,  and  the  settings  were  in 
best  of  condition. 

The  details  of  the  calorimeter  test  are  given  on  p.  744. 
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OALOBIHETEB  TEST. 

Weight  of  barrel,  61J  lbs. 

Took  steam  from  main  steam-pipe,  near  pump  and  at  about  same 
distance  from  the  boilers  as  the  engines.  The  pipes  leading  to 
the  engines  are  about  20  feet  long  and  uncovered. 

CALORIMETER  MEASUREMENTS. 


w 

w 

T 

7T/ 

H-T' 

W_ 
to 

T'.-T 

/ 

« 
tf 

£ 

11 

ll 

ll 

1 

fi 

P 

n 

1^ 

•s 

100 

290 

10 

50.8 

88.4 

1185.0 

1601.6 

29 

82.6 

875.4 

.06 

100 

290 

27.5 

56.8 

188.8 

1185.0 

1046.2 

10.5 

88 

875.4 

.18 

100 

827.5 

10 

55.8 

85.8 

1185.0 

1099.2 

32.75 

80 

875.4 

.18 

100 

827.5 

15 

55.8 

100.2 

1185.0 

1084.8 

21.88 

44.4 

875.4 

.18 

100 

832.0 

10 

99.2 

125.6 

1185.0 

959.4 

83.2 

26.4 

875.4 

.09 

100 

832.0 

16i 

99.2 

189.2 

1185.0 

945.8 

21.1 

40.0 

875.4 

.10 

100 

815.0 

16 

56.2 

102.8 

1185.0 

1082.2 

21.0 

46.6 

875.4 

.11 

100 

815.0 

25 

56.2 

180.0 

1185.0 

1055.0 

12.6 

73.8 

876.4 

.18 

TEST  OP  TWO  COMPOUND  CONDENSING  ENGINES  AT  ADRIAN.  MICH. 
December  A,  5  and  6,  1889. 

Both  engines  of  same  size— eacli  14  and  21  x  20".  These  engines 
are  furnished  with  throttling  governors  of  the  Waters  pattern^ 
two  eccentrics  and  linked  valve  gear  for  adjusting  the  cut-oflf,  an 
independent  pump  condenser  of  the  Hughes  pattern.  This  con- 
denser maintained  a  vacuum  of  27"  by  the  condenser  gauge  quite 
constantly.  The  indicator  cards  show  an  average  vacuum  of  about 
16^"  in  the  cylinders.  Holes  were  drilled  in  each  head  of  the  con- 
denser pump,  and  indicators  attached  and  cards  taken  from  both 
ends.  These  cards  are  shown  by  the  sample  submitted,  and  are 
quite  plienomenal  in  form.  This  is  in  large  part  due  to  the  peculiar 
motion  of  the  piston,  which  stopped  still  in  the  middle  of  each 
stroke.  The  steam  pressure  on  the  piston  rose  to  a  maximum  at 
this  point,  which  was  maintained  throughout  the  stroke.  Allow- 
ing 10^  for  clearance,  tlie  water  rates,  as  shown  by  the  cards 
from  the  condenser  pump,  computed  at  the  end  of  the  stroke, 
averaged  79.2  lbs.  per  I.H.P. 

The  water  used  by  the  condenser  was  taken  by  suction  from  the 
river,  a  distance  of  about  600  feet  horizontally  and  14r  feet  vertically. 
The  peculiar  action  of  the  pump  indicated  that  most  of  the  pump- 
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ing  was  done  on  the  latter  half  of  tlie  stroke.    The  following  are 
the  results  obtained  from  the  indicator  cards: 

HUGHES  INDEPENDENT  CONDENSER  PUMP— 10"  DIA.,  12"  STROKE. 


Absolutx  Rilkabx 

Stbax  from  Cabd  m 

M.L.!-. 

Prss. 

I.H.P. 

No. 

I.H.P. 

ItoT. 
25 

Hd. 

Cr. 

Hd. 

Cr. 

Hd. 

Cr. 

5 

20 

20.4 

2.60 

42 

44 

75.5 

74.8 

6 

16.7 

19.1 

2.12 

25 

7 

19.5 

18.7 

2.28 

25 

42.5 

4i 

77.7 

79.0 

8 

18.5 

19.9 

2.25 

25 

45.0 

44.5 

88.4 

78.5 

9 

18.5 

18.0 

2.12 

25 

48. 

45. 

81.7 

88.9 

10 

18.4 

20.0 

2.26 

25 

42. 

45. 

81.8 

76.8 

Average. 


79.9 


78.5 
79.2 


THE   BNQINES. 

The  north  engine  was  run  during  the  daytime  to  furnish  motive 
power  for  an  electric  railroad  on  the  Ray-Fisher  system.  Both 
engines  were  run  at  night  for  the  electric  lighting  of  the  city,  and 
in  addition  furnished  the  power  needed  by  the  street  railway.  In- 
dicator cards  were  taken  in  the  daytime  to  ascertain  the  power 
consumed  by  the  electric  road,  but  the  complete  tests,  during 
which  time  the  water  and  fuel  were  weighed,  were  only  made  at 
night 

COMPOUND  ENGINE,  ADRIAN   ELECTRIC  LIGHT  STATION— NORTH 

ENGINE. 

High-pressure  cylinder  14  x  20,  indicator  spring  40. 
Low-pressure  cylinder  21  x20,  indicator  spring  20. 
Throttling  governor.    Hughes  independent  condenser.    Electric 
street  railway. 


Time. 

Amperes  on 
Gauge. 

Boiler  Free. 

Vacaam  by 
Gaage. 

Rev. 

I.H.P. 

Total. 

High  Pres. 

Low  Free. 

2.85 
2.54 
8.05 
8.07 
8.28 
8.40 
4.08 

40 

0 

40      . 

60 

40 

0 

40 

80 
80 
85 
85 
92 
88 
87 

m 

27i 
27| 
27i 
28 
27i 
27 

170 
170 
174 
172 
166 
168 
178 

21.01 
4.8 
18.54 
22.46 
20.15 
4.87 
19.22 

11.9 
6.24 
14.84 
16.82 
12.04 
6.55 
12.41 

82.91 
10.90 
82.79 
89.89 
82.19 
10.92 
81.68 

Average,  10.91  I.H.P.  for  0  amperes. 
82.38         "         40        " 
89.89         •'         60 
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During  the  same  time  indicator  cards  were  taken  on  condenser 
pump,  and  these  showed  an  average  of  1.98  I.H.P.  As  tliis  pump 
used  3.6  as  much  steam  for  the  same  work  as  the  engine,  this  would 
be  equivalent  to  7.13  I.H.P.  for  engine.  The  average  work  of 
the  street  railroad,  with  two  cars,  required  40  amperes.  Making 
the  substitutions  and  reducing  as  shown  before,  we  have : 

Friction  of  north  engine  main  line  shaft  and  dynamos,  18.04 
I.H.P. ;  average  work  for  station,  one  engine  and  two  care,  39.15 
I.H-P. ;  average  work  to  run  two  cars  without  engineer  dynamo, 
21.11  I.H.P.,  or  10.56  H.P.  per  car. 

The  test  was  continued  for  four  hours,  commencing  at  5.30  p.m., 
during  which  time  all  fuel  and  water  were  weighed.  At  the  time 
of  commencing  the  test  a  start  was  made  with  fresh  fires,  clean 
ash  pits  and  boilers,  and  position  of  water  at  a  known  point  in 
boilers. 

Calorimeter  tests  were  also  taken  throughout  the  time  of  testing. 

The  boilers  were  of  the  ordinary  tubular  kind,  5  feet  diameter, 
13  feet  long,  with  domes.  The  fuel  used  was  Jackson  Hill  slack 
coal,  quite  wet.  The  valves  of  both  engines,  as  shown  by  the  indi- 
cator cards,  were  slightly  deranged,  the  head  end  of  the  cylinders  in 
both  engines  doing  the  greatest  proportion  of  the  work.  As  one 
engine  run  23^  hours  out  of  the  24  each  day,  we  had  no  means  of 
taking  preliminary  cards  in  time  to  adjust  the  valves  before  mak- 
ing the  test.  The  test  was  made  Friday  evening,  December  6, 
1889. 
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TEST  OF  COMPOUND  CONDENSING  ENGINES  AT  ADRIAN.  MICH.,  WITH 
WATERS*^  THROTTLING  GOVERNOR,  LINKED  VALVE  MOTION. 

NORTH   ENGINE. 

High-preeeure  cylinder,  14"  diameter,  20"  stroke. 
Low-pressure  cylinder,  21"  diameter,  20"  stroke. 
Indicator  cards  from  high-pressure,  40  spring. 
Indicator  cards  from  low-pressure,  20  spring. 


Amperes 

on 
Gtoge. 

Bat. 

BoUer 
Prei. 

Vttcn- 
nmby 
Gwige. 
Inches. 

Hioh-Prbssubs. 

Low-Prb8subb. 

No. 

M.E.P. 

I.H.P. 

M.E.P. 

Hd. 

Cr. 

Hd. 

Cr. 

LH.P. 

1 
2 
8 
4 
5 
6 
7 
8 
9 
10 
11 

0 
20 
40 
40 
40    . 
20 

0 
85 
70 
40 
40 

180 
176 
186 

1H2 

182 
186 
18S 
188 
185 
182 
18S 

88 
85 
So 
82 
85 
65 
88 
85 
80 
87 
80 

27 
27 
27 
27 
27 
27 
27 
27 
27 
27 
27 

16.4 
16.0 
19.1 
21.6 
21.9 
17.5 
13.9 
16.7 
22.5 
16.7 
15.0 

148 
14.0 
16.8 
19.0 
18.8 
15.8 
12  0 
20.0 
22.7 
20.0 
20.0 

48.21 
40.61 
51.92 
57.46 
57.90 
52.00 
87.99 
52.40 
65.60 
52.40 
51.21 

5.0 
5.6 
6.0 
6.0 

5.1 
6.0 

4.0 
4.2 
8.7 
8.5 

4.2 
4.0 

27.8 

80.18 
81.02 
80.72 

* 

82.00 
31.10 
32.90 
86.00 
32  10 
80.20 

Average. 

84.6 

27 

50.58 

80.74 

•  Non.— Card  lost. 
Totall.H.P.... 


t  M.E.P.  of  cards  not  preserved. 


81.82 


Variation  in  load,  42^. 

Variation  in  speed,  7^. 

Average  admission  pressure  from  indicator  card,  high-pressure, 
45.8  lbs.  above  the  atmosphere. 

Average  admission  pressure  from  indicator  card,  low-pressure,  1.0 
lbs.  above  the  atmosphere. 

Average  back-pressure  from  cards,  high-pressure,  3  lbs.  above 
atmosphere. 

Average  back-pressure  from  cards,  low-pressure,  8  lbs.  below 
atmospliere. 

Average  water-rate,  computed  from  end  of  stroke  on  card,  21.1 
lb»».  
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SOUTH  ENGINE,   ADRIAN,  MICH.,     BUILT    BY    LANSING    IRON  AND 

ENGINE  WORKS. 

Dimensions  and  cards  as  in  north  engine.     Waters'  throttling 
governor,  link  valve  motion. 


Rev. 

Steam 
Pres. 

Vacu- 
am  by 
Gauge. 

HlOH-PBISaUBX. 

Low-Pbxssubx. 

1^0. 

M.E.P. 

I.H.P. 

M.E.P. 

I.H.P. 

Hd. 

Cr. 

Hd. 

Cr. 

1 

190 

81 

27V 

18.7 

18.1 

46.50 

5.2 

8.9 

29.66 

2 

195 

90 

27 

18.6 

14.0 

50.48 

5.8 

4.8 

84.46 

8 

194 

87 

m 

18.0 

14.6 

49.48 

6.2 

4.6 

87.66 

4 

198 

88 

27 

18.0 

14.1 

47.90 

5.8 

8.7 

29.80 

5 

198 

90 

27 

17.8 

18.8 

46.98 

5.7 

4.2 

82.78 

6 

190 

80 

28 

17.4 

18.0 

44.90 

6.0 

8.5 

80.50 

7 

190 

87 

20* 

17.6 

18.6 

46.10 

6.0 

42 

88.97 

8 

196 

84 

27 

17.2 

18.0 

45.52 

5.0 

8.5 

25.66 

9 

191 

85 

37 

17.2 

12.7 

44.16 

5.5 

8.5 

29.95 

10 

194 

84 

27 

17.4 

18.0 

45.87 

5.5 

8.8 

80.97 

11 

168 

85 

27 

26.8 

10.6 

46.77 

84.80 

Av'age. 

192.6 

88.7 

27i 

18.57 

18.28 

45.88 

5.74 

8.92 

81.80 

ToUlLH.P 77.68 

Variation  in  load,  14^. 
.    Variation  in  speed,  S^ — not  taking  .No.  11  into  account,  as  change 
of  speed  at  this  point  was  due  to  change  of  governor. 

Average  admission  pressure  from  indicator  cards  (Figs.  125, 126 
and  127),  high-pressure,  43.3  lbs. 

Average  admission  pressure  from  indicator  cards  (Figp.  125,  126 
and  127),  low-pressure,  .50  Ibe.  above  atmosphere. 

Average  back-pressure  from  indicator  cards,  high-pressure,  3.7 
lbs.  above  atmosphere. 

Average  back-pressure  from  indicator  cards,  low-pressure,  8.5 
lbs.  below  atmosphere. 

Average  water  rate,  computed  from  end  of  stroke  on  cards,  22.3 
lbs. 

The  total  I.H.P.  of  the  plant  would  be — counting  one  I.H.P.  of 
condenser  pump  equal  to  3.6  times  that  of  the  engine,  because  of 
the  high  water  rates  of  the  indicator  cards — 

Condenser  pump 8. 18 . 

Peed-pump 2.25 

Botb  engines 158.95 

Total 169.88 
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The  calorimeter  tests,  which  were  conducted  throughout  the  trial, 
gave  results  showing  on  the  average  .OTlj^  of  entrained  water  in 


the  steam,  as  follows : 


CALORIMETER  MEASUREMENTS. 


W 

w 

T 

T' 

H 

H^T' 

to 

T'-r 

/ 

X 
Vf 

1 

^1 

ll 

1 

1 

i 

84 

800 

5 

52.2 

69.9 

1181.6 

1112.7 

60 

17.7 

88S.4 

.05 

84 

800 

IH 

52.2 

92.2 

1181.6 

1089.4 

26.8 

40  0 

888.4 

.09 

86 

»0u 

15 

52.2 

101.7 

1182.1 

1080.4 

20 

49.5 

882.1 

.101 

86 

300 

2i) 

52.2 

115.7 

1182.1 

1066.4 

15 

63.5 

882.1 

.12 

86 

300 

26| 

52.2 

183.5 

1182.1 

1048.6 

11.9 

81.8 

882.1 

.00 

88 

800 

10 

57.8 

89.9 

1182.5 

1002.6 

30 

32.1 

881.8 

.09 

88 

300 

15 

57.8 

118.5 

1182.5 

1069.0 

20 

55.7 

881.8 

.18 

88 

800 

22 

57.8 

135.2 

1182.5 

1047.8 

18.6 

77.4 

881.8 

.04 

80 

800 

15 

62.8 

110.4 

1180.7 

1070.8 

20.0 

48.1    885.5 

.11 

80 

300 

21 

62.8 

180.2 

1180.7 

1050.5 

14.3 

67.9  1885.5 

1 

.09 

Average 071 

WeigLt  of  empty  barrel,  64  Ibp. 

WATER  TEST. 

The  water  was  weighed  throughout  the  test,  the  consumption 
being  at  the  rate  of  5,028.57  lbs.  per  hour ;  deducting  from  this 
the  entrained  water,  the  consumption  of  steam  per  hour  would  be 
4,671.54^  lbs.  The  consumption  per  I.H.P.  would  be  27.53  of  steam 
per  hour.  During  the  test  there  was  no  means  of  pumping  from 
the  hot  well,  consequently  water  from  the  city  waterworks,  having 
a  temperature  of  49.6**,  was  pumped  directly  to  the  boiler. 

FUEL   CONSUMPTION. 

The  fuel  used  was  wet  Jackson  Hill  slack  coal ;  the  amount 
burned  per  hour  was  811.33  lbs.  At  end  of  test  the  ash  was 
weighed  back,  amounting  to  142.66  lbs.  per  hour,  or  17.6}^  of  the 
weight;  100  lbs.  of  the  coal  was  dried,  and  lost  by  evaporation  11 
lbs.  After  making  these  corrections  the  combustible  per  hour  was 
579.33  lbs.  This  makes  the  consumption  of  coal  4.79  per  I.H.P., 
and  of  combustible,  3.42  Ibp.  per  I.H.P.,  the  feed-water  having  a 
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temperature  of  49.6°.    Had  the  feed-water  a  temperature  of  110°, 
consumption  would  have  been  as  follows : 

4.52  lbs.  coal  per  I.H.P.  per  hour. 

3.24  lbs.  combustible  per  I.H.P.  per  hour. 

THE  BOILEBS. 

Ordinary  tubular  boilers,  clean  and  in  good  condition,  with  no 
leaks,  furnished  with  domes.  The  evaporation  of  feed-water  from 
49. 6<*  was,  per  pound  of  coal,  5.75  lbs,  of  water;  per  pound  of  com- 
bnstible,  8.05  lbs.  of  water.  The  evaporation  from  and  at  212° 
would  be,  per  pound  of  coal,  6.78  lbs.  of  water;  per  pound  of  com- 
bustible, 9.50  lbs.  of  water. 

TEST  OF  TWO  COMPOUND  CONDENSING  TRIPLE-EXPANSION 
ENGINES  AT  JACKSON  ELECTRIC  LIGHT  STATION. 

High-preBSure  cylinders 9i^  x  20  inches. 

Intermediate  **        14x20     *' 

Low-pressure  " 21x20     " 

The  south  engine  has  an  automatic  governor  attached  to  the 
valves  of  the  9J  and  14"  x  20"  cylinders,  the  valve  of  the  low  pres- 
sure cylinder  being  worked  with  a  fixed  eccentric. 

The  north  engine  has  automatic  governor  attached  to  all  three 
valves.  The  engines  are  so  arranged  that  they  can  be  worked 
together  on  the  same  shaft  or  run  independently.  For  the  purpose 
of  testing,  the  engines  were  worked  separately,  but  there  were  no 
possible  means  of  obtaining  separate  efficiencies,  as  steam  was  sap- 
plied  to  both  engines  from  same  boilers. 

The  water  rates  from  the  indicator  cards  were  on  the  average 
15.92  pounds  per  hour  for  the  north  engine,  and  15.82  pounds  per 
hour  for  the  south  engine.  The  vacuum  gauge  of  the  south  engine 
during  the  test  showed  about  24  inches,  that  of  the  north  engine  21 
inches ;  an  accident  which  happened  during  the  day  being  account- 
able for  the  poor  vacuum  in  the  north  engine.  Had  its  vacuum 
gauge  been  in  usual  condition,  the  economy  of  the  north  engine 
would  have  been  better ;  the  water  rate  probably  would  have  14.83 
pounds  to  the  J.H.P.  per  hour,  measured  from  the  indicator  cards 
(Figs.  130, 131, 132). 

The  following  are  the  results  of  the  test: 


Digitized  by 


Google 


Digitized  by 


Google 


Digitized  by 


Google 


TESTS   OF   SEVERAL  TYPES  OF  ENGINES. 


753 


SOUTH  ENGINE. 

Indicator  Cards, 

Hlgh-pre8«are 9^  x  20  inchet*. 

Intermsdiate 14  x  30     ** 


60  spring. 
40      " 


Low-pressure . . 

21x20 

(1 

20 

(< 

If 

Atbraob  M.E.P. 

IMDIOATSD  H.P. 

, 

•.  bi-* 

Rev 

Total. 

ft^ 

?.^  & 

No. 

SfiO 

High. 

Int. 

Low. 

High. 

Inr. 

Low. 

&^^\>^5 

1 

97 

167 

45.0 

16.55 

4.22 

54.42 

42.70 

24.55 

122.05 

108 

24 

2 

08 

167 

42.ai 

17.80 

5.50 

50.0-i 

4t.70 

32.14 

126.86 

108 

V4 

.H 

97 

168 

42.9 

17.6 

5.25 

50.68 

45.21 

80.36 

126.20 

108 

24 

4 

97 

166 

40.7 

17.2 

5.7 

48.24 

48.17 

38.12 

124.^3 

l(i9 

24i 

5 

97 

166 

41.8 

17.5 

5.6 

49.07 

45  16 

32  51 

126.74 

109 

24k 

6 

98 

164 

89.6 

16.9- 

5.6 

46.83 

43.82 

32.51 

122.33 

109 

24 

7 

98 

164 

41.6 

17.8 

6.0 

48.88 

45.40 

34.44 

128.67 

109 

2.^1 

8 

98 

164 

41.4 

17.8 

6.1 

48.59 

45.40 

34.56 

128.55 

109 

23^ 

10 

98 

164 

48.4 

16.9 

5.7 

50.71 

43.32 

82.72 

126.75 

109 

m 

11 

98 

166 

41.7 

17.5 

6.85 

49.55 

45.16 

36.5.S 

131.24 

110 

231 

12 

98 

166 

40.9 

5.4 

48.59 

31.58 

110 

23| 
28^ 

13 

98 

166 

89.2 

16.8 

5.2 

46  59 

43.41 

30.17 

120.11 

110 

14 

97 

166 

17.2 

5.4 

44.41 

31.58 

110 

23i 

15 

98 

168 

89.8 

16.0 

5.1 

47.80 

41.30 

85.30 

123.90 

110 

23i 

16 

98 

168 

89.0 

16.9 

5.7 

46.90 

44.15 

33.79 

128.84 

110 

23i 

Average  . . . 

41.8 

16.9 

5.48 

49.09 

44.06 

3>.40 

125.50 

Average  Btemn  consumption  from  card,  15.) 
Variation  in  load,  .09^. 
Variation  in  speed,  .024^. 


libs,  per  L H.P. 


NORTH  ENGINE. 

Indicator  Cards, 

High-pressnre  cylinder 9^  z  20  inches. 

Intermediate         " 

Low-pressure        •*        


.14x20 
.21x20 


60  spring. 
40      " 
20      •* 


h 

Rer. 

ATBIUOEM.B.P. 

Indicated  H.P. 

Total. 

Vacmini 

No. 

by 

CO 

High. 

lut. 

Low. 

High. 

Inu 

Low. 

Gauge. 

1 

98 

166 

45.9 

16.7 

7.8 

54.28 

43.10 

45.32 

143.6 

21 

2 

97 

166 

48.4 

17.3 

7.7 

67.52 

44.67 

44.73 

146.92 

20i 

3 

98 

166 

49.4 

16.65 

7.1 

5S.70 

42.98 

41.25 

142  93 

21 

4 

98 

166 

44.1 

16  9 

7.4 

52.40 

48.58 

4i5.0 

138.93 

21 

5 

97 

167 

44.2 

17.5 

7.25 

5->.90 

45.43 

42.65 

140.98 

21 

6 

97 

167 

45.9 

16.9 

6.8 

54.61 

43.81 

39.76 

138.18 

21 

7 

98 

167 

46.0 

16.4 

7.7 

55.00 

42.55 

45.01 

142.56 

m 

12 

98 

165 

43.9 

16.3 

7.2 

52.83 

42.57 

41.58 

186.97 

21 

13 

98 

162 

46.3 

16.5 

6  9 

5».68 

42.04 

89  64 

138.46 

21 

14 

97 

163 

46.3 

16.0 

7.6 

56.68 

40.80 

44.40 

141.88 

21 

16 

97 

167 

45.45 

15.9 

7.0 

54.34 

41.24 

40  92 

136.50 

21 

17 

98 

167 

45.4 



45.9 

16.3 

7.8 

54.24 

42.30 

45.59 

142.10 
140.93 

21 

Average  .... 

16.6 

7.a5 

55.20 

42  92 

42.81 

Average  steam  concumptron  from  card,  15.92  pounds  per  I. H.P. 
Variation  in  load,  .OTOjT. 
Variation  in  speed,  M\%, 
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CALORIMBTEB   TEST. 

X 


Percentage  moisture  =  —  = 
w 


W 


w 


{T'  -  T) 


W 

w 

T 

T* 

H 

jy-T" 

w 

r-T 

/ 

i 

s 

9>  M 

? 

li 

^ 

o  . 

w 

It 

1 

1 

1 

r 

II 

f 

il 

OS 
1* 

77 

800 

15 

57.4 

107.8 

1180.0 

1072.2 

20 

50.4 

.07 

887 

84 

800 

15 

62.2 

115.5 

1181.6 

1066.1 

20 

58.8 

.00 

833.9 

98 

800 

15 

56.8 

105.6 

1189.6 

1079.0 

20 

49.8 

.09 

876.2 

97 

800 

15 

58.8 

106.4 

1184.5 

1078.1 

20 

52.8 

.07 

877 

97 

800 

15 

54.6 

109.2 

1184.5 

1075.8 

20 

54.6 

.02 

8T7 

97^ 

800 

15 

58.0 

104.2 

1184.5 

1080.8 

20 

51.2 

.06 

877 

97^ 

800 

10 

58.0 

88.8 

1184.5 

1095.7 

80 

85.8 

.025 

877 

800 

15 

58 

105.5 

1184.5 

1079.0 

20 

52.5 

.08 

877 

^It 

800 

25 

58 

187.0 

1184.5 

1047.5 

12 

84.0 

.04 

877 

97i 

800 

80 

58 

153.0 

1184.5 

1081.5 

10 

100 

.085 

877 

Average  steam,  .034^  wet. 
WATER  OONSUMP'nON. 

The  amount  of  water  used  by  the  engines  per  hour  equalled  4,960 
lbs. ;  this  is  equal  to  18.61  lbs.  per  I.H.P.  per  hour.  Deducting 
entrained  water,  .034^,  the  water  consumption  of  the  engine  was 
17.98  lbs.  per  I.H.P. 

EVAPORATION   OF  BOILERS. 

7419  lbs.  of  water  mised  from  a  temperature  of  110^  and  con- 
verted into  steam  at  a  pressure  of  97  lbs.  for  each  gallon  of  oil 
burned.  This  would  make  the  evaporation  work  of  one  gallon  of 
oil  82.49  lbs.  of  water. 

If  the  weight  of  a  gallon  of  oil  is  7.4  lbs.,  the  evaporation  would 
be  11.15  lbs.  of  water  to  one  pound  of  combustible. 

FOEL   PER   ONE   HORSE-POWER. 

The  consumption  of  oil  was  80.72  gallons  per  hour  for  266.43 
I.H.P.;  this  is  equal  to  .303  of  one  gallon  per  I.H.P.  per  hour. 
An  approximation  of  the  fuel  used  per  I.H.P.,  extending  over  a 
long  time,  by  Mr.  James  Foote,  was  as  follows: 
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WORK   OF   STATION, 

275  H.P.  for  5    hoars  =  1,875  H.P.  for  one  hour. 
280  H.P.    "   8i      *'      =  1,955  H.P.  •'    *'       '* 
30H.P.   "8       "      =       90  H.P.  "     " 

This  would  give,  on  the  average,  3.37  H.P.  from  one  galloii  of 
oil,  or  an  amount  very  nearly  the  same  as  obtained  in  the  test. 


^ 


.^H 


-*1  ^ 


i 


Digitized  by 


Google 


756 


TESTS  OF  SEVEBAL  TTFES  OF  ENGIKES. 


-^g:^ 


to 


c 

CO 


i 


^17 


Digitized  by 


Google 


TESTS  OF  SEVEBAL  TYPES  OF  ENGINES. 


757 


JACKSON  ELECTRIC  LIGHT  STATION  TRIPLE  EXPANSION  ENGINES. 

AYBRAOB  IfEASTTBBMBNTS  FROM  INDICATOR  CARI>S.      (FigS.  188,  184) 
SOUTH  BNGINB. 


Admission  pressure  above  atmosphere. 

Release  pressure 

Back-pressure  abore  atmosphere 

Absolute  back-pressure  shown  bv  gauge 
Absolnte  back-pressare  In  cylinders. . 
M.E.P 


ATerage 

Steam 

Pressure. 


97i  lbs. 


Average 
Vacaam 
by  Gauge. 


24  in. 


High. 
Pressure. 


94.2 
45.5 
81.2 


NORTH  ENGINE. 


Admission  pressure  aboye  atmosphere 

Release  pressure. 

Back-pressure  above  atmosphere 

Absolnte  back-pressure  shown  hj  gauge 
Absolute  back-pressare  In  cylinders. 
M.B.P •. 


97i  lbs. 


21  in. 


45.9 
41.89 

94.0 
58.6 
88.0 


Inter- 
medi- 


81.2 
6.6 
0.4 


47.7 
45.9 


15.1 
16.9 

88.8 

12.8 

5.4 


Low- 
pres- 
sure. 


21.1 
16.6 


0.4 

5.16 

8.1 

2.7 

5.6 

5.48 

5.75 
-2.84 
-5.6 
4.2 
8.5 
7.85 
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TRIPLE  EXPANSION  ENGINE. 

JACKSON.  MICH. 

BUILT  BY  LANSING  IRON  WORKS, 

LANSING,  MICH. 

Steam  Pressure  98  lbs.  Gauge 

Revolutions  165 

Vacuum  21  in. 

1  H  P.  143 


Equivalent  Volume  Diagram 
20  Spring 


Fig.  188. 


High  Pressure 
9Kx20 
60  Spring 


Intermediate 


Fig.  184 
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SUMMARY  OF  RESULTS. 


Location 


Dimensions^Higb. . 

Nambrr  of  Engines. 
Steam  PreMnre 


Steam  per  I.H.P 

Per  cent.  Entrained  Water. 


Cool  per  I.H.P 

Combustible  per  I.H.P 

Evaporation  per  lb.  Coal 

ETapor*n  per  lb.  Combustible 


Simple 
Antoraatic. 


Jonesville, 
Micb. 


14x20. 

1 
70.8 


80.8 


Vacaam  in  incbes  br  Oange. 

(Higb .. 

LH.P...  { 

(Low 


I.H.P.  ToUl . 

Revolntions 

Kind  of  Work  ... 


5.84 
4.76 
«.70 
7.49 


46.45 

171.5 

Floor  Mill. 


Corliss 
Condens- 
ing. 


Lansing, 
Micb. 


14x86 

1 
69. 


26.87 
0.67 

4.68 
8.61 
6.G0 
^.27 


61.119 
96 


Compound 
Non-Con- 
densing. 


Lansing, 
Mich. 

14x20 
21x20 

1 

80. 

1st        2d 

Test.    Test. 

82.8     32.6 

06        .X 


Compound  Comdbmsimg. 


Throttling 

Goremor, 

Independent 

Condenser. 


Adrian, 
Micb. 

14x20 
21x20 

2 
88.7 


27.68 
.071 


6.2       5.12  4.62 

4.2       4.W  8.24 

7.4       7.46^  6.78 

0.2       9.56|  9.60 

No.         So. 

Eng.       Eng. 
27.2 

50.58    46.88 

80.74    81.80 


60.9     68.75   81.83    77.62 
149.8      ;184.1    198 


Automatic  Governor 

Belted  Condenser 

Pump\ 


Albion, 
Mich. 

9|x20 
21x90 

1 
130.6 


18.77 
66 

8.(& 
1.97 
6.90 
10.66 


26.4 
56.04 


89.48 


Flour  Mill.  Wheel  Fact! 


96.47 
160.5 


Lanoing, 
Micb. 

14x20 
21x20 

2 
100.1 


16.57 
.11 

1.96 
1.69 
9.06 
10.45 
Bast    West 
Eng.     Eng. 
28.0    28.1 
68.28  48.80 

69.04  47.50 


187.82  90.8 

227.4 
172      17« 


Triple  Ex- 
pansion. 


Electric  Light  Engines. 


Jackson, 
Mich. 
9^x20 
14x20 
21x20 
2 

96.0 


17.96 
.(KM 
Oil. 
.808  eal. 

11.15 

No.  So. 

Eng.  Eng. 

21.0  24.0 

65.2  49.0 

42.9  44.1 

46.8  22.4 

140.9    126.6 

266.4 
166.7    165.6 


Steam  per  I.H.P 

High-    (Admission  . 
Preroure  { Release . 


Cards.    ( Back-Pressure  . 


Low- 
pressure 
Cards. 


r  Admission . 

I 
I 


JReleaae 

tBack-Pre8«tire .. 

Ratio  of  Cylinders j 

Total  Expansions 

Fuel-kind 

Per  cent.  Waste 


Mbasubimkiits  fbox  Indicator  Cabds. 
24.5 
68.8 

8.2 

1.0 


6 
Jackson 
Hill  Lump. 
.11 


22. 
58. 

46. 
11. 

25.8 
6.8 
20. 
16. 

15. 

4. 

9.6 

16 

'S? 

Soft  Nut. 

Soft  Lump. 

.22    1 

.90 

221         221.8 
45.8       43.8 
9.6         8.6 
8.0         8.7 

16.84 
118.8 
80.0 
11.0 

15.8    19.4 
84       70 
22       19 
14       12.6 

1.0         1 

7.8 

10.1      6.0 

-6.0      -6 

-6.46 

-8.7  -6.0 

-8.0     -8.5 

-8.00 

-7.6  -8.0 

lto2i 
18.5       18.0 
Jackson  BUI 

Slack. 
.286 

1  to  4.88 
86 

Soft 

Slack. 

.858 

lto2J» 

26.1  to  56 

Soft  Lump 

and  Coke. 

.188 

15.9 

94 

58.6 


15.82 

94.2 

45.6 


88.0    81.2 

12.8     6.6 
5.4     0.4 

6.75  oT 
-2.84-5.16 
-6.6  -8.10 

1  to  2.26 
2.26  to  4.88 
20.6    81.8 

Crude  Oil. 


DISCUSSION. 

Prof.  D.  S.  Jacobus. — I  would  like  to  ask  about  the  percentage 
of  entrained  water.  The  author  lias  found  about  6j^^  in  one 
case,  and  some  of  the  tests  appear  to  show  a  still  greater  amount. 
This  is  higher  than  one  will  ordinarily  find  with  the  engine  stand- 
ing near  the  boiler.  The  paper  states  that  the  pipe  is  covered, 
and  under  this  set  of  conditions  I  should  think  that  was  a  very 
high  percentage  of  priming. 

3/r.  Carpenter. — The  calorimeter  tests  are  described  in  the 
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paper.  In  that  engine  the  boiler  was  about  seventy-five  feet 
distant.  I  think  the  calorimeter  tests  ran  quite  evenly.  J 
had  a  very  good  pair  of  scales  and  a  standard  thermometer 
24  inches  long,  made  by  Henry  J.  Green.  Nearly  all  the 
engines  showed  a  great  deal  of  entrained  water,  although  I 
think  with  this  exception  all  the  pipes  were  uncovered. 

Prof.  Jacobns. — ^Were  the  results  obtained  with  the  barrel 
calorimeter  checked  in  any  way,  such  as  by  observing  the  ap- 
pearance of  the  steam  on  issuing  from  an  orifice  ?  I  have  made 
a  number  of  tests  with  barrel  calorimeters,  and  I  find,  by  altering 
the  conditions,  under  certain  circumstances  widely  different  re- 
sults may  be  obtained.  Experiments  made  in  order  to  determine 
the  calorific  effect  of  a  wooden  barrel  do  not,  as  a  rule,  agree  very 
well  with  each  other. 

Mr.  Carpenter. — I  made  these  calorimeter  tests  as  carefully 
as  I  could.  I  know  that  difficulty  very  well  with  the  barrel 
calorimeter,  and  I  have  also  experienced  the  same  irregulari- 
ties with  other  calorimeters.  I  had  no  way  of  checking  the 
results,  but  believe  them  to  be  quite  accurate.  I  made  no 
correction  for  temperature-equivalent  of  the  barrel,  as  it  would 
in  any  event  have  scarcely  changed  the  results.  I  have  no  ques- 
tion in  my  mind  but  that  all  calorimeter  measurements  are  likely 
to  be  somewhat  irregular.  I  have  often  noticed  this.  I  presume 
all  have  felt  it.  I  have  never  been  satisfied  in  my  own  mind 
whether  that  was  the  fault  of  the  calorimeter  or  the  flowing 
over  of  entrained  water.  I  have  recently  concluded  that  it  was 
very  likely  to  be  the  actual  flowing  over  of  the  water  ;  because 
I  know,  if  the  water-line  changes  a  little  or  the  action  of  the 
engine  requires  a  little  more  steam,  the  effect  is  to  make  a 
pulsation  or  wave-motion  which,  I  think,  might  draw  over  the 
water.  The  calorimeter  measurements  were  made  in  that  way, 
and  as  carefully  as  possible  under  the  circumstances.  I  believe 
the  results  in  that  especial  case  to  be  correct 

Mr.  T.  J.  Borden. — Will  Mr.  Carpenter  state  to  us  how  that 
pipe  was  taken  from  the  boiler ;  whether  it  was  taken  from  the 
shell  without  any  enlargement  of  the  opening  ? 

Mr.  Carpenter. — This  particular  pipe  was  taken  directly  from 
the  boiler,  carried  up  to  a  height  of  three,  possibly  four,  feet,  and 
then  carried  over  to  the  engine,  which  was  in  an  adjoining  room  ; 
and  there  were  three  or  four  elbows — I  am  not  certain  about 
the  number — making  a  total  distance  of  about  seventy-five  feet 
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It  was  covered  with  a  composition  invented  by  the  miller,  and 
made  by  simply  patting  on  flour,  bran,  and  middlings  mixed  with 
water,  making  an  adhesive  coat  which  was  almost  as  firm  as  a 
plastered  wall,  and  it  had  been  on  several  years. 

Mr.  Noffle. — I  would  suggest  to  Mr.  Carpenter  that,  when  he 
uses  the  calorimeter,  he  pursue  the  method  Mr.  Barrus  does  in 
the  use  of  his  calorimeter — that  he  try  it  also  when  the  engine 
is  not  using  steam ;  and  that  would  be  a  check  on  all  his  cal- 
culationa 

Mr.  Carpenter. — It  would  not  check  it  at  all.  The  wet  steam 
in  the  case  under  discussion  was  no  doubt  due  to  the  high  water- 
line  carried  by  the  firemen,  in  spite  of  all  my  remonstrances. 

Mr.  Nagk. — ^Have  you  ever  tried  it  ?    Do  you  get  dry  steam  ? 

Mr.  Carpenter. — I  have,  and  sometimes  get  dry  steam. 

Mr.  Webber. — I  would  suggest  that  Mr.  Carpenter  do  not  use  a 
barrel  calorimeter  at  alL  If  he  used  a  Barrus  or  Peabody  cal- 
orimeter he  would  get  better  results. 

Mr.  Carpenter. — These,  especially  the  old  forms,  would  require 
drier  steam  than  we  get,  I  believe  the  barrel  calorimeter,  care- 
fully handled;  will  give  fairly  accurate  results. 
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CCCLXXXV. 
P^CLBT'S  TREATMENT  OF  CHIMNEY  DRAUGHT 

BT  J.  BURKITT  WEBB,  HOBOKXK,  N.  J. 

(Member  of  the  Society.) 

In  the  discussion  upon  chimney  draught  at  the  last  meeting  of 
this  Society  I  commented  briefly  upon  the  treatment  in  Peclet  and 
promised  a  paper  upon  the  subject  at  this  meeting.  My  part  in 
that  discussion  should,  therefore,  be  read  in  connection  with  what 
follows  here,  to  avoid  needless  repetition. 

The  portion  of  that  treatment  which  it  was  the  intention  to 
discuss  may  be  translated  freely  as  follows :  * 

"  538.  If  the  pressure  be  expressed  in  a  column  of  air  at  6  de- 
grees, we  have,  x  being  the  height  of  t\\€  column, 

^_Ha(t^O)^ 
^ "      1+at      ' 

if  it  be  expressed  in  a  column  at  t  degrees,  it  will  be 


P6clet,  in  his  last  edition,  chose  the  first  in  accordance  with 
some  experiments,  not  very  complete,  and  which  seem  insuflScient 
to  decide  the  question. 

^^  539.  The  mechanical  theory  of  heat  allows  the  diflScnlty  to  be 
solved. 

Suppose  that  at  the  base  of  the  chimney  the  atmospheric  press- 
ure expressed  in  kilogrammes  per  square  meter  is  po  and  that  0 
is  the  temperature  of  the  outside  air,  also  that  jt>  is  the  pressure  at 
the  top  of  the  chimney  and  t  the  temperature  of  the  air  which 
flows  out. 

If  we  consider  an  infinitely  thin  slice  of  air  in  the  chimney,  dh 

»«  TraiU  de  la  Chaleur  par  E.  Peclet,  Quatri^me  6ditSoD,  public  par  A. 
Hudelo."    Vol.  I.,  page  279. 


Digitized  by 


Google 


PEGLET*8  TBEATMENT  OF  OHDfNET  DRAUGHT.  768 

will  be  its  height  and  dt  the  variation  of  the  temperature  of  the 
air  in  its  passage  across  the  slice ;  supposing  no  heat  to  be  lost 
through  the  walls  of  the  chimney,  and  putting  u  for  the  velocity, 
the  increase  of  external  kinetic  energy  of  one  kilogramme  of  air 
passing  through  one  square  meter  of  the  section  of  the  chimney 
will  be  udu  -^  gr,  the  work  equivalent  of  the  heat  which  disappears 
will  be  dQ  -7-  A^  and  the  work  done  against  gravity  will  be  dh. 
The  equation  for  the  energy  will  then  be 

!f^  =  ^_rfA.     ......    (1) 

On  the  other  hand,  if  we  consider  the  air  entering  the  chimney 
at  the  temperature  0  and  at  the  pressure  jp^,  it  must  be  heated  by 
the  fire,  under  the  constant  pressure  ^^j  to  a  temperature  ^',  such 
that  after  expanding  adiabatically  it  will  reach  the  top  of  the 
chimney  with  the  temperature  t  and  pressure  ^,  so  that  we  shall 
have 

1  +  ^^  ^  (V\  ^^ 


or,  if  we  put  — T —  =  n 


and  finally 


1  +  aV  _ Po" 
\  -{-at       p"" 


i^  ^t^^A^'Pl^Ut.^ 


r 

The  equation  (1)  being  integrated,  gives  for  the  velocity  of  exit 
of  the  air 

dQ 


t^__  V'  dQ 


•H.    .    .    .    .     (2) 


H  being  the  height  of  the  chimney,  whence 

|=J(^'-,)-^, (3) 

and  consequently 

?f!  =r  £  LL^  PljzJt  -  H 
"Ig     A'     a      '      p^ 

If  /)  is  the  mean  weight,  in  kilogrammes  per  cubic  meter,  of  a 
column  of  the  exterior  air  the  height  of  the  chimney,  we  shall 
have 
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and,  if  we  put 

p=^m  ED, 
we  Bhall  have 

i>,  =  (1  +  7n)  ^i?  =  m  ('l  +  -i-)  HDy 

whence 

o^n  =  m"  (^1  +  ni-  +  n(n  -  1)  -i  +  .  .  ^WD', 

and,  as  wi  is  a  very  large  number,  we  shall  have 


whence 


p^  m 

Substitating  this  in  the  value  of  u  it  becomes 
u"      On  \  ^-ai 


2g      A'    am 
but  we  have 


-S; (4) 


"^~HD''A-~       1.293       ' 


and  if  we  Bappose 

J.  1.293  {p  +  p,) 

2(1 +o<0  0-76  X  13.6' 

we  have,  by  snbstitntiug  these  values, 

JM»  _P±Po    gl    +at    _    rj 

^~     2p        l  +  aO     '°- 
Now,  without  seusible  error,  we  may  ptit 

The  last  formula  is,  therefore,  the  one  thai  is  to  be  used. 
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**  540.  Accepting  this  formula  there  results  for  the  velocity  of 
the  cold  air 


or. 


!-{-  at  y       l+aff 
0.268      ^ 1 


the  velocity  of  the  hot  air  being 


''•=«-2««v'^^ (^ 


"  544.  If  we  compare  the  results  deduced  from  formula  (A)  with 
those  obtained  by  employing  the  formula,  whicli  supposes  the  head 
expressed  in  cold  air,  we  have,  for  0  =  zero. 


v  =  VJ^^^^, 


at 


and  if  we  make  t  successively  equal  to  50*^,  lOO'',  150^,  200%  250©, 
800%  850%  400%  500%  1000%  1500%  2000%  we  find  for  the  values 
of  the  second  factors  .39,  .51,  .57,  .64,  .68,  .71,  .74,  .76,  .80,  .88, 
.91,  .93. 

As  far  as  100°  the  results  deduced  from  the  two  formulas  differ 
but  little,  and  for  a  temperature  of  300®,  which  is  rarely  exceeded 
in  practice,  the  values  are  in  the  ratio  of  7  to  5.'^ 

It  is  difficult  to  see  why  certain  parts  of  this  analysis  may  not 
be  shortened  to  advantage ;  we  shall  therefore  venture  to  remodel 
it  and  shall  be  able  to  examine  it  more  satisfactorily  in  the  reduced 
form.  The  equations  will  be  numbered  to  correspond  with  the 
previous  ones,  and  centigrade  degrees  will  be  adhered  to. 

In  the  paragraph  following  equation  (1)  it  will  be  better  to  in- 
troduce r<>,  r  and  r'  for  ^,  t  and  t\  and  then  to  proceed  immediately 
with  the  integration  of  (1),  thus : 

Integi-ating  between  the  limits  r  and  r'  we  have 


2ff 

or, 

ti»        G 


2^-J     ~A        ^> (^O 


where  JET  is  the  height  of  the  chimnev. 
49 


2y=^lT'-r).^,   .    .         .    (3') 
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By  the  law  of  adiabadc  expansion 
from  which,  bjr  division, 

>fe  —  1  '  * 

Here  n  =  — j— >  *^^  ^^  ^®  P°^  Po  =  p  +  ^p  we  shall  get 

p  ..* 

approximately,  the  higher  powers  of  —  being  omitted  from  the 

development  as  insignificant. 
Substituting  this  value  of  r'  —  r  in  (S')  there  results 

^:=^^P-H, (4') 

which  is  in  terms  of  the  temperature  and  pressure  of  the  air  issu- 
ing from  the  top  of  the  chimney. 

Q 

-2  is  the  work  equivalent  of  the  heat  required  to  raise  a  kilo- 

gramme  of  air  1**,  and  Cn  -i-  AIb  the  external  work,  or  work  of  dila- 
tation per   degree,  Ckr  —  ^  is  then  the  work  of  dilatation  for 

r  degrees,  which  is  equal  to  pv;  therefore  Cnr  -^  Ap  =  v  =  -, 

V  being  the  volume  of  a  kilogramme  of  hot  air  at  the  top  of  tl\e 
chimney  and  d  the  weight  of  a  cubic  meter  of  the  same. 
We  can  now  write  (4')  in  the  form 

^  =  ^f-H=M'-ff, (4J) 

Now  ^p  is  the  weight  of  a  column  of  cold  air  whose  section  is 
unity,  height  *  S]  and  temperature  ff ;  therefore  ^P  -«-  d  is  the 
height  II'  of  a  column  of  hot  air  of  the  same  weight  and  sectionj 
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and  whose  temperature  is  t.  The  velocity  u  is  thus  seen  to  be  (Jue 
to  the  excess  in  height  of  the  column  of  hot  air  over  the  cold-air 
column.  The  expression  may  be  further  simplified  by  expressing 
ff'  in  terms  of  JJand  the  temperatures, 

B'  =  H^, 


and  this  reduces  the  last  equation  to 


v^  _  r  —  TorT_  Ha  jt—d) 


(6') 


Comparing  the  analysis  with  this  modified  form  we  see,  first, 
that  the  introduction  of  m  is  no  simplification  and  is  unnecessary  ; 
second,  that  the  introduction  of  the  mean  density  D  of  the  outside 
air  is  not  only  useless  but  misleading.  The  formula  for  D  is  only 
approximate  at  best,  and  when  {p  +jpo)-f-  2p  is  put  equal  to  1 
(i.  e.,p  =  po)  it  changes  D  to  the  density  of  the  cold  air  at  the  top  of 
the  chimney,  so  that  the  plainest  way  would  have  been  to  take 
the  density  there  in  the  first  place  as  sufficiently  exact,  instead  of 
leading  up  to  it  by  two  approximations,  the  latter  of  which 
(^p^zrzp)  would  be  inadmissible  in  other  parts  of  the  analysis. 
But  ^  is  not  wanted,  because  -^p=jPo  —  i>  is  evidently  a  more 
available  and  exact  value  for  the  weight  of  the  coldair  column 
than  ffD  is,  and  because  the  densities 
disappear  from  the  final  equations. 

Thus  much  in  reference  to  the  algebraic 
features  of  the  analysis;  we  shall  now 
examine  the  thermo- dynamic  part. 

Fig.  135  is  drawn  to  illustrate  the  sup- 
positions of  the  paragraph  preceding  equa- 
tion (1).  Of  course  dh  is  plus,  and,  sup- 
posing du  plus,  dQ  will  be  plus  and  dr  minus.  Q  is  the  quantity 
of  heat  furnished  by  the  air  in  cooling  dr^  and  this  is  the  only 
change  of  heat  involved  in  crossing  the  differential  slice.  But 
equation  (1)  is  not  complete,  an  important  term  being  omitted ; 
we  shall  therefore  produce  the  correct  equation  and  compare  it 
with  (1). 

The  only  way  in  which  a  velocity  can  be  increased  or  a  weight 
lifted  is  by  the  application  of  a  force  in  the  proper  direction.  The 
force  in  this  case  must  be  an  excess  of  pressure  at  the  lower  face  of 


i 

'3         "^           J^     ' 
•f-       -h         -»- 
0»         K*          <j 

+ 
9 

^ 
^ 

1 

1 

o»     >•      •< 

;a 

1 

Fig.  185. 
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the  slice  over  that  at  the  upper,  and  the  only  way  in  which  the 
quantity  dQ  of  heat  is  concerned  is  in  assisting  to  create  this  differ- 
ence of  pressure ;  p  being  the  pressure  at  the  lower  surface  of  the 
slice,  that  at  the  upper  is  p  +  dp^  dp  being  minus.  The  work  done 
on  a  kilogramme  of  air  passing  across  the  slice  is  therefore  the 
product  of  —dp  by  the  volume  of  one  kilogramme  or  — vrfp,  so 
that  we  have 


^9 


4-  d A  =  —  vdp 


(1") 


Fio.  186. 


the  minus  sign  being  needed  to  reverse  the  intrinsic  sign  of  dp  and 
make  the  expression  for  the  work  plus. 

The  shaded  area  in  Fig.  136 
shows  this  work  corresponding  to 
the  expansion  of  the  air  along 
the  adiabatic  curve  from  d  to  c. 
Now  this  adiabatic  expansion  is 
a  compound  of  the  isothermal 
expansion  dh  and  the  fall  of  tem- 
perature ^(?  at  constant  volume; 
in  the  same  way  the  fall  of  press- 
ure dp  is  equal  to  the  isother- 
mal fall  ah  plus  the  further  full  he  to  the  adiabatic,  between  which 
there  exists  the  relation 

he:  ae  =  l:y  =  Cii  C. 

The  quantity  of  heat  dQ  corresponds  to  the  fall  of  pressure  bcy 
being  equal  to  v.  be  =  Cidr^  comparing  which  with  the  term  iu  (1"), 
whose  value  is 

--vdp  =  Cdt^ 

it  appears  that,  to  make  (1)  true,  its  right  hand  member  should 
have  added  to  it  the  term 

{C-C^)dt. 

The  heat  represente(l  by  this  expression  is  part  of  tlie  latent  heat 
given  to  the  air  in  heating  it  from  r,  to  r' — i.  e.j  from  0  to  t' — at 
which  time  it  was  converted  into  work  and  stored  up  by  gravity. 
While  the  addition  of  this  quantity  would  make  (1)  correct,  it  could 
only  enter  as  representing  a  quantity  of  work,  not  heat,  and,  in- 
deed, this  is  the  only  way  in  which  dQ  can  enter,  both  being 
included  in  the  work  —  vdp. 
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Equation  (3)  is  the  integral  equation  of  (1")  and  is  not,  therefore, 
the  integral  of  (1) ;  so  that  the  analysis  contains  not  only  what  we 
cannot  help  regarding  as  an  error,  but  a  second  compensating  one. 

It  is  to  be  noticed  that  in  similar  equations  (page  169)  the  term 
has  not  been  omitted. 

The  meaning  of  the  artificial  temperature  i\  or  r',  which  is  used 
as  a  limit  in  equation  (2),  must  now  be  considered.  It  does  not 
appear  from  the  analysis  that  tlie  author  had  its  meaning  clearly  in 
mind. 

It  will  be  seen  that  this  temperature  has  no  counterpart  in  an 
actual  chimney  and  that  its  introduction  requires  a  considerable 
modification  of  the  problem.  The  use  of  t\  therefore,  with  no  proof 
that  such  a  modification  is  admissible,  affects  the  reliability  of  the 


r  p 


P.T» 


Fig.  187. 


argument  and  might  raise  doubts  as  to  the  accuracy  of  the  result, 
were  it  not  otherwise  known  to  be  correct. 

Fig.  187  con'esponds  to  an  actual  chimney  in  which  the  air 
acquires  a  velocity  before  it  reaches  the  fire  FF^  and  in  doing  so 
experiences  an  adiabatic  fall  of  temperature  and  pressure  from  r,  to 
Ti  and  from  p^  to  Pv  The  fire  then  heats  it  to  t^  and  greatly 
increases  its  volume,  so  that  the  velocity  must  correspondingly 
increase,  which  requires  the  further  fall  of  pressure  from  p^  to 
p .  The  pressure  will  then  fall  still  further  to  p^  producing  a 
further  increase  of  velocity,  if  the  cross-section  decreases  before 
reaching  the  top  of  the  chimney.  If  the  air  is  supplied  freely 
beneath  the  grate  the  most  of  the  velocity  is  produced  by  the  fall 
of  pressure  pi—p.     It  should   be  borne  in  mind  that  the  only 
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thing  which  can  produce  velocity  is  force — t.  ^.,  here,  the  difference 
of  pressure;  heat  or  the  difference  of  temperatare  cannot  do  it 
except  by  producing  a  difference  of  pressure.  Friction  is  also 
supposed  to  be  nothing,  so  that  all  the  difference  of  pressure  is 
available  to  produce  velocity. 

Now  r,  is  not  the  temperature  r',  and  to  understand  the  latter 
purely  artificial  temperature  we  must  have  recourse  to  Fig.  138. 
Here  the  fire  is  supposed  to  be  removed  to  OG*  or,  indeed,  re- 
moved altogether  and  in  its  place  a  grating  of  wire  substituted, 
which  can  be  heated  electrically  to  any  desired  temperature.  The 
cross-section  GG'  is  supposed  infinite  so  that  the  wires  may  offer 
no  obstruction  to  the  passage  of  the  air.  There  will  then  be  no 
finite  change  but  that  of  temperature  and  volume  as  the  air  passes 
the  wires ;  the  pressure  on  both  sides  will  be  j?^?  ^^^  the  velocity 
zero,  r'  is  then  the  temperature  to  which  the  air  must  be  heated  in 
order  that  it  may  cool  off  to  r  by  the  time  it  reaches  the  chimney 
top,  and  r'  does  not  agree  with  any  particular  temperature  in  an 
actual  chimney. 

This  view  of  the  problem,  admitting  its  correctness,  is  a  very 
interesting  one,  for  it  reduces  the  question  to  that  of  the  flow  of  the 
air  from  a  reservoir  where  the  pressure  \^'Po  and  temperature  V ; 
in  fact,  the  conditions  between  G  and  Tare  precisely  the  same  as 
in  that  case.  The  only  difference  between  the  two  is  in  the  way  in 
which  the  air  at  jj^,  and  temperature  V  is  supplied.  In  the  reservoir 
there  is  a  quantity  of  such  air  ready  stored  up,  by  which  the  flow 
is  sustained,  while  in  the  present  problem  the  air  is  put  into  the  con- 
dition po  Vy  as  fast  as  it  is  needed,  by  passing  the  heated  grate. 

It  would  seem  that,  with  this  view  clearly  in  mind,  the  author 
might  have  avoided  the  duplication  of  the  analysis  by  referring  to 
a  previous  treatment  of  the  subject.  Compare  the  analysis  with 
that  on  pages  168,  tt.  seq. 

In  a  chimney  100  metres  high,  if  r  were  double  t„  t'  —  r  would 
be  about  two  degrees  centigmde. 

Equation  (4^)  not  only  shows  that  the  thermo-dynamic  part  of 
the  analysis  has  been  eliminated,  but  indicates  that  the  true  origin 
of  the  velocity  is  the  head  H'—Hj  which  is  equivalent  to  saying 
that  the  better  way  to  treat  the  question  is  to  start  with  the  gen- 
eral equation 

and  substitute  the  proper  value  of  A,  which  is  not  at  all  ambiguous. 
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(See    Paper  No.    CCCLXXXVI.,   The   Mechanical    Theory  of 
Chimney  Draught) 

With  80  small  a  valne  as  r'  —  r  <  2°  it  must  be  evident  that,  in 
finding  h  by  the  ordinary  method,  it  is  sufficiently  accurate  to  sup- 
pose all  the  air  in  the  chimney  to  be  at  the  temperature  r,  thus 
taking  no  account  of  its  slight  change  in  density  between  the  top 
and  bottom. 

[Note. — Thi$  paper  received  dieeuseion  jointly  with  the  other  paper  hy  the 
same  author,  entitled  '*  The  Mechanical  Theory  of  Chimney  Draughty"  printed 
as  No,  CCCLXXXVI.  of  the  papers  of  this  meeting.] 
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CCCLXXXVI. 

THE  MECHANICAL  THEORY  OF  CHIMNEY  DRAUGHT. 

BT  J.  BURKITT  WBBB,  HOBOKXH,  X.  9, 

(Member  of  the  Society.) 

In  a  previous  paper  the  statement  was  raade  that  when  the  draught 
of  a  chimney  is  produced  bj  the  heat  of  a  furnace  its  velocity  does 
not  depend  directly  upon  the  expenditure  of  heat,  and  therefore  is 
not  a  problem  in  thermo-dynamics.  It  was  further  stated  that  the 
velocity  depended  directly  upon  the  action  of  gravity,  and  the 
phenomenon  was  likened  to  that  of  a  clock,  whose  speed  of  run- 
ning is  controlled  by  a  pendulum.  By  the  winding  up  of  a  weight 
energy  is  stored  and  thus  placed  at  the  disposal  of  the  mechanism, 
but  the  rate  at  which  the  mechanism  uses  the  energy  is  controlled 
by  gravity. 

The  chimney  may  also  be  compared  to  a  vessel  kept  full  of 
water,  which  is  allowed  to  flow  out  of  a  hole  at  the  bottom ;  the 
velocity  of  the  issuing  jet  depends  upon  the  head  of  water  in  the 
vessel,  and  so  in  the  chimney  the  velocity  of  the  issuing  hot  air 
depends  upon  a  head  of  hot  air.  In  both  cases,  if  the  flow  is  to 
be  kept  up  continuously,  as  much  must  be  supplied  as  flows  out, 
and  this  requires  water  to  be  lifted  in  the  one  case  and  air  in  the 
other. 

We  shall  in  this  paper  show  exactly  how  gravity  acts  in  pro- 
ducing the  velocity  of  the  hot  air  in  a  chimney,  and  how  the  heat 
acts  to  keep  gravity  wound  up,  so  to  speak. 

Let  CD  (Fig.  139)  be  a  chimney,  say,  330  feet  high  by  1  foot- 
square  section,  full  of  hot  air,  and  let  J.^  be  a  shaft  100  feet 
square,  of  the  same  height,  full  of  cold  air,  BC  being  a  passage  con- 
necting the  two.  For  the  sake  of  simplicity  we  shall  assume  that 
the  air  in  the  chimney  is  so  hot  that  its  density  is  but  half  that  of 
the  cold  air,,  and  that  after  the  air  is  heated  no  heat  is  abstracted 
by  a  boiler  or  lost  through  the  walls.  By  placing  the  grate  near 
the  bottom  of  the  large  cold-air  shaft  it  will  be  so  large  as  to 
offer  no  perceptible  obstruction  to  the  passage  of  the  air,  and  we 
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may  also  Btippose  tliat  the  grate  bars  are  eimply  wires  capable  of 
being  heated  by  electricity,  so  that  there  will  be  do  coals  to 
obstruct  the  flow  and  so  that  the  heat  can  be  turned  on  and  off  by 
making  and  breaking  the  circuit.    Let      p  ^ 

JEFhe  such  a  grating  of  wires. 

The  cold-air  shaft  having  10,000 
times  the  section  of  the  chimney,  and 
the  cold  air  only  half  the  density  of  the 
hot,  the  velocity  in  the  shaft  will  be  but 
go^oo  ^f  ^hat  in  the  chimney,  and  there- 
fore Aeglectable. 

It  must  be  evident  at  once  that,  if  the 
chimney  be  in  full  draught  and  if  the 
current  be  broken  so  as  to  stop  the  supply 
of  heat,  no  diminution  of  the  velocity 
will  result  until  all  the  hot  air  between 
i^J?and  C  has  passed  into  the  chimney. 
Bat  this  space  I^JEO  can  be  made  of  any 
capacity,  so  that  the  effect  upon  the 
velocity  of  stopping  the  supply  of  heat  can  be  postponed  indefi- 
nitely, which  proves  that  the  heating  of  the  air  has  no  direct  effect 
in  producing  the  velocity. 

We  have,  therefore,  to  consider  separately 

The  effect  of  heading  the  air  and  thfi  production  of  the  velocity. 

The  pressure  of  the  atmosphere  at  A  and  D  being  the  same  may 
be  left  out  of  the  problem. 


Fig.  139. 


THE  EFFECT  OF   HEATING  THE   AIH. 

Suppose  the  chimney  to  be  in  full  draught,  the  hot  air  issuing  at 
D  with  a  velocity  of,  say,  100  feet  per  second,  and  let  the  heat  be 
shut  off.  During  the  next  second  100  cubic  feet  of  hot  air  will 
escape  at  D  and  an  equal  volume  will  pass  out  of  the  cold-air 
shaft  through  the  grating  without  undergoing  any  expansion,  so 
tliat  the  upper  surface  of  the  air  in  the  shaft  must  fall  -^  of  a 
foot.  Suppose,  in  the  next  place,  that  there  is  no  draught  in  the 
chimney,  a  damper  at  C  being  closed,  and  let  the  grate  be  of  such 
capacity  as  to  hold  50  cubic  feet  of  air,  which  we  will  suppose  to 
be  cold.  Now  close  the  circuit  and  heat  the  air  until  it  expands 
from  50  to  100  cubic  feet.  This  will  raise  the  surface  of  the  air  at 
-4  yjir  of  a  foot 

When  the  chimney  is  in   full  draught  and  the  heat  supplied 
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COD  till  aously  both  of  these  processes  are  going  on  together.  The 
surface  at  A  is  falling  ^his  oi  a  foot  each  second,  on  account  of  the 
flow  of  the  air,  and  it  is  being  lifted  y^  of  a  foot,  by  reason  of  the 
expansion  of  the  air,  the  two  operations  being  independent  of 
each  other. 

The  effect  of  heating  the  air  is  then  simply  to  keep  raising  the 
cold  air  in  AB^  which  acts  as  a  weight  to  keep  the  apparatus 
running — i,e.^  to  keep  the  chimney  drawing — one-half  of  this  weight 
being  balanced  against  the  weight  of  the  hot-air  column,  and  the 
other  half  being  employed  in  maintaining  the  draught. 

In  some  clocks  the  operation  of  winding  interferes  with  the 
running;  in  others  it  does  not.  I  once  arranged  an  astronomical 
^  clock  in  a  manner  corresponding  so  exactly  in  its 
principle  with  that  of  chimney  draught  that  a  descrip- 
tion of  it  may  advantageously  be  given.  A  (Fig.  140) 
B  is  a  pendulum  clock.  B  is  the  main  arbor  to  which 
the  power  is  applied ;  on  this  arbor  is  a  wheel,  with 
a  V-groove  in  its  periphery,  around  which  passes  an 
endless  cord.  This  cord,  passing  also  around  a  similar 
wheel  C  free  to  rotate  in  the  direction  of  the  hands 
only,  sustains  a  larger  and  a  smaller  weight,  as  shown. 
By  rotating  the  wheel  C  the  clock  can  be  wound  with- 
out interrupting  the  action  of  the  weight  upon  J5, 
whereas  in  an  ordinary  clock,  with  a  cord  simply 
wound  on  a  drum  at  J?,  the  winding  up  of  the  weight 
interrupts  its  pull  on  the  shaft  B  and  may  cause  the 
pendulum  to  lose  a  beat,  or,  if  the  winding  is  done 
very  slowly,  the  clock  may  stop. 
There  is  nothing  to  prevent  the  winding  from  being  done  so 
slowly  as  to  become  a  continuous  operation,  the  weight  being  lifted 
each  second  the  exact  distance  that  it  falls,  so  that  it  remains 
stationary. 

We  may  easily  vary  the  construction  in  Fig.  139  so  as  visibly  to 
separate  the  action  of  raising  the  weight  from  that  of  producing  the 
velocity. 

Suppose  (Fig.  141)  that  the  cold-air  shaft  be  extended  to  twice 
its  former  height  and  connected  at  the  top  with  a  similar  shaft 
GH^  opening  at  the*bottom  with  a  grating  of  wires  to  heat  the  en- 
tering air. 

The  atmospheric  pressure  must  be  supposed  the  same  at  ^  as  at 
2?,  and  it  could  be  made  so  by  having  a  gasometer  top  AH  with 


Fig.  140. 
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sniiicient  weight  to  make  ap  for  the  different  actual   barometric 
pressures  at  D  and  A.  . 

In  such  an  apparatus  the  liot  grate  would  keep  OH  full  of  hot 
air,  having  substantially  no  velocity,  the  action  of  the  heat  being  to 
make  each  cubic  foot  of  cold  air  2  feet  high,  or  to  expand  a 
column  half  EG  high  into  one  with  the  height  HO^  the  weight  re- 


Fi9, 141. 


maining  th^  same,  so  that  the  hot-air  column,  plus  the  pressure  p^ 
must  balance  the  atmospheric  pressure ^<^  at  the  bottom. 

At  the  top  there  would  be  a  constant  flow  from  H  toward  A^  to 
keep  the  shaft  AB  full. 

THE  PRODUCTION   OF  THE  VELOCITT. 

The  portion  of  the  apparatus  ABCD  would  be  devoted  to  pro- 
ducing the  velocity  of  exit  at  2?,  and  this  velocity  would  evidently 
be  that  due  to  the  height  AD^  or  to  the  excess  of  the  height  of  the 
column  of  hot  air  AB  over  that  of  a  column  of  cold  air  of  equal 
weight  and  section. 

We  shall  have,  then,  velocity  =  ^^^g  {AD). 

Were  it  advisable  to  tak<3  account  of  the  change  in  density  be- 
tween thie  bottom  and  top  of  the  columns  of  air,  we  should  need  a 
thermo-dynamic  formula  to  express  it  exactly,  but,  as  this  whole 
change  is  not  Ij^in  the  height  of  the  chimney,  it  may  be  neglected, 
or,  if  it  be  desired  to  take  it  into  account,  the  density  may  be  sup- 
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posed  to  vary  regularly  from  top  to  bottom.  When  it  is  remem- 
bered that  both  the  hot  air  in  a  chimney  and  the  cold  air  outside 
increase  in  density  downward,  and  that  it  is  only  the,  diflFerenee  be- 
tween these  effects  that  influences  the  chimney's  action,  it  will 
readily  be  seen  that  theria  is  no  use  in  attempting  to  include  varia- 
tions in  density. 

For  the  purpose  of  this  paper  it  was  desirable  to  assume  the 
simplest  conditions,  and  therefore  to  leave  out  friction  and  other 
complications.  The  necessary  introduction  of  these  by  writers 
upon  the  subject  in  connection  with  actual  chimneys  in  no  way 
affects  the  argument  of  the  paper  showing  the  action  to  be  a  purely 
gravitational  one.  The  introduction  of  an  additional  resistance 
simply  requires  an  additional  head  to  balance  it — i.  e.y  an  extra 
height  of  chimney. 

It  should  be  remembered  that  calculations  of  chimney  draught, 
such  as  are  to  be  found  in  the  usual  treatments  of  the  subject,  are 
made  on  the  supposition  that  the  chimney  is  the  most  contracted 
part  of  the  air  passage,  as  is  usual  where  plants  are  properly  pro- 
portioned. It  is  quite  easy  to  vary  the  conditions  sufficiently  to 
render  changes  in  the  calculations  necessary,  but  it  would  be  useless 
to  consider  such  cases  here,  because,  were  calculations  of  peculiar 
cases  to  be  made,  it  would  probably  require  as  much  judgment  to 
know  where  to  apply  them  as  to  make  them.  It  will  be  sufficient  to 
say  that  if  the  draught  be  throttled,  *'  so  to  speak,"  by  an  extremely 
small  grate  or  an  impervious  bed  of  coals,  or  by  closing  the  ash-pit 
doors,  we  shall  not  have  the  usual  conditions.  At  least  it  would 
then  be  quite  out  of  place  to  calculate  the  velocity  on  the  supposi- 
tion that  there  was  a  chance  for  the  chimney  to  act  normally,  or  to 
discuss  the  temperature  in  the  chimney  for  the  production  of  the 
best  draught.  Naturally  we  should  open  the  ash-pit  doors  and  clean 
the  fire  before  thinking  it  worth  while  to  criticise  the  action  of  the 
chimney. 

DISCUSSION. 

Prof.  H.  B.  Gale. — This  paper,  considered  as  a  mathematical 
discussion  of  the  theoretical  flow  of  heated  air  in  various  forms 
of  apparatus  more  or  less  resembling  a  chimney  and  fornaoe,  pos- 
sesses a  considerable  interest ;  but  it  will  be  admitted,  I  think,  that 
it  is  necessary  to  assume  rather  too  many  peculiar  conditions  in 
the  demonstration  of  these  formulas  to  allow  of  their  being  safely 
applied  to  the  conditions  of  practice. 


Digitized  by 


Google 


THE  MEOHANIOAL  THEOBT  OF  CHIMNEY  DB/LtOHT.  777 

One  remark,  made  near  the  end  of  the  paper,  is  worth  noting, 
especially  as  several  writers  on  this  subject  have  made  statements 
to  the  same  effect,  viz.,  that  it  is  as  useless  to  discuss  the  problem 
of  chimney  draught,  whenever  the  draught  is  "throttled,  so  to 
speak,"  at  the  grate.  To  ilirotUe  the  di aught  means  to  check  its 
velocity  by  contracting  the  passage  through  which  it  flows.  The 
evidences  of  throttling  at  any  section  of  the  passage  are,  first,  a 
velocity  in  other  parts  less  than  would  be  attained  with  a  uniform 
passage  ;  second,  a  considerable  difference  between  the  pressures 
existing  on  the  two  sides  of  tlie  throttled  section.  These  effects 
are  always  found  in  ordinary  boiler  furnaces,  and  their  amount 
can  readily  be  ascertained  by  measurements  with  the  ordinary 
siphon  draught  gauge.  In  this  connection  I  may  say  that  I  have 
found  it  more  convenient  in  making  measurements  upon  chimney 
draught  to  use  alcohol  of  known  specific  gravity  in  the  draught 
gauge  instead  of  water,  as  the  indications  with  it  are  more  sensitive. 

It  will  appear  upon  investigation  that  a  theory  which  applies 
only  to  cases  where  there  is  no  throttling  at  the  grate  does  not 
apply  at  all  in  ordinary  practice.  According  to  Bankine  the 
throttliog  at  the  grate  is  sufficient,  under  average  conditions,  to 
cause  a  loss  of  head  equal  to  three-fourths  of  the  whole  draught 
of  the  chimney.  Of  the  remaining  one-fourth,  75^  goes  to  balance 
the  frictional  resistances  of  the  flues  and  chimney,  leaving  only 
about  one-sixteenth  of  the  total  head  for  '*  the  production  of  the 
velocity,"  according  to  the  laws  deduced  in  this  paper.  In  most 
cases  in  which  I  have  made  measurements  of  the  velocities  and 
pressures  in  existing  plants,  more  than  fifteen-stxteenths  of  the  total 
draught  has  been  expended  in  overcoming  frictional  resistances, 
and  less  than  one-sixteenth  in  imparting  energy  of  motion  to  the 
gases.  For  example,  in  the  case  of  which  the  details  are  given 
in  paper  CCCLXXVI.,  on  Theory  and  Design  of  Chimneys^  in  the 
present  volume  of  the  Transactions^ovXj  about  3xV5^  of  the  draught 
was  needed  to  produce  the  velocity  of  discharge  of  the  gas.  In  a 
boiler  test  made  a  few  weeks  ago,  in  which  the  mean  velocity  of 
the  gases  and  the  pressures  were  both  carefully  determined, 
about  60^  of  the  whole  head  was  lost  by  throttling  at  the  grate, 
and  the  larger  part  of  the  remainder  was  absorbed  by  friction  of 
the  gases  in  the  boiler  tubes  and  chimney.  In  this  case  the  height 
of  the  chimney  was  92  feet  and  the  temperature  of  the  gases  609^. 
If  the  whole  head  had  been  employed  in  producing  velocity  of  the 
gases,  their  velocity,  by  the  formula  deduced  in  this  paper,  would 
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have  been  about  78  feet  per  second.  The  mean  velocity  by  measure- 
ment was  only  16  feet  per  second,  showmg  that  only  about  4^  of 
tbe  total  head  was  expended  in  accelerating  the  gases. 

The  forces  which  balance  or  neutralize  the  greater  part  of  the 
total  head  due  to  the  draught  of  a  chimney  may  be  enumerated  as 
follows,  in  the  order  of  their  relative  importance  :  first,  the  resist- 
ance offered  by  the  grate  and  fuel-bed ;  second,  the  resistance  due 
to  the  boiler  tubes  (for  small  tubes  this  resistance  is  sometimes 
larger  than  that  of  the  grate,  but  is  usually  less)  ;  third,  tbe  resist- 
ance due  to  friction  in  the  flue  and  chimney.  The  small  re- 
maining head,  unbalanced  by  resistances  of  this  kind,  is  employed 
in  various  ways  in  imparting  energy  of  motion  to  the  gases.  Part 
of  this  energy  is  represented  in  the  velocity  of  the  gases  discharged 
from  the  top  of  tbe  chimney  ;  part  of  it  is  employed  in  accelerat- 
ing the  air  entering  the  grate,  this  energy  b^ing  mostly  dissipated 
in  heat  when  the  small  streams  of  air  passing  through  the  luel 
emerge  into  the  enlarged  combustion  chamber ;  energy  is  again 
absorbed  in  accelerating  the  gases  entering  the  boiler  tubes,  to  be 
again  lost  in  heat  when  they  emerge  from  the  tubes  into  the  up- 
take. Either  of  the  two  latter  quantities  of  energy  may  be  larger 
than  that  represented  in  the  velocity  of  the  gases  dischai^ing  from 
the  chimney  ;  but  all  of  them  taken  together  are  usually  so  sm:ill 
as  te  be  insignificant  in  comparison  to  the  energy  absorbed  in 
friction  in  the  grate  and  boiler  tubes. 

All  recorded  experiments  upon  boiler  chimneys  agree  in  sustain- 
ing this  view  of  the  controlling  importance  of  the  frictional  resist- 
ances. Now,  what  appears  to  me  as  chiefly  open  to  criticism  in  this 
paper  of  Prof.Webb  is  that  all  this  mathematics  has  been  devoted  to 
the  calculation  of  the  insignificant  fraction  of  the  total  head  which 
appears  in  the  energy  of  the  gases  discharged  from  the  top  of  the 
chimney,  while  the  frictional  resistances,  which  absorb  the  greater 
part  of  the  head,  have  received  no  consideration. 

Boughly  speaking,  what  happens  when  a  fire  is  kindled  in  a  fur- 
nace is  this :  the  heat  causes  a  rarefaction  of  the  gases  in  the 
chimney  and  a  reduction  of  the  internal  pressure.  The  excess  of 
pressure  outside  then  accelerates  the  flow  of  air  through  the  grate 
until  the  friction^  increasing  with  the  square  of  the  velocity, 
balances,  or  nearly  balances,  the  difference  in  weight  of  the  outer 
and  inner  air  columns.  When  this  equilibrium  is  reached  the 
velocity  cannot  increase  further.  The  important  practical  problem 
to  be  solved,  therefore,  in  the  theory  of  chimney  draught,  is  to  find 
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an  expression  for  the  frictional  resistance  of  the  air  passing  through 
the  grate  in  terms  of  its  velocity.  Then  if  we  put  this  expression 
equal  to  the  difference  of  weight  of  a  unit  column  of  gas  inside  the 
chimney  and  a  similar  column  of  the  air  outside,  we  have  an  equa- 
tion which  will  give  us  roughly  the  velocity  of  flow  through  the 
grate.  The  velocity  in  the  chimney  will  be  greater  or  less  than 
this,  according  as  the  ratio  of  grate  opening  to  chimney  area  is 
greater  or  lesa  The  area  of  grate  opening  is,  therefore,  an  impor- 
tant factor,  and  should  appear  in  a  rational  formula  for  chimney 
draught. 

In  the  calctdation  as  just  described  there  would  be  an  error  of 
from  20^  to  40^,  due  to  the  neglect  of  the  resistances  of  boiler 
tubes  and  chimney.  It  is,  however,  not  necessary  to  neglect  these 
less  important  resistances,  or  even  the  small  item  of  head  due  to 

the  velocity  of  the  escaping  gases  represented  by  ^  (or  AD^  in 

the  paper  before  us) ;  but  it  would  certainly  be  much  more  reason- 
able to  ignore  the  latter  quantity  and  take  account  of  the  friction 
than  to  devote  our  energies  exclusively  to  the  relatively  insignifi- 
cant it-em  of  the  head  due  to  velocity  in  the  chimney. 

In  regard  to  the  calculation  of  these  frictional  resistances,  I 
have  proposed  a  method  to  which  I  think  no  valid  objection  has 
yet  been  raised,  and  which,  though  not  professing  to  be  more  than 
a  rough  one,  gives  results  which,  in  those  cases  where  I  have 
been  able  to  test  them,  are  not  far  from  the  truth  ;  but  it  will  be 
only  after  we  get  the  real  nature  of  the  problem  clearly  before  us 
that  we  can  hope  to  establish,  by  experiments  upon  chimneys, 
more  reliable  constants. 

.  Prof.  Thomas  Oray. — ^In  the  first  paper,  as  I  understand  it, 
Professor  Webb  refers  to  the  discussion  of  theoretical  formulas 
for  the  velocity  of  air,  one  column  of  which  is  kept  hot  and  the 
other  cold.  That  discussion  does  not  bear  very  directly  on  the 
practical  problem  of  chimney  draught,  and  beyond  a  single  word 
or  two  I  have  nothing  to  say  with  reference  to  it.  With  regard  to 
the  actual  chimney  draught,  besides  the  friction  of  the  grate  we 
have  to  bear  in  mind  the  fact  that  the  gases  passing  through  the 
chimney  do  not  agree,  either  in  composition  or  density,  with  the 
air  outside.  Consequently  we  have  in  the  actual  chimney  a  more 
complicated  problem  than  that  proposed  for  discussion  by  Pro- 
fessor Webb. 

I  have  felt  a  little  puzzled,  in  looking  over  Professor  Webb's 
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second  paper,  by  a  statement  near  the  beginning  of  it  to  the  effect 
that  this  problem  was  purely  a  gravitational  and  not  a  thermo- 
dynamic  problem.  That  does  not  seem  to  me  to  be  quite  the 
case.  If  Professor  Webb  simply  means  thai  we  can  calculate  the 
velocity  of  efflux  from  the  difference  of  "  head,"  then  I  agree,  and 
I  believe  we  can  do  so  to  a  close  degree  of  approximation.  When 
we  consider,  however,  that  we  have  practically  here  two  columns 
of  air,  one  of  very  large  area,  the  other  of  limited  area,  and  the 
small-area  column  raised  to  a  higher  temperature  than  the  other, 
we  find  that  we  have  simply  a  circulation.  We  have  no  change 
of  potential  energy  produced,  because  the  loss  in  the  cold  column 
is  compensated  for  by  the  gain  in  the  hoi  column.  The  height 
of  the  centre  of  gravity  of  the  whole  mass  remains  practically  the 
,  same.  We  must  look  to  something  else,  then,  for  the  source  of 
energy  in  the  flow,  and  that  source  of  energy  is  evidently  in  the 
heat  supplied  at  the  point  where  the  temperature  changes.  I 
should  say,  therefore,  that  the  problem  is  fundamentally  a  thermo- 
dynamic and  in  only  a  secondary  sense  a  gravitational  problem. 

Prof.  Wetib. — ^I  wish  Professor  Qray  would  state  more  suc- 
cinctly why  he  considers  it  a  tbermo-dynamic  problem. 

Prof.  Oray. — Simply  because  of  the  fact  that  we  have  to  look 
to  the  expenditure  of  heat  as  the  motive  power  in  the  operation. 

Mr.  NagU. — ^I  would  like  to  ask  Professor  Qale  why  he  prefers 
alcohol  to  water  in  measuring  the  height  of  the  column  in  the 
chimney. 

Prof  Oale. — The  alcohol  flows  more  freely,  is  more  sensitive, 
and  has  a  smaller  specific  gravity,  which  gives  a  greater  indica- 
tion for  the  same  pressure. 

It  evaporates,  of  course,  but  that  does  not  affect  it  particularly. 

Prof.  Wtfbb. — Will  Professor  Qale  be  so  good  as  to  illustrate 
his  method  of  measuring  the  pressure  in  the  chimney? 

Prof  Gate. — The  apparatus  that  I  used  is  simply  the  ordinary 
siphon  gauge.  It  usually  is  filled  with  water,  though  I  have  gen- 
erally preferred  to  substitute  alcohol.  To  obtain  the  difference  in 
pressure  between  the  air  under  the  grate  and  in  the  bottom  of  the 
chimney,  or  the  fall  of  pressure  during  the  passage  of  the  gas  through 
the  furnace  as  a  whole,  you  would  simply  connect  the  siphon  to 
the  bottom  of  the  chimney,  leaving  the  other  end  open  to  the  air. 
Then  the  difference  of  level  in  the  liquid  in  the  two  branches  of 
the  U-tube  would  give  us  the  difference  between  the  air  under  the 
grate  and  the  gas  at  the  bottom  of  the  chimney.    To  get  the  fall 
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of  pressure  in  the  grate,  connect  the  siphon  with  the  fire  box  jusfc 
above  the  grate  ;  then  you  get  the  difference  of  pressure  between 
the  air  under  the  grate  and  the  air  above  the  grate,  or  the  fall,  as 
the  air  passes  through  the  grate.  A  perfectly  plain  glass  tube  is 
used,  having  the  two  branches  close  together,  with  only  a  finely 
divided  scale  between  them,  so  that  accurate  differences  of  level 
may  be  obtained.  I  usually  found  it  best  to  leave  only  a  very 
small  opening  in  one  end  of  the  tube,  so  that  the  vibration  might 
be  checked  a  little. 

Prof,  Wehh, — What  about  the  inner  end  of  the  tube  ?  Has  it 
a  straight  end  ? 

Prof.  Gale. — I  have  generally  used  an  iron  pipe  with  a  bent 
end  running  into  the  chimney  and  connected  the  siphon  to  it  with 
a  rubber  tube  ;  then  by  turning  the  pipe  around,  the  end  can  be 
pointed  in  different  directions,  and  if  there  is  any  difterence 
fact  due  to  the  different  directions  of  the  opening,  that  can  be 
averaged  up. 

Prof  Webh. — ^Probably  in  different  places  in  the  chimney  you 
would  find  different  pressures. 

Prof  Gale. — ^Tes,  sir;  slightly  different.  There  is  usually  no 
perceptible  difference  in  the  section  across,  but  turning  the  open 
end  of  the  pipe  in  different  directions  changes  the  reading  slightly. 
The  effect  of  that  is  usually  very  small,  however.  All  that  I  have 
usually  done  is  to  use  a  bent  tube  and  place  it  in  different  parts 
of  the  cross-section,  turning  it  in  different  ways,  and  average  the 
readings  if  there  was  a  difference. 

Prof.  W.  T.  Magruder. — I  would  like  to  ask  if  any  member  pres- 
ent has  any  data  which  he  has  taken  as  to  the  pressure  at  the 
bottom  of  the  chimney,  and  also  at  the  top  of  the  chimney  at  the 
same  time,  and  also  in  the  centre  of  the  chimxiej  versus  \hQ  edges. 

Prof.  Gale. — ^If  I  might  be  allowed  a  word  about  that,  I  have 
had  no  experience,  but  I  have  a  plan,  which  it  might  be  interesting 
to  the  members  to  see,  for  doing  that — whenever  I  am  able  to 
carry  it  out.  I  can  illustrate  it  in  just  a  moment  The  plan  would 
be  to  carry  a  small  iron  pipe  from  the  top  of  the  chimney  down 
through  the  inside  and  connect  the  bottom  of  this  pipe  to  one 
end  of  your  siphon  gauge,  while  the  other  end  is  in  communication 
with  the  space  at  the  bottom  of  the  chimney.  By  means  of  having 
the  tube  running  down  through  the  chimney,  the  temperature  of 
the  gas  in  the  tube  would  be  the  same  ns  that  of  the  gas  in  the 
chimney  around  it,  and  the  weight  of  the  column  in  the  tube 
60 
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would  be  the  same  as  the  weight  of  an  equal  column*  of  gas  out- 
side. In  that  way  you  get  the  difference  in  pressure  to  balance  the 
frictional  resistance  in  the  chimney  itself,  or  the  pressure  which  is 
unbalanced  by  the  weight  of  the  gas.  I  have  never  been  able  to 
cftiTy  out  that  plan  as  yet. 

Mr.  Borden, — Mr.  Barrus,  will  you  not  describe  the  gauge  that 
you  use  for  a  draught  gauge? 

Mr.  Barrus. — The  apparatus  to  which  Mr.  Borden  refers  con- 
sists of  a  plain  glass  U-tube,  represented  at  A 
(Fig.  177),  with  two  large  chambers  at  the  top. 
The  level  of  the  liquid  is  carried  in  these  cham- 
bers, and  a  sli(];ht  movement  in  either  chamber 
produces  a  very  large  movement  of  the  liquid  in 
the  tube.  I  use  in  the  left-hand  chamber  a 
kind  of  oil  which  is  called  Downer's  heavy 
spindle  oil,  and  in  the  right-hand  chamber  alco- 
hol, which  is  colored  by  any  simple  means.  Each 
extends,  on  its  respective  side,  down  to  the  point 
(7,  where  there  is  a  distinct  line  of  demarcation 
between  the  alcohol  and  the  oil..  Now,  when 
the  right-hand  chamber  is  connected  with  the 
chimney  the  suction  of  the  draught  produces  a 
difference  of  level  in  the  chambers  of,  say,  i 
inch.  In  proportion  as  the  area  of  the  chamber 
is  to  that  of  the  tube  the  liquid  in  the  tube  is  drawn  down  a  greater 
distance.  If  the  chamber  is  2  inches  in  diameter  and  the  tube  ^ 
inch,  which  are  about  the  sizes  used,  the  distance  would  be  some- 
thing like  eight  times. 

Prof.  Oale. — Would  a  correction  come  in  there  for  the  difference 
of  specific  gravity  ? 

Mr.  Barrus. — ^There  is  a  correction  for  that,  and  I  have  gener- 
ally made  it  in  this  way  :  I  have  connected  the  apparatus  with  an 
ordinary  U-tube  containing  water,  calibrating  it  by  this  means. 
I  find  with  this  instrument  that  there  is  no  difficulty  in  getting  a 
correct  indication  of  very  slight  amounts  of  draught 

Prof.  J.  B.  Webb. — ^I  asked  to  have  this  paper  and  the  preced- 
ing one  discussed  separately,  as  they  are  quite  dissimilar,  and 
as  it  was  so  ordered  and  a  discussion  upon  that  one  was  duly  an- 
nounced by  the  president,  there  would  be  no  occasion  to  refer  to 
it  here  had  it  not  been  commented  upon  by  Prof.  Gray.  With 
this  exception  I  do  not  think  that  any  of  the  discussion  touches  it. 


Fio.  177. 
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It  seems  necessary  to  state  again  what  the  object  of  that  paper 
is,  having  evidently  failed  to  make  it  sufficiently  clear  in  what  was 
said  when  introducing  it.  It  simply  takes  a  treatment  contained  in 
the  last  edition  of  P^elet  and  shows  it  to  be  unnecessarily  long,  and 
that  although  thermo-dynamic  formulas  are  introduced,  they  are 
eliminated  before  the  close  of  the  demonstration.  It  shows  also 
that  by  making  simple  changes  the  argument  runs  into  the  ordi- 
nary one  given  by  those  who  do  not  pretend  to  use  thermo-dynam- 
ics.  The  paper  does  not  depart  from  its  object  to  discuss  the 
applicability  or  non-applicability  of  the  hypotheses  and  resulting 
formulas  to  this  or  that  chimney,  and  it  ought  not  to.  It  is  enough 
to  add  that  if  any  one  will  examine  Peclet's  treatment  and  read  the 
paper  carefully,  it  will  be  seen  that  what  has  been  said  has  no 
legitimate  bearing  upon  it.  If  any  one  wishes  to  place  himself  on 
record  as  saying  that  P^clet's  "  does  not  bear  very  directly  on  the 
practical  problem  of  chimney  draught,"  I  have  no  objection,  but 
the  natural  inference  must  be  that  such  critic  is  not  familiar  with 
the  treatment  of  the  subject  by  P^clet  and  Others.  This  view  is 
further  justified  by  the  statement  that  in  '*  actual  chimney  draught " 
there  is  "  friction  of  the  grate  "  and  "the  gases  do  not  agree  either 
in  composition  or  density  with  the  air,"  just  as  if  Peclet,  after  com- 
pleting the  discussion  of  a  ventilating  flue,  did  not  immediately 
proceed  to  modify  the  formulas  so  as  to  include  all  these  compli- 
cations in  an  ordinary  chinmey. 

To  come  now  to  the  criticisms  of  my  second  paper,  which  is 
legitimately  under  discussion,  Prof.  Gray  says  that  he  was  puz- 
zled by  my  statement  that  "the  problem  is  not  a  thermo-dynamic 
one,"  but  thinks  that  after  all  it  is,  and  gives  as  his  reason  for 
thinking  so  "  the  fact  that  the  expenditure  of  heat  is  the  motive 
power  in  the  operation." 

In  reply  I  have  three  things  to  say : 

1.  At  the  most  it  is  simply  a  question  as  to  the  correctness 
of  a  term  employed,  and  beyond  this  has  no  effect  on  the  paper. 

2.  I  believe  my  use  of  the  term  thermo-dynamic  to  be 
justifiable,  because  I  made  the  statement  first  in  reference  to 
Peclet's  treatment,  contained  in  the  discussion  of  a  paper  read  at 
the  last  meeting,  and  in  this  treatment  the  term  is  employed  to  dis- 
tinguish a  part  of  the  discussion  involving  the  use  of  the  formulas 
for  adiabatic  expansion  from  a  previous  part  depending  upon  the 
law  of  Charles,  which  was  known  before  the  science  of  thermo-dy- 
namics  existed. 
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3.  I  think  my  use  of  this  term  is  correct,  as  it  certainly  agrees 
with  its  use  by  Rankine  and  other  leading  writers.  As  the  air 
goes  up  the  chimney  it  expands  adiabatically,  to  be  sure,  on  ac- 
count of  the  decrease  of  pressure ;  but  as  this  expansion  famishes 
less  than  two-tenths  of  a  per  cent,  of  the  whole  energy,  it  has  very 
little  to  do  with  the  action  of  the  chimney,  and  is  always,  I  believe, 
neglected.  The  main  action  is  gravitational,  and  the  argument 
to  the  contrary  that  the  "  height  of  the  centre  of  gravity  of  the 
whole  mass  remains  practically  the  same'*  is  misleading.  What 
bearing  the  *'  very  large  area"  of  one  air  column  and  the  '*  limited 
area"  of  the  other  have  upon  the  question  the  professor  does  not 
state. 

Prof,  Gray, — Where  does  the  kinetic  energy  con^e  from  ? 

Prof,  Wthb, — It  becomes  kinetic  by  the  action  of  gravity  ;  with- 
out gravity  there  would  be  no  such  thing  as  chimney  draught. 

Prof  Chray. — It  cannot  do  that  because  the  gas  rises  up  and 
keeps  the  centre  of  gravity  the  same.  We  have,  however,  the  ex- 
penditure of  heat.  We  take  energy  from  the  heat,  and  so  long  as 
we  use  enei^  derived  from  heat  we  have  thermo-dynamics. 

Prof  Webb. — I  knew  that  the  question  might,  as  intimated  by 
the  professor  in  the  first  part  of  his  criticism,  be  a  puzzling  one, 
and  hoped  that  the  paper,  if  carefuUy  read,  might  make  the  mat- 
ter clear ;  in  this  instance  it  seems  either  not  to  have  been  so 
read  or  to  have  failed  to  convince.  It  may  therefore  not  be  amiss 
to  add  another  illustration. 

Suppose  a  company  engaged  in  the  sale  of  water-wheels  to 
have  a  mill-pond  where  they  exhibit  their  turbines,  etc.,  in 
operation.  They  experiment  upon  and  discuss  the  performance 
of  these  wheels  in  accordance  with  the  usual  laws  of  hydro-dy- 
namics, which  regard  the  action  as  a  gravitational  one.  Suppose 
now  that  some  one  should  become  impressed  with  the  fact  that 
the  water  in  the  pond  remains  at  a  constant  level,  all  the  water 
that  is  used  being  afterward  evaporated  by  the  sun  and  returned 
to  the  pond  as  rain,  and  that  consequently  the  energy  given  out 
by  the  wheel  is  derived  ultimately  from  the  heat  of  the  sun  :  would 
Buch  a  view  of  the  case  be  any  justification  for  a  claim  that  the 
problem  was  not  a  hydro-dynamic  but  a  thermoklynamic  one  ? 

Or  suppose,  even,  that  in  a  time  of  drought  a  steam-pump  were 
set  up  to  keep  the  pond  full  of  water,  so  that  without  leaving 
the  premises  the  whole  circulation  of  the  water  could  be  traced, 
and  it  was  at  once  evident  that  the  centre  of  gravity  of  the  whole 
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mass  of  water  remained  at  a  fixed  height :  would  the  problem  of 
the  performance  of  the  water-wheels  be  any  less  a  gravitational 
one  and  more  of  a  thermo-djnamic  question  than  before  ? 

I  doubt  if  any  one  could  seriously  entertain  such  a  view.  Al- 
most all  the  energy  we  have  comes  or  has  come  from  the  sun,  but 
all  problems  of  energy  are  not  thermo-dynamic  ones. 

The  ordinary  inclined-track  horse-power  is  also  a  case  in  point. 
How  the  horse  develops  the  energy  he  furnishes  has  nothing  to 
do  with  the  action  of  the  machine,  which  is  the  same  whether 
the  horse  works  in  the  usual  way  or  stands  still,  and  goes  down 
hill  as  a  simple  weight  would.  The  energy  furnished  by  the 
horse-power  is  due  to  the  weight  of  the  horse  falling  as  fast  as  it 
would  fall  if  he  stood  still  on  the  inclined  track.  The  problem 
is  a  gravitational  one. 

With  regard  to  the  discussion  of  the  other  participant  in  the 
debate,  a  careful  examination  fails  to  show  that  it  has  more  than  a 
nominal  bearing  upon  the  matter  of  the  paper. 

After  a  complimentary  remark  the  first  paragraph  concluded 
with  a  statement  unintelligible  as  applied  to  my  paper.  Said 
paper  contains  but  one  formula,  which  formula  I  have  not  at- 
tempted to  demonstrate,  as  it  is  to6  simple  and  well  known,  and 
far  from  its  involving  "  many  peculiar  conditions,"  none  but  the 
simplest  have  been  assumed.  The  formula  is,  furthermore,  per- 
fectly applicable  to  all  the  conditions  of  practice,  and  is  the  one 
used  by  the  critic  himself. 

The  next  two  paragraphs  are  based  upon  a  misstatement  of 
the  concluding  remarks  of  the  paper,  and  claim,  therefore,  no 
serious  notice.  I  have  not  said  therein  that  it  is  useless  to  dis- 
cuss the  problem  of  chimney  draught  when  throttled  by  an 
ordinary  grate  and  bed  of  coals,  but  that  unusual  conditions 
necessitate  changes  in  the  calculations,  and  that  it  would 
be  useless  to  attempt  "  to  consider  such  cases  here** — i.  e.,  in 
a  short  paper  devoted  to  a  different  object.  Certainly  when  there 
is  throttling  "by  an  extremely  small  grate  or  an  impervious  bed  of 
coals,  or  by  closing  the  ash-pit  doors,  we  shall,"  as  I  claim,  "  not 
have  the  usual  conditions." 

Two-thirds  of  the  way  along  it  is  stated, "  as  chiefly  open  to 
criticism,"  that "  all  this  mathematics  has  been  devoted  to  the 
calculation  of  the  insignificant  fraction  of  the  total  head  which 
appears  in  the  enei^  of  the  gases  discharged,"  "  while  the  fric- 
tional  resistances,  which  absorb  the  greater  part,"  **  have  received 
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DO  oonsideration/'  This  is  eqaivalent  to  a  statement  tbat  there 
is  no  criticism  at  all,  for  it  is  precisely  the  purpose  of  the  paper 
io  discuss  the  true  nature  of  the  head  which  produces  the  velocity 
in  a  flue  with  no  other  resistances,  and,  by  inference,  the  true 
nature  of  the  head  in  any  chimney  where  a  part  thereof,  no  mat- 
ter how  large,  may  be  balanced  by  resistances. 

The  frictional  resistance  in  a  chimney  is,  no  doubt,  a  legiti- 
mate subject  for  a  paper,  but  the  present  paper  is  not  upon  that 
subject.  It  is  somewhat  discouraging  to  a  mathematician,  when 
he  has  exerted  himself  to  keep  mathematics  substantially  out  of  a 
paper  and  has  flattered  himself  on  his  success  in  producing  one 
with  but  a  single  formula  in  it,  to  have  it  referred  to  as  "  all  this 
mathematics  ; "  and,  further,  it  is  not  correct  to  state  that  the 
paper  attempts  to  calculate  the  "  insignificant  fraction  *'  of  head 
producing  the  velocity  of  discharge  in  an  ordinary  chimney.  There 
is  no  such  attempt  and  any  figures  given  aie  purely  illustrative. 

I  asked  for  a  more  particular  description  of  the  speakers 
method  of  measuring  the  pressures  in  the  chimney,  not  at  all  for 
the  purpose  of  getting  a  description  of  an  ordi  ary  gauge  and  its 
use  in  showing  the  considerable  fall  of  pressure  due  to  a  bed  of 
coals,  which  must  be  well  known,  but  to  see  if  there  had  been  any 
attempt  to  make  nice  measurements.  There  seems  to  have  been 
none;  no  distinction  seems  to  be  made  between  atmospheric 
pressure  and  the  pressure  in  the  ash  pit,  and  the  siphon  gauge  has 
been  but  slightly  improved  by  using  alcohol  instead  of  water.  I 
do  not  suppose  the  speaker  means  that  the  former  fluid  is  more 
"  convenient "  than  the  latter,  but  that  it  gives  a  somewhat  larger 
indication  for  the  same  pressure.  What  is  meant,  too,  by  flowiog 
"  more  freely ''  and  being  "  more  sensitive  "  is  not  quite  clear,  for 
when  a  small  hole  has  to  be  interposed  to  prevent  sudden  fluctu- 
ations, one  would  suppose  water  to  be  sufficiently  sensitive.  Now, 
if  the  total  head  is,  say,  one  inch  of  water  and  fifteen-sixteenths  i } 
used  at  the  grate,  something  more  delicate  than  an  ordinary 
siphon  gauge  will  be  needed  to  investigate  the  distribution  of  the 
remaining  sixteenth.  There  seems  to  be  no  acquaintance  with 
vaiious  draught  gauges  for  the  indication  of  small  differences  of 
pressure.  I  have  no  doubt  that  Mr.  Barrus'  will  give  good  re- 
sults when  properly  standardized,  and  I  suppose  the  standardizing 
allows  for  any  capillary  action  in  the  small  tube.  Mr.  Kent  de- 
scribed to  me  a  similar  device  of  his  some  years  since.  The  prin- 
ciple is  the  same  as  Mr.  Barms',   except  that  but  one  liquid 
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(water)  is  ased  and  a  small  bubble  of  air  takes  the  place  of  the 
visible  junction  of  the  oil  and  alcohol.  This  bubble  has  a  play 
of  several  inches  in  a  small  horizontal  tube  connecting  two  upright 
tubes  of  much  larger  diameter,  and  the  only  standardizing  needed 
is  to  ascertain  the  ratio  of  the  cros6<sections  of  the  large  and  small 
tubes.  The  displacement  of  the  bubble  will,  of  course,  be  greater, 
in  just  this  ratio,  than  the  change  of  level  in  the  large  tubes.  At 
the  Electrical  Exhibition  in  Philadelphia  I  devised  a  simple  gauge 
which  was  used  in  nearly  all  the  tests  and  in  other  tests  since, 
and  which  is  described  in  the  report. 

Fig.  230  illustrates  this  gauge.  S  is  a  pair  of  ordinary  scales 
capable  of  weighing  to  any  desirable  fraction  of  an  ounce.  The 
rest  of  the  apparatus  is  shown  in  section  as  follows :  ^  is  a  flat 


I1&  28a 


board  in  which  a  circular  groove  is  turned  and  nearly  filled  with 
mercury.  This  board  rests  upon  the  scales.  C  is  asheet-metal 
cover  whose  lower  edge  dips  into  the  mercury.  This  edge  should 
be  quite  thin  and,  if  necessary,  protected  from  the  mercury  by 
varnish  ;  but  it  is  better  to  make  it  of  thin  sheet-iron  with  a 
riveted  joint  made  tight  with  varnish.  Tbe  inside  of  this  cover 
is  connected  with  the  place  in  Avhich  the  pressure  is  to  be  meas- 
ured by  means  of  the  tube  7,  suitably  supported  by  an  upright 
'from  tbe  base  of  the  apparatus..  The  end  of  T  is  almost  stopped 
by  a  diaphragm  d  with  but  a  small  hole  in  it,  so  that  while  no 
rapid  fluctuations  of  pressure  can  reach  the  inside  of  B,  the  same 
average  pressure  wiU  be  maintained  there  as  is  to  be  measured. 
-P  is  a  large  plug  or  cork ;  when  it  is  withdrawn  it  places  the 
inside  of  JS  substantially  in  communication  with  the  atmosphere, 
notwithstanding  the  small  hole  at  dy  which  may  remain  open. 
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The  scales  can  then  be  balanced,  and  upon  the  plug  being  re- 
placed they  wiU  show  a  difference  of  weight  equal  to  the  change 
of  pressure  inside  of  B,  multiplied  by  the  surface  over  which  it 
acts.  Thus,  if  the  pressure  to  be  measured  is,  say,  0.04  ounce 
below  atmospheric  pressure  (about  one-sixteenth  of  an  inch  of 
water),  and  if  the  cover  is  scant  8  inches  in  diameter  so  as  to 
cover  50  square  inches  of  the  board,  the  reduction  of  pressure 
on  the  board,  due  to  the  insertion  of  the  plug  and  the  lowering  of 
the  pressure  within  the  cover  by  0.04  ounce  per  square  inch,  will 
be  50  X  0.04  =  2  oz.  With  sensitive  scales  protected  from  currents 
of  air  such  an  apparatus  will  give  reliable  indications  of  extremely 
small  differences  of  pressure. 

Professor  Lanza's  adaptation  of  a  well-known  principle  to  the 
construction  of  such  a  gauge  was  also  used  in  some  of  the  tests 
made  at  the  same  exhibition. 

Why  so  much  space  should  be  devoted  to  emphasizing  the  fact 
that  a  large  part  of  the  tetal  head  is  needed  to  get  the  air  through 
the  bed  of  coals,  a  fact  which  can  scarcely  be  new  to  any  one 
who  knows  anything  of  the  subject,  is  unexplainable  to  me.  The 
elaborate  description,  moreover,  of  what  goes  on  inside  of  a 
furnace,  while  it  would  require  but  a  slight  knowledge  of  me- 
chanics and  some  imagination  for  its  production,  would  need  a 
much  deeper  knowledge  and  very  careful  experiments  for  its  veri- 
fication. Indeed,  there  seems  to  be  some  confusion  in  the  state- 
ment itself  between  the  purely  frictional  and  the  other  resistances, 
and  while  the  fact  that  the  area  of  the  grate  opening  has  to  do 
with  the  problem  has  not,  to  my  knowledge,  been  denied,  its 
importance  is  not  made  any  clearer  by  the  loose  and  incorrect 
statement :  "  The  velocity  in  the  chimney  will  be  greater  or  less 
than  the  velocity  through  the  grate,  according,  as  the  ratio  of 
grate  opening  to  chimney  area  is  greater  or  less."  Greater  or  less 
than  what  ? 

I  believe  it  to  be  a  very  important  duty  of  the  mathematician 
to  explain  and  illustrate  thoroughly  the  meaning  and  application 
of  some  of  the  simpler  formulas  and  phenomena  of  mechanics  and 
physics ;  and  in  my  paper  I  have  tried  to  perform  that  duty  with 
regard  to  the  phenomenon  of  the  production  of  the  velocity  of  the 
gases  in  a  ventilating  flue  or  a  chimney,  and  I  know  that  such 
explanations  as  I  have  given  have  put  the  matter  in  a  clearer 
light  to  others.  I  differ  entirely  from  Professor  Gale  in  his  esti- 
mate of  the  relative  importance  of,  say,  the  fifteen-sixteenths  of 
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the  head  required  at  the  grate  and  the  one-sixteenth  needed  for 
the  velocity  of  exit.  The  whole  object  of  the  chimney  being  to 
produce  that  velocity,  I  cannot  agree  with  him  that  it  would  be 
**  more  reasonable  to  ignore  *'  it,  "  take  account  of  the  friction 
than/'  etc.  In  fact,  the  frictional  loss  is  simply  an  expense 
attendant  on  the  production  of  the  absolutely  necessary  velocity. 
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CCCLXXXVII. 
A   UNIVERSAL  STEAM  CALORIMETER. 

BT   OBO.   H.    BARBUS,    BOSTONt  MASS. 

(Member  of  the  Society.) 

The  subject  of  steam  calorimeters  has,  in  various  ways,  been 
brought  to  the  attention  of  the  Society  so  many  times  that  the 
members  may  be  tired  of  hearing  anything  more  about  it.  What 
has  heretofore  been  said  has  not,  however,  exhausted  the  subject, 
and  the  author  may  be  pardoned  for  bringing  the  matter  to  notice 
again  in  the  present  paper. 

In  one  of  the  discussions^  at  the  last  meeting  the  author  intro- 
duced a  brief  notice  of  what  he  has  named  '^  A  Universal  Calo- 
rimeter," and  he  made  the  statement  that  at  a  future  meeting  he 
would  describe  the  instrument  more  in  detail,  and  give  the  results 
of  some  experimental  work  upon  it,  in  connection  with  evaporative 
trials  of  boilers,  and  this  he  now  proposes  to  do. 

Besides  this,  a  special  investigation  has  been  carried  out,  the 
object  of  which  was  to  determine  the  accuracy  of  the  instrument, 
and  an  account  of  this  will  be  added.  ^ 

In  experimenting  with  the  author's  superheating  caloritneter.f 
where  the  quality  of  steam  was  being  tried,  which  was  very  wet  and 
almost  beyond  the  range  of  the  apparatus,  a  device  was  planned, 
though  never  perfected,  for  passing  the  steam  first  through  a 
chamber  in  which  some  of  the  moisture  would  be  deposited,  and 
thus  relieve  the  instrument  from  handling  so  much  water,  thereby 
increasing  its  range.  It  may  be  mentioned  that  the  use  of  such  a 
device  in  connection  with  the  superheating  form  of  instrument 
will  enable  any  desired  amount  of  moisture  to  be  measured  by 
that  instrument  and  overcome  the  objection  of  limited  range 
which  has  been  raised  against  it. 

This  method  of  treating  a  part  of  the  moisture  in  wet  steam 

*  TransaeiioM,  A.  S.  M.  E.,  Vol.  XL,  page  206. 

t  Transactions,  A.  S.  M.  E.,  Vol.  VII.,  page  178  ;  Vol.  VUI.,  page  335. 
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where  the  quantity  is  excessive  has*  beeu  perfected  in  the  appa- 
ratus DOW  brought  to  notice,  but  in  place  of  using  a  superheating 
calorimeter  for  determining  the  remaining  quantity  of  moisture, 
recoaree  has  been  had  to  the  wire-drawing  principle,  the  applica- 
tion of  which  to  calorimeter  work  formed  the  subject  of  Professor 
Peabody's  paper  at  the  Scranton  meeting.* 

The  appended  cut  (Fig.  142),  reproduced  from  the  report  of  the 
discussion  referred  to,  shows  the  apparatus  The  principal  parts 
of  the  instrument  consist  of  the  chamber  ^,  or  ''  drip-box,"  as  it 
is  called,  and  the  ''  heat- gauge,"  consisting  of  the  oriiice/,  and  the 


Fig.  142. 

two  thermometers  if  and  K  The  instrument  is  connected  to  the 
main  steam-pipe  G,  which  carries  the  steam  to  be  tested,  by  means 
of  the  perforated  pipe  F,  and  this  pipe  extends  across  the  full  diam- 
eter, in  order  to  obtain  a  sample  of  the  steam  tested.  The  orifice  / 
opens  into  a  pipe  which  is  in  free  communication  with  the  atmos- 
phere. By  the  use  of  the  orifice  a  continuous  current  of  steam  is 
made  to  pass  through  the  whole  apparatus,  and  the  current  has  a 
constant  rate  so  long  as  the  pressure  is  constant.  In  the  form  thus 
far  made,  the  supply-pipe  F,  and  the  fittings,  up  to  the  drip-box, 
are  the  ordinary  size  of  ^-inch  steam-pipe.    The  drip-box  is  2  inches 

•  Tranmctians,  A.  S.  M.  E.,  Vol.  X..  page  827,  Paper  No.  828. 
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inside  diameter  and  12  inches  long,  and  the  drain-pipe  D  is  ^-inch 
pipe.  The  pipe  leaving  the  drip-box  is  also  ^-inch,  and  the  remain- 
ing pipes  and  fittings  are  of  the  f-inch  size.  The  parts  marked  S^ 
which  enclose  a  plate  in  which  the  orifice  is  placed,  are  a  pair  of 
union  flanges,  and  inserted  between  these  flanges  and  under  the 
bolt-heads  are  pieces  of  non-conducting  material  which  prevent  the 
direct  transfer  of  heat  through  the  metal  walls  of  the  high-pressure 
pipe  above  the  orifice  to  the  walls  of  the  low-pressure  pipe  below 
it.  The  thermometer  if  rests  in  an  oil-cup,  K^  as  shown,  and  the 
thermometer  iTis  arranged  in  a4ike  manner. 

The  use  of  the  non-conducting  material  shown  at  the  points  J 
might  seem  to  some  unnecessary,  and  it  may  be  explained  that  in 
some  early  experiments  with  the  superheating  calorimeter  it  was 
found  absolutely  necessary  to  cut  off  all  solid  metallic  connection 
between  the  jacket  and  the  interior  heating  pipe,  else  there  would 
be  a  transfer  of  heat  from  one  to  the  other,  which  would  make  the 
indications  of  the  thermometers  erroneous.  The  same  principle 
applies  here,  and  justifies  the  arrangement  which  has  been 
adopted. 

The  orifice  /  is  made  about  \  of  an  inch  in  diameter  for  press- 
ures in  the  neighborhood  of  80  lbs.,  and  under  80  lbs.  pressure 
it  discharges  about  60  lbs.  weight  of  steam  per  hour. 

The  range  of  the  wire-drawing  part  of  the  instrument,  or  "  heat- 
gauge,"  as  it  has  been  named,  is  a  percentage  of  moisture  varying 
according  to  the  pressure.  When  this  is  80  lbs.,  the  range  is  be- 
tween 3^  and  4^.  It  is  unnecessary  to  use  the  drip-box  unless  the 
quantity  of  moisture  is  in  excess  of,  say,  3^.  The  unions  P  and  Q 
are  therefore  made  interchangeable.  When  a  test  is  to  be  made, 
the  heat-gauge  is  first  applied  directly  to  the  union  Q  and  a  prelim- 
inary trial  made,  to  see  what  the  general  condition  of  the  steam  is. 
Whenever  the  moisture  exceeds  3^,  or  the  limiting  quantity  at  the 
existing  pressure,  the  thermometer  iV  shows  a  temperature  of  about 
213°,  and  drops  of  water  will  generally  be  seen  escaping  from  the 
open  discharge-pipe.  If  the  quantity  of  moisture  is  not  beyond 
the  range  of  the  wire-drawing  instrument,  the  temperature  shown 
by  thermometer  N  will  be  in  excess  of  213°. 

It  is  generally  Advisable  to  bring  the  complete  apparatus  into  use, 
if  the  thermometer  N  shows  less  than  220°.  It  is  usually  found, 
when  the  steam  is  wet  enough  to  show  this  latter  temperature, 
that  the  quantity  of  moisture  varies,  and  thermometer  -S^fiuctuates 
over  a  considerable  range,  and  at  times  it  will  drop  to  its  limit  of 
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213''.  WheneTer,  therefore,  thermometer  N  shows  a  temperature 
of  213",  either  continuously  or  periodically,  it  is  necessary  to 
bring  the  drip-box  into  use. 

In  using  the  complete  apparatus,  the  condensed  water  from  the 
drip-box  is  drawn  off,  by  means  of  the  Talve  D,  into  a  bucket  rest- 
ing on  scales,  and  the  quantity  drawn  off  is  regulated  so  as  to  keep 
the  water  leyel,  as  shown  in  the  glass  C,  at  a  constant  point. 
When  the  drip-box  is  used  in  this  way,  the  author  has  found  that 
almost  the  whole  quantity  of  moisture  in  a  sample  will  be  depos- 
ited here,  and  Tery  little  moisture  will  be  left  to  pass  over  into  the 
heat-gauge.  Indeed,  the  experiments  show  that  the  drip-box 
alone,  with  a  suitable  orifice  or  valve  provided  at  the  top,  so  as  to 
obtain  a  proper  circulation  through  it,  would  form  a  very  satis- 
factory instrument  for  determining  the  quantity  of  moisture  in 
any  case  where  the  steam  contained  much  of  it. 

When  the  quantity  of  moisture  drawn  off  from  the  drain- valve 
D  has  been  determined  for  a  given  time,  the  percentage  of  moist- 
ure which  this  represents  must  be  found  by  comparing  it  with 
the  total  amount  of  steam  passing  through  the  apparatus.  The 
total  may  be  determined  either  by  computation  or  by  trial  The 
computation  may  be  made  by  finding  the  exact  area  of  the  orifice, 
and  computing  the  quantity  which  passes  through  by  means  of 
the  formula, 

Q  =  Pressure  above  zero  x  area 
70 ' 

which  gives  the  number  of  pounds  discharged  through  the  orifice 
per  second.  The  pressure  to  be  used  is  that  corresponding  to 
the  temperature  shown  by  thermometer  M,  The  quantity,  as 
thus  found,  is  accurate  enough  for  rough  comparisons.  The 
exact  quantity  can  be  determined  by  conducting  the  steam  dis- 
charged from  the  open  end  of  the  apparatus  into  a  tub  of  water 
placed  on  scales — or,  what  is  a  better  way,  into  a  coil  of  lead 
pipe  or  iron  pipe  surrounded  by  flowing  water,  in  the  manner  of 
a  surface  condenser,  and  weighing  the  condensed  water  drawn  off 
in  a  given  time. 

A  certain  amount  of  moisture  is  produced  by  radiation  from  the 
appnratus  itself,  even  though  all  the  parts  are  well  covered,  as  it 
is  quite  necessary  that  they  should  be,  with  hair  felting.  The 
readings  of  the  instrument  on  the  test  must  therefore  be  corrected 
for  the  loss  thus  occasioned.     It  has  been  the  practice  of  the 
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author  to  make  these  corrections  by  observing  the  indications 
when  the  apparatus  is  supplied  with  steam  from  the  pipe  (7,  at  a 
time  when  the  pressure  is  steady  and  the  pipe  contains  nothing 
but  dead  steam^  there  being  no  current.  This  condition  of  things 
can  generally  be  obtained  in  a  factory  at  noon-time,  when  the 
engine  is  stopped,  or  at  night,  after  the  close  of  the  day*s  work. 
It  may  fairly  be  presumed  that  the  apparatus  is  then  supplied 
with  dry  steam,  and  whatever  moisture  collects  in  the  drip-box  Aj 
and  whatever  diflference  is  shown  by  thermometers  M  and  N,  is 
due  simply  to  the  loss  of  heat  from  radiation.  When  the  loss  from 
radiation  has  been  thus  obtained,  the  quantity  representing  that 
due  to  the  drip-box  is  simply  subtracted  from  the  weight  of 
water  drawn  off  during  the  same  length  of  time  on  the  main  test. 
The  way  in  which  the  correction  is  applied  to  the  readings  of 
thermometers  M  and  JVis  to  take  the  reading  of  thermometer  N 
on  the  radiation  test  when  thermometer  M  indicates  an  average, 
and  use  this  reading  as  a  starting-point.  The  indication  of  ther- 
mometer N  on  the  main  test  is  then  simply  subtracted  from  this 
normal  reading.  For  example,  suppose  the  average  reading  of 
the  upper  thermometer  (M)  during  the  main  test  is  312'* ;  sup- 
pose the  lower  thermometer  (N)  indicates  an  average  of  260"*  on 
the  main  test,  and  on  the  radiation  trial  suppose  it  indicates  267'' 
when  thermometer  M  shows  312°  ;  the  process  would  be  simply 
to  subtract  260  from  267,  and  this  would  give  as  a  result  7°  as 
the  cooling  effect  produced  by  the  moist  steam  discharged  on  the 
main  test. 

In  order  to  compute  the  amount  of  moisture  from  the  loss  of 
temperature  shown  by  the  heat-gauge,  the  number  of  degrees  of 
cooling  of  the  lower  thermometer  (N)  is  divided  by  a  certain  co- 
efficient, representing  the  number  of  degrees  of  cooling  due  to  1^ 
of  moisture.  This  coefficient  depends  upon  the  specific  heat  of 
superheated  steam,  which,  according  to  Regnault's  experiments, 
is  0.48.  In  other  words,  the  heat  represented  by  1°  of  super- 
heating is  0.48  of  a  thermal  unit.  The  author's  experiments 
show  that  this  quantity  cannot  be  applied  exactly  to  the  form  of 
instrument  under  consideration.  The  quantity  to  be  used  varies 
somewhat  according  to  the  degree  of  moisture.  For  an  instru- 
ment working  under  a  temperature  of  314°,  by  the  upper  ther- 
mometer, and  with  a  cooling  by  the  lower  thermometer  from 
268°  to  241°,  the  quantity  was  found  to  be  about  0.42.  When 
the  cooling,  however,  was  from  266°  to  225°,  the  quantity  to  be 
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used  was  found  to  be  abont  0.51.  The  experiments  haye  not  as 
yet  covered  a  sufficient  range  to  determine  the  exact  law  which 
can  be  applied  to  every  case,  bat  it  seems  probable  that  the 
specific  heat  is  more  or  less  constant  until  the  temperature  by 
the  lower  thermometer  approaches  the  point  of  saturation  for  the 
low-pressure  steam,  whUe  beyond  this  point  the  specific  heat 
rapidly  increases.  For  the  present,  it  is  assumed  that  the  quan- 
tity 0.42  is  the  proper  one  to  apply  whenever  the  temperature  by 
the  lower  thermometer  is  above  235^,  and  that  in  cases  where 
the  temperature  is  below  235^,  the  quantity  to  be  used  is  an 
increasing  one,  reaching  perhaps  to  0.55  when  the  temperature 
drops  to  220^. 

One  per  cent,  of  moisture,  now,  represents  the  quantity  of  heat 
determined  by  multiplying  the  latent  heat  of  one  pound  of  steam, 
having  a  pressure  corresponding  to  the  indication  of  thermometer 
if,  by  0.01,  and  this  product  is  to  be  divided  by  0.42  (provided 
the  lower  temperature  is  not  below  285°),  in  order  to  express  it 
in  terms  of  degrees  of  superheat.  For  example :  When  thermom- 
eter M  shows  312^,  the  latent  heat  is  894  thermal  units,  and  \*jL  of 
this  is  8.94 ;  dividing  by  0.42,  the  number  of  degrees  of  superheat 
corresponding  to  1^  of  moisture  is  found  to  be  21^3.  For  several 
other  temperatures,  which  cover  the  ordinary  range  that  would 
commonly  be  used,  the  necessary  coefficient  is  given  in  the  fol- 
lowing table : 


Temperatare 
Tbennometer  if. 

Coefficient. 

Temperature 

by 

Tbennometer  JT. 

Coefficient 

270 
280 
200 
800 
810 

22.0 
21.8 
21J7 
21.5 
21.8 

820 
880 
840 
860 
860 

21.1 
21.0 
20.8 
20.6 
20.5 

The  utility  of  the  instrument,  and  the  general  manner  in  which 
it  operates  in  practice,  may  best  be  shown  by  reference  to  the 
various  tables  which  are  appended,  giving  the  results  of  a  num- 
ber of  tests  on  different  boilers,  made  by  the  author. 

TEST  NO.  1. 

The  first  test  was  made  when  using  simply  the  wire-drawing 
part  of  the  instrument,  or  '^  heat-gauge,"  in  a  somewhat  incom- 
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plete  form.  Only  one  tliermometer  was  applied — that  is,  the  lower 
thermometer — and  the  temperature  of  the  steam  above  the  orifice 
is  only  to  be  learned  by  the  indications  of  the  pressure-gauge 
attached  to  the  boiler.  The  boiler  was  one  which  gave  steam  of 
varying  degrees  of  dryness,  and  it  was  admirably  adapted  for  a 
test  of  this  kind.  It  consisted  of  two  shells,  as  shown  in  the 
appended  sketch  (Fig.  143),  the  lower  one  of  which  was  nearly 
filled  with  tubes,  and  the  upper  one  served  the  purpose  of  a  drum. 


C&lorlmvteT  ako  apiilIcO  Ucre 


The  connection  between  the  two  shells  was  by  a  single  neck  at 
the  front  end.  Two  steam-pipes  carried  away  the  supply  of 
steam,  one  being  attached  at  the  front  end  of  the  drum,  directly 
over  the  connecting  neck,  and  the  other  being  attached  to  the  rear 
end.  The  smoke  and  products  of  combustion,  on  leaving  the 
tubes,  passed  over  the  exterior  surface  of  the  drum  on  their  way 
to  the  chimney,  and  the  dnim  thus  furnished  a  certain  amount  of 
steam-heating  surface.  The  calorimeter  was  attached  first  to 
one  of  these  pipes  and  then  to  the  other,  and  the  form  of  instru- 
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ment  used,  as  also  the  method  of  aitaohment,  is  shown  in  the 
sketch.  The  boilers  at  this  place  were  two  in  number,  and  the 
calorimeter  was  attached  to  only  one.  When  the  instrument  was 
applied  to  the  front  pipe,  the  qaalitj  of  the  steam  indicated  was 
quite  Tariable ;  but  when  it  was  attached  to  the  rear  pipe,  the 
quahty  became  nearly  constant,  and  the  indications  pointed  to  a 
small  amount  of  superheating.  The  indications  of  the  instrument 
on  the  front  pipe  revealed  an  exceedingly  interesting  state  of 
affairs.  The  quality  of  the  steam  fluctuated  periodically  over  a 
considerable  range,  yarying  from  a  condition  of  extreme  wetness 
to  a  nearly  dry  condition.  When  the  indications  pointed  to  the 
largest  amount  of  moisture,  the  thermometer  showed  about  213^, 
and  drops  of  water  issued  with  the  steam  at  the  point  of  dis- 
charge. The  periodical  fluctuations  were  surprising,  until  a 
careful  observation  of  the  times  when  they  occurred  showed  that 
the  wet  steam  was  produced  according  to  the  rate  of  production 
of  steam  in  the  boiler  to  which  the  calorimeter  was  attached. 
The  firing  of  the  two  boilers  was  done  alternately,  and  when  the 
boiler  to  which  the  calorimeter  was  attached  was  fired,  there  was 
a  cessation  in  the  generation  of  steam  in  this  boiler,  and  the  other 
boiler,  in  which  the  fire  was  active,  was  drawn  upon  to  make  up 
the  deficiency.  At  this  time  the  thermometer  in  the  calorimeter 
boiler  always  showed  increasing  indications.  Whenever,  on  the 
contrary,  the  other  boiler  was  fired,  and  at  times  when  the  fresh 
fires  in  the  calorimeter  boiler  had  become  active  again,  the  indi- 
cations of  the  thermometer  would  rapidly  fall.  At  such  times 
the  auxiliary  boiler  became,  for  the  moment,  inoperative,  and  the 
calorimeter  boiler  was  called  upon  to  furnish  the  greater  part  of 
the  steam.  The  lower  shell  of  the  boiler  being  nearly  filled  with 
tubes,  and  the  generating  surface  in  this  shell  being  very  small, 
there  was  an  active  tendency  for  this  shell  to  carry  up  into  the 
drum  a  mixture  of  water  and  steam,  and  this  would  easily  find 
its  way  into  the  front  pipe,  directly  above,  whenever  the  boiler 
was  doing  much  work.  The  alternate  heating  and  cooling,  due 
to  the  periodical  firing,  produced  alternately  very  wet  and  nearly 
dry  steam  in  the  front  part  of  the  drum,  and,  as-  a  consequence,  it 
produced  a  varying  degree  of  moisture  in  the  steam  which  passed 
through  the  front  pipe,  as  noted. 
51 
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DIMENSIONS  AND  OTHEB  DATA  BEGABDIKO    BOILEB    BEFEBBED    TO 
FIG.    148,  TEST  NO.   1. 

1.  Diameter  of  main  ihell 54  in. 

2.  Length  of  main  shell  and  length  of  tabes 17  ft. 

8.  Number  of  tubes,  4  in.  outside  diameter.   45 

4.  Sizeof  grate 4x8ft. 

5.  Area  of  grate  surface 82  sq.  ft. 

6.  Area  of  water-heating  surface 984       '• 

7.  Areaof  steam-heating  surface 107       " 

8.  Areaof  total  heating  surface 1,041       " 

9.  Collective  area  through  tubes 8.4       ** 

10.  Ratio  of  total  heating  surface  to  grate  surface 82.5  to  1 

11.  Ratio  of  grate  surface  to  tube  area 9.8  to  1 

12.  Kind  of  coal  used Schuylkill  pea 

18.  Percentage  of  ashes 17.8 

14.  Coal  burned  per  hour  per  sq.  ft.  of  grate .11.5  lbs. 

15.  Water  evaporated  per  sq.  ft.  of  heating  surface  per  hour. . .  8.1  '* 

16.  Average  temperature  of  fliie  gases 420* 

17.  Average  draught  suction 0.24  In. 

18.  Water  evaporated  per  pound  of  combustible  from  and 

at  212°,  uncorrected  for  moisture 11.07  lbs. 


m 


TABLE  No.  la. 

DOXTBLB-DBCK  HORIZONTAL  BETUBN  TUBULAR  BOILER  (Fig.   148). 
ATTACHED  TO  FRONT  BTB\M-PIFE. 


CALOBIMBTER 


Boiler 
Qaage. 

Temperatore 
shown  by 
Lower  Thermo- 
meter of  Cal- 
orimeter. 

CondlUon  of 
Steam  at  Outlet 
of  Calorimeter 
ae  it  Appeared 

to  the  Bye. 

Position  of 
Damper. 

Tm  OF  FiBWo. 

Time. 

Auxiliary 
Boiler. 

Boiler  to  which 
Calorimeter 
was  AppUed. 

10.00 

*88" 

286 

226 

24i 

256 

204 

269 

271.5 

278.5 

272 

265.5 

264.5 

280 

218 

222 

241 

256 

2G8 

258 

246 

226 

Dry 

Wet« 

Dry 

f  ( 
i< 

44 
ti 

tl 
«( 
*• 

Wet 

Dry 

I* 
« 

tt 
tt 

Wide  open 

<( 
<( 

it 
(< 

iopen 
i< 

tt 

tt 

<( 

Wide  open 

•< 
}open     ^ 

i  open 

10.00 

10.01 

10.02 

10.021 

10.08 

10.04 

10.05 

10.06 

10.07 

10.08 

10.09 

10.10 

10.11 

10.111 

10.12 

10.18 

10.14 

10.15 

10.15 

10.16 

10.20 

10.21 

10.22 

^  By  the  term  "  wet  **  is  meant  that  drops  of  water  emerged  from  the  outlet  of  the  calorimeter. 
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TABLE  No.  \a,^-CondudBd. 


Time. 

Boiler 
Gauge. 

Temperature 
shown  by 

meter  of  Calo- 
rimeter. 

Condition  of 
Steam  at  Outlet 
of  Calorimeter 
«0  it  Appeared 

to  the^e. 

Position  of 
Damper. 

Tf  JUB  O] 

Aoziliaiy 
Boiler. 

r   FtBIMG. 

Boiler  to  which 
Calorimeter 
was  Applied. 

10.28 

"83*' 

" *87' * 

**87" 

330.5 

2t5.5 

280 

346.5 

356.6 

264 

369 

370 

263 

341 

321 

214.5 

225 

242 

261 

357.5 

355.5 

359 

365 

369.5 

373 

374 

278 

25:^ 

227 

228.5 

285 

241.5 

286 

287 

245 

351.5 

358 

368 

267.5 

365 

385 

Wet 

« 
(« 
«< 

tt 
<< 

Wet 

14 

Dry 

(« 
*i 
<« 
t* 
<« 
<< 
<l 
(« 

<< 
ti 
(< 
«« 
<l 
<l 
t* 
«( 
«« 

« 
«« 
«« 

Wet 

\  open 

Wide  open 
•« 

«< 

•« 

it 

i  open 

4< 

« 
•  < 

Wide  open 
«< 

io|.en 
«• 
«• 
<« 
«< 
<< 
«< 
Wide  open 

4< 

iopen 

« 
it 
<• 

Wide  open 
<< 

iopen 

<( 

Wide  opea 
(( 

<< 

10.221 

10.24 

10.5?5 

10.26 

10.^7 

10.37 

10.28 

10.29 

10.80 

10.81 

10.82 

10.88 

10.88 

10.84 

10.85 

10.86 

10.88 

10.89 

10.40 

10.41 

10.41 

10.42 

10.48 

10.44 

10.45 

10.46 

10.47 

10.48 

10.49 

10.50 

10.51 

10.61 

10.53 

10.58 

10.54 

10.55 

10.551 

10.56 

10.67 

10.58 

10.69 

11  00 

11.00 

Normal. 

85 

388    (Re 

ar  pipe.) 

In  Table  No.  \a  the  indicatious  of  the  thermometer,  as  also 
data  regarding  the  condition  of  the  issuing  steam  as  it  appeared 
to  the  eye,  the  position  of  the  damper,  and  the  time  of  firing  of 
each  boiler,  are  given  for  nearly  every  minute  during  an  hour's 
test  The  fluctuating  character  of  the  readings,  as  influenced  by 
the  time  of  firing,  is  clearly  shown  in  this  record.  Notice,  for  ex- 
ample, the  reading  at  10.27,  when  the  boiler  to  which  the  calorim- 
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eter  was  applied  was  fired  with  fresh  coal ;  the  reading  is  256.5'', 
and,  compared  with  the  previoas  readings,  the  indication  of  the 
thermometer  is  rapidly  rising ;  at  10.28  it  reaches  264°,  and  at 
10.30  it  is  270"^.  At  this  time — three  minutes  after  firing — ^it  is  evi- 
dent that  the  boiler  began  to  recover  its  normal  rate  of  production, 
and  the  indications  of  the  thermometer  began  to  fall ;  at  10.83 
they  had  dropped  to  221°,  and  at  this  time  the  auxiliary  boiler 
was  fired,  which  occurrence  threw  nearly  the  whole  work  of  pro- 
duction upon  the  calorimeter  boiler,  and  this  was  followed  by  the 
thermometer  going  down  to  214.5''  and  the  issuing  steam  present- 
ing a  wet  appearance  to  the  eye.  The  thermometer  then  began 
to  rise,  and  At  10.38,  five  minutes  afterward,  it  had  reached  261^ 
and  it  is  presumed  that  the  fire  in  the  auxiliary  boiler  had  become 
quite  active,  while  that  in  the  caloiimeter  boiler  was  somewhat 
cooled. 

The  normal  reading  of  the  instrument  was  not  determined 
when  applied  to  the  front  pipe,  but,  taking  the  indication  for  the 
normal  as  determined  for  the  rear  pipe,  which  was  288°,  the 
cooling  etfect  due  to  moisture  for  the  best  indication — ^viz., 
274°  at  10.45— is  288°  -  274°  =  14° ;  and  this  divided  by  the 
proper  coeiiicient — ^viz.,  21 — gives  for  the  percentage  of  moisture, 
under  these  circumstances,  0.66.  The  lowest  indication — viz., 
2145°  at  10.34 — shows  a  cooling  e£fect  due  to  moisture  of 
288°  -  214.5°  =  73.5° ;  and  this,  divided  by  the  assumed  coefficient 
lor  this  temperature,  which  is  16.9,  gives,  for  the  percentage  of 
moisture,  4.34j^.  This  percentage,  however,  does  not  show  the 
whole  for  this  particular  case,  because  the  range  of  the  instrument 
was  evidently  exceeded. 

The  record  of  the  t^st  when  the  calorimeter  was  applied  to  the 
rear  pipe  is  given  in  Table  No.  16.  The  indications  of  the  ther- 
mometer vary  from  288°  to  297.5°,  with  a  normal  reading  of  288^ 
at  85  lbs.  pressure.  There  is  continual  evidence  here  of  super- 
heating, and  this  might  be  expected  from  the  fact  of  the  steam- 
heating  surface,  of  which  the  steam  issuing  from  this  end  of  the 
drum  had  the  benefit. 
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TABLE  No.  Id. 

DOUBLB-DBCK  HOBIZOKTAL  BETXJRN  TX7BULAR  BOILER  (same  atS  preceding). 
CALOBIMBTBB  ATTACHED  TO  RBAB  8TBAM-PIPB. 


Time. 

Boiler  Qauge. » 

Tempenture  ebown  by  Lower 
Thermometer  of  Calorimeter. 

1.00 

84 

291.5 

1.01 

82.5 

290.5 

1.07 

72 

288 

l.ll 

78 

287.5 

1  19 

69 

289.5 

1.28 

71 

289 

1.49 

82 

289.5 

1.54 

88 

292 

1.58 

87.5 

294.5 

.    2.02 

84 

295.5 

2.04 

82 

295 

2.09 

81 

295.5 

2.12 

84 

296.5 

2.15 

86 

297.5 

2.17 

86.5 

297.5 

2.28 

85 

296 

2.27 

87 

297.5 

Normal 

85 

'  288 

TEST  NO.  2. 

Test  No.  2  was  made  with  the  complete  calorimeter.  The 
boiler  was  of  the  cast-iron  sectional  type,  and  was  employed 
mainly  to  supply  steam  for  heating  purposes. 

The  various  sections  in  this  boiler  are  connected  by  a  header  at 
the  bottom,  into  which  the  feed-water  is  supplied,  and  by  means 
of  a  drum  on  the  top,  from  which  the  steam  is  carried  away  into 
the  building.  The  principal  features  of  the  boiler  are  shown  in 
the  appended  figure  (Fig.  144).  The  calorimeter  was  attached  to 
the  dram  at  a  point  3i  feet  distant  from  the  front  end,  and  the 
form  of  the  apparatus  used  and  the  manner  of  attachment  are 
shown  in  the  sketch. 

At  the  time  of  making  Test  No.  2a,  the  boiler,  which  was  new, 
had  been  in  use  a  considerable  lene;th  of  time  without  blowing  off, 
and,  as  the  test  proved,  it  was  discharging  a  large  quantity  of 
wet  steam.  The  water  drawn  from  the  drip-box,  as  will  be  seen 
in  the  last  column  of  Table  No.  2a,  which  gives  the  results  of  this 
test,  varied  from  0.08  of  a  pound  per  hour  to  4.5  lbs.  per  hour, 
and  these  quantities,  referred  to  the  calculated  rate  at  which  the 
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steam  passed  through  the  instrument — viz.,  46.6  lbs. — show  a 
yariation  of  moisture,  as  measured  by  the  drip-box  alone,  of  from 
0.17  of  one  per  cent.,  the  observation  at  3.20,  to  about  10^,  or 
that  given  by  the  observation  at  3.32.  The  lower  thermometer 
in  the  heat-gauge,  as  will  be  seen  by  the  record,  showed  a  nearly 
constant  temperature.  In  spite  of  the  great  variation  in  the 
actual  percentage  of  moisture  as  shown  by  the  drip-box,  the 
temperature  changed  only  from  264°  to  269®.  The  normal  read- 
ings were  not  observed,  but  the  indications  point  to  a  normal  of 
272®  for  a  temperature  of  304®  by  the  upper  thermometer,  and 
to  a  rate  of  condensation  in  the  drip-box  of  0.08  of  a  pound  per 
hour,  which  was  the  minimum  rate  shown  at  3.20  p.m.  The 
average  of  all  the  readings  by  the  lower  thermometer  is  266.9®, 
and  for  the  drip-box  1.68  lbs.  per  hour.  The  percentage  of  moist- 
ure shown  by  the  heat-gauge  here  is  272®— 266® .9-  6.1°  for  the 

cooling,  and  this  represents  -^  x  100  =  0.24  of  o  le  per  cent,  of 

21.5 

moisture.    The  water  drawn  from  the  drip-box,  and  corrected 

for  the  assumed  radiation,  is  1.68  —  0.08  =  1.6  lbs.  per  hour,  and 

1  fi 
this  represents  — ^^  x  100  =  3.51^  of  moisture.     The  two  per- 
45.  b 

centages  added  together  make  a  total  of  3.75^. 


DIMENSIONS  AND    OTHER   DATA    KEGARDINQ    BOILER   REFERRED   TO   IN 
FIG.   144,   TEST  NO.   2. 

1.  Size  of  grate 5  ft.  10  in.  by  5  ft.  8  In. 

2.  Extreme  width  of  each  section 45  '* 

8.  Extreme  height  of  each  section 4  ft.  4  in. 

4.  Number  of  sections 82 

5.  Approximate  area  water-henting  surface  each  section 20.26  eq.  ft. 

6.  Approximate  area  steam-lieating  surface  each  section 7.6  '*    *' 

7.  Total  heating  surface  of  whole  boiler 899   *'    *' 

8.  Area  of  grate  surface 17.5  **    " 

9.  Ratio  of  total  healing  surface  to  grate  surface 51.1  to  1 

10.  Water   evaporated  per  square  foot  of    heating  surface  from  100^ 

at  70  lbs.  pressure  per  hour 2.4  Ibe. 

11.  Kind  of  coal  used Anthracite  broken 
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TABLE  No.  2a. 

CAST-IRON    SBCnONAL  BOILEB  (Fig.  144)  PBEVI0U8   TO  BLOWING  OFF  AHD 
BENSWINO  WATSB. 


CompleU  Calorimeter  in  Uee. 

Time. 

Upper 
Thermometer. 

Lower 
Thermometer. 

Weight  of  Pail 

containing 
Water  drawn 
off  from  Drip- 
box. 

Net  Weight  of  Water 
drawn  from  Drip-box 

Interval. 

Rate  per  Hoar 
at  which  Wafer 

is  Drawn  off 

from  Drip-box« 

Iba: 

2.50 

804 
804 
803 
800 
804 
804 
808 
299 
802 
805 
806 
804 

804 
806 
808 

264 
266 
267 
266 
266 
267 
267 
266 
265 
268 
268 
269 

269 
267 
268 

6    oz. 

8}  " 

4i  " 

7J  " 

84  " 

81  " 

12     *' 

18    ** 

6i  - 

11     *' 

18}  - 

17     " 

6}  ** 

7}  •' 

11     " 

15i  '• 

2.55 
2.58 

2}  oz.  in   5  niiD. 

2.08 

8.10 
8.15 
8.20 
8.27 
8.82 
8.88 

81  oz.  in  12  min. 

i     "      5    " 

i      '•       5    " 

8}      "       7    '* 

8       -       5    " 

1.09 
0.56 
0.08 
1.81 
4.50 

8.48 
8.50 
4.02 
4.08 

4}  oz.  in    5  mIn. 
2i     ••       7    •• 
85      -     12    •• 

8.56 

1.20       . 
1.17 

4.07 
4.16 
4.25 

1    oz.  in    4  min. 
3}     "       9    •• 

4i      "       9    " 

0.94 
1.56 
1.71 

Av... 

808.4 

266.9 

1.68 

Nonnal  readings  were  not  observed. 

Weight  of  steam  passing  throagh  orifice  (f  in.  approximate  diameter),  calculated 
for  72  Ibd.  pressure  (absolute),  ii  x  8,600  x  .0128  =  45.6  lbs.  per  hour. 

Test  Na  2h  was  made  on  the  same  boiler,  using  the  same  ap- 
paratus, and  all  the  conditions  were  the  same,  excepting  that  dur- 
ing the  interval  between  the  two  tests  the  boiler  had  been  blown 
off  and  the  water  renewed.  The  results  of  the  test,  made  under 
these  circumstances,  are  given  in  Table  No.  2&. 

The  average  readings  of  the    two  thermometers  on  this  test 

are  298.7°  for  the  upper  thermometer,  and  264.7^*  for  the  lover 

thermometer.    The  normal  for   298.7'^  may  be  taken   at  269®, 

and  the  cooling  below  this  point  is  43^,  which  corresponds  to 

4  3 

--'  -  =  0.2  of  one  per  cent,  of  moisture.     The  average  of  the  drip- 

box  readings  gives  0.23  of  a  pound  per  hour.  Using  the  assumed 
quantity  for  radiation  that  was  taken  before,  the  net  quantity  due 
to  moisture   in  the  steam  becomes  0.28  —  0.08  =  0.15  lb.,  and 

this  represents  A-^  x  100  =  0.33  of  one  per  cent,  of  moisture. 
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The  sum  of  the  two  percentages  is  0.33  }•  0.2  =  0.5 1  per  cent, 
which  represents  the  total  moisture. 


TABLE  No.  2&. 

CA8T.IS0N    SBCnOKAL    BOILEB  (Miue    88   preceding)    AFTER  BLOWING  OFF  AND 

BBNBWINO  WATER. 

Complete  Calorimeter  in  Uee. 


Time. 

Upper 
Thermometer. 

Lower 
Thermometer. 

Weight  of  Pail 
containing 

off  from  Drip- 
box. 

Net  Weight  of  Water 

drawn  from  Drip-box 

during  Preceding 

Intenral. 

Rate  per  Honr 
at  which  Water 

is  Drawn  oir 

from  Drip-box, 

lbs. 

9.15 

800 
296 
298 
802 
296 
800 

265 
268 
264 
268 
264 
266 

16.5 

11.75 

18 

14.5 

16.25 

17.75 

9.35 

9.55 

10.15 

10.45 

11.15 

1.25  oz.  io20min. 
1.25      "    20    •* 
1.5        "    20    ** 
1.75      ••    80    " 
1.5        "    80    " 

0.28 
0.28 
0.28 
0.22 
0.19 

Av... 

298.7 

264.7 

0.28 

TEST  NO.   S. 

Test  No.  3  was  made  on  a  water  tube  boiler  of  well-known  type, 
the  general  features  of  which  are  shown  in  Fig.  146.  Appended 
is  a  table  giving  the  principal  dimensions  of  the  boiler  and  the 
general  conditions  under  which  it  was  operated.  In  this  test  the 
complete  calorimeter  was  at  first  in  use,  and  the  readings  which 
were  taken  are  as  follows : 


TABLE  No.  8a. 

WATER  TDBB  BOILER  (Fig.  145). 


Time. 


Upper 
Thermometer. 


Lower 
Thermometer. 


Water  drawn  from 

Drip-box 

in  Five  Minutes. 


Rate  per  Honr  at 

which  Water  ie 
Drawn  ttom  Drip- 
box. 


START  CALOBIHETlOl  AT  9.05. 


STOP  AT  10.06— 8TABT  AT  12.55. 


1.10 


850 


287 


0.75  lb. 


0.55  lb. 
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There  were  no  normal  readings  taken  when  using  the  complete 
apparatus,  as  it  was  eyident  that  the  percentage  of  moisture  was 
not  high  enough  to  call  for  anything  more  than  the  heat-gauge. 
The  drip-box  was  consequently  remoyed,  and  the  remaining  read- 
ings, which  are  given  below,  were  taken,  using  simply  the  heat- 
gauge. 

TABLE  No.  86. 


Time. 

Lower  Thermometer. 

2.50 
3.08 
8.20 
3.85 
8.40 
8.45 

846 
848 
850 
850 
850 
846 

2Tr 

278 

278 
274 
271 
277 

Average 

848.7 

275 

Normal 

848 

289 

The  average  readings  of  the  upper  thermometer  on  this  test 
were  348.7°,  and  of  the  lower  thermometer  275'',  the  range  of  this 
latter  being  from  271°  to  278°.  The  normal  for  the  lower  ther- 
mometer, which  was  found  by  taking  indications  when  no  steam 
was  being  drawn  from  the  boiler,  a  steady  pressure  being  main- 
tained, was  289°.  The  average  cooling  effect,  due  to  moisture  in 
the  steam,  is  289°—  275°=  14°;  and  this,  divided  by  the  coefficient 
for  350°,  which  is  20.6,  gives  0.68  of  1^. 

On  this  test  the  quantity  of  steam  passing  through  the  orifice, 
which  was  ^  of  an  inch  in  diameter,  was  determined  by  carrying 
it  into  a  barrel  of  water  resting  on  scales.  The  quantity  con- 
densed was  14.75  lbs.  in  10  minutes,  which  is  at  the  rate  of  68.5 
lbs.  per  hour. 

DIMENSIONS  AND  OTHER    DATA  REOABDINa    BOILEB    BEFEBBED  TO  IN 

TEST  NO.   3. 

1.  Number  of  tubei*,  4  in.  oatslde  diameter 60 

2.  Length  of  tabes 16  ft. 

3.  Diameter  of  each  dmm  (2  in  all) 86  in. 

4.  Length  of  drum 18  ft. 

6.  Size  of  grate 6  x  4  ft.  10  in. 

6.  Area  of  beating  surface 1,251  sq.  ft. 

7.  Area  of  grate  surface 29      ** 
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8.  Ratio  of  heating  Burfaoe  to  grate  sarface 48.1  to  1 

9.  Kiud  of  coal  used Pittsburg  bituminoos 

10.  Percentage  of  ashes. 6.9% 

11.  Coal  per  hour  per  square  foot  of  grate 13.1  lbs. 

12.  Water  evaporated  |  er  hour  per  square  foot  of  beating  surface 

from  100'*  at  70  lbs.  pressure 2.4  Ibo. 

18.  Average  temperature  of  flue  gases 540° 

14.  Water  evaporated   per  pound    of  combustible  from  and 

at  213'' 9.1711s. 

TEST  NO.   4. 

Test  No.  4,  like  the  preceding  one,  was  made  on  a  water  tube 
boiler  of  the  style  shown  in  the  preceding  cut  On  this  test  the 
heat-gauge  only  was  in  use,  and  the  point  where  it  was  applied 
is  shown  in  Fig.  145.  Appended  is  a  table  showing  the  gen- 
eral dimensions  of  the  boiler  and  the  conditions  under  which  it 
was  operated. 

DIMEMSIONM  AND    OTHEB  DATA    BEGABDING    BOILEB    REFERRED  TO  IN 

TEST  NO.  4. 

1.  Number  of  sections 14 

2.  Number  of  tubes,  4  in.  outside  diameter,  in  each  section 9 

8.  Total  number  of  tubes 126 

4.  Diameter  of  drum  86  ia. 

5.  Size  of  grate 7  x  8.5  ft. 

6.  Area  of  heating  surface 2,765  sq.  ft. 

t         7.  Area  of  grate  surface 59.5      " 

8.  Ratio  of  heating  surface  to  grate  surface 46.5  to  1 

9.  Kind  of  coal  used George's  Creek,  Cumberland 

10.  Percentage  of  ashes 6.8^ 

11.  Coal  consumed  per  hour  per  square  foot  of  grate 17.9  lbs. 

12.  Water  evaporated  per  square  foot  of  heating  surface  from 

100"  at  70  lbs.  pressure  per  hour 8.88  lb#. 

18.  Ayerage  temperature  of  fine  gases 545* 

14.  Average  draught  suction 0.49  in. 

15.  Water  per  pound  of  combustible  from  and  at  212"* 10.42  lbs. 

On  this  test  readings  of  the  instrument  were  taken  at  intervals 
of  from  one  to  five  minutes  during  most  of  a  ten-hours*  run,  and 
the  full  set  of  observations  is  given  in  Table  No.  4.  Remarks  are 
given,  in  connection  with  many  of  the  readings,  as  to  the  condi- 
tion of  the  fire,  height  of  water  in  the  gauge-glass,  and  other 
information.  It  will  be  seen  from  this  table  that  the  quantity  of 
moisture  in  the  steam  was  quite  variable,  though  never  excessive. 
The  smallest  indication  of  the  lower  thermometer  was  that  taken 
at  4.66  P.M.,  when  the  reading  was  249^,  and  the  highest  indi- 
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cation  nvas  at  7.u2  A.V.,  when  the  reading  was  279"".  The  range 
corresponds  to  a  little  oyer  Ifi  of  moisture.  Using  the  normal  of 
280°  for  a  temperature  of  831**  by  the  upper  thermometer,  which 
was  found  at  a  time  when  the  boiler  was  discharging  little,  if  any, 
steam,  the  lowest  reading,  of  249*^,  giyes  a  cooling  effect  due  to 
moisture  of  280°  —  249°  =  31°;  and  the  highest  reading  gives 
280°  -  279°  =  1°  for  the  cooling  effect  of  moisture.  The  coeffi- 
cient for  330°  is  21° — that  is,  the  cooling  due  to  Ifi  of  moisture.  The 

31 
two  extreme  percentages  of  moisture  are,  therefore,  ^  =  1.48j^, 

^1 

and-  =0.018;<. 

The  yariations  in  the  indications  of  the  lower  thermometer 
were  so  marked,  and  occasionally  so  rapid,  that  an  attempt  was 
made  to  ascertain  whether  these  yariations  could  be  accounted 
for  by  any  differences  in  the  condition  of  the  fire,  the  height  of 
water,  or  the  manner  of  feeding  the  water.  At  one  time  it  was 
thought  that  the  lowering  of  the  thermometer  was  caused  by  an 
increased  activity  of  the  fire.  Notice  the  reading  at  8.42}  A.M., 
which  was  274°,  and  the  next  reading,  which  fell  to  251°,  7}  min- 
utes afterward,  and  between  these  two  readings  the  fire  was 
shoved  back  and  new  coal  added.  The  next  time,  however,  that 
the  fire  was  shoved  back,  which  was  at  9.12  A.M.,  there  was  no 
immediate  change  in  the  indication  of  the  thermometer,  though 
at  9.20  the  reading  had  fallen  to  259°,  and  this  fall  may  finally 
Lave  been  due  to  the  increased  activity  of  the  fire.  A  little  farther 
on,  at  9.55,  the  reading  was  277^.  Shortly  afterward  the  fire  was 
shoved  back,  and  immediately  the  temperature  fell  to  257°,  and 
two  minutes  later  to  253°.  Take  the  reading,  however,  at  12.28, 
when  the  fire  was  treated  in  the  same  manner — there  was  no  fall 
in  the  temperature,  even  after  slicing  the  fire,  and  even  when  the 
water  was  pumped  up  to  quite  a  high  point. 
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TABLE  No.  4 

WATEK  TUBE  BOILEB  (Fig.  145). 


LowKR  Thbb- 

m    ^PP*'* 

XOMBTSR. 

Time. 

Normal   279, 

Bemarks  aa  to  Height  of  Water,  State  of  Fire, 
and  other  Obiervationa. 

with  Upper 

Tbennometer 

880.   Say,  880 
at^Tl. 

6.88 

829 

277 

7.02 

881 

279 

7.85 

881 

271 

8.13 

881 

255 

8.20 

881 

272 

8.22i 

881 

276 

8.^ 

881 

278 

8.d2i 

881 

276 

8.40 

881 

274 

. 

8.42i 

881 

274 

Shove  back  and  fire  at  8.46. 

8.50 

880 

251 

8.521 

880 

252 

8.56 

881 

264 

9.00 

829 

275 

9.05 

880 

271 

9.10 

880 

277 

9.18 

880 

277 

Shove  back  at  9.12. 

9.14 

881 

275 

Firliig ;  water,  8  inches. 

9.15 

881 

276 

9.20 

881 

259 

9.22i 

881 

251 

Water.  4*. 

9.25 

881 

265 

9.81 

881 

275 

Shove  back  and  fire,  9.82-88. 

9.84i 

880 

275 

Water,  5i. 

9.85 

880 

271 

9.87 

881 

268 

9.40 

881 

275 

9.45 

881 

276 

9.50 

881 

276 

Front  fired  ;  water,  4  inches. 

9.55 

881 

277 

Water,  8  inches. 

lO.Oli 

881 

257 

Shove  back  and  fire,  9.58-10.00. 

10.08i 

881 

258 

Water,  4  Inches  ;  feeding  fast 

10.09 

881 

264 

10.12 

881 

275 

10.17 

880 

277 

10.22 

881 

271 

Front  shoved  back  and  fired. 

10.28 

880 

278 

Water,  5^. 

10.82 

881 

252 

"      4i. 

10.85 

881 

271 

10.41 

880 

275 

10.45 

880 

260 

Water,  6*. 

10.50 

881 

256 

Front  shoved  back  and  fired. 

10.55 

881 

250 

Water,  6 ;  pump  slow. 

11.07 

880 

268 

Feeding  fast ;  height,  4  inches. 

11.15 

881 

260 

ll.l5i 

881 

251 

Height.  5}. 

11.18 

880 

256 

Front  fired  ;  height,  6. 

11.20i 

.    , 

268 

11.22 

881 

258 
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TABLE  No.  i.—CofUinued. 


Upper 
Thermometer. 

MOMKTBB. 

Time. 

Normal     S79, 

Remarks  as  to  Height  of  Water,  State  of  Fire, 
and  other  Obeenratione. 

with  Upper 

Thermometer 

880.   Sav,!nO 
at^l. 

11.28 

831 

258 

11.82 

881 

259 

11.85 

881 

274 

Front  fired  ;  hciglit,  6. 

11.88 

880 

276 

11.41 

880 

275 

11.48 

881 

256 

Water,  7i. 

11.45 

881 

261 

Front  shoved  back. 

11.47 

831 

267 

11.50 

881 

260 

Height,  6i. 

11.55 

881 

262 

'•      H. 

12.00 

881 

258     . 

"        7. 

12.06 

882 

377 

**        7  ;  damper  shut. 

13.10 

882 

259 

'•       7         •*      open. 

12.16 

882 

260 

"       6i. 

12.22 

882 

252 

"        5. 

12.28 

831 

275 

Front  shoved  back  and  firing. 

12.81 

880 

277 

Height,  5. 

12.84 

829 

275 

12.88 

828 

275 

Front  sliced ;  height,  7. 

12.40 

827 

271 

12.45 

827 

278 

12.51 

829 

275 

12.59 

830 

258 

Height,  7. 

1.18 

880 

275 

^       7. 

1.21 

880 

276 

"        8. 

1.80 

880 

277 

4. 

1.88 

880 

261 

Feeding  fast ;  height,  5. 

1.48 

829 

262 

Front  shoved  back  and  fired. 

1.50 

880 

264 

Feeding  fast ;  height,  6. 

1.57 

880 

256 

Height,  5.5. 

3.08 

881 

266 

'•        5.5. 

2.14 

881 

258 

•*        5.2. 

2.20 

880 

278 

Shoved  back,  2.21. 

2.22 

829 

268 

Fired,  2.22i. 

2.23 

829 

261 

3.24 

829 

259 

3.25 

829 

252 

2.26i 

829 

252 

Height,  6.5. 

3.28^ 

829 

255 

Slow  down  pump,  3.29^. 

2.80 

830 

269 

2.85 

831 

276 

2.46 

831 

261 

Height,  8. 

2.52 

881 

268 

Shove  back,  2.50. 

2  54    . 

830 

256 

8.04 

831 

266 

Height,  8. 

8.00 

880 

276 

'*       8. 

8.20 

881 

255 

*'        2.5. 

8.25 

831 

255 

*'        8. 

8.82 

881 

278 

*•       4. 

8.40 

881 

275 

Shoved  baok  and  fired,  8.85 ;  height,  6.5. 

8.45 

881 

277 

Height,  5. 
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LOVKR  Thsr- 

Upper 
Tbcrroometer. 

MOMITKR. 

Time. 

Normal      279, 
M  Ith  Upper 

Remark!  ai  to  Height  of  Water,  Bute  of  Fire, 
and  other  Obeervatione. 

Thermometer 

880.   Sav,2b0 
at  £81. 

8.53 

881 

268 

Height.  8.5. 

8.50 

831 

270 

4.5. 

4.0G 

381 

264 

"        8.5. 

4.11 

831 

271 

Shored  back,  4.10;  fired,  4.11*. 

4.13 

881 

270 

Height,  8.5.  (?) 

4.18 

331 

271 

4.14 

381 

266 

Height,  5.5. 

4.15 

8t;l 

262 

6. 

4.17 

380 

278 

4.24 

831- 

265 

Height,  4.5. 

4.-.8 

880 

278 

**•      4. 

4.811 

826 

275 

4 

4.45 

8->6 

275 

4.5.\ 
Front  shoved  back  and  fired,  5.30*. 

4.58 

880 

258 

4.56 

330 

5  49 

Height,  6.5. 

5.04 

830 

276 

5.5. 

5.10 

831 

276 

5.>3 

331 

275 

Height,  5.5. 

5.28 

838 

276 

Damper  shot. 

5  83 

831 

278 

Height,  5.4. 

TEST  NO.  5. 

Test  No.  5  was  made  on  a  plant  of  four  horizon t«l  return  tabu- 
lar boilers,  the  plan  and  longitudinal  cross-section  of  which 
are  shown  in  Fig.  146  and  Fig.  147.  The  whole  plant  con- 
sisted of  six  boilers,  but  only  four  of  them  were  in  use,  and  these 
were  employed  solely  for  supplying  a  22"  and  44"  x  60"  compound 
engine,  developing  an  average  of  618  I.H.P.  The  ratio  of  grate 
surface  to  heating  surface  was  44.2  to  1 ;  the  rate  of  com- 
bustion was  IQ  lbs.  of  Cumberland  coal  per  square  foot  of  grate 
surface  per  hour ;  the  percentage  of  ashes  was  8.7  ;  the  evapora- 
tion from  100°  at  70  lbs.  pressure  per  squai*e  foot  of  heating  sur- 
face per  hour  was  1.97  lbs. 

On  this  test  the  heat-gauge  alone  was  in  use  for  two  periods  of 
15  minutes  each,  and  the  two  thermometers  showed  temper- 
atures which  were  practically  constant,  viz.,  341®  and  283°  re- 
spectively The  normal  reading  of  the  lower  thermometer  was 
287°.    From  these  figures  the  cooling  effect  of  the  moisture  was 
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287**  -  283°  =  4°;  and  this,  divided  by  the   proper  coefficient, 
gives  for  the  percentage  of  moisture  ^^r-^  =  0.19  of  one  per  cent. 

TEST  NO.   6. 

Test  No.  6  was  made  on  a  plant  of  eleven  horizontal  return 
tubular  boilers,  which  were  used  mainly  for  supplying  steam  to  a 
700  H.P.  condensing  engine.  The  general  location  of  the  boil- 
ers and  the  arrangement  of  the  steam-piping  are  shown  in  Fig. 
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148.  Two  of  tbe  boilers  were  provided  with  a  steam  dome, 
and  they  all  discharged  thei  steam  into  a  drum,  which,  however, 
was  not  very  well  drained  on  the  end  where  the  steam  was  taken 
off.  On  this  test  simply  the  heat-gauge  was  used,  the  manner  of 
attachment  being  shown  in  the  sketch.    The  full  set  of  observa- 


-7  ft.- 


LONQITUDINAL  SECTION     L 

P 


%  14?, 


V^/JW/A 


m^A^jmmm^. 


tions  is  given  in  Table  No.  5.  The  average  of  all  the  readings 
is  312°  for  the  upper  thermometer  and  248°  for  the  lower  ther- 
mometer. The  normal  at  312°  may  be  taken  at  268°.  The  cool- 
ing effect  of  the  moisture  is,  therefore,  268°  -  243''  =  25°,  which 

25 
corresponds  to  ^^-=  =  1.17j^.    The  extreme  range  of  the  indica- 

tions  of  the  lower  thermometer  are  from  226°  for  the  miuimnm 
to  252°  for  the  maximum. 
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TABLE  No.  5. 

PLANT  OF  BLBVEN  HORIZONTAL  BETURN  TUBULAB  B0ILEB8  (Fig.  148). 


Time. 

Upper  Theimometer. 

Lower  Thermometer. 

9.55 

812 

285 

10.00 

812 

226 

10. a'^ 

818 

240 

10.10 

812 

245 

lO.HH 

812 

240 

10.15 

818 

241 

10.17i 

812 

241 

10.20 

812 

242 

10.22i 

818 

241 

10.25 

818 

240 

10.27^ 

812 

241 

10.80 

812 

288 

10.82i 

818 

289 

10.85 

818 

245 

10.87i 

812 

248 

10.40 

812 

249 

10.42^* 

811 

248 

10.45 

814 

247 

10.47i 

815 

250 

10.50 

814 

252 

10.52i 

814 

249 

10.55 

814 

249 

10.57* 

814 

249 

11.00 

818 

248 

11.02i 

814 

246 

11.05 

814 

246 

11.07i 

809 

248 

11.10 

812 

289 

11. 12* 

818 

288 

11.15 

818 

:289 

11.17i 

812 

240 

11.20 

8il.5 

288 

11.22* 

812 

288 

11.25 

812 

229 

11.27* 

818 

284 

11.80 

818 

248 

11.82* 

818 

244 

11.85 

312 

245 

11.87* 

818 

247 

11.40 

812 

247 

11.^ 

818 

247 

11.45 

812 

245 

11.47* 

812 

243 

11.50 

812 

242 

11.52* 

811 

248 

11.55 

811 

248 

Normal 

815 

271 

Average 

812 

248 

*  Between  10.4Si  and  11. OB  thermometers  Interchanged. 


Digitized  by 


Google 


A  UNIYEBSAL  STEAM  GALOBIMBTEB. 
TEST  NO.  7. 


817 


Test  No.  7  was  made  on  a  plant  of  two  horizontal  retnm  tubu- 
lar boilers,  and  in  this  case  the  complete  form  of  the  instrument 
was  used.     The  plan  of  the  boilers  and  the  arrangement  of  the 


•Rg.  140. 


steam-piping,  together  with  the  location  of  the  calorimeter  and 
the  form  of  instrument  used,  are  shown  in  Fig.  149.  The  full 
set  of  observations  is  given  in  Table  No.  6.  Considerable  inter- 
est attaches  to  this  test  on  account  of  the  priming  of  one  of  the 
boilers,  which  was  brought  about  by  design.  This  boiler  was  filled 
with  water  to  nearly  the  top  of  the  glass,  and  the  bituminous  coal 
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fire  was  barred  up,  the  damper  opened  wide,  and  the  boiler 
made  to  do  its  maximum  amount  of  work.  The  time  when  this 
occurred  was  2.05  p.m.,  and  shortly  afterward  the  quantity  of  water 
collecting  in  the  drip-box  began  to  increase,  and  for  the  seven  and 
a  half  minutes  between  2.15  and  2.22^,  18.9  ounces  of  water  were 
withdrawn.  This  represents  9.28  lbs.  per  hour,  or  about  18.5jt  of 
moisture,  the  quantity  of  steam  used  being  estimated  at  50  lbs. 
per  hour. 

Taking  the  ordinary  indications  of  the  instrument  during  the  20 
minutes'  time  between  12.65  and  1.16  P.1L,  the  drip-box  discharged 
2.7  ounces,  or  0.51  of  a  pound  per  hour.  The  average  reading  of 
the  upper  thermometer  was  304.9^  and  of  the  lower  thermometer 
268.2^.  Comparing  these  observations  with  the  normal  readings, 
it  is  seen  that  there  was  but  a  trifling  indication  of  moisture. 

It  may  be  added  that  the  priming  was  found  to  be  due,  when 
the  water  was  carried  too  high,  to  the  presence  of  vegetable  mat- 
ter in  the  water  and  to  too  infrequent  blowing  otL 

TABLE  No.  CI. 


TWO  HOBIZONTAL  BETURN  TUBULAR  B0ILBR8  (866  Fig.  149).      COMFLBTS  CALO- 

BIMBTBB  IN  USE. 


UelgfatofWater 

* 

Time. 

Upper  Ther- 
mometer. 

Lower  Ther- 
mometer. 

I&  Glass,  in 

Sixteenths  of 

an  Inch. 

Remarks. 

12.22i 

806 

265 

8 

Practically     no    steam 

12.25 

804.5 

267 

5 

drawn  off  from  boilers 

12.27i 

802 

267 

7  scant 

between     12.25i    and 

12.80 

801 

267 

Secant 

12.47f 

12.82i 

808 

267 

10 

12.85 

805 

267 

13  + 

12.87i 

808 

268 

15  + 

12.40 

804 

268.5 

17  scant 

12.42i 

804 

268.5 

18 -h 

12.45 

808 

268 

20 

12.47i 

802 

267 

2  + 

Draw  off  from  drip-box, 
at  12.46,  2.7  ounces. 

AverM^  DormaU 
reaolDgs ) 

808.6 

267.8 

(0.891b.  P6P 
(      hour 

12.50 

802 

267 

4  + 

12.52i 

802 

267 

6  scant 

12.55 

808 

267 

8-h 

Engine  started  at  12.55. 

12.57i 

808 

267 

11 

1.00 

808 

267 

14 

1.02i 

805 

268 

16  + 
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TABLE  No.  ^.--Caneluded. 


Height  of  Water 

Time. 

Upper  Ther. 
mometer. 

Lower  Ther- 
mometer. 

ln01ai«,ln 

Sixteenths  of 

an  Inch. 

Bemarka. 

1.05 

806 

268 

19 

1.07i 

807 

269 

21  + 

1.10 

807 

269 

24 

1.12i 

306 

270 

7 

Draw  off  from  drip-box« 

1.15 

804 

269 

8  + 

at  1.11,  2.7  ounce.*?. 

1.17i 

802 

268 

9  + 

1.20 

801 

268 

10  + 

1.2^ 

802 

267 

12  + 

1.25 

802 

267 

14  -f 

1.27i 

802 

367 

16  + 

1.80 

804 

267 

19 

1.82i 

804 

268 

33 

1.35 

304 

268 

23 

1.87i 

808 

268 

5.5 

Draw  off  from  drip-box, 

1.40 

801 

268 

6  + 

at  1.86,  2.7  ounces. 

1.42i 

300 

267 

8 

1.45 

298 

266 

10 

1.47i 

298 

266 

10  + 

1.50 

800 

365 

18 

Water  being  pumped  to  a 

1.53i 

802 

265 

16 

high  point 

1.55 

804 

266 

19 

1.57i 

806 

267 

33 

2.00 

806.5 

268 

34 

Draw  off  from  drip-box. 

2.021 

807 

269 

8 

at  2.01,  2.7  ounces. 

2.05 

807 

270 

11 

At   2.05  damper  of  one 

2.07i 

808 

370 

32  + 

boiler  shut    Fire  in  the 

2.10 

806 

270 

29 

other  boiler  barred  up 

2.12i 

808 

270 

12 

and  water   at   a  bigh 

3.15 

807 

270 

14 

point. 

2.22i 

806 

255 

12 

Draw  off  from  drip-box. 

2.2.5 

808 

266 

15 

at  2.11,  2.7  ounces. 

2.27i 

810 

370 

18  + 

Between  2.15  and  2.22i 

2.80 

810 

270 

20  + 

draw  off  from  drip-box 

2.82^ 

810 

270 

21  + 

18.9  ounces. 

2.35 

809 

271 

23 

At  2.25  height  of  water 

2.87^ 

810 

271 

7 

in  the  active  boiler  had 

2.42i 

801 

268 

8 

fallen  4  inches*. 

2.45 

298 

267 

8  + 

Draw  off  from  drip-box, 

2.47^ 

299 

266 

10 

at  2.86,  2.7  ounces.    At 

2.50 

801 

266 

12 

2.42i  dampers  of  both 

2.52i 

805 

267 

17 

boilers  open. 

2.55 

808 

266 

21 

2.57i 

810 

269 

28 

8.00 

812 

270 

24  + 

TEST  NO.  8. 
Determination  of  tf^e  Coefficient  and  Test  of  the  Accuracy  of  the  Heat-gauge. 

The  series  of  experiments  which  the  author  has  made  to  deter- 
mine the  proper  coefficient  to  be  used  in  estimating  the  percent- 
age of  moistore  from  the  readings  of  the  thermometers  in  the 
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heat-gauge  have  not,  as  already  stated,  been  made  sufficiently 
complete  thoroughly  to  settle  the  quantities  for  all  conditions ; 
but,  so  far  as  they  have  been  completed,  they  are  belieyed  to  be 
reliable,  and  applicable  to  this  form  of  instrument,  within  the 
range  of  operations  chosen.  The  idea  which  has  been  worked 
out  was  to  conduct  the  steam  to  the  calorimeter  through  a  certain 
amount  of  piping  which,  by  the  loss  of  heat  due  to  radiation, 
would  produce  a  certain  constant  rate  of  moisture.  This  was  first 
drawn  off  from  the  drip- box,  and  its  quantity  determined.  It  was 
then  conducted  into  the  heat-gauge,  and  the  effect  of  this  upon 
the  thermometers  was  observed. 

The  apparatus  used  is  shown  in  Fig.  150.  The  drip-box  is 
represented  at  E  and  the  heat-gauge  at  F^  and  the  two  yalyes 
0  and  H  were  provided,  the  former  to  draw  off  the  moisture  from 
the  drip-box,  and  the  latter  to  carry  the  moisture  into  the  heat- 
gauge.  Following  l^ack  to  the  right-hand  end  of  the  figure,  the 
steam  is  taken  first  from  a  horizontal  2'i)ich  pipe,  which  was 
supplying,  during  most  of  the  experiments,  an  engine,  and  during 
the  remaining  ones  it  carried  off  a  sufficient  quantity  of  steam  to 
produce  a  proper  circulation.  It  dropped  vertically  through  a 
^-inch  pipe  into  a  well,  from  the  bottom  of  which  an  open  pet- 
cock  discharged  any  water  of  condensation  carried  along  with  the 
steam.  This  well  was  made  of  1  J-inch  pipe ;  from  the  top  of  the 
well  a  1-inch  pipe,  8  feet  long,  inclined  so  as  to  drop  14  inches, 
carried  the  steam  to  a  ^-inch  pipe  at  the  left,  which,  in  turn, 
supplied  the  top  of  the  drip-box ;  the  bottom  of  the  drip-box  was 
provided  with  the  glass  attachment  shown,  which  is  a  slightly  dif- 
ferent arrangement  from  that  shown  in  the  drawing  at  the  opening 
of  the  paper,  although  it  answers  the  same  purpose.  The  lower  end 
was  connected,  through  a  series  of  tees,  valves,  and  unions,  to  the 
entrance  of  the  heat-gauge  F,  From  the  top  of  the  drip-box  a 
^-inch  pipe  wa^  carried  to  the  heat-gauge,  being  joined  at  an 
intermediate  point  between  the  valve  H  and  the  upper  thermom- 
eter. The  drip-box  proper  was  made  of  l^inch  pipe,  and 
the  various  sizes  of  fittings  used  and  the  dimensions  are  indi- 
cated in  the  sketch.  On  leaving  the  heat-gauge  the  steam  was 
conducted  through  a  rubber  tube  into  a  coil  of  iron  pipe  placed 
in  a  barrel,  and  the  outlet  of  the  coil  discharged  through  the  side 
of  the  barrel  to  the  atmosphere.  A  current  of  cold  water  was 
passed  through  the  barrel,  around  the  coil,  and  emptied  to  waste. 
Attached  to  the  vent  of  the  drip-box  was  a  coil  of  ^-inch  pipe, 
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which  was  covered  with  wet  cotton-waste,  the  object  of  which  was 
to  keep  the  heated  water  which  was  discharged  through  the  valve 
from  re-evaporating.  The  apparatus  was  all  thoroughly  covered 
with  hair  felting,  and  on  one  series  of  tests  the  whole  of  the  pipe 
A  B  was  covered,  while  on  anotlier  series  the  part  marked  A  was 
covered  and  the  part  marked  B  was  bare.  The  felting  was  three- 
quarters  of  an  inch  thick. 

The  method  of  carrying  on  the  test  was  to  first  allow  the  moist- 
ure which  entered  the  drip-box  to  escape  from  the  valve  G  di- 
rectly into  the  atmosphere,  the  valve  H  being  shut.  The  level  of 
the  water  was  maintained  at  a  fixed  point  in  the  glass ;  readings 
of  the  two  tliermometers  were  taken  every  two  or  two  and  a  half 
minutes,  and  the  quantity  of  water  drawn  off  at  (?,  as  also  that 
which  was  discharged  through  the  condensing  coil,  was  measured 
every  five  or  six  minutes.  The  test  was  usually  continued  for 
about  one  hour's  time ;  some  of  the  tests,  however,  being  of  30 
minutes'  duration.  The  first  test  having  been  completed,  the 
valve  Q  was  shut  and  the  vaJve  R  opened,  and  the  test  was  con- 
tinued with  no  other  change  of  conditions.  The  opening  of  the 
valve  H  was  regulated  so  as  to  keep  the  height  of  water  in  the 
glass  at  the  same  point  as  on  the  preceding  test. 

The  average  results  of  the  various  tests  which  have  thus  far 
been  made  are  given  in  the  appended  Table  No.  7,  following 
which  is  a  table  giving  the  full  series  of  observations  for  a  single 
set  of  tests  made  on  March  9th. 

The  method  of  computing  the  specific  heat  from  the  results  of 
the  experiments  is  as  follows :  Suppose,  for  the  sake  of  clearness, 
that  the  steam  has  a  temperature  of  312°  by  the  upper  thermom- 
eter, the  total  heat  of  which,  if  dry,  is  1,209.1  thermal  units ;  sup- 
pose, also,  that  the  normal  by  the  lower  thermometer  for  this 
temperature,  for  absolutely  dry  steam  passing  by  the  upper  ther- 
mometer, is  283°.  Let  G  represent  the  actual  proportion  of  moist- 
ure entering  the  heat-gauge,  and  Iz  the  specific  heat  of  the  super- 
heated steam  which  is  to  ];)e  found.  We  have  now,  for  the  total 
heat  of  the  steam  entering  the  heat-gauge,  1,209.1  —  ((7  x  894.2), 
the  quantity  894.2  being  the  latent  heat  of  steam  of  this  tempera- 
ture. Suppose  now,  for  simplicity,  that  the  steam  issuing  from 
the  heat-gauge  is  at  a  pressure  of  the  atmosphere,  and  that  T 
represents  the  actual  temperature  of  the  issuing  steam,  as  shown 
by  the  lower  thermometer;  then  the  total  heat  of  this  issuing 
steam  is  given  by  the  expression,  1,178.5  +  *  (7"  —  212).  Assuming 
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no  loss  by  radiation,  these  two  quantities  are  equal ;  in  other 

words,  1,209.1  -  (C  x  894.2)  =  1,178.5  +  *  (^-  212).    We  may 

substitute  for  1,209.1  its  equivalent— that  is,  1,178.5  +  k  (283  - 

212) — and  we  shall  then  have  the  following  equation :  1,178.5  + 

Jc  (283  -  212)  -  (Cx  894.2)  =  1,178.5  +  h  {T-  212).    Reducing 

and  transposing,  k  (283  —  1^  =  C  x  894.2 ;  from  which  we  have 

C  X  8942 

the  equation,  k  =  -^r— ^.     This  equation  is  true  for  any  other 

283  —  Jt 

percentage  of  moisture,  c,  and  its  corresponding  temperature  by 

the  lower  thermometer,  t;  so  that,  to  apply  the  equation  to  the 

exact  case  under  consideration,  the  specific  heat  would  be  found 

from  the  final  equation,  k  =  — yZTr '     "^^  quantitj-  in  the 

parentheses,  (7  —  ^,  is  the  proportion  of  moisture  corresponding  to 

the  water,  which  on  one  experiment  is  drawn  off  from  the  drip-box 

and  on  the  other  experiment  carried  through  the  heat-gauge.    To 

show  the  method  of  computation,  take  the  first  set  of  experiments 

made  December  12th:    The  first  experiment  shows  that  the 

quantity  of  water  drawn  off  from  the  drip-box  is  0.644  lb.  per 

hour.     It  is  presumed  that  this  quantity  represents  the  moisture 

going  into  the  heat-gauge  on  the  second  test,  when  the  total 

quantity  of  steam  and  moisture  passing  into  the  heat-gauge,  as 

shown  by  the  condensing  coil,  was  53.89  lbs.  per  hour.    The  pro- 

0644 
portion  of  moisture  is  ^W-qq  =  0.0119 ;   this,   multiplied  by  894, 

Od*0«/ 

which  is  the  latent  heat  corresponding  to  312.2°  by  the  upper 
thermometer,  gives  10.64.  The  difference  in  the  readings  of  the 
lower  thermometers  on  the  two  tests  is  265.4°  -  239.6°  =  25.8°. 

The  specific  heat  of  the  steam,  then,  is  ~^  =  0.41. 
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TABLE  No.  8a. 
Tut  of  March  9, 1990. 

HOI8TX7BB  PA6BIKO  THBOUGH  HEAT-GAUGE. 


Time. 

deg. 

Lower  Thermometer, 
deg. 

ing  throngh  Orilfce, 

drawn  from  Condenser, 

lbs. 

11.02 
11.04 
11.06 
11.08 
11.10 
11.12 
11.14 
11.16 
11.18 
11.20 
11.22 
11.24 
11.26 
11.28 
11.80 
11.82 

816 

815 

814.5 

814 

814 

814 

818.5 

813.5 

818.5 

814 

814 

814 

814 

814 

814 

814 

228 

225 

228 

224.5 

224 

224 

225 

222 

224.6 

222 

228 

226 

224 

224 

224.5 

224 

6^9.2' 

5^8*" 
5^.6' 
6^  .'5' 

Average . . 

814.1 

223.9 

TABLE  No.  86. 
Tut, of  March  9,  1890. 

HOI8TUBB  PASSING  THROUGH  DRIPYALyB. 


Condensed  Steam 

Weight  of  Bncket 

Time. 

Upper  Thermom- 
eter, deg. 

Lower  Thermom- 
eter, deg. 

paMinff  throuff  h 

Orifice,  drawn  from 

Condenser,  lbs. 

conuininff  Water 
drawm  off  from 

Drip-box,  lbs. 

12.02 

814.5 

267 

16.55 

12.04 

814+ 

267+ 

...... 

12.06 

814+ 

267H- 

...... 

12.08 

814  + 

267H- 

5-8.6 

is. 75,  low. 

12.10 

814 

^      267+ 

•••... 

12.12 

818.5 

267 

, 

12.14 

814 

267 

5-5.8 

20.8,  high. 

12.16 

814.5 

266.5 

. . .... 

12.18 

814.5 

£67 

...... 

12.20 

814.5 

267 

5-8.75 

28.1 

12.22 

814.5 

267-t- 

•  ....  a 

12.24 

814 

207  + 

.  •  .  «  .  . 

12.26 

814 

267  + 

5-7 

25.25 

12.28 

814 

267  + 

...... 

12.80 

814 

267+ 

12.82 

813.5 

267 

6^6 

27.85 

Average . . 

814.1 

267.2 
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It  may  be  added  here  that  the  quantities  of  specific  heat  given 
in  the  table  are  corrected  for  the  slight  differences  in  some  of  the 
readings  of  the  upper  thermometer  on  the  two  tests  of  a  series. 

DISCUSSION. 

Mr.  D.  W.  Bobb. — ^I  have  used  the  Barms  calorimeter  quite 
extensively  in  testing  stationary  boilers  for  about  two  years, 
and  although  I  have  not  tested  its  accuracy,  except  in  the  way 
of  testing  the  thermometers,  and  such  tests  as  can  be  made  by 
the  instrument  itself,  such  as  testing  the  boiler  while  not  doing 
work — from  such  tests  and  other  facts  which  I  will  refer  to,  I 
believe  it  to  give  correct  indications  of  the  moisture  in  the 
steam  when  careful  and  frequent  readings  are  taken.  In  one 
test  which  I  made,  a  boiler  which  gave  practically  dry  steam 
under  ordinary  conditions  lifted  water  when  a  steam-hammer 
was  started,  and  I  was  surprised  to  find  how  quickly  the  calo- 
rimeter responded  to  the  wet  steam,  the  lower  thermometer  run- 
ning down  almost  instantly  from  the  normal  indication  due  to 
dry  steam  to  sometimes  about  212^  This  might  indicate  a  pos- 
sible error  in  the  calorimeter,  under  certain  circumstances,  when 
the  wire-drawing  portion  of  the  instrument  alone  is  used,  such 
conditions  as  a  locomotive  or  other  boiler  presents  under  sudden 
fluctuations  of  work,  and  suggested  .to  my  mind  the  use  of  thin 
copper  or  some  other  metal  which  would  absorb  and  give  off  heat 
readily  for  the  parts  of  the  calorimeter.  But  so  far  as  my 
knowledge  and  experience  go,  I  do  not  believe  there  is  any  in- 
strument or  method  for  determining  the  quality  of  steam  which 
will  work  as  accurately  as  a  calorimeter  constructed  on  this 
principle,  if  frequent  and  careful  readings  are  taken. 

Mr.  D.  L.  Barnes. — ^I  would  like  to  ask  Mr.  Barrus  his  expe- 
rience with  that  calorimeter  on  locomotives. 

Mr.  Barrus. — ^I  have  used  the  calorimeter,  or  what  I  call  the 
heat-gauge  part  of  the  instrument,  on  some  locomotive  tests 
which  I  have  been  making  during  the  past  month.  I  attached 
the  instrument  to  the  steam-pipe  just  before  it  enters  the  cylin- 
der on  one  side,  and  I  found  that  on  two  different  locomotives, 
on  a  continuous  test  of  some  three  hours'  duration,  readings 
being  taken  every  two  or  three  minutes,  the  indication  of  the 
lower  thermometer  never  went  down  below  250^,  and  that  is  a 
pretty  certain  indication  that  the  percentage  of  moisture,  if 
there  was  any  there,  was  very  smalL 
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Prof.  H,  W.  Spangler. — I  think  the  mechanical  engineers  who 
make  tests  of  boilers  are  considerably  indebted  to  Mr.  Barrus 
for  the  long  and  conscientious  work  which  he  has  done  on  this 
subject  of  the  calorimeter.  A  few  years  ago  a  barrel,  a  piece  of 
hose,  and  a  thermometer  were  all  which  was  thought  necessary 
to  do  all  this  work  But  one  who  carries  on  a  continuous  set 
of  experiments  with  the  old  apparatus,  even  after  he  reaches 
considerable  skill  in  the  use  of  it,  gets  some  very  unsatisfactory 
results.  So,  of  course,  he  hunts  around  to  find  what  is  the 
next  best  thing.  For  a  number  of  years  we  have  had  various 
styles  of  calorimeters.  If  we  look  through  our  Transactions  we 
can  see  very  clearly  the  course  of  work  which  Mr.  Barrus  has 
done  in  perfecting  the  calorimeter  to  its  present  condition.  The 
last  form  which  we  had  from  him  was,  I  think,  an  entirely  satis- 
factory one,  where  it  could  be  applied.  This  one  seems  to  me 
to  fill  the  bill  completely.  Determining  the  moisture  in  steam  is 
ojie  of  the  very  important  things  which  we  should  get  as  near 
right  as  we  can,  and  I  think  Mr.  Barrus  has  put  into  our  hands 
an  instrument  which  we  can  use  with  comparatively  little 
trouble,  and  from  which  we  can  get  very  satisfactory  results. 

Mr.  Barrus. — I  do  not  think  there  is  anything  more  to  be 
added.  I  would  like  to  thank  Professor  Spangler  for  what  he 
has  said  in  such  complimentary  terms,  and  all  I  have  to  say  is 
that  the  instrument  is  very  handy  and  simple.  It  is  easy  to  be 
applied,  and  I  think,  as  its  name  implies,  it  is  an  instrument 
which  can  be  used  universally. 
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CCCLXXXVIII. 

MEMORANDA   REGARDING  THE  INDICATING  OF  THE 
ENGINE  OF  THE  STEAMER  "  CITY  OF  RICHMOND." 

BT  QWO.  H.  BARBUS,  BOSTOH,  XASS. 

(Member  of  the  Society.) 

Through  the  solicitation  of  Mr.  Ernest  N.  Wright,  of  New  York, 
Mr.  Hennessey,  General  Manager  of  the  Inman  &  International 
Steamship  Co.  (Ltd.),  gave  the  writer  a  letter  of  introduction  to 
Mr,  George  Clarke,  Assistant  Superintending  Engineer  of  the 
Inman  &  International  Steamship  Co.  at  Jersey  City,  and  this 
latter  gentleman  gave  every  facility  for  the  desired  work.  The 
tests  were  made  during  the  voyage  of  the  engineers  in  June,  1889, 
between  New  York  and  Liverpool. 

Though  it  was  a  somewhat  novel  Experience  to  me  to  indicate  a 
marine  engine  at  sea,  there  is  not  much  to  be  said  as  to  the  manipu- 
lation of  the  indicators  which  will  be  of  general  interest     As  a 


Fig.  161. 

matter  of  record,  however,  it  may  be  interesting  to  give  copies  of 
the  diagrams  which  were  obtained,  and  some  brief  statements  as 
to  the  horse-power,  consumption  of  coal,  etc.,  of  the  steamer's 
engines.  It  ought  to  be  said,  at  the  outset,  that  the  City  of  Rich- 
moTicPa  motive  power  had  long  been  in  service,  and  the  conditions 
were  not  such  as  to  secure  the  results  which  at  the  present  time, 
on  a  bettor  class  of  engines,  are  generally  obtained. 
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The  engine  is  a  compound  vertical  engine,  having  one  high-press- 
ure cylinder  68  inches  in  diameter,  and  one  low-pressnre  cylinder 
120^  inches  in  diameter,  both  having  a  stroke  of  5  feet.  The  cylin- 
ders are  steam-jacketed,  bnt  the  jackets  were  ont  of  nsc.  A  sample 
of  the  diagrams  taken  is  given  irf  Figs.  151  and  152,  the  scale 
of  the  high-pressure  cards  being  40  and  of  the  low-pressure  cards 
12. 


Fig.  152. 

Tlie  following  table  gives  some  of  the  data  regarding  the  per- 
formance : 


1.  Boiler  pressure 

2.  Temperature  of  sea  water 

8.  Temperature  of  hot  weU 

4.  Temperature  of  feed  water 

5.  Vacuum  gauge 

6.  Mean  effective  pressure  from  diagrams,. H.  P.  Cylinder 

7.  Mean  effective  pressure  from  diagrams,  L.  P.  Cylinder 

8.  Revolutions  per  minute 

9.  Indicated  horse-power  developed  by  H.  P.  Cylinder. . . 

10.  Indicated  horse-power  developed  by  L.  P.  Cylinder.... 

11.  Indicated  hor6e-x>ower  developed  by  both  Cylinders.. . . 


78 

lbs. 

70 

deg. 

120 

'♦ 

l:j4 

(» 

24 

ins. 

80.81 

M.  £.  I 

8.06 

•  « 

58 

rev. 

1,762.1 

I.  H.  P. 

1,468.6 

ti 

8,280.7 

<« 

The  consamption  of  coal  given  me  was  90  to  100  tons  in  24  hours.  Taking  the 
smaller  6gure,  the  average  consumption  per  hour  per  indicated  horse-power 
would  be  about  2.6  lbs. 

In  a  letter  received  by  the  writer  from  Mr.  Clarke  since  the 
above  was  put  in  print,  attention  is  called  to  the  fact  that  this 
engine  was  built  by  Messrs.  Todd  &  McGregor,  of  Glasgow,  Scot- 
land, and  it  is  one  of  the  first  large  compound  engines  ever  con- 
structed. Mr.  Clarke  states  that  the  data  hero  given  stand  at  a 
disadvantage  compared  with  the  records  of  October,  1888,  when 
the  engine  developed  4,198  H.P.,  at  a  speed  of  56  revolutions  per 
minute ;  the  consumption  of  coal  at  this  time  being  112  tons  per 
day,  or  about  2.4  lbs.  per  I.H.P.  per  hour. 
58 
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CCCLXXXIX. 
TEST   OF  A    REFRIGERATING  PLANT 

BT   DB   YOLSON   WOOD,   HOBOKEN,   B.  J. 

(Member  of  the  Society.)! 

The  substance  of  the  following  paper  wasinclnded  in  tlie  discus- 
sion of  one  rend  by  Professor  Denton  at  the  Erie  meeting  of  this 
Society,  on  The  Performance  of  a  ^b-Ton  Refrigerating  Plants  but 
the  prepared  discussion  was  lost  in  the  mail. 

The  case  was  of  especial  interest  to  the  writer,  as  it  famished 
the  only  data  with  which  I  am  acquainted  for  the  application  of 
the  formulas  which  were  developed  by  myself  in  the  paper  on 
Sov\e  Properties  of  Ammonia^  published  in  Vol.  X.,  pp.  627-647, 
of  the  Transactions  of  this  Society. 

The  test  was  made  by  Robert  M.  Anderson  and  0.  H.  Page,  Jr., 
upon  a  nominal  110-ton  De  La  Yergne  refrigerating  plant  in  Ballan- 
tine's  brewery,  Newark,  N.  J.,  in  April,  1887,  while  they  were  senior 
students  in  Stevens  Institute.  At  that  time  they  had  no  reliable 
formulas  for  reflucing  that  part  of  the  data  involving  the  properties 
of  ammonia.  Some  of  the  results  deduced  by  the  use  of  my  for- 
mulas are  given  in  the  third  edition  of  my  Thermo- Dynamics,  but 
the  process  by  which  they  were  obtained  is  not  explained,  for  it 
was  supposed  that  they  would  appear  in  the  discussion  above 
referred  to.  The  test  was  conducted  with  all  the  care  and  exact- 
ness possible  under  the  peculiar  circumstances  under  which  it 
was  made.  The  thermometers,  gauges,  and  indicators  were  stand- 
ardized at  the  institute. 

The  plant  consisted  of  two  boilers,  an  ammonia  compressor 
consisting  of  two  single-acting  upright  cylinders  driven  by  a 
double-acting  horizontal  Oorliss  engine,  fresh-water  pumps,  hoists, 
and  electric  dynamos ;  and  in  order  that  the  test  should  involve 
only  the  refrigerating  plant,  it  was  made  on  a  day  when  all  the 
other  machinery  was  not  used,  and  only  one  of  the  boilers  was 
fired.  No  brine  was  used,  but  the  liquid  ammonia  and  the  am- 
monia vapor  were  circulated  through  the  cooled  cellars.    The  gen- 
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eral  arrangement  of  the  parts  is  shown  in  elevation  in  Fig.  153, 
A  quantity  of  oil  is  pnmped  into  each  of  the  compressor  cylinders 
each  stroke  in  sufficient  quantity  to  more  than  fill  the  clearance 
spaces,  a  part  of  which  passed  out  of  the  compressor  with  the 
ammonia,  and  afterward  separated  from  the  former  in  a  "  sep- 
arator." and  the  remainder  leaked  through  the  stuffing  and  ran 
down  the  piston-rod.  The  volume  of  ammonia  per  stroke  was 
considered  as  equal  to  the  piston  displacement  less  the  volume  of 
oil  forced  into  the  cylinder,  although,  on  account  of  the  leaking  of 
the  oil,  the  volume  of  ammonia  somewhat  exceeded  this  amount. 


Tip  isa 


-^3  Y4  .^■^r-yTnfr7.r^p[-''rjrjf^r 


The  temperature  of  the  ammonia  gas  in  the  pipes  was  deter- 
mined by  inserting  the  bulb  of  a  thermometer  in  a  pouch  filled 
with  mercury,  which  latter  was  bound  against  the  pipe  on  the 
outside.  The  correction  to  be  made  to  the  readings  was  deter- 
mined by  an  experiment  in  the  laboratory,  in  which  the  thermom- 
eter was  placed  as  nearly  as  possible  in  the  same  condition  as  in 
the  test,  the  heated  fluid  passing  through  the  pipe  being  water 
whose  temperature  was  measured  directly.  The  maximum  differ- 
ence between  the  readings  of  the  outside  and  inside  thermometer 
was  about  2°  Fahr.  Professor  Mayer,  according  to  experiments 
since  made  at  the  institute,  gives  it  as  his  opinion  that  if  the  mer- 
cury had  been  in  contact  with  the  pipe,  and  the  pipe  well  covered 
by  felt  for  a  foot  or  two  each  side  of  the  place  of  the  thermometer, 
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the  reading  of  the  thermometer  would  have  been  the  temperature 
of  the  ammonia  in  the  pipe — ^in  which  case  no  correction  would 
have  been  needed.  The  plant  when  tested  was  in  its  ordinary 
every-day  working  condition,  and  there  was  no  "  coaching  "  from 
the  manufacturers  or  others. 

WEIGHT  OP  AMMONIA. 

In  order  to  determine  the  weight  of  ammonia  passing  through 
the  compressors,  it  will  be  necessary  to  determine  the  probable 
mean  temperature  of  the  gas  when  the  cylinder  is  full  and  the 
valve  closed. 

The  temperature  of  the  gas  entering  the  compressor  was 
67.7°  Fahr.,  mean  value,  and  it  was  compressed  to  a  temperature 
of  116.1°  Fahr.,  mean  value.  When  the  piston  is  at  the  upper  end 
of  the  stroke  the  cylinder  below  it  will  be  full  of  the  gas,  which  en- 
tered at  57.7°  Fahr. ;  but  the  upper  end  of  the  cylinder,  being  hot- 
ter than  the  lower,  and  being  about  116°  Fahr.,  the  temperature  of 
the  upper  portion  of  the  gas  will  exceed  58°  Fahr.,  and  may  be 
nearly  116°  Fahr.  The  piston  also  being  heated  will,  as  it  de- 
scends, impart  heat  to  the  gas,  the  piston  becoming  cooler  in  its 
descent  and  the  gas  at  the  lower  end  being  heated.  •  If  the  tem- 
perature of  the  walls  of  the  cylinder  followed  the  exponential  law 
of  compression,  and  if  the  temperature  of  the  gas  were  the  same 
as  that  of  the  cyhnder  at  the  same  heights  in  the  stroke,  the  mean 
temperature  would  be  easily  found.     We  would  have 


='.©■ 


and  since  the  valve  opened  at  three-fourths  the  stroke,  we  have 


577  _  /I  \" 
518 ~Vi/  ' 


.-.  n  =  1.114, 
hence,  mean  temperature  = 


nearly. 

It  is  certain,  however,  that  the  average  temperature  will  exceed 
uiis ;  it  will  be  nearer  the  higher  temperature  than  the  lower. 
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Since  it  cannot  be  determined  it  will  be  necessary  to  assume  a 
value,  and  we  will  take  106''  Fahr.  This  will  be  47°  Fahr* 
above  the  temperature  of  admission,  and  only  11°  Fahr.  less 
than  the  highest  temperature.  The  pressui*e  of  the  gas  entering 
the  cylinder  was  28.88  lbs.,  and  the  pressure  in  the  coils  is 
assumed  to  be  thd  same. 
From  the  equation  of  the  gas  {Transactional  Vol.  X.,  p.  640), 

^  ~  01  -  ^6920 

we  have 

28.88  X  144    ^-    16920 
-^=  91  — 


466         *'-•'-        566i;^^* 

from  which  we  find 

V  =  12.00  cubic  feet, 

which  is  the  volume  of  one  pound. 

The  test  lasted  11  hours  and  30  minutes,  during  which  time  the 
average  piston  displacement  was  20,177.7  cubic  feet  per  hour, 
and  the  volume  of  the  sealing  oil  was  143.7  cubic  feet,  leaving 
20,034  cubic  feet  filled  with  the  gas,  so  that  the  ammonia  evapo- 
rated was   . 

20,034  ^  12.00  =  1669.5  lbs.  per  hour. 

BEFBIGEBATION. 

The  liquid  ammonia  entered  the  cellars  at  the  temperature  of 
67.4*^  Fahr. ;  but,  after  passing  the  expansion  valves,  the  pressure 
fell  to  28.88  lbs.,  absolute,  the  corresponding  temperature  being, 
according  to  Regnault's  experiments,  —2°  Fahr.,  as  found  from 
the  formula  {Transactional  Vol.  X.,  p.  632) 

Com.  log.  p  =  6.2495  -  -?^, 

in  which  r  is  the  absolute  temperature  and  equals  461  +  T,  where 
T  is  the  temperature  in  degrees  Fahrenheit.  Hence  the  fall  of 
temperature  was  69.4°  Fahr.,  during  which  operation  heat  was 
imparted  to  the  cellars  by  the  ammonia,  the  amount  being 

69.4  X  1.03  =74.95  thermal  units. 

The  factor  1.08  is  the  specific  heat  of  the  liquid  ammonia  at  the 
temperature  —2°  Fahr.  {Transactions,  Vol.  X.,  p.  645). 
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The  liquid  passed  along  the  coils,  absorbing  heat  from  the  cel- 
lars until  it  was  evaporated  at  the  temperature  —2*'  Fahr.,  after 
which  the  temperature  of  the  vapor  was  increased  to  85.9°  Fahr. 
as  it  left  the  cellar.  The  latent  heat  of  ammonia  at  —2''  Fahr.  is 
{Transactions^  Vol.  X.,  p.  640) 


,       6065.7/^,        16920\ 
=  592.52(1 -.1?|^3) 


=  592.62(1  -        ^^-^^ 


469  X  9.44*^-»^/ 

=  566.6  thermal  units. 

The  specific  h^at  of  ammonia  gas  being  0.60836  {Relation  dea 
Experiences^  II.,  p.  162),  the  heat  absorbed  in  raising  the  temper- 
ature of  the  vapor  37.9''  Fahr.  will  be 

37.9  X  0.60836  =  19.27  thermal  units. 

The  heat  removed  from  the  cold  room  per  pound  of  ammonia 
pumped  will  be 

666.6  +  19.27  -  74.96  =  609.92  thermal  units; 

and  for  the  1,669.6  lbs.  compressed  per  hour,  it  will  be 

609.92  X  1669.5  =  851311  thermal  units. 

The  latent  heat  of  fusion  of  ice  is  144  thermal  units  {Phil. 
Mag.y  1871,  XLI.,  p.  182) ;  but  as  it  is  customary  to  use  142  in 
these  investigations,  we  will  use  the  same  number.  This  gives  for 
the  "  ice-melting  capacity  " 

861311  -^  142  =  5996  lbs.  per  hour, 

or  71.94  tons  of  2,000  lbs.  each  per  24  hours.  The  average  indi- 
cated horse-power  of  the  engine  was  91.13  lbs.,  so  that  the  **  ice- 
melting  capacity  "  was 

5595  -4-  91.13  =  65.79  lbs.  per  hour  per  I.H.P. 

If  30  lbs.  of  steam  were  used  per  indicated  horse-power  per 
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hour,  the  '^  ice-melting  capacity  "  was  2.19  lbs.  per  pound  of  steam. 
And  if  3  lbs.  of  coal  developed  an  indicated  horse-power,  then 
the  '4ce-melting  capacity"  referred  to  coal  was  21.93  lbs.  per 
pound  of  coaL 

BOILERS. 

The  plant  contained  two  boilers,  but  during  the  test  one  was 
blown  off  and  the  fires  under  it  thoroughly  banked ;  and  as  the 
two  were  connected,  the  empty  one  served  as  a  reservoir  for 
steam.  If  any  heat  was  absorbed  from  the  banked  fire — or  if 
more  heat  was  thus  absorbed  than  was  radiated  from  this  boiler — 
it  was  not  known,  and  no  account  was  taken  of  it  The  efficiency 
of  the  boiler  was  so  high  on  the  first  trial  that  it  was  considered 
advisable  to  test  it  again,  which  was  done  just  a  week  after  the 
test  of  the  plant  above  described.  This  test  was  for  12  hours. 
The  engine  was  tested  with  the  boiler  the  second  time,  but  not 
the  compressors  nor  .the  ammonia.  This  test  showed  that  the 
engine  and  feed-pump  consumed  3.60  lbs.  of  Lehigh  coal  per 
LH.P.  per  hour,  when  the  average  horse-power  was  102.92.  If 
the  same  rate  of  coal  consumption  existed  during  the  first  trial 
when  the  average  horse-power  was  91.13,  then  the  '^  ice-melting 
capacity  "  per  pound  of  coal  consumed  was 

66.79  -T-  ae  ^  18.27  lbs. 

And  as  one  pound  of  coal  evaporated  9.6  lbs.  of  water  at 
66  Iba  pressure,  the  "  ice-melting  capacity  "  per  10  lbs.  of  steam 
evaporated  was 

10  X  18.27  -^  9.341  =  19.01  lbs. 

If  the  feed-water  be  ISO""  Fahr.  and  evaporation  reduced  to  what 
it  would  be  at  45  lbs.  pressure,  the  "ice-melting  capacity  " 
would  be  19.88  per  10  lbs.  steam,  provided  3.6  lbs.  of  coal  would 
produce  an  indicated  horse-power  at  this  pressure. 

With  our  present  knowledge  of  the  properties  of  ammonia,  the 
efficiency  of  a  plant  circulating  ammonia  in  the  cold  room  cannot 
be  determined  as  accurately  as  one  circulating  brine.  When 
brine  is  used,  the  quantity  circulated  can  be  directly  measured  and 
its  specific  heat  directly  determined ;  while  in  the  use  of  ammonia 
both  these  elements  are  computed,  and  are  subject  both  to  the 
errors  involved  in  the  hypothesis  in  the  theory  and  the  errors  of 
observation  in  determining  the  elements  used.  These  errors 
may  conspire  to  make  the  results  either  too  large  or  too  small, 
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without  any  indication  as  to  the  direction  in  which  the  error  may 
exist ;  or  they  may  tend  to  counteract  each  other.  On  the  gen- 
eral principle  that  with  every  transfer  of  energy  some  energy  is 
lost,  it  may  be  claimed  that  a  plant  circulating  ammonia  in  the 
cold  room  will  be  more  e£Bicient  than  if  it  circulated  brine,  the 
latter  receiving  its  beat  from  the  same  ammonia ;  but  this  also  is 
theoretical,  ard  in  practice  involves  other  considerations.  We 
only  assert  that  the  amount  of  refrigeration  of  a  plant  circulating 
a  brine  can  be  more  definitely  meas^ired. 

It  is  not  advisable,  except  in  cases  of  necessity,  to  combine  two 
tests  in  one  determination,  although  it  is  preferable  to  arbitrary 
assumptions  of  coal  or  steam  used  per  horse-power  per  hour ;  but 
any  objection  to  so  combining  them  in  this  case  will  be  removed 
by  discarding  the  boiler  test  and  all  considerations  of  fuel  and 
steam,  and  terminating  the  investigation  with  the  ^^  ice-melting 
capacity  "  per  indicated  horse-power  per  hour,  which  is  found  to 
be  65.79  lbs. 

The  result  fell  short  of  the  rated  capacity,  partly  because  the 
required  speed  was  not  secured. 

The  following  is  a  summary  of  the  observed  and  computed 
quantities : 

FUKL,   FUBNACB,   AND  BOILfiRS. 

The  boilers  were  double  retara  flue»  arranged  to  run,  automatically,  between 
60  lbs.  and  70  lbs.  pressure  (gpauge). 
Test  May  22d.  1887,  12  honra: 
Fuel,  LebigU  nut  (anthracite),  heat  of  oombostion,  from 

chemical  analysis,  B.T.U 1-22-29.6 

Coal  for  12  hours,  lb«« 4i22. 

Wood  for  starting  377  lbs.  0.4  coal  equivalent,  lbs 150.8 

Ck)al,  total  equivalent,  lbs 4572  8 

Unburnt  coal,  lbs 125. 

Coal  consumed,  lbs 4447.8 

Combustible,  total,  lbs 8577.8 

Coal  burned  per  hour,  lbs 870.65 

Heat  in  860.65  lbs.  of  coal,  860.65  x  12229.6,  6.T.U.. . .  4582901. 

Coal  per  horse-power  per  hour 8.6013 

Furnace,  grate  area,  sq.  ft 89. 

Ratio  of  heating  surface  to  grate  surface 85.63 

Boilers,  heating  surface,  sq.  ft 1889. 

Water  fed  per  honr,  lbs 8559.7 

Evaporation  per  lb.  coal  fired,  lbs 9.841 

**      fromandat212' 9.967 

"              •*        "     consumed 9.601 

*«           "       from  and  at  212* 10.226 

combustible,  from  and  at  212" 12.703 
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ArerBge  gaage  pressure,  lbs 66. 

Temperature  of  fire-room,  deg.  Fabr 81. 

Average  temperatare  of  flue  boiler,  deg.  Fabr 810.28 

"  feed-water    *'     ** 180.2 

Total  heat  in  8569.7  lbs.  steam  above  180.2°  Fabr.,  B.T.U.  8601463. 

Efficiency  of  furnace  and  boiler,  per  cent..  ^66146300  _  g^^ 

Enoinb  (Corlisb). 
First  test  May  8tb,  1887,  Hi  board.     Second  test  May  8ib,  1887. 

Piston,  diameter  of,  incbes 8*2. 

stroke      *'        *'     86. 

*'        speed  per  minute,  mean,  ft 194.988 

Bevolntions  per  minnte,  average,  first  test 31.720 

Average  indicated  borse-power,  first  test 91.18 

'*            "          *'       second  test 102.92 

Water  consumed  per  I.H.P.  per  bour,  lbs.,  second  teat  . . .  84.104 

Steam  per  I.H.P.  per  bour,  lbs.,  second  test 25.79 

Steam  condensed  in  tbe  engine,  per  cent 24.85 

Average  ratio  of  expansion 5.807 

Steam  consumption  by  tbe  feed-pump  per  bour,  lbs.  (esti- 
mated)   60.25 

Steam  consumption  by  tbe  engine  per  bour,  lbs 8609.46 

Total  beat  in  8509.45  lbs.  steam  above  180.2"  Fabr.,  B.T.U  3609479. 
Heat  cbanged  to  work  per  b..  B.T.U.,  102.92  x  1980000-*- 778=261980, 

Efficiency  of  fluid 261930  ^  q^^I 

^  8609479 

Coal  per  I.H.P.  per  bour  for  engine  and  feed-pump,  lbs. . .  8.60 
Coal  per  I.H.P.  per  bour  for  engine  and  feed-pump,  if  1  lb. 

bad  evaporated  10  lbs.  water,  ll)s 8.45 

Combustible  per  I.  H.P.  per  bour,  lbs 2.91 

Compressor. 

Number  of  cylinders,  single-acting 2. 

I^ngtb  of  stroke,  inches 86. 

Diameter  of  pistons,  eacb,  incbes 18. 

Area  bead  end  of  pistons,  eacb,  sq.  in  264.47 

Average  number  of  revolutions  per  m 81.720 

Piston  displacement  per  stroke,  cu.  ft 6.801 

**   bour,  both,  cu.  f t 20179. 

Volume  of  sealing  oil  per  bour,  cu.  ft 143.8 

Volume  fiUed  witb  gas  per  bour,  botb,  cu.  ft '  20036. 

Indicated  horse-power,  mean. 76.0893* 

Heat  eq.  of  work  by  compressor  per  bour,  B.T.U 193645. 

Efficiency  of  compressor  from  coal }^^^  =        0.0407 

4532901 

"mechanism 0.755 

Temperatare  of  ammonia  entering  compressor,  deg.  Fabr.  67.7 

"        **         leaving           •*                  "  ....  116.1 

Initial  pressure,  lbs.  per  sq.  in.,  absolute 28.83 

Terminal     *'         **      •*        **          "         182.01 
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Bbfbigbbation. 

Preesare  in  cooling  coil,  Ibp.,  absolute 28.88 

Hence,  temp,  of  liquid,  deg.  Fabr —  2. 

Temp,  of  compressed  gas,  deg.  Fabr 116.1 

*'       **  gas  entering  tbe  compressor,  deg.  Fabr 67.7 

Rise  of  temperature  due  to  compression,  deg.  Fabr 58»4 

Latent  beat  of  evaporation  of  1  lb.  at  —  2**  Fabr 565.6 

Superbeating  in  cooling  coils,  87°  Fabr.,  B.T.U 19.27 

Fall  of  temp,  of  liquid  in  cold  room,  deg.  Fabr 69.4 

Heat  imparted  to  cold  room  hj  tbis  fall,  1.08  x  69.4 74.95 

Heat  removed  from  cold  room  per  lb.,  565.6+19.27—74.95  =  509.92 

Ammonia  evaporated  ^t  bour,  lbs 1669.5 

'•       "    B.T.U 851811. 

Equiyalent  in  ''  ice-melting  capacity  *'  per  bour,  lbs. 5995. 

Equivalent  in  '*  ice-melting  capacity  "  for  24  bours,  tons 

(eacb  2.000  lbs.) 71.95 

Equivalent  in  "  ice- melting  capacity  "  I.  H.P.  per  bour,  lbs.  65.79 
Equivalent  in  *'ice-meltiDg  capacity  "  per  lb.  of  coal  con- 
sumed at  8.6  lbs.  perH.P.,lb8 18.25 

Equivalent  in  *^  ice-melting  capacity  "  if  1  lb.  coal  bad  evap- 
orated 10  lbs.  steam  at  66  lb$>.  pressure,  lbs 19.01 

Equivalent  in  "  ice-melting  capacity  "  per  lb.  combustible 

at  2.91  lbs.  per  LH.P.,  lbs 22.26 

Equivalent  in   "ice-melting  capacity"  per  lb.   ammonia 

evaporated,  lbs 8.59 

Efficibkciks. 

Efficiency  of  furnace  and  boiler  (see  above) 0.807 

'*          *'  steam  utilized  by  engine  (see  above) 0.0721 

**          **  engine  referred  to' coal 0.0582 

*'          "  compressor  referred  to  engine  (see  above). . . .  0.755 

••  coal.... 0.755x0.0582=  0.0439 

"          *'  refrigeration  referred  to  compressor. .  ^       =  4.89 

198645 

•*  LH.P. of  engine...  8.81 

**  boiler.8.81x 0.0721  =  0.288 

**               "          •*  coal... 0.288x0.807=  0.192 

tbat  is,  for  every  tbermal  unit  in  tbe  coal  tbere  was  abstracted  0.19  of 

a  tbermal  uuit  from  tbe  cold  room. 
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CCCXC. 

WORKING   OF  RAILROADS  BY  ELECTRICITY, 

BT    WILLIS   S.    BALL,    ALTOONA,    PA. 

(Member  of  the  $  odety.) 

All  innoYations  are  taken  up  and  accepted  but  slowly,  and  it 
is  generally  only  through  the  continual  driving  of  stubborn  facts 
that  we  are  wiUing  to  step  (and  then  often  reluctantly)  from  the 
beaten  paths  and  ruts  of  our  ancestors.  All  of  this  is  better  than 
to  inaugurate  a  revolution,  or  attempt  to  divert  a  mass  of  moving 
bodies  from  one  direction  to  its  opposite,  or  in  any  other  way 
which  would  prevent  the  operations  of  our  every-day  life  from 
continuing  with  undiminished  vigor  and  efficiency.  But  if  once 
we  stand  still  we  become  stagnated,  and  while  nothing  is  to  be 
gained  by  stopping  or  visibly  checking  the  maintenance  of 
an  attained  condition,  yet  there  is  no  reason  why  development 
and  maintenance  should  not  go  hand  in  hand,  to  the  advantage 
of  both  sides.  So  when  people  predict  changes  and  advance- 
ments of  a  few  years  hence,  we  must  not  reject  them  with  a 
feeling  and  criticism  that  such  would  not  be  applicable  to  our 
"  working  of  to-day,"  but  rather  stop  to  consider  if  our  present 
methods  could  not  be  gradually  altered  to  accept  the  new  plan, 
provided  it  promised  any  better  or  more  satisfactory  results. 

With  this  as  a  preliminary,  it  is  asserted  that  the  day  is  not 
far  distant  when  we  will  see  the  railroads  generally  known  as 
steam  lines  run  by  electricity  from  a  central  station.  This  is 
not,  doubtless,  the  first  time  such  an  assertion  has  been  made ; 
but  I  have  not  as  yet  seen  any  discussion  of  the  subject  which 
has  more  than  insinuated  the  advantages  which  would  result 
in  the  operation  of  railroad  lines  by  such  a  concentration  of 
power.  From  a  lack  of  time  no  attempt  is  made  to  analyze  the 
two  methods  in  a  mathematical  way,  but  rather  it  is  aimed  to 
point  out  some  of  the  many  advantages  which  the  use  of  elec- 
tricity allows,  and  which  will  inevitably  result  in  operating  a 
long  line. 

With  this  object  let  us  take  a  few  of  the  changes  which  the 
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substitution  of  centralized  electricity  would  inaugurate  when 
used  in  place  of  the  present  system  of  locomotives. 

One  very  important  gain  would  be  the  concentration  of  the 
power  at  one  point,  for  a  given  length  of  line,  into  a  few  cylinders, 
instead  of  working  it  in  a  number  of  isolated  engines  where  the 
insulation  is  poor  and  the  chances  for  condensation  the  best.  A 
number  of  central  stations — ^located,  say,  at  a  distance  of  30 
to  40  miles  apart — could  be  run  by  large,  powerful  engines,  and 
the  expansion  of  the  steam  worked  at  an  economical  point  by 
better  and  more  mechanical  means  of  cut-oflf  than  can  be  ob- 
tained in  the  present  type  of  locomotive  construction.  With 
locomotives  the  ratio  of  expansion  at  low  speeds  is  correspond* 
ingly  poor,  nor  can  we  expect  to  make  an  efficient  engine  of  it, 
except  in  one  working  condition  which  is  dependent  upon  the 
concurrence  of  so  many  variables  that  the  engine  is  never  worked 
in  that  ratio  for  any  length  of  time.  With  stationary  engines, 
however,  the  case  is  the  reverse,  as  such  are  designed  to  work 
at  a  constant  speed,  and  if  properly  proportioned  would  be  util- 
ized fit  the  highest  grade  of  expansion  consistent  with  economy. 
This  point  would  not  vary  much,  as  experience  with  hydraulic 
and  electric  plants  would  indi(5ate.  The  fluctuations  in  the  case 
of  a  railroad  line  would  probably  be  even  less,  as  the  working 
is  generally  uniform  throughout  the  twenty-four  hours  of  the 
day.  It  would  be  a  case  of  a  properly  loaded  automatic  cut-off 
engine  against  the  equivalent  of  a  similar  engine  vacillating  be- 
tween an  over  to  an  under  load,  and  such  range  of  the  broadest 
nature.  We  must  not  lose  sight  of  the  fact  that  the  question 
of  keeping  the  line  clear  is  properly  held  as  of  higher  value 
in  a  closely  worked  system  than  is  the  consumption  of  coal 
which  Bfiay  result  per  the  horse-power  which  the  engine  is  to 
develop  to  reach  its  destination  as  scheduled.  In  furtherance 
of  a  reduction  in  coal  consumption,  the  use  of  condensing — and 
possibly  compounding — at  a  central  station  would  raise  this 
part  of  the  working  of  the  line  to  the  highest  grade  of  efficiency. 

In  experiments  recently  made  it  was  found  that  an  electric 
motor  could  climb  a  grade  of  over  15j^,*  which  is  far  beyond  the 
point  of  adhesion  of  locomotives;  so  that  in  this  direction 
we  could  look  for  a  marked  improvement.    An  analysis  of  the 

*  In  the  paper  as  dintributed  in  advance  of  the  meeting,  this  figure  wa»50f 
by  error.  So  much  of  interesting  debate  hinged  on  this  point  that  it  was  not 
edited  out  with  the  correction,  but  this  foot-note  is  inserted. 
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conditions  in  the  two  cases  will  disclose  the  reason  for  this, 
and  no  doubt  all  who  have  had  any  experience  with  engines 
which  were  overloaded  or  which  slipped  their  drivers-  easily 
will  appreciate  its  importance. 

The  question  of  attainable  speed  enters  as  a  factor,  for  the 
speed  to  which  an  engine  can  safely  be  driven  is  known  to  have 
its  limits — and  which,  to  all  appearances,  we  are  now  closely 
approaching.  The  piston-speed  of  an  engine  with  24  inches 
stroke  and  68  inches  diameter  of  driving-wheels,  travelling  at  60 
miles  per  hour,  would  be  about  1,400  feet  per  minute.  An  in. 
crease  in  the  diameter  of  driving-wheels,  with  the  object  of  de- 
creasing the  number  of  strokes,  makes  the  engine  correspondingly 
weaker,  so  that  two  sharp  horns  of  a  dilemma  are  placed  before 
him  who  att-empts  to  design  an  engine  to  haul  the  increasing 
weight  of  trains  at  a  high  speed.  The  questions. of  parts  and 
velocity  of  steam  are  mentioned  in  passing.  The  resistance  of 
trains  is  now  quite  positively  known  to  increase  about  with  the 
square  of  the  velocity  which  would  enter  as  a  function  in  the 
power  to  be  given  to  a  motor  to  drive  a  train  at  a  desired  speed. 
With  such  a  means,  however,  the  speed  is  limited  only  by  the 
power  which  is  given  in  its  design,  and  is  determined  more  by 
what  the  conditions  of  the  service  will  stand. 

With  electric  motors  it  would  not  be  necessary  to  have  track- 
tanks  and  water  stand-pipes  distributed  closely  throughout  the 
line,  which  means  considerable  to  those  who  are  acquainted  with 
the  attention  and  repairs  (especially  through  the  winter  season) 
which  such  arrangements  demand.  The  delay,  too,  where 
freight  engines  are  not  equipped  with  water  scoops  is  apparent ; 
and  even  this  latter  method  of  filling  tanks  is  beginning  to  show 
its  effects  upon  the  schedule  which  it  is  possible  to  make  on 
lines  which  are  worked  closely  to  their  limit  Nor  would  it  be 
necessary  to  carry  the  dead  weight  of  tender  with  contained 
water,  which  is  hardly  as  easy  an  accompaniment  as  its  name 
would  imply.  In  this  connection  it  might  be  well  to  mention 
the  annoyances  from  cleaning  fires,  as  is  required  in  freight  ser- 
vice where  the  division  is  a  long  one. 

The  experience  with  the  centralization  of  power  where  large 
hydraulic,  electric,  or  pneumatic  plants  are  in  operation  is  that  a 
greater  amount  can  be  supplied  than  it  is  necessary  to  develop  at 
the  station — that  is,  where  there  is  much  division  (such  a% 
would  be  the  case  when  the  power  is  distributed  through  com- 
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mercial  districts  and  divided  into  small  parts)  a  50  to  60 
H.P.  plant  can  take  and  supply  satisfactorily  about  100  H.P.  In 
railroad  work  such  a  ratio  could  hardly  be  looked  for,  as  the 
number  of  trains  would  not  be  as  large  as  the  division  where  the 
power  is  distributed  for  mercantile  and  commercial  purposes ; 
but  a  reduction  of  some  25^  can  safely  be  counted  upon.  The 
reason  for  this  is  evident,  as  it  never  occurs  that  all  the  power 
will  be  used  simultaneously  which  each  division  is  capable  of 
exerting.  With  railroads,  too,  it  will  not  occur  that  all  trains 
would  be  exerting  their  maximum  power-  such  as,  for  instance, 
climbing  heavy  grades— at  the  same  time. 

The  best  kind  of  mechanical  ingenuity  and  high  efficiency  of 
any  mechanical  design  which  is  made  to  accomplish  a  given 
object  are  dependent,  principally,  upon  reducing  the  number  of 
parts  which  it  contains,  so  long  as  the  desired  result  is  obtained. 
Multiplication  of  parts  increases  the  number  of  pieces  to  wear 
and  consequent  repairs,  as  well  as  the  chances  of  failure  from 
breakage.  No  argument  is  necessary  to  indicate  the  advantage 
which  electric  motors  would  have  over  the  present  design,  or 
over  any  other  design,  of  locomotive  where  all  the  requisites  of 
an  engine  must  be  incorporated  in  so  many  isolated  places. 
The  failures  from  leaky  flue&(,  broken  eccentric  strap  knocking  a 
hole  in  the  fire-box,  blowing  or  knocking  out  cylinder-heads,  and 
the  multitude  of  accidents  which  are  happening  every  day  on 
railroad  lines,  would  be  decreased  to  a  marked  extent  The  re- 
duction in  the  internal  friction  of  the  driving  mechanism  is  also 
apparent 

No  comparative  mention  has  been  made  of  the  cost  of  repairs, 
the  too  large  percentage  of  power  which  is  idle  to  have  this 
work  done,  the  reduction  in  the  number  of  motors  required  to 
make  the  same  train  mileage  (due  to  more  uniform  and  conse- 
quent higher  average  speed,  resulting  in  a  reduction  of  time  to  go 
over  a  length  of  line),  together  with  the  loss  of  coal  from  irregular 
working  of  engine  and  boiler  where  the  line  is  undulating,  as  is 
the  case  with  all  to  a  greater  or  less  extent ;  also  the  attention 
and  care  which  a  large  number  of  isolated  boilers  demand  to 
keep  them  in  a  safe  working  condition,  as  well  as  the  rapid  wear 
of  machinery  where  it  is  exposed  to  out-door  influences,  such  as 
dirt  and  the  elements,  as  is  the  case  with  locomotives.  In  fact, 
the  elimination  of  such  details  could  be  extended  almost  indef- 
initely,  and  in  them  there  would  appear  visions  of  a  removal 
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of  a  mass  of  the  little  annoyances  from  the  shoulders  of  those 
who  are  now  held  responsible  for  the  maintenance  of  this  accu- 
mulation of  complications. 

The  loss  in  electric  transmission  has  not  been  neglected,  which 
in  a  station  controlling  a  line  of,  saj,  30  miles  would,  at  the  pres- 
ent state  of  the  science,  amount  to  some  50^ — which  includes 
loss  in  dynamo,  line,  and  the  loss  from  an  average  working  of 
motor.  This,  together  with  the  cost  of  necessary  plant  as  capital, 
comprise  the  two  main  objections  against  the  introduction  of 
electricity  for  transportation  purposes. 

No  attempt  is  made  to  take  up  the  advantages  or  disadvantages 
(as  shown  by  mathematical  calculation)  resulting  from  such  a 
system,  but  it  is  merelv  desired  to  mention  some  of  the  many 
practical  points  which  would  be  met,  eliminated,  or  improved 
upon  by  the  substitution  of  electricity  to  general  railroad  work- 
ing. Nor  is  it  that  its  introduction  is  anticipated  within  a  year 
or  two ;  but  we  cannot  but  acknowledge  that  the  application  of 
electricity  is  becoming  more  general,  and,  from  the  rapidity  of  its 
development,  its  use  for  such  purposes  is  hardly  more  distant 
than  the  most  sanguine  of  its  advocates  would  predict. 

The  combination  of  electrical  with  mechanical  engineering 
will  bring  about  as  much  of  a  revolution  in  the  future  as  it  has 
done  in  the  past,  but  in  all  its  applications  we  must  expect  to 
see  it  creep  before  we  may  see  it  walk.  A  more  thorough  inter- 
mingling of  the  mechanical,  however,  would  hardly  be  a  detri- 
ment to  much  of  the  so-called  electrical  engineering. 

DISCUSSION. 

ifr.  Oberlin  Smith. — ^I  rise  not  so  much  to  discuss  points  which 
are  prominently  brought  out  in  this  paper  as  to  speak  of  one 
point  which  is  perhaps  only  hinted  at.  There  is  a  certain  engi- 
neering monster  looming  up  in  this  country  of  late  known  as 
the  electric  locomotive.  He  is  not  mentioned  by  name  here, 
and  I  do  not  really  know  what  the  author's  views  about  him  are. 
I  imagine,  however,  from  a  passage  in  paragraph  third,  on  page 
8,  where  he  speaks  of  one  advantage  in  electric  railroads  being 
the  saving  of  the  dead  weight  of  the  "  tender,"  that  he  intends 
to  use  a  locomotive.  This  statement  he  amended  by  adding  that 
another  great  saving  would  be  in  the  dead  weight  of  the  loco- 
motive. I  know  that  it  is  quite  common,  in  speaking  of  the 
future  of  electric  railroads  (which,  by  the  way,  I  thoroughly 
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believe  in  and  hope  to  live  to  see  take  the  place  of  steam  rail- 
roads entirely),  to  assume  that  there  must  be  a  locomotive  at  the 
head  of  ther  train,  drawing  the  cars.  I  do  not  know  from  where 
the  idea  comes,  except  from  the  conventionalities  of  railroad 
men — a  feeling,  perhaps,  that  it  would  be  too  radical  a  change  to 
take  away  from  the  train  so  useful  a  factor  as  the  locomotive. 
But  to  me  it  seems  a  most  absurd  and  ridiculous  superfluity. 
Of  course,  with  our  present  steam  system,  the  running  of  this 
enormous  mass  of  extra  dead  weight  is  the  only  thing  to  do.  If 
we  could  have  a  more  than  ideally  perfect  rotary  engine,  with  no 
more  machinery  about  it  than  a  grindstone  or  a  coffee-mill 
(which  describes  very  well  the  best  electric  motors  of  to-day, 
and  will  describe  still  better  those  improved  ones  which  we  hope 
to  have  in  the  future),  and  if,  furthermore,  we  could  pick  up  our 
steam  along  the  track  by  simply  running  a  little  tube  down  to  a 
cheap  sliding  contact  or  something  of  the  kind,  it  would  then  be 
practicable  to  put  these  little  rotary  engines  on  every  car-axle, 
or  at  least '  on  one  axle  in  each  truck,  and  run  our  cars  inde- 
pendently. 

The  steam  locomotive  has  developed  by  evolution,  and  is,  of 
course,  a  wonderful  and  beautiful  machine,  probably  the  best 
we  could  have  attained  to  so  far,  and  doubtless  destined  to  still 
greater  attainments.  But  it  has  great  disadvantages  in  the 
dead  weight  due  to  carrying  its  boiler,  fuel,  and  water,  and 
in  its  reciprocating  motions,  none  of  which  we  can  get  over ; 
and,  too,  we  have  certain  limits  of  speed,  owing  to  the  recipro- 
cating motions  and  the  difficulty  of  getting  st^am  fast  enough 
through  the  ports,  etc.  With  electrical  propulsion  we  have  no 
such  limits,  and  I  do  not  know  where  the  speed  limit  may  lie  if 
we  can  contrive  proper  safeguards  against  derailment  and  col- 
lisions. Unquestionably,  to  my  mind,  the  future  electro-loco- 
motion will  show  a  motor  on  every  axle,  or  at  any  rate  upon 
two  axles  of  each  car,  and  every  car  running  as  a  unit,  in  which 
case  they  can  be  run  coupled  together  in  a  train  or  not,  as  may 
be  convenient.  In  some  cases,  as  on  the  New  York  elevated 
railroads,  they  can  be  run  independently  at  times  in  the  day 
when  travel  is  light,  and  coupled  when  the  line  is  busy.  If  thus 
run  at  close  intervals  much  passengers'  time  would  be  saved. 
One  of  the  great  beauties  of  electric  locomotion  is  that  it  is 
under  such  perfect  control  in  regard  to  the  amount  of  power 
used  in  proportion  to  the  work  to  be  done.    According  to  many 
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indications  we  shall,  after  a  while,  be  able  to  save  the  power  nsed 
in  braking  and  restore  it  to  the  line,  although  tKis  scheme  has 
not  been  perfected  as  yet 

In  general,  I  do  most  emphatically  wish  to  combat  the  idea 
that  we  must  carry  the  enormous  dead  weight  of  a  locomotive 
for  absolutely  no  reason.  We  have  the  weight  of  the  cars,  plus 
the  passengers  or  freight,  for  purposes  of  traction,  and  this  is 
more  than  abundant,  even  if  we  make  our  cars  in  the  future  of 
lighter  materials— as  aluminium,  steel,  and  what-not 

In  speaking  of  the  lightness  of  the  future  conveyances  by  rail, 
I  believe  we  shall  not  only  use  steel  and  aluminium,  but  paper, 
India-rubber,  and  other  fibrous  substances,  which  will  give  us 
remarkably  light  cars,  far  beyond  anything  we  can  now  speak  of 
practically.  Just  as  a  wheelbarrow  is  to  a  bicycle,  so  will  these 
present  clumsy  cars  be  to  the  future  ones.  But  leaving  this 
out,  and  speaking  again  of  the  electrical  question  and  the  fact 
that  we  shall  have  abundant  traction  in  the  cars  themselves,  I 
think  we  should  set  our  minds  against  this  idea  of  a  great  big 
motor  car,  loaded  with  several  tons  of  ballast  to  give  it  traction, 
at  the  head  of  a  long  train  of  cars,  and  a  man  mounted  on  it  to 
manage  the  electric  switches.  It  is  following  in  the  paths  of 
steam  locomotion,  which  are  all  right  in  themselves,  but  are 
totally  wrong  in  the  new  field  of  electro-locomotion,  where  many 
of  the  conditions  are  so  entirely  different. 

Mr.  Fred,  A.  Scheffler. — In  reading  over  the  article  which 
has  just  been  presented  by  Mr.  Hall,  I  am  tempted  to  give  a 
few  points  in  regard  to  the  cost  of  installing  a  railroad  plant 
such  as  the  author  of  the  paper  thinks  will  be  required  in  the 
near  future,  and  at  the  same  time  I  desire  to  state  that  it  is  to 
be  regretted  that  Mr.  Hall  did  not  spend  some  little  time,  before 
writing  his  paper,  in  looking  up  the  matter  of  electrical  data 
as  far  as  railroads  are  concerned,  and  the  necessary  cost  of 
installation  of  the  generating  stations  at  a  distance  of  not  more 
than  30  miles  apart 

The  ordinary  locomotive  of  to-day,  when  running  at  the 
average,  rate  of  speed  and  hauling  the  average  load,  does 
work  of  not  less  than  800  H.P.  Supposing  the  station  to  be 
built  to  have  a  capacity,  to  each  30  miles  of  section,  of  not 
more  than  one  locomotive,  the  capacity  of  the  generating 
station  would  necessarily  have  to  be  about  360  H.P.,  as 
the  best  forms  of  motors  at  present  have  an  efficiency  of  only 
54 
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about  80  e  and  85?.  It  will  require,  therefore,  for  the  generating 
station,  a  360  H.P.  engine  and  sufficient  boilers  for  operat- 
ing same.  The  cost  of  the  station  can  be  summed  up  about 
as  follows : 

One  860  H.  P.  engine $10,000  00 

Battery  of  860  H.P.  bcUere 7.000  00 

Station  building 6,000  00 

Steam  counections — pumps,  ft* ed-water  beaters,  etc 2.000  00 

Geneiating  dynamo 12,000  00 

Electrical  htation  appliances,  etc 1.000  00 

Making  a  total  of $87,000  00 

The  foregoing  station  outfit  will  not  permit  of  haying  an 
auxiliary  plant  of  engine,  dynamos,  and  boilers,  which  ought 
really  to  be  included  in  the  outfit,  so  that  in  case  the  engine  or 
dynamos  or  boilers  should  at  any  time  become  inoperative, 
there  would  be  another  set  of  appliances  to  operate  the  railroad 
with.  An  auxiliary  set  of  appliances  would  almost  double  the 
total  cost  of  the  station. 

For  operating  expenses  of  the  station  we  have  the  following  : 

5<J  depreciation  on  enuiue  and  boilers $885  00 

4%  depreciation  on  dynamo 480  00 

6%  interest  on  the  station  plant 2,220  00 

2  firt-men,  night  and  day 1,440  00 

2  engineers,  night  and  day 2,000  00 

2  laborers,  night  and  day 1,080  00 

Maintenance,  such  as  oil,  waste,  etc 800  00 

Making  a  total  of $8,855  00 

per  year,  not  including  the  cost  of  coaL 

In  order  to  ascertain  what  the  cost  of  coal  would  be,  we  will 
suppose  that  the  total  power  is  required  for  only  one-half  the 
time,  and  one-quarter  the  power  for  the  balance.  This  will  give 
us  2,774  tons  of  coal  per  year  required.  This  assumption  is 
based  on  the  supposition  that  the  engine  will  require  3  lbs.  of 
coal  per  horse-power  per  hour.  K  it  was  a  condensing  engine, 
of  course  the  assumed  rate  of  coal  per  horse-power  would  be  too 
high ;  but  I  should  not  think  it  would  be  advisable  to  use  a  con- 
densing engine  where  the  power  would  be  so  largely  variable, 
and  water  along  railroad  plants  is  not  always  available  for  con- 
densing purposes.  Basing  the  cost  of  coal  at  13  per  net  ton,  the 
expense  per  year  for  same  will  be  $8,322 ;  adding  this  to  the 
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operating  expenses  of  the  plant  at  the  station,  we  have  a  total 
of  $16,677. 

So  far  we  have  only  taken  into  consideration  the  necessary 
cost  of  operating  expenses  of  the  station  plant  We  have  now 
to  consider  the  erection  of  the  necessary  electrical  circuits  along 
the  line,  the  depreciation  of  same,  and  interest  on  the  cost  of 
same.  Supposing  that  the  pressure  of  the  terminals  was  fixed 
at  2,000  volts,  in  order  to  deliver  300  H.P.  to  the  motor  it  would 
be  necessary  to  carry  112  amperes  on  the  line,  and  allowing 
20;^  drop  in  the  pressure,  by  simple  matter  of  calculation  we 
find  th&t  the  conductors  will  have  to  be  of  an  area  equal  to  a 
copper  rod  1  inch  in  diameter.  The  pressure  of  2,000  volts  is 
altogether  too  high  to  think  of  using  in  a  safe  manner  the  rails 
for  the  return  circuit,  and  a  copper  conductor  would  also  have 
to  be  used  for  this  circuit,  making  two  lines  of  copper  conductors 
1  inch  in  diameter  for  the  outgoing  and  return  circuits.  If  the 
circuit  is  30  miles  long,  it  would  require  the  enormous  quantity 
of  476,784  lbs.  for  each  conductor,  and  the  cost  of  copper  wire 
at  the  present  time  being  17  cents  per  lb.,  the  amount  required 
to  pay  for  the  copper  wire  would  be  $162,106.  The  interest  on 
this  outlay  at  6^  would  be  $9,726.  As  an  overhead  circuit 
would  be  the  cheapest  possible  way  of  conveying  the  current 
to  the  motor,  and  as  the  wire  is  of  such  an  enormous  weight, 
it  would  not  be  well  to  have  the  poles  more  than  50  feet 
apart.  This  would  require  6,800  poles.  Basing  the  cost  of 
the  poles  and  erecting  same  at  $2.50  each,  we  have  a  total 
of  $15,750.  Erecting  the  line  would  be  charged  at  $150  per 
mile,  and  this  is  a  very  low  figure ;  this  would  give  us  $4,500, 
making  a  total  cost  for  the  line  of  $20,250.  The  interest  on 
this,  at  &%  would  be  $1,215.  Continuing  the  statement  of 
operating  expenses,  it  will  be  necessary  to  add  the  interest 
just  given  to  same,  and  also  the  depreciation  of  the  line  : 
putting  this  latter  ut  about  2j^  (which  is  very  low),  which 
would  be  $3,627,  we  have  a  sum  total  of  $31,245  as  the  actual 
total  annual  cost  of  operating  expenses  of  the  station  plant, 
and  interest,  depreciation,  etc.,  on  each  section  of  HO  miles. 

It  will  not  be  necessary  to  take  into  consideration  the  cost 
of  operating  the  motor,  as  this  would  be  about  the  same  as  the 
cost  of  operating  the  steam  locomotive,  and  the  first  cost  of 
same  would  be  about  the  cost  of  a  first-class  locomotive.  The 
only  comparison  which  should  be  made  between  the  operating 


Digitized  by 


Google 


848  WORKING  OF  RAILBOADS  BY  ELEOTBICITY. 

expenses  of  tlie  steam  locomotive  and  the  electrical  plant  would 
be  that  of  the  difference  in  coal  consumed  between  the  station 
and  the  steam  locomotive,  and  possibly  the  cost  of  repairs  of 
the  motor  compared  with  that  of  the  locomotive.  I  have  not 
the  exact  figures  of  the  coal  consumed  by  the  ordinary  locomo- 
tive, but  I  do  not  think  it  is  any  less  than  8  lbs.  of  coal  per 
horse-power  per  hour.  This  being  the  case,  and  the  locomotive 
develops  300  H.P.  for  12  hours  and  one-quarter  of  this  horse- 
power for  the  balance  of  the  day,  we  would  have  per  year  a  con- 
sumption of  6,570  tons ;  this,  at  $3  per  ton,  is  equivalent  to 
$18,710.  Deducting  the  same  from  the  cost  of  total  operating 
expenses  of  the  electrical  station,  we  find  that  the  difference  is 
in  favor  of  the  steam  locomotive  to  the  extent  of  $12,475  per 
year.  I  do  not  think  there  would  be  any  difference  in  cost  of 
repairs  between  the  electrical  and  steam  locomotive.  The  total 
cost  of  the  station,  copper  wire,  and  pole  line  complete  would  be 
$219,856.  This  amount  of  money  would  buy  abotU  20  tu-tc 
hcomotivea. 

The  foregoing  estimates  are  all  based  on  inside  figures,  and  if 
the  railroad  was  600  miles  long,  it  can  be  readily  seen  what  an 
enormous  expenditure  for  electrical  purposes  would  be  neces- 
sary, and  comparing  this  with  the  cost  of  the  present  steam  rail- 
road would  be  sufficient  to  upset  any  calculations  in  the  line  of 
electrical  railroads. 

I  have  selected  a  voltage  of  2,000  as  a  basis  for  estimating  the 
cost  of  the  line,  simply  because  it  would  require  eodraordinary 
•  care  in  insulation  for  a  higher  potential  where  the  bare  conduc- 
tors, connections,  insulating  material,  etc.,  would  be  subjected  to 
all  kinds  of  rough  weather.  If  it  were  found  that  4,000  volts 
could  be  satisfactorily  insulated  (and  this  has  been  done  with 
covered  vnres  in  a  few  special  cases),  the  first  cost  of  line  equip- 
ment would  be  very  largely  reduced,  to,  say,  about  one-half  the 
above  estimated  cost,  thereby  reducing  the  yearly  expense  of 
operating  by  decreasing  the  interest  and  depreciation  of  the  plant. 
As  far  as  safety  to  human  life  is  concerned,  I  do  not  believe  that 
4,000  volts  would  annihilate  more  completely  than  2,000  would, 
but  the  chances  for  leakage  of  current  at  the  higher  voltage 
would  be  much  greater.  This  would  mean  greater  coal  con- 
sumption and  reduced  efficiency  of  the  electrical  apparatus. 

The  operation  of  the  plant  at  full  power  for  one-half  of  the 
time  involves,  of  course,  the  use  of  several  motors,  which  has 
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not  been  considered  in  the  matter  of  operating  expenses.  Such 
consideration  would  not  make  any  appreciable  difference  in  cost 
of  operating  expenses,  because  there  would  necessarily  be  the 
same  amount  of  expenses  in  the  line  of  engineers,  firemen,  and 
depreciation,  etc.,  on  the  locomotives  as  there  would  be  upon 
an  equivalent  number  of  motors. 

A  statement  made  by  Mr.  Hall  on  the  top  of  page  3  is  as 
follows : 

"  In  experiments  recently  made,  it  was  found  that  an  electrical 
motor  could  climb  a  grade  of  over  50^,  which  is  far  beyond  the 
point  of  adhesion  of  locomotives."  I  would  like  very  much  to 
make  an  inquiry  as  to  the  facts  of  this  statement.  It  would  be  very 
interesting  to  the  members  to  laam  what  motor  it  was,  and  how 
long  the  grade  was,  and  what  speed  was  attained  when  making 
this  remarkable  climb.  It  is  well  known,  of  course,  that  there 
is  some  very  peculiar  action  between  the  tread  of  the  wheels  on 
electric  street-cars  and  track  whereby  they  can  ascend  a  higher 
grade  than  any  other  kind  of  motive  power,  except,  perhaps,  the 
cable  system,  but  I  am  very  loath  to  believe  that  an  electric 
motor  could  ascend  a  grade  of  over  50^. 

It  is  safe  to  say  that  unless  there  are  some  radical  changes 
made  from  the  ordinary  design  of  electric  generators,  and  in  the 
method  of  transmission  of  the  current  to  the  motor,  as  well  as  a 
motor  of  greater  efficiency,  we  will  never  see  electric  railroads 
operated  in  this  or  any  other  country. 

I  venture  to  make  the  broad  statement  that  if  steam  transit 
wofdd  be  permitted  in  our  cities^  the  electric  railroad  business  tvovld 
not  stand  any  kind  of  a  chance  for  competition. 

Mr.  Hcllon  C.  Spavlding, — It  must  seem,  in  view  of  the  state- 
ments which  have  just  been  made,  that  the  owners  and  stock- 
holders in  the  three  hundred  electric  railways  now  in  operation 
(in  the  United  States  alone)  must  be  on  the  verge  of  ruin.  But 
"  ignorance,  is  bliss,"  and  at  the  present  time  they  seem  to  be 
running  along  smoothly,  and  to  have  no  difficulty  in  earning 
dividends.  It  may  be  out  of  the  question  to  think  that  electric 
railways  of  a  number  of  miles  in  extent  can  be  operated  success- 
fully with  the  present  method  of  transmission,  although  the 
present  generators  and  present  motors  have  an  efficiency  far 
beyond  that  of  most  steam  apparatus  to-day  ;  and  owing  to  the 
absence  of  reciprocating  parts  and  all  unnecessary  weight,  the 
efficiency  of  the  electric  locomotive  or  electric  car  is  much 
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beyond  that  of  the  steam  locomotive,  whether  you  run  it  by  throt- 
tle or  by  reverse  lever.  Now,  it  is  useless,  as  I  said,  to  think 
of  running  long  roads  by  electricity  by  the  present  methods,  just 
as  it  would  have  been  useless  in  the  first  days  of  steam-engines, 
and  when  it  was  considered  unsafe  to  use  a  pressure  of  more 
than  20  or  30  lbs.,  to  get  the  results  which  we  to-day  get  in 
stationary  and  locomotive  engineering  and  by  high  pressures 
and  condensation.  But  just  as  the  next  step  after  ordinary 
telegraphy  was  the  telegraphing  from  moving  trains  without  any 
c<3ntact  whatever  between  the  circuit  which  was  actually  used  to 
send  the  message  and  the  circuit  acting  at  the  point  of  delivery, 
so,  it  seems  to  me,  there  is  no  question  that  the  next  step,  and  the 
step  which  will  solve  the  problem  of  electric  transmission  for 
railways,  will  be  the  use  of  high  potential  current  along  the 
track  and  the  use  of  low  potential  motors  with  an  induced  cur- 
rent This  idea,  as  you  know,  has  been  utilized  in  lighting  with 
signal  success,  and  there  is  hardly  a  city  in  the  country  to-day 
but  what  is  using  the  alternating  system  of  lighting,  in  which 
there  is  no  mechanical  connection  whatever  between  circuits  on 
which  the  lights  are  placed  and  the  high  potential  circuit  which 
runs  out  of  the  station,  and  which  is  insulated  so  as  to  be  prac- 
tically without  danger. 

Begarding  the  grade  which  is  mentioned  in  this  paper,  I  am 
very  glad  that  has  been  brought  up,  and  I  should  like  to  have 
some  explanation  on  that  subject.  I  have  not  known  of  any  tests 
which  have  giveii  any  such  grade  as  that,  although  there  is  a 
slight  percentage  in  favor  of  locomotives  or  cars  in  which  the 
current  is  transmitted  to  the  motors  through  the  contact  between 
the  wheels  and  the  rails.  The  amount  of  this  additional  trac- 
tion has  not  been  fully  determined,  but  in  such  a  case  as  that 
under  discussion  I  may  say  that  it  seems  to  me  too  small  to  be 
taken  into  actual  account.  As  far  as  the  tractive  force  of  elec- 
tric locomotives  is  concerned,  I  do  not  think  we  should  claim 
anything  more  than  the  results  obtainable  by  steam,  but  I  want 
to  emphasize  a  little  more  the  entire  absence  of  reciprocating 
parts  in  electrical  apparatus  for  propulsion.  That  has  been 
touched  upon  as  regarding  the  simplicity  and  consequent  effi- 
ciency of  the  machines  themselves,  but  mention  has  not  been 
made,  if  I  remember  correctly,  of  the  effect  on  the  track,  and  on 
the  bridges  and  structures  over  which  the  locomotives  are  to 
pass.    In  case  of  the  application  of  motors  to  the  separate 
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trucks,  the  absence  of  a  concentrated  weight  is  worthy  of  some 
consideration. 

Begarding  the  speed  of  the  electric  railways  in  the  United 
States  to-day,  the  motors  are  usually  designed  for  from  18  to 
20  miles  an  hour ;  not  on  account  of  the  limit  of  the  electrical 
apparatus,  but  on  account  of  the  municipal  ordinance  limiting 
the  speed  of  such  vehicles  in  the  streets.  The  higher  the  speed 
in  an  electric  locomotive,  within  reasonable  limits,  the  greater 
the  efficiency,  for  the  gearing  on  the  cars  is  ordinarily  about 
16  to  1,  so  that  the  greater  the  speed  the  less  the  ratio  of 
gearing. 

One  point  has  not  been  mentioned,  and  that  is  the  oppor- 
tunity which  is  afforded  for  utilization  of  the  immense  water 
powers  which  are  going  to  waste  day  by  day.  In  New  Eng- 
land, in  the  South,  and  in  the  West  there  are  enormous  natural 
powers,  as  you  all  are  aware,  some  of  which  can  be  and  will  be 
utilized  by  factories  located  on  the  spoi  But  some  of  these 
water  privileges  are  so  situated  that  factories  cannot  advan- 
tageously be  located  there.  The  interest  in  this  matter  is  grow- 
ing very  rapidly  at  the  present  time,  and  some  roads  (notably 
one  in  the  South,  which  will  be  about  200  miles  in  length)  will 
undoubtedly  within  the  next  few  years  be  operated  by  electricity, 
and  that  by  the  much-abused  present  method,  which  uses  not 
over  500  volts — a  perfectly  harmless  current. 

Mr.  S.  J.  MacFarren. — It  is  with  some  diffidence  that  I  rise,  in 
an  atmosphere  so  permeated  with  steam-locomotive  sentiment, 
to  defend  electrical  methods.  But  before  our  worthy  president 
made  his  point,  which  went  to  the  root  of  the  whole  matter,  I 
decided  to  get  up  and  compliment  the  writer  of  this  paper  and 
congratulate  the  Society  on  this  commencement  of  the  study  of  a 
subject  which  is  growing  faster  than  perhaps  many  of  us  realize. 
I  consider  this  both  an  interesting  and  suggestive  paper,  excel- 
lent in  tone,  while  its  moral — that  more  admixture  of  mechanical 
talent  with  so-called  electrical  engineering  methods  would  be 
an  excellent  thing  for  all  concerned — is  truth  itself. 

I  have  some  experience  in  business  connected  with  electric 
propulsion,  and  I  want  to  make  the  statement  that  the  amount 
and  quality  .of  the  quackery  which  has  been  perpetrated  on  the 
American  public  in  the  way  of  so-called  "  electrical  engineering" 
is  almost  impossible  to  realize  ;  and  you  would  call  it  a  fish  story 
if  I  were  to  tell  ypu  some  of  the  things  to  which  I  am  a  competent 
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witness.  Mr.  Oberlin  Smith  made  an  excellent  point,  namely, 
that  no  practical  man  would  think  of  following  the  methods  laid 
down  in  Mr.  Scheffler  s  paper  and  confine  himself  to  a  locomo- 
tive having  the  ability  to  draw  30  or  40  cars,  when  he  can  not 
only  get  rid  of  the  dead  weight  of  the  tender,  but  of  that»of  the 
entire  locomotive  (by  dividing  the  power  among  the  cars). 

I  would  be  glad  to  show  Mr.  Scheffler,  who  is  my  towns- 
man, an  electric  road  where  an  independent  motor  of  12  tons' 
weight  hauls  a  16-foot  ordinary  car  and  load  up  a  15^^ 
grade,  as  certified  to  by  Mr.  Wilkins,  of  the  P.  R.  R,  by  adhe- 
sion alone.  It  is  practicable  only  with  a  clean  rail  and  fair 
electrical  conditions.  I  am  inclined  to  think  that  the  state- 
ment in  the  original  paper  refers  to  the  experiments  of 
Mr.  Leo  Daft,  and  perhaps  that  50^  may  be  a  misprint  for 
15^.  There  is  no  question  whatever,  as  the  gentleman  from 
Boston  pointed  out,  that  the  passage  of  the  current  from  the 
wheel  to  the  rail,  in  what  is  known  as  the  gtound-circuit  method 
of  operating  an  electric  road,  does  add  to  the  adhesion  for  trac- 
tion ;  whether  this  arises  from  any  electric  or  magnetic  cause  (as 
claimed  by  Mr.  Bies,  of  Baltimore),  or  whether  it  is  from  such 
causes  as  the  mere  heating  eflfect,  which  would  tend  on  a  wet 
day  to  dry  the  rail  quicker,  I  do  not  know,  but  the  fact  is 
there.  The  15^^^  grade  I  speak  of  is  on  the  Pittsburgh, 
Knoxville  and  St.  Clair  Electric  Boad,  and  no  one  would  claim 
that  any  known  motor  without  the  aid  of  electricity  would 
climb  a  15,^  grade  and  haul  a  heavy  load  as  this  has  done 
again  and  again.  I  have  observed  in  Fourth  Street,  Pittsburgh, 
where  the  cable  track  and  electric  track  touch  each  other,  that 
there  is  from  one  to  three  hours'  difference  in  the  time  of  drying 
off  the  rail  after  a  snow-storm  or  rain  ;  and  probably  this  is  due 
to  the  escape  of  the  current  through  the  rail. 

As  to  the  logic  of  Mr.  Scheffler's  paper,  it  is  an  entire  surprise 
to  me  in  this  latitude  and  in  this  company.  It  presupposes  an 
impossible  case,  and  builds  up  an  elaborate  argument,  which 
falls  to  the  ground  when  you  consider  the  statement  of  Mr. 
Smith,  that  the  proper  way  to  operate  an  electric  railroad 
would  be  to  subdivide  its  power  and  not  to  put  it  all  in  one 
place. 

I  am  glad  the  gentleman  from  Boston  told  you  about  that 
Georgia  railroad ;  and  with  reference  to  this  question  of  dead 
weight,  which  is  a  very  important  and  interesting  one,  I  want  to 
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call  your  attention  to  a  curious  inyention  of  Mr.  John  C.  Henry, 
of  New  York,  who  is  a  pioneer  in  the  electric  railway  business. 
This  is  a  motor  without  fields.  It  has  three  armatures,  each  of 
which  in  turn  acts  as  field  for  the  others,  and  the  result  is  to 
rotate  the  central  axle  upon  which  all  are  mounted.  It  is  only 
an  experimental  machine  as  yet,  but  Mr.  Henry  has  been  very 
successful  in  mechanical  devices,  and  I  consider  him  the  best 
mechanician  among  the  electricians  of  the  country.  My  experi- 
ence has  been  that  the  electricians,  so  called,  are  not  mechanics. 
A  system  which  is  exporting  motors  to-day  has  been  pronounced 
a  mechanical  failure  in  a  careful  report  made  by  experts  for 
a  syndicate  by  which  I  had  the  honor  to  be  consulted — has 
been  so  pronounced  while  acknowledged  to  be  electrically  the 
most  perfect  of  all  present  systems.  These  experts  state  that 
the  gentleman  who  gives  name  to  this  company,  and  whom  I 
consider  has  worked  out  the  mathematics  of  electricity  better 
than  any  competitor — that  he  so  exhausted  his  brain  on  the  elec- 
trical features  as  to  leave  nothing  for  the  mechanical  details  of 
the  problem,  and  has  not  yet  reached  a  place  where  he  can  guar- 
antee (or  name)  any  sum  which  will  cover  the  cost  of  repairs  to 
the  gearing  and  mechanism  of  his  motors.  To  illustrate  how  far 
expert  prejudice  can  go,  I  want  to  say  that  I  was  asked  not  long 
ago  how  to  avoid  the  "  gallop  "  of  cars  on  an  undulating  track. 
I  said  that  if  pivot  trucks  of  four  wheels  each  were  too  costly, 
the  next  best  thing  was  a  certain  American  gear,  long  on  the 
market,  and  which  admits  of  increasing  the  present  wheel  base 
(of  6  feet)  to  9  feet.  The  capitalist  repeated  this  to  the  super- 
intendent of  his  home  road.  I  was  sent  for  to  repeat  the  story 
to  this  gentleman  and  give  the  maker's  name.  He  said :  "  There 
is  something  very  strange  about  that.  I  have  been  buying  car 
wheels  from  the  firm  for  nineteen  years  and  never  heard  of  this." 
I  took  him  three  blocks  from  his  office  and  showed  him  the  gear 
in  operation  under  a  car,  and  he  repeated  his  statement  that  in 
all  his  street-car  experience  he  never  heard  there  was  any  such 
gear.  Three  days  later  the  superintendent,  the  capitalist,  and 
three  costly  experts  met  in  an  interior  city  of  New  York  to 
decide  upon  an  equipment  of^an^eleclric  road.  My  statement 
was  there  repeated.  One  of  these  experts  stated  in  the  presence 
of  the  committee  assembled  that  there  was  some  mistake  about 
this  9-foot  wheel  base,  and  that  it  was  a  practical  impossibility 
for  a  9-foot  wheel  base  gear  to  go  through  ordinary  street-car 
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curves.  I  told  them  to  write  to  Mr.  C.  B.  Holmes,  of  the  cable 
road  on  the  South  Side,  Chicago.  They  did  so  and  learned  that 
he  commenced  to  use  this  gear  when  he  had  a  horse  road  ten 
years  ago ;  that  he  now  had  775  sets  in  use  and  does  not  want 
any  other  gear.  The  Third  Avenue  Street  Bailroad  in  New  York 
was  using  the  same  gear  practically  at  the  door  of  the  expert 
who  said  it  was  impossible  for  that  gear  to  work.  I  want  to 
apply  that  to  Mr.  Scheffler's  case.  He  has  proved  here  by  a 
very  skilful  argument  that  it  is  impossible  to  operate  a  railroad 
by  electricity.  But  it  becomes  constantly  less  safe  to  define 
possibility.  I  am  really  sorry  that  gentlemen  here  show,  if  you 
will  allow  me  to  use  the  expression,  the  prejudice  in  favor  of 
steam  against  electricity  that  appears  here.  Electricity  is  in  no 
sense  a  rival,  but  in  every  sense  an  aid,  to  steam.  I  am  not 
an  electrician  at  all,  but  I  tell  you,  you  cannot  afford  to  disre- 
gard electiicity,  because  it  will  come  without  you,  unless  you 
think  better  to  have  it  come  with  you,  and  any  of  you  who 
look  into  it  will  agree  with  the  conclusions  I  have  drawn 
here,  and  will  be  astonished  to  find  how  much  ignorance  there 
is  on  this  great  topic.  There  never  was  an  industry  command- 
ing the  amount  of  investment  the  electric  railway  has  to-day 
which  was  guided  by  such  ignorant  advice  as  it  is  dependent 
upon.  No  more  inviting  field  than  electric  propulsion  opens 
for  mechanical  engineering,  since  at  least  90^  of  the  features 
of  so-called  electric  "  systems  "  are  mechanical  features. 

Sir  Wm.  Thompson  has  well  said  that  the  mechanical  engineer 
needs  to  add  but  one-tenth  to  his  knowledge  to  include  the 
electrical  field. 

Mr.  E.  P.  Boberts. — In  connection  with  the  remarks  of  pre- 
vious speakers,  and  from  the  standpoint  of  an  electrical  engineer, 
I  believe  it  very  advisable  that  mechanical  engineers  should  have 
a  knowledge  of  electrical  matters.  An  example  of  this  is  the 
fact  that  a  large  mining  machinery  firm  have  recently  engaged 
an  electrical  engineer. 

With  reference  to  large  train  units,  Dr.  Louis  Bell  recently 
published  a  paper  showing  that  if  on  a  certain  road  between 
Chicago  and  Cincinnati  electricity  were  applied  as  the  motive 
power,  and  the  traffic  and  train  units  were  maintained  as  at 
present,  a  rather  high  potential  would  be  necessary,  and  the 
coal  consumption  would  be  about  as  at  present  with  steam 
locomotives.     In  most  cases,  small  train  units  would  be  advisa- 
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ble.  For  elevated  railroads,  Mr.  Daft  thinks  it  would  not  be 
safe  to  operate  trains  closer  than  at  present,  and  therefore,  in 
order  to  handle  the  traffic,  the  trains  -would  need  to  be  of  the 
present  capacity,  and  for  such  work  he  advises  an  electric  loco- 
motive. To  refer  to  the  figures  of  a  previous  speaker,  that  for  a 
road  of  the  character  he  considers  a  conductor  of  one  square  inch 
section  would  be  necessary,  and  the  cost  of  such  a  conductor 
would  be  prohibitory,  Mr.  Sprague,  in  a  recent  paper,  states 
that  the  telephone  system  between  New  York  and  Boston  uses 
copper  wires  of  an  aggregate  cross-section  50^  greater  than 
this,  and  that  if  such  cost  is  not  prohibitory  for  telephones,  it  is 
not  for  fast  passenger  traffic  if  the  demand  for  such  traffic  is  as 
great  as  between  New  York  and  Philadelphia. 

Between  these  two  cities  he  calculates  that  to  handle  the 
present  through  passenger  traffic  a  separate  fast  line  would  take 
about  3,000  volts  if  operated  from  a  station  at  one  end,  but 
if  operated  from  four  stations  distributed  along  the  line,  and 
using  the  three-wire  system  of  distribution,  that  a  potential  of 
500  volts  and  a  conductor  of  one-inch  cross-section  would  be 
sufficient. 

This  latter  potential  is  the  same  as  is  generally  used  on  street- 
railway  lines ;  2,000  volts  have  been  used  successfully  on  series 
lines. 

Mr.  Sprague  makes  some  assumptions — such  as  electrical 
braking — which  have  not  been,  as  yet,  realized  in  practice, 
but  which  doubtless  will  be  thoroughly  worked  out  before 
long. 

With  reference  to  electric  railways  paying,  it  certainly  is  a 
fact  that  such  is  the  case.  I  am  informed  of  one  road  where 
they  are  carrying  3  J  people  per  car  mile,  receiving  five  cents  for 
each  person.  They  are  operating  over  twenty  miles  of  double 
track,  and  are  making  money.  Also  of  another  road  where  the 
expense  per  car  mile  is  less  than  eight  cents. 

Mr,  C,  J.  H.  Woodhiry. — ^I  would  like  to  ask  the  speaker  a 
question  on  that  point,  and  that  is  if  the  expense  of  eight  cents 
per  mile  refers  to  the  whole  expense  of  the  corporation,  or  only 
operating  expenses  ? 

Mr,  Rcberts, — I  was  told  by  one  who  was  supposed  to  know, 
and  supposed  to  be  trustworthy,  that  it  included  alL 

Mr.  Woodbury, — Interest  on  any  bonds,  or  anything  of. that 
kind? 


Digitized  by 


Google 


856  WORKING  OP  RAILROADS  BY  ELECTRICITY. 

Mr,  ifofterte.— ^Interest  on  any  bonds^everything  of  every 
nature  that  would  go  into  expense. 

(Later  Note.  I  am  since  informed  that  the  expense  of  eight 
cents  per  mile  includes  everything  excepting  interest  on  bonds, 
and  that  ten  cents  covers  items  of  that  nature.) 

Mr,  Jesse  M,  Smith.— Mr.  Scheffler  has  made  out  a  remarkable 
case  for  the  steam  locomotive  as  against  the  electric  with  sta- 
tions along  the  road.  He  supposes,  as  I  understand  his  remarks, 
that  these  stations  are  to  be  used  at  all  times,  whether  there  is 
a  train  on  that  particular  section  or  not,  and  that  each  station 
is  developing  its  full  power  at  all  times.  Now,  that  is  not  the 
case.  There  is  a  continuous  line  running  right  through  from 
one  end  of  the  road  to  the  other,  fed  only  at  intervals,  and  if 
the  supply  of  electricity  which  is  drawn  by  the  motors  passing  a 
particular  section  is  not  needed,  that  supply  goes  on  to  another 
section  and  helps  that  out ;  and  it  is  a  matter  of  practice  in 
street  railways  that  a  great  many  more  cars  can  be  put  on  a 
line  than  is  actually  represented  by  the  power  in  the  station. 
That  is,  if  the  station  is  for  a  1,000  H.P.  there  can  be  as  many 
as  1,500  H.P.  of  motors  put  on  that  line  without  any  detriment 
whatever,  supposing  that  some  of  the  motors  are  idle,  while 
others  are  developing  their  full  power.  That  one  idea  alone 
would  cut  down  Mr.  Scheffler's  expenses  one-half.  I  think  it  is 
a  point  which  has  been  overlooked  before  in  this  discussion. 

Mr.  Chas.  W.  Barnaby. — In  regard  to  the  method  of  driving 
through  the  application  of  motors  to  the  car  axles,  I  have 
noticed,  in  late  discussions  of  the  subject  in  the  electrical 
papers  and  conventions,  a  disposition  on  the  part  of  some  to 
advocate  returning  to  the  locomotive  principle.  I  do  not  recall 
all  of  the  arguments  presented  by  the  advocates  of  this  system, 
but  one  reason  given  was  that  the  fitting  with  motors  of  the 
extra  cars  used  only  for  heavy  traffic  necessitated  the  invest- 
ment of  considerable  capital,  which  must  lie  idle  much  of  the 
time.  By  using  a  sufficient  number  of  electric  locomotives  to 
take  care  of  the  ordinary  travel  with  but  one  or  two  cars 
attached,  the  heavy  traffic  being  provided  for  by  attaching  more 
cars  to  each  of  the  regular  locomotives,  it  was  claimed  that  the 
cost  of  equipment  was  less  than  by  the  separate  car  method  of 
propulsion. 

Aa  Mr.  Smith  has  stated,  driving  by  direct  application  of 
motors  to  the  several  car  axles  appears  to  be  by  all  means  the 
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correct  principle,  and  it  is  to  be  hoped  that  no  practical  consid- 
erations will  necessitate  returning  to  the  independent  loco- 
motive, as  that  looks  like  a  step  backward. 

Mr,  D.  L,  Barnes. — Perhaps  the  railway  mechanical  engineers 
are  a  little  ahead  of  the  electrical  engineers  in  this  matter.  To 
my  knowledge,  in  the  last  year  three  roads  in  Chicago  have 
made  estimates  on  the  transmission  of  electric  power  for  switch- 
ing and  carrying  passengers  in  Pullman  cars  through  the 
streets  of  cities,  and  upon  application  to  electricians  for  station- 
ary motors  for  the  purpose  they  could  get  no  reply  which  would 
give  them  any  clue  to  the  economy  or  desirability  or  operation 
of  the  necessary  motors,  none  having  been  built  large  enough 
to  perform  the  work. 

Mr,  Jno.  M.  Stveeney. — I  probably  have  been  placed  in  a  posi- 
tion for  the  last  two  years  to  know  something  of  the  troubles 
connected  with  the  electric  propulsion  of  cars,  because  I  have 
been  interested  in  a  street  railway  line  and  have  been  actively 
connected  with  its  management.  I  think  that  in  the  considera- 
tion of  the  question  before  the  body  the  fact  is  lost  sight  of 
that  electricity  is  merely  a  ready  means  of  transmitting  energy 
instead  of  a  belt  or  a  rope  or  other  methods  which  have  been 
employed  at  various  times.  One  of  Mr.  Scheffler's  points — the 
last  one  which  he  made — struck  me  as  rather  erroneous ;  be- 
cause he  said  that,  under  certain  conditions,  if  steam  cars  were 
allowed  to  be  run  through  the  streets  of  cities,  they  would 
instantly  supplant  the  application  of  electricity  for  that  pur- 
pose. That  can  hardly  be  possible,  because  for  street  traffic 
a  higher  class  of  labor  is  required  to  take  care  of  and  manage 
the  steam  locomotive  than  to  take  care  of  and  manage  an  electric 
motor,  and  it  is  that  feature  which  makes  electricity  so  par- 
ticularly applicable  to  street  traffic.  You  can  pick  up  a  class 
of  labor  and  educate  it  in  a  short  time  to  handle  the  electric 
appliance.  Further  (and  it  is  the  gist  of  this  whole  matter,  to 
my  mind,  as  it  applies  to  long-distance  electric  transmission,  or, 
rather,  to  replacing  the  locomotives  in  what  are  usually  known 
as  railways),  that  where  you  can  concentrate  the  output  of  your 
plant  and  allow  it  to  serve  a  large  number  of  independent  oper- 
ating machines  you  have  what  is  a  desirable  commercial  invest- 
ment, while  if  you  had  only  one  car  to  run  or  a  lesser  number 
of  street  cars  it  would  not  become  a  desirable  thing,  for  you  had 
better  put  the  balance  or  the  whole  of  your  expense  on  the  one 
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or  two  cars  or  whatever  it  may  be.  It  must  be  under  a  condition 
where  it  is  commerciallj  judicious  to  use  the  central  station  for 
the  distribution  of  power  over  a  number  of  cars. 

There  has  been  some  comparison  made  between  the  recipro- 
cating parts  of  steam  locomotives  and  what  is  gained  in  electri- 
cal apparatus  by  dispensing  with  reciprocating  parts.  That  is 
very  true,  but  in  the  present  state  of  the  art,  and  the  application 
of  electricity  to  the  propulsion  of  cars,  it  would  be  done  at  a 
very  heavy  expense  in  the  gearing  employed  to  connect  the  motor 
to  the  axle  of  the  car,  and  that  to-day  is  the  greatest  obstacle 
to  be  met  with  by  one  managing  or  attempting  to  conduct  a  street- 
car line  driven  by  electricity.  My  first  experience  with  it  ex- 
tended to  what  was  then  known  as  the  Van  De  Poele  method. 
It  was  at  an  early  time  in  the  introduction  of  electrical  street- 
car lines — I  think  about  the  sixth  road  which  was  operated. 
The  Van  De  Poele  method  consisted  in  placing  a  motor  in  the 
front  end  of  the  car,  and  connecting  it  to  the  axle  with  chains. 
Two  chains  were  used,  connecting  from  the  counter-shaft  of  the 
motor  down  to  the  wheel  on  the  axle  of  the  car.  It  became  evi- 
dent in  a  little  while  that  one  of  those  chains  was  of  very  little 
use ;  that  it  was  impossible  to  concentrate  the  strain  on  both 
of  the  chains  or  equalize  it,  and  that  one  of  them  was  merely 
•  idle.  With  that  idea,  I  .caused  one  of  the  chains  to  be  removed, 
and  ran  the  car  much  more  successfully  with  one  chain  than  it 
had  been  operated  with  two  chains.  The  chain  which  we  used 
originally  was  a  chain  with  a  roller  between  the  links,  working 
on  a  pin,  and  the  stretch  of  it  was  very  considerable,  so  that  it  was 
constantly  increasing  its  pitch,  while  the  wear  of  the  sprocket- 
wheel  diminished  it,  and  we  had  the  two  things  bearing  one 
against  the  other.  The  cost  of  the  chain  was  $1.60  net  per  foot, 
and  about  seven  weeks  was  the  life  of  ii  We  now  use  malleable 
iron  chain,  costing  60  cents  per  foot,  which  we  run  at  least  six 
months.  There  is  too  much  disposition  on  the  part  of  mechanical 
engineers  to  conclude  that  a  requisite  for  electrical  application 
is  a  lack  of  mechanical  engineering  knowledge.  For  a  time  I  was 
of  that  opinion,  and  thought  that  it  would  be  but  little  trouble 
to  correct  many  of  the  weak  places  in  mechanical  application, 
but  I  have  generally  found  that  they  are  too  closely  allied  with 
the  electrical  question,  and  that  what  would  certainly  be  a  suc- 
cessful device  if  electricity  was  left  out  of  the  question  became 
anything  else  when  connected  with  the  electrical  end.     There  is 
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a  great  field  for  mechanical  engineers  in  working  out  the  details 
of  the  adaptation  of  electricity.  But  in  order  to  be  successful 
the  engineer  must  also  know  a  great  deal  of  the  properties  of 
electricity. 

I  think  Mr.  Scheffler's  figures  on  the  amount  of  wire,  etc., 
required  to  operate  a  line,  which  he  assumes,  undoubtedly  cor- 
rect, and  that  to  any  such  extent  it  is  decidedly  impracticable  to 
operate  the  line ;  but  new  methods  of  transmission,  new  conditions 
in  pressures,  etc.,  can  be  expected  at  any  time,  and  may  change 
a  great  many  of  the  conditions.  However,  I  am  convinced  that 
for  long  lines  electricity  can  only  be  applicable  to  advantage 
where  the  unit  of  load  to  be  moved  is  very  small,  say  one  or  two 
cars  in  train.  The  advantage  found  entirely  disappears  when 
the  line  is  extended,  and  the  train  unit  increased,  as  if  there  were 
twenty  or  thirty  cars. 

Mr.  Wm.  Forsyth, — I  should  like  to  say  a  word  on  this  ques- 
tion from  a  railroad  standpoint  While  we  want  to  be  as  pro- 
gressive as  possible,  and  to  go  into  the  use  of  electricity,  we  will 
not  be  discouraged  or  terrified  by  the  figures  which  have  been 
presented  by  Mr.  Scheffler.  He  has  very  properly  called  these 
inside  figures,  and  the  railroads  will  not  use  this  kind  of  figures 
for  their  estimates.  When  they  go  into  the  wholesale  use  of 
electricity,  they  will  manufacture  their  machinery  the  same  as 
they  now  manufacture  their  locomotives — in  their  own  shops — 
and  the  cost  of  that  machinery  will  probably  be  about  one- 
fourth  or  one-fifth  of  that  now  charged  for  electric  machinery 
by  electric  companies.  I  have  been  using  some  electric  motors, 
and  in  trying  to  use  more  I  am  met  with  this  question,  which 
is  purely  a  commercial  one :  that  of  the  cost  of  the  machinery ; 
and  in  getting  estimates  for  a  7  J  power  motor  I  found  that  figures 
fromthevariouscompaniesvariedfrom  $1,100  down  to  $400.  Prob- 
ably the  $400  motor  was  as  good  as  that  they  charged  $1,100  for. 
So  that,  as  I  say,  these  figures  which  Mr.  Scheffler  has  presented 
can  be  considerably  reduced  in  the  mere  cost  of  the  motor  itself 
to  start  with.  As  our  President  has  said,  the  motor  is  a  piece 
of  machinery  which  i^  about  as  simple  as  a  grindstone  or  a  cof- 
fee-mill, and  instead  of  costing  $12,000,  as  given  in  this  estimate, 
I  should  expect  to  build  a  motor  or  dynamo  of  the  same  capac- 
ity for  about  $2,000. 

The  President  has  spoken  about  that  monster,  the  locomotive, 
and  the  probability  that  such  machines  would  not  be  used  at  all 
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when  electricity  should  come  into  use.  But  there  is  one  phase  of 
railroading  in  which  that  would  be  used,  and  that  is  in  switch- 
ing ;  and  I  believe  that  the  first  use  of  electricity  on  a  large 
scale  on  railroads  will  be  large  motors  for  switching-engines. 
In  our  switching-yards  we  have  to  employ  a  heavy  locomotive, 
with  its  tank,  an  engineer  and  fireman,  and  a  man  at  the  back 
end  for  handling  the  push-pole,  making  three  men,  with  a  very 
large  and  heavy  piece  of  machinery.  Now,  if  we  can  reduce  that 
to  a  small,  compact,  and  heavy  motor,  with  one  man  directing  all 
the  motions  and  the  motion  of  the  pole  besides,  it  will  certainly 
make  an  improvement,  and  it  is  one  which  I  believe  will  be  the 
first  application  on  a  wholesale  scale  of  electricity  to  railroads. 

The  other  question  which  the  President  mentioned  was  the  use 
of  a  bicycle  construction  in  cars.  While  it  is  very  desirable  to  re- 
duce the  weight  of  cars,  there  is  one  objection  which  it  meets  with, 
and  that  is  the  matter  of  safety.  When  we  obtain  a  speed  of  50 
or  60  miles  an  hour,any  one  who  is  travelling  along  at  that  speed 
would  a  gi*eat  deal  rather  be  enclosed  in  a  good,  substantial  box 
than  in  a  very  light  and  flimsy  one,  so  that  in  case  the  thing  goes 
off  the  track  he  will  be  better  protected.  I  believe,  though,  in 
the  use  of  iron  and  steel  where  we  have  the  maximum  strength 
for  a  given  weight  of  any  material  which  it  is  possible  to  use  for 
railroad  cars,  and  that  by  the  use  of  them  we  can  reduce  the 
weight  considerably. 

Mr.  B.  J.  Dashiell,  Jr. — I  would  like  to  go  on  record  that  there 
is  no  virtue  whatever  in  passing  an  electric  current  through  a 
wheel  to  a  rail  and  thus  increasing  the  adhesion.  From  experi- 
ments made  by  Mr.  O.  T.  Crosby  and  myself  at  Jamaica,  L.  L, 
we  found  there  was  nothing  in  it  Our  experiments  were  pub- 
lished about  four  weeks  ago  in  the  Electrical  Engineer  ;  Mr.  Daft 
came  out  in  the  next  issue  and  agreed  in  the  main  with  our  ex- 
periments which  were  published.  Yet  Mr.  Bies,  of  Baltimore, 
tried  to  obtain  results  by  passing  a  current  through  a  wheel  and 
rail,  but  found  that  he  could  accomplish  nothing  in  this  respect 
I  believe  he  then  built  a  model,  wound  his  wires  upon  the  axle, 
magnetized  the  wheel,  and  got  some  fair  results.  The  results 
obtained  by  him  on  the  model  were  by  far  more  favorable  than 
those  which  could  be  obtained  in  actual  practice. 

Mr.  W.  0.  Webber. — I  think  this  discussion  develops  one  thing, 
if  no  other,  and  that  is,  they  are  aU  right  I  think  Mr.  Scheffler 
is  not  all  wrong ;  and  I  do  not  think  the  others  all  right,  and 
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vice  verad.  This  is  proven  by  the  fact  that  there  are  electric 
street  railroads  being  operated  to-daj  with  commercial  success. 
They  have  been  operated  this  way  for  four  years  at  least  Now, 
if  this  principle  was  absolutely  applicable  to  the  traffic  on  steam 
railroads,  I  do  not  think  the  American  public  are  quite  so  slow- 
going  that  they  would  not  have  got  at  it  in  four  years.  I  do  not 
think  Mr.  Scheffler  is  entirely  wrong,  because  there  are  certain 
items  which  have  got  to  be  taken  into  consideration  in  looking  at 
it  from  the  standpoint  he  did.  One  is  this :  you  cannot  operate 
a  big  trunk  line  by  electricity  in  the  same  method  by  which  you 
would  operate  a  street  railroad,  with  small  cars  running  at  very 
short  intervals  of  time,  without  a  great  deal  of  preparation.  For 
instance,  you  would  have  to  have  four  tracks,  without  any  ques- 
tion, two  each  way  for  passenger  traffic  at  high  speed,  and  two 
each  way  for  freight  traffic  at  slow  speed ;  because  you  could  not 
have  on  the  same  track  trains  running  at  one  speed  and  other 
trains  running  at  oncTthird  of  that  speed.  You  have  got  to 
operate  your  freight  trains  as  an  aggregation  of  a  large  number 
of  cars  going  at  a  pretty  slow  speed.  As  Mr.  Forsyth  says,  you 
cannot  do  switching  in  this  way  without  pretty  heavy  motors. 
I  think  the  argument  was  very  good  on  both  sides.  The  proof 
is  the  absolute  fact  that  you  have  got  lots  of  electric  street  rail- 
ways to-day  churning  out  coupons,  and  you  haven't  got  any 
big  electric  trunk  lines. 

Mr.  Oberlin  Smith. — ^I  will  not  take  up  all  the  time  I  would 
like  to  take  in  answering  the  various  points  which  have  come  up. 
But  I  want  to  say  in  answer  to  Mr.  Forsyth,  that  when  we  run 
the  fast  trains  and  the  light  cars  we  expect  to,  we  won't  depend 
only  upon  a  wheel-flange  1|  inches  deep  to  keep  us  on  the  track 
and  out  of  eternity. 

With  regard  to  Mr.  Scheffler's  statement,  I  will  just  say  that  in 
his  calculation  of  the  amount  of  power  required  to  run  an  electric 
train,  he  assumed  the  same  power  as  for  a  steam  train,  and  for- 
got to  deduct  the  weight  of  the  locomotive,  which  with  many 
of  our  passenger  trains  probably  averages  nearly  as  much  as  the 
cars  themselves.  Take  that  off,  and  the  horse-power  and,  conse- 
quently, the  coal  consumption  would  be  reduced  in  proportion, 
taking  a  large  percentage  out  of  his  cost  figures. 

Mr.  Tho8.  R.  Morgan,  8r, — The  great  difficulties  with  which 
some  minds  have  to  contend  in  discussing  new  powers,  such  as 
the  electric,  as  in  this  case,  comes  from  the  education  already 
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received,  and  an  unwillingness  or  determination  not  to  accept 
the  new  conditions  until  they  have  actually  forced  themselves 
into  practice.  With  such  minds  every  argument  possible  is 
brought  to  bear  against  its  success,  which,  after  all,  in  a  general 
way  is  educational  and  desirable.  Other  minds  are  more  hope- 
ful, willing,  and  desirous  to  live  and  accept  progression  as  it 
comes  along.  My  disposition  and  experience  make  me  hopeful 
and  desirous  to  accept  all  progressive  powers  as  they  come  along. 
In  this  spirit  we  have  used  electric  power  in  our  workshops 
in  many  and  various  ways,  with  universal  success  so  far.  We 
are  becoming  more  and  more  friendly  to  it  as  we  go  along.  I  be- 
lieve in  its  great  future  possibilities,  even  to  railway  locomotion 
for  reasonable  distances  through  auxiliary  power  stations,  if 
such  can  be  accomplished.  The  engineer  and  fireman,  also  the 
dead  carriage  weight  of  fuel  and  water  for  steam  purposes,  will 
be  dispensed  with.  The  minor  difficulties  now  existing  will,  I 
believe,  in  the  future  be  overcome  to  a  considerable  extent  We 
are  running,  and  have  been  for  about  one  and  a  half  years,  one 
each,  ten,  fifteen,  and  twenty-five  tons  overhead  travelling  cranes 
operated  by  electricity.  They  have  given  us  no  trouble  whatever 
since  we  put  them  in  operation.  We  have  electric  motors  run- 
ning complete  lines  of  machinery  and  shafting  with  similar  suc- 
cess, reducing  largely  the  use  of  belting,  shafting,  and  gearing. 
I  would  respectfully  invite  any  member  who  is  interested  and 
may  desire  to  see  our  practice  to  visit  us  at  Alliance.  We 
shall  be  pleased  to  show  all  who  go  the  many  evidences  of  what 
I  say  here.  My  desire  in  speaking  as  I  do  (based  upon  the  ex- 
perience we  have  already  had  with  electric  motive  power)  is  to 
help  prepare  the  minds  of  our  members  to  look  hopefully,  as  I 
do,  to  the  possibilities  of  tlus  great  power  in  the  future.  Its 
superiority  over  any  other  power,  in  refinement,  simplicity,  and 
safety  for  operating  many  classes  of  machinery,  we  have  estab- 
lished to  our  own  satisfaction  beyond  a  doubt.  We  have,  con- 
sequently, reasons  to  believe  and  feel  hopeful  that  even  electric 
railways  for  long  distances  may  be  a  possible  success  in  the  future. 
While  believing  in  the  revolutionary  displacing  of  some  of 
the  other  powers  by  electricity,  I  do  not  want  to  be  considered  an 
enthusiast  to  such  an  extent  as  to  say  that  electric  motive  power 
will  be  best  for  all  places  and  under  all  conditions  where  steam, 
hydraulics,  pneumatics,  and  gas  are  now  being  used,  and  are 
best  suited  for  many  purposes.     These  powers  will  also  have 
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their  special  demands,  as  they  have  had,  as  varying  locations, 
purposes,  and  conditions  will  favor  either  one  or  more  of  the 
powers  in  combination  as  the  best  and  most  economical ;  all  of 
which  in  our  business  we  use  and  furnish  to  others,  in  part  or 
combined,  to  suit  the  wants  or  demands  of  our  customers.  We 
find  the  conditions  are  such  in  two  different  locations,  even  when 
the  demands  are  similar,  that  it  is  wise  to  change  the  motive 
power  to  suit  such  conditions  and  locations.  While  I  believe  in 
the  considerable  advancement  in  electric  power  for  locomotion 
and  in  our  business  for  many  purposes,  I  am  confident  all  the 
other  powers  will  also  hold  their  own. 

My  desire  in  expressing  myself  as  I  do  is  to  show  my  views 
and  experience  as  favorable  to  electric  motive  power,  and  that 
I  believe  in  it,  bufc,  at  the  same  time,  I  do  not  lose  sight  of  the 
other  powers  for  similar  and  other  purposes. 

Prof.  Arthur  T,  Wocnh. — The  author  states  that  "the  resist- 
ance of  trains  is  now  quite  positively  known  to  increase  about 
with  the  square  of  the  velocity." 

As  reports  of  tests  in  this  country  and  abroad — as,  for  examplp^ 
tests  on  the  Chicago,  Burlington  and  Quincy  Railroad,  and  the 
recently  published  indicator  cards  from  a  Worsdell  compound 
locomotive,  taken  at  speeds  as  high  as  86  miles  per  hour — show 
that  the  train  resistance  not  only  does  not  increase  as  the  square 
of  the  velocity,  but  is  in  some  cases  less  at  high  than  at  low 
speeds,  Mr.  Hall  will  add  greatly  to  the  value  of  his  paper  by 
giving  us  data  which  will  support  his  statement. 

Mr.  Fredk.  A .  Scheffler. — I  desire  to  correct  what  seems  to  be 
the  prevailing  opinion  of  some  of  our  friends  who  have  partaken 
in  the  foregoing  discussion  of  my  comments  of  Mr.  Hall's  paper, 
in  that  my  statements  were  with  a  -view  of  creating  a  feeling  that 
I  am  not  in  favor  of  electrical  railways  of  any  kind.  I  most 
emphatically  desire  to  say  that  an  opinion  of  this  kind  is  entirely 
inconsistent  with  the  statements  I  have  made.  I  am  particularly 
desirous  of  furthering  any  matter  which  pertains  to  the  advance- 
ment and  introduction  of  electrical  work  of  all  kinds,  as  there  is 
no  branch  of  the  world's  industry  which  is  or  will  not  be  influ- 
enced by  the  electrical  industry.  Careful  perusal  of  my  discus- 
sion will  show  that  in  no  case  have  I  even  hinted  that  I  am 
desirous  of  crying  down  electric  railroads,  and  I  am  extremely 
disappointed  to  learn  that  certain  members  did  not  give  as  care- 
attention  to  my  remarks  as  I  should  certainly  have  desired. 
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My  object  in  presenting  the  comments  was  explicitly  stated 
in  their  first  paragraph,  aod  in  endeaToring  to  show  the  cost 
of  installing  and  operating  one  section  only  of  such  a  railroad 
as  Mr.  Hall  has  suggested,  I  fail  to  find  anything  which 
would  give  rise  to  the  opinion  that  I  am  personally  against 
progress  in  this  line.  I,  too,  desire  to  see  electricity  supplant 
the  present  steam  railroad,  but  at  present  cannot  see  exactly  how 
this  can  be  accomplished  from  a  commercial  standpoint  In 
this  respect  I  concluded  my  remarks  with  the  suggestion  that  it 
would  be  necessary  to  make  a  considerable  advancement  in  the 
line  of  a  better  and  cheaper  generator,  motor,  and  method  of 
transmitting  the  current  from  the  generator  to  the  motor.  Does 
this  statement  even  suggest  that  I  am  not  in  favor  of  electric 
railway  work  ? 

If  the  same  progress  is  made  in  the  next  ten  years  as  has  been 
achieved  in  the  past  decade,  there  will  be  more  of  a  possibility 
of  our  capitalists  adopting  electricity  for  steam  in  railroads. 

Three  dijBTerent  members  have  asserted  that  I  have  estimated 
too  high  by  fifty  per  ceni  in  three  different  items.  I  do  not 
desire  that  my  figures  shall  be  taken  as  absolutely  correct,  but 
I  would  like  to  have  a  comparison  of  cost  by  parties  who  are 
familiar  with  electrical  and  mechanical  estimates,  from  a  consci- 
entious point,  made  upon  the  same  basis  which  I  have  esti- 
mated. I  shall  be  perfectly  happy  to  acknowledge  any  errors 
which  I  may  have  made,  and  will  be  only  too  glad  to  cut  down 
the  apparently  enormous  first  cost  of  even  one  section  of  the 
suggested  railway  plant. 

A  specially  devised  method  of  feeders  would  possibly  reduce 
the  cost  of  the  copper  circuit,  but  at  present  I  do  not  see  wherein 
even  this  could  be  accomplished,  unless,  perhaps,  a  three-wire 
system  should  be  used,  but  which  would  involve  a  further  com- 
plication of  carriers,  etc.  One  thing  certain  is  that  to  carry  300 
H.P.  at  2,000  volts,  with  20j^  drop,  requires  the  same  amount  of 
copper  for  conductors,  whether  the  latter  be  composed  of  one  or 
is  subdivided.  I  have  taken  as  a  basis  the  lowest  possible  gen- 
erating capacity,  and  an  increase  of  this  simply  means  additional 
first  cost,  and  some  of  our  heavy  locomotives  surely  develop  a 
much  higher  amount  of  power  at  certain  times  than  3U0  H.P.  I 
have  also  estimated  upon  only  one  motor  being  in  operation  on 
the  30-mile  section,  whereas  it  would  not  be  a  very  paying  road 
which  would  operate  under  such  a  condition.    More  than  one 
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motor  upon  the  section  at  the  same  time  involves  a  still  farther 
increase  of  generating  plant  and  conductors. 

I  have  only  presented  the  latter  thoughts  to  show  that  I  do 
not  think  my  estimate  too  high. 

Mr,  WiUia  E.  flofl.*— The  figures  presented  by  Mr.  Scheffler 
would  appear,  on  their  surface,  to  eliminate  all  chance  of  a  suc- 
cessful railroad  with  electricity  as  the  driving  power.  They  but 
present  the  conditions  which  one  would  be  apt  to  meet  were  he 
to  start  to-morrow  and  attempt  to  establish  a  line  of  some  30 
miles  in  length,  transmitting  and  using  only  appliances  which 
are  in  successful  general  ubc  at  the  present  time.  We  do  not 
know  if  Mr.  Scheffler  is  a  representative  or  an  advocate  of  the 
high  potential  system  of  transmitting,  but  he  will  probably 
recollect  and  can  review  the  somewhat  unpleasant  struggle 
which  it  was  necessary  to  pass  through  before  the  proper 
authorities  and  the  public  were  willing  to  accept  high  tension 
currents  as  a  safe  method  of  transmitting  and  distributing  the 
power  in  question,  aside  from  its  economical  value.  Whichever 
side  Mr.  Scheffler  may  take  in  regard  to  low  or  high  tension 
currents,  he  must  at  least  acknowledge  vast  strides  in  this  direc- 
tion within  the  last  few  years.  The  jump  from  2,000  or  3,000 
to  10,000,  and  now  to  20,000,  as  in  a  plant  under  construction  in 
England  and  soon  to  be  placed  in  operation,  goes  forcibly  to 
indicate  the  sense  of  appreciation  of  the  economical  side  of 
electric  transmission. 

In  regard  to  the  estimate  which  Mr.  Scheffler  makes  for  the 
driving  power,  if  such  an  application  of  transmitting  were  put 
in  play  it  is  hardly  likely  any  one  would  pay  $10,000  for  a  360 
H.P.  engine,  nor  would  it  hardly  be  expected  a  dynamo  of 
the  same  power  would  be  placed  at  a  $12,000  figure.  Mr. 
Scheffler  is,  I  presume,  well  aware  that  with  any  commodity  an 
increase  in  demand  invariably  reduces  the  cost  to  a  correspond- 
ing extent,  and  also  well  aware  that  the  electric  motor  business 
is  now  in  its  infancy,  and  the  figures  now  charged  are  but  tem- 
porary. The  case  cited  by  Mr.  Forsyth  illustrates  the  point  in 
a  very  practical  way.  There  has,  probably,  never  been  a  new 
field  into  which  the  public  can  enter  so  freely  as  that  of  the 
manufacture  of  electric  dynamos,  motors,  and  appliances.  It 
seems  to  be  merely  a  question  of  evading  patented  details,  which 
mechanical  ingenuity  so  much  succeeds  in  doing  with  devices 

•Authop'H  closare,  under  the  Rales. 
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similar  to  those  which  are  necessary  to  properly  apply  electric 
power.  It  is  to  be  regretted  that  Mr.  Scheffler  did  not  go  further 
and  undertake  to  detail  the  cost  of  the  operation  of  a  steam 
railroad  when  locomotives  are  used  in  contradistinction  to  motors 
driven  by  electricity.  It  was  at  this  point  that  the  writer  stalled, 
and  must  now  confess  the  advantages  to  be  gained  are  perfectly 
clear,  yet  of  such  a  nature  as  to  be  evident  only  to  those  who 
have  a  daily  acquaintance  with  practical  railroad  working. 

It  should  be  understood,  of  course,  that  it  is  not  intended  that 
the  introduction  of  electricity  for  the  purpose  in  question  would 
be  to  the  complete  extermination  of  the  locomotive,  any  more  than 
we  would  expect  or  do  find  the  use  of  the  same  power  for  light- 
ing is  to  the  utter  exclusion  of  gas.  It  is  apparent  why  the 
latter  consumption  has  increased  with  the  use  of  electricity  for 
lighting  purposes,  and  we  would  as  soon  learn  that  the  easiest 
handled  power  is  very  apt  to  be  made  the  most  economical,  in 
the  same  way  that  mankind  follows  the  law  of  nature  in  endeav- 
oring to  find  and  introduce  the  line  of  least  resistance  in  all 
work.  A  larger  field  would  soon  be  found  for  steam  than  at 
present,  while  we  would  also  be  making  a  step  toward  further 
conviction  that  the  least  manual  power  called  for  is  to  the  ad- 
vantage and  comfort  of  all  concerned. 

The  words  of  Mr.  Thomas  Morgan,  Sr.,  are  particularly  inter- 
esting and  of  the  same  tenor  as  when  the  writer  suggested  the 
use  of  electric  motors  for  running  overhead  travelling  cranes, 
and  which  he  has  since  proven  conclusively  to  himself  and 
to  others  is  the  only  proper  method  of  driving  them.  The 
rather  endorsing  nature  of  Mr.  Morgan's  remarks,  coming  from 
a  man  of  his  experience,  is  encouraging  to  those  of  us  who  hope 
and  expect  to  live  to  see  the  steam  railroads  of  the  country 
driven  by  electricity,  or  even  some  more  mechanical  means  than 
at  present  in  use. 

The  discontinuance  of  shafting  and  belting  by  motor  trans- 
mission, which  Mr.  Morgan  mentions,  brings  out  another  point 
which  we  are  soon  to  see  started — the  use  of  individual  motors 
to  drive  each  individual  machine. 

The  60^  grade  referred  to  in  debate  was  a  misprint,  and  has 
been  corrected  to  its  proper  figure — a  15^  grade. 
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THE  EFIICIENCY  OF  LOCOMOTIVES. 

BT  W.  F.  DIZOK,  PATSB80N,  N.  J. 

(Junior  Member  of  the  Society.) 

Ever  since  Mr.  D.  K.  Clark,  by  his  masterly  series  of  experi- 
ments forty  years  ago,  demonstrated  the  existence  of  cylinder  con- 
densation, the  object  of  by  far  the  greater  number  of  improve- 
ments which  have  been  made  in  steam-engines  has  been  to  improve 
the  distribution  of  steam  in  the  cylinders,  and  to  mitigate  the  losses 
arising  from  liquefaction  dm^ing  the  earlier  stages  of  expansion 
and  re-evaporation  during  the  later.  Objections  against  the  shift- 
ing link  valve-gear,  invented  by  Howe,  but  commonly  known  as  Ste- 
phenson's, have  been  raised  so  often  and  urged  so  persistently,  that 
many  appear  to  take  for  granted  that  it  is  a  wasteful  and  ineiScient 
device.  While  it  undoubtedly  has  faults,  whose  existence  it  would 
be  absui*d  to  deny,  its  many  advantages  would  seem  to  be  a  suffi- 
cient guarantee  of  future  use  as  extended  as  its  past.  The  two 
principal  charges  against  it  are  (a)  the  slow  opening  of  the  ports 
for  steam  admission,  causing  wire-drawing  and  loss  of  pressure,  and 
{J>)  the  early  closing  of  the  exhaust,  creating  an  undue  amount  of 
compression. 

A  perfectly  horizontal  admission  line  and  a  sharply  defined  point 
of  cut-off  on  an  indicator  card  are,  of  course,  desirable,  but  a  con- 
siderable deviation  from  them  is  possible  before  a  really  appreciable 
reduction  of  the  mean  effective  pressure  takes  place.  The  excellent 
means  of  balancing  slide-valves  now  in  nse,  unpatented  and  free 
to  all,  permit  ports  of  large  area  to  be  en) ployed,  while  the  sup- 
plementary port  of  the  Allen  or  Trick  valve  is  a  valuable  aid  in 
overcoming  the  fault  of  wire-drawing.  It  is,  therefore,  no  exag- 
geration to  say  in  1890,  as  Mr.  Clark  did  in  1852,  that  with  a  well- 
designed  link  motion  of  liberal  proportions  the  objection  of  wire- 
drawing is  of  no  practical  weight.  With  regard  to  compression, 
there  is  no  doubt  that  at  times  it  does  become  excessive,  considerably 
more  than  is  necessary  for  the  smooth  running  of  the  engine.    Even 


Digitized  by 


Google 


868  THE  EFFICIENCY  OF  LOCOMOnVES. 

if  we  did  not  have  the  evidence  of  the  indicator  as  to  this,  substantial 
proof  is  afforded  by  the  fact  that  the  main  crank-pins  of  high-speed 
locomotives  are  usually  worn  more  on  the  sides  than  on  the  top  and 
bottom,  the  pin  being  on  the  centre  when  calipered. 

The  clearance  spaces  in  any  cylinder  bear  such  a  close  relationship 
to  the  compression  curve  that  they  must  enter  into  all  discussions 
of  it.  In  engines  like  the  locomotive,  where  a  single  valve  controls 
all  the  events  of  the  stroke,  it  is  undesirable  to  reduce  the  clearance 
spaces  to  less  than  7  or  8^  of  the  piston  displacement,  for  at  short 
points  of  cut-off  the  compression  line  would  run  up  so  abruptly  as 
to  reach  initial  pressure  before  the  piston  had  reached  the  end  of 
the  stroke.  From  one  point  of  view,  the  steam  of  compression 
should  reach  a  pressure  just  suflScieut  to  arrest  the  motion  of  the 
piston,  crosshead,  etc.  Any  increase  above  this  detracts  unneces- 
sarily from  the  area  of  the  indicator  card,  but  does  not  diminish 
the  efficiency  of  the  engine.  On  the  other  hand,  if  compression  is 
carried  to  initial  pressure,  none  of  the  incoming  steam  is  required 
to  fill  the  clearance  spaces  and  to  raise  the  cylinder  walls  to  a  tem- 
perature as  high  as  its  own.  This  is  indubitably  the  reason  why 
the  locomotive  engine  at  high  speeds  and  short  cut-offs  is  as  eco- 
nomical a  machine  as  it  is.  The  reduction  of  indicator  card  area 
caused  by  early  exhaust  closure,  and  the  large  clearance  spaces 
found  in  locomotive  cylinders,  is  often  overestimated.  A  certain 
engine,  with  a  24-inch  stroke  and  worked  with  160  lbs.  boiler  press- 
ure, has  clearance  spaces  equal  to  10^  of  the  piston  displacement. 
When  cutting  off  at  6  inches  it  has  been  found  necessary,  to  insure 
smooth  running,  to  compress  to  54  lbs.  To  do  this,  the  exhaust 
must  be  closed  at  15.28  inches  on  the  return  stroke.  Suppose,  now, 
it  was  possible  to  reduce  the  clearances  to  2^,  steam  being  cut  off  at 
6  inches  as  before.  To  compress  to  64  lbs.  the  exhaust  must  dose 
only  after  22.25  iT>ches  of  the  return  stroke  have  been  travelled. 
Fig.  188  shows  the  theoretical  indicator  cards  which  the  engine 
would  give  in  each  case, and  it  will  be  seen  that  the  M.  E.  P.,  when 
the  clearances  were  10^,  is  94.6  lbs.,  sinking  to  91.8  lbs.  when  the 
clearance  was  reduced  to  2^. 

If  compression  takes  place  suddenly,  as  is  the  case  in  cylinders 
having  very  small  clearances,  the  heat  does  not  have  time  to  be- 
come equalized  between  the  steam  and  the  cylinder  walls,  and  the 
power  required  for  compression  will  be  in  excess  of  that  necessary 
were  the  action  to  take  place  more  gradually. 

From  the  foregoing  the  writer  has  been  led  to  the  conclusion 
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that  altliough  the  clearance  spaces  in  locomotive  cylinders  are 
usually  larger  than  desirable,  there  is  a  limit,  pretty  sharply 
defined,  below  which  it  is  prejudicial  to  go  in  reducing  them,  pro- 
vided the  link  motion  is  retained. 

In  cases  where  excessive  compression  has  been  found  to  limit  the 
power  of  high-speed  locomotives,  a  little  inside  clearance  to  the 
valves  has  been  of  great  benefit  in  reducing  it.  This  remedy  might 
be  advantageously  used  far  oftener  than  it  is,  and  would  materially 
lessen  the  force  of  the  objections  erroneously  urged  against  the 
link  motion. 
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Fig.  154. 

The  influence  of  clearance  spaces  as  affecting  the  nominal  point 
of  cut-off  and  the  terminal  pressure  has  been  treated  of  so  often 
that  no  mention  need  be  made  of  it  here. 

To  overcome  the  evils  of  cylinder  condensation  and  re-evapo- 
ration, (1)  steam-jacketing,  (2)  superheating,  and  (3)  compounding 
have  been  suggested  and  tried. 

That  steam-jacketing  the  cylinders  of  a  locomotive,  taken  by 
itself  and  not  in  connection  with  compounding,  would  result  in 
some  little  saving  may  be  taken  as  certain,  provided  sufficient 
means  of  draining  were  used.  The  application  of  jackets  to  the 
cylinders  of  an  ordinary  locomotive  by  Mr.  Borodin,  of  Kief, 
Knssia,  showed  a  mean  economy  of  steam  of  about  13^.     This, 
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however,  is  probably  much  greater  than  could  be  expected  in  regu- 
lar day-ill,  day-out  service,  and  it  is  still  further  probable  that  the 
expense  of  constructing  and  maintaining  the  jackets  would  more 
than  neutralize  the  benefit  derived. 

Superheating  the  boiler  steam,  to  the  degree  of  increasing  its 
pressure,  before  admitting  it  to  the  cylinders  has  been  tried  several 
times  in  locomotive  practice,  and  as  often  abandoned.  The  chief 
dilficulties  met  with  were :  (a)  The  expense  of  providing  and  keep- 
ing up  the  superheating  apparatus;  (b)  the  difficulty  of  lubrication, 
owing  to  the  vaporization  of  the  lubricants  at  the  high  tempera- 
ture; (c)  the  impossibility  of  preventing  leakage  at  the  stuffing 
l)oxes,  all  vegetable  packings  charring  with  the  heat  and  becoming 
worthless.  Nor  is  it  likely  that  the  metallic  packings,  now  so 
largely  used,  would  be  able  to  overcome  this  last  difficulty,  for,  with 
a  possible  exception  or  two,  their  prominent  features  are  steel 
springs  and  white  metal  rings.  The  springs  wonld  gradually  lose 
their  temper  and  become  useless,  while  the  soft  rings,  fusible  at 
tempemtures  of  from  250°  to  400"^  Fahr.,  would  melt. 

The  Chicago,  Burlington  &  Quincy  Railroad  Company,  between 
the  years  1870  and  1874,  went  fully  into  the  subject  of  superheat- 
ing. In  these  experiments  the  front  tube  sheet  of  the  engine  was 
set  back  into  the  barrel  of  the  boiler  some  distance  from  its  nor- 
mal position.  In  the  space  thus  left  was  fitted  a  separate  cylinder, 
filled  with  tubes  through  which  the  products  of  combustion  had  to 
pass  on  their  way  to  the  atmosphere.  The  dry  pipe  entered  this 
cylinder  at  the  top,  and  the  steam,  after  circulating  among  the 
tubes,  and  becoming  superheated  in  doing  so,  passed  to  the  cylin- 
ders of  the  engine  through  pipes  connected  to  the  bottom  of  the 
superheater.  The  resulting  economy  was,  however,  more  than  off- 
set by  the  expense  of  keeping  up. 

The  advantages  claimed  for  compounding  are  two  in  number. 
First,  economy  in  the  use  of  steam  and,  consequently,  fuel ;  and, 
secondly,  a  more  uniform  pressure  on  the  cranks.  The  latter,  al- 
though largely  incidental,  is  held  by  some  engineers,  rightly  or 
wrongly,  to  be  the  greater  ot  the  two,  as  a  more  uniform  craqk- 
presBure,  followed  to  a  logical  conclusion,  means  greater  durability 
of  parts,  and  a  possible  lengthening  of  the  life  of  tires,  caused  by 
the  reduction  of  wheel-slipping. 

It  is  tolerably  certain,  though,  that  were  this  to  begin  and  end 
the  advantages  derivable  from  compounding,  the  continuance  in 
favor  of  the  ordinary  single  expansion  engine,  to  the  exclusion  of 
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the  compound,  wonld  be  assured.  The  economy  shown  by  the 
compound  locomotive  is  usually  attributed  to  the  lessening  of 
cylinder  condensation,  duo  to  reducing  the  range  of  temperature 
per  cylinder.  When  engines  with  well -protected  cylinders  are 
ruiming  at  high  speeds,  it  is  hard  to  understand  how  condensation 
can  take  place  to  any  hurtful  extent.  The  writer  has  examined  a 
large  number  of  cards  taken  from  locomotives,  at  speeds  ranging 
from  40  to  65  miles  per  hour,  but  has  been  unable  to  detect  any 
trace  of  either  condensation  or  re-evaporation.  Supposing,  though, 
that  some  small  amount  of  steam,  say  7^,  was  condensed  at 
each  stroke,  why  expanding  in  two  cylinders,  one  presenting 
twice  the  area  of  the  other,  should  diminish  it  is  almost  beyond 
comprehension.  At  slow  speeds,  however,  the  benefit  of  com- 
pounding is  beyond  dispute,  as  witness  the  success  of  the  system 
both  in  marine  and  stationary  work  ;  but  the  bulk  of  the  compound 
locomotives  so  far  built  has  been  for  express  passenger  traffic.  If, 
then,  the  increase  of  boiler  pressure  which  has  almost  invariably 
been  introduced  with  compounding  cannot  be  held  accountable  for 
the  economy  claimed,  it  would  seem  that  Sir  Frederick  Bramwell 
struck  the  right  key  when,  in  a  lecture  delivered  by  him  in  1877, 
he  said :  "  There  is  no  doubt  that  the  double-cylinder  engine  is  the 
engine  of  the  present  day.  I  do  not  think  its  economy  really  lies 
in  its  principle,  but  that  its  economy  in  practice  arises  from  another 
thing  altogether,  and  that  is  this :  That  by  making  a  double-cylinder 
engine  you  put  it  out  of  the  power  of  an  ignorant  engine-driver  to 
do  away  with  that  which  you  want — ^high  expansion.  He  must  get 
high  expansion ;  he  is  compelled  to  use  it,  whether  he  likes  it  or 
not.  Whereas,  with  the  single-cylinder  expansive  engine,  he  has 
the  power  to  follow  the  dictates  of  his  own  ignorance ;  and,  as  a 
matter  of  observation,  I  have  hardly  ever  seen  such  an  engine  left 
to  the  control  of  an  engine-driver  but  it  invariably  worked  at  the 
lowest  possible  grade ;  and,  as  I  have  said,  I  believe  that  this  with- 
drawal of  control  is  to  a  large  extent  the  secret  of  the  success  of 
the  compound-cylinder  engine." 

Locomotive-engine  runners  are  notoriously  disinclined  to  run 
their  engines  with  a  full-open  throttle,  and  to  regulate  the  power 
of  the  engine  by  the  valve-gear.  But  it  will  not  do  to  make  so 
sweeping  an  assertion  about  American  runners  as  Sir  Frederick 
Bramwell  did  about  the  English,  for  the  design  of  the  steam-dis- 
tributing gear  on  many  locomotives  is  such  that  the  engines  cannot 
be  handled  entirely  with  the  reversing  lever.  When  in  compound- 
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ing  we  get  an  engine  which  must  be  worked  expansively,  irrespec- 
tive of  the  shortcomings  of  the  valve-gear,  it  is  obvious  that  good 
results  must  follow. 

The  idea  of  applying  the  principles  of  compounding  to  locomo- 
tives appears  to  have  originated  with  John  Nicholson,  a  "driver" 
in  the  employ  of  the  Eastern  Counties  Railway  Company  of  Eng- 
land, now  a  portion  of  the  Great  Eastern  system,  about  the  year 
1850,  although  there  exists  some  doubt  as  to  this.  In  1852  James 
Samuel,  the  locomotive  superintendent  of  the  same  company,  read 
a  paper  before  the  Institution  of  Mechanical  Engineers,  on  ^'  A 
Continuous  Expansion  Steam-engine."  In  this  paper,  regrettably 
short  and  meagre,  he  gave  some  particulars  of  the  pertbnnance  of 
two  compound  or  continuous  expansion  locomotives,  built  appar- 
ently in  accordance  with  Nicholson's  suggestion. 

The  cylinders  of  these  engines  were  placed  outside  the  frames, 
in  a  similar  position  to  those  of  the  American  engine  of  to-day, 
and  were  15  and  17^  inches  in  diameter  respectively,  the  ratio  thus 
being  1 :  1,360.  The  method  of  working  was  to  supply  boiler 
steam  to  the  smaller  or  high-pressure  cylinder,  and  to  allow  a  por- 
tion of  it  to  be  expanded  into  the  larger  or  low-pressure  cylinder, 
the  amount  being  regulated  to  equalize  the  power  of  the  two  cylin- 
ders. After  an  expansion  to  the  lowest  useful  extent,  the  steam  in 
the  low-pressure  cylinder  was  allowed  to  exhaust  into  the  atmos- 
phere ;  that  remaining  in  the  other  was  then  permitted  to  pass  into 
the  blast  pipe  to  urge  the  fire  in  the  usual  way.  Means  were  pro- 
vided for  admitting  boiler  steam  direct  to  the  low-pressure  cylinder 
at  starting,  to  obviate  the  difficulties  which  would  otherwise  arise. 
These  engines  showed  an  economy  of  20;^  in  fuel  (coke)  over 
the  ordinary  engines,  when  the  latter  were  cutting  oflE  at  one- 
third  stroke,  the  work  performed  being  equal  in  each  case.  In 
competition  with  ordinary  engines  using  what  Mr.  Samuel  called 
"  the  usual  degrees  of  expansion,"  the  compounds  gave  an  economy 
varying  from  54  to  85^  and  in  some  instances  even  higher. 
But  it  must  be  remembered  that  in  those  days  the  benefits  accru- 
ing from  expansion,  although  known,  were  not  fully  realized,  and 
it  was  no  uncommon  thing  for  the  valves  controlling  the  admission 
of  steam  to  the  cylinders  to  bo  almost  line  and  line  outside,  giving 
a  cut-oflE  of  about  ^  stroke. 

In  the  course  of  his  most  interesting  paper  the  author  laid  down 
the  following  important  proposition  :  "  The  greatest  useful  effect 
is  obtained  from  the  steam  when  it  is  allowed  to  expand  in  the 
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cylinder  until  its  pressure  upon  the  piston  just  balances  all  the  use- 
less resistances  of  the  friction  of  the  engine  itself,  and  the  resisting 
pressure  on  the  back  of  the  piston  (wliether  the  pressure  of  the 
atmosphere  in  a  high-pressure  engine,  or  the  uncondensed  vapor  in 
a  condensing  engine),  the  surplus  power  beyond  these  useless  resist- 
ances being  alone  available  for  the  purposes  to  which  the  engine 
is  applied.''  Although  this  may  sound  like  the  veriest  truism  at 
the  present  day,  its  full  significance  is  possibly  not  universally  rec- 
ognized. 

What  disposition  was  finally  made  of  these  two  engines,  and  why 
their  type  was  not  perpetuated,  the  writer  has  been  unable  to  ascer- 
tain. Besides  being  remarkable  as  the  first  compound  locomotives 
ever  built,  they  are  notable  from  the  fact  that  the  essential  features 
of  their  design,  with  the  exception  of  the  curious  provision  made 
for  the  blast,  and  the  economy  in  fuel  claimed  for  them,  are  almost 
identical  with  those  of  ond  of  the  systems  now  in  vogue. 

The  next  advocate  of  compound  locomotives  was  the  French 
engineer  Morandiere,  who  in  1866  proposed  an  engine  having 
three  cylinders,  one  high  pressure  and  two  low.  His  proposal,  how- 
ever,  never  assumed  a  tangible  shape,  and  it  is  to  this  country  that 
the  honor  belongs  of  actually  constructing  the  first  compound  loco- 
motive since  Nicholson's  time.  About  1870  the  Remingtons,  at 
their  works  at  Ilion,  N.  Y.,  built  a  compound  steam-car  for  the 
Worcester  &  Shj*ewsbury  Railroad  Company,  for  suburban  traffic. 
Two  cylinders,  one  5  x  12  inches  and  the  other  8  x  12  inches  (ratio, 
1 :  2.5)  were  used,  with  means  of  supplying  boiler  steam  to  the 
larger  cylinder  as  occasion  required.  This  engine  gave  good  satis- 
faction until  its  withdrawal  from  service  a  few  years  ago. 

In  1873  the  late  Mr.  William  S.  Hudson,  the  superintendent  of 
the  Rogers  Locomotive  Works,  was  granted  a  patent  for  a  com- 
pound locomotive,  a  feature  of  which  was  a  superheater  placed  in 
the  smoke-box.  Two  cylinders  were  to  be  used,  the  high-pressure 
"  being  only  about  three-fourths  the  diameter  of  the  other."  Like 
Morandi^re's  design,  that  of  Mr.  Hudson  was  never  put  in  practice. 

In  1876  Mr.  Anatole  Mallet  designed  and  had  built,  at  the 
Creusdt  Works,  in  France,  the  three  famous  compounds  for  the 
Bayonne  &  Biarritz  Railway — engines  whose  marked  success  * 
unquestionably  led  to  the  more  or  less  general  introduction  of 
compound  locomotives  which  has  taken  place  within  the  last  ten  or 
twelve  years.  The  history  of  this  type  of  engine,  from  1876  until 
now,  is  so  well  known  that  further  notice  here  would  be  super- 
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flnotie.*  Suffice  to  say,  that  two-,  three-,  and  fonr-cylinder  com- 
pounds, to  the  number  of  several  hundreds,  are  now  at  work  in 
various  parts  of  the  world,  mostly  in  England,  France,  and  Ger- 
many, the  resulting  economy  ranging  between  lOj^  and  25^. 
Two  compound  engines,  one  with  two  and  the  other  with  four 
cylinder,  of  American  design  and  build,  are  now  under  trial  in 
this  country,  but  as  they  have  been  in  operation  but  a  short  time 
no  reliable  data  ai9  to  their  performance  have  been  collected. 

Within  limits,  imposed  by  practical  considerations,  increase  of 
boiler,  or,  more  properly,  initial  pressure  adds  to  the  efficiency  of 
the  steam,  as  the  annexed  diagram  (Fig.  155),  starting  with  20  lbs. 
absolute  and  terminating  with  300  lbs.,  shows.  In  plotting  this 
curve,  the  steam  was  taken  as  being  expanded  down  to  atmospheric 
pressure,  a  condition  highly  undesirable  for  a  non-condensing  engine, 
but  not  affecting  the  relative  efficiencies.  For  a  specific  illustra- 
tion, take  the  difference  in  the  efficiencies  of  steam  at  140  lbs.  and 
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Fig.  155. 

200  lbs.  gauge-pressure  (15.5  and  215  lbs.  absolute,  respectively). 
The  temperature  of  the  former  is  361°  Fahr.,  and  that  of  the 
latter  388°  Fahr,,  a  difference  of  27**.  The  extra  quantity  of 
fuel  required  to  be  burned  to  bring  about  this  increase  of  tem- 
perature is  small,  2^t  of  the  amount  required  for  the  generation  of 
the  361  steam  being  over,  rather  than  under,  the  mark.  The 
smallness  of  this  percentage  is  due  to  the  fact  that  the  latent  heat 
of  the  steam  at  the  two  pressures  is  practically  the  same ;  conse- 
quently the  increments  of  heat  go  almost  entirely  to  raising  the 
temperature.  If  the  steam  in  each  case  was  expanded  to  25  Ibsi 
absolute,  the  efficiency  of  the  140  lbs.  steam  (assuming  expansion 

*  During  this  period,  the  Dunbar  compound,  haviog  four  cylinders  arranged 
landem,  was  run  for  a  short  lime  on  the  Boston  &  Albanj.  Its  performance 
did  not  justify  its  existence,  and  it  was  changed  into  an  ordinary  engine. 

f  The  exact  determination  of  thin  quantity  is  impos.sible,  for  obvious  reasons, 
although  the  requisite  number  of  heat-units  is  known. 
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to  take  place  in  accordatiee  with  Boyle'a  law,  P  F=  constant), 
calculated  bj  the  well-known  formula, 

would  be 

(461  -h  361)  --  (461  -f  2404)  _ 

(461  +  361)  --^^-^^j 

and  that  of  the  200  lbs.  eteam  would  be 

(461  +  3g8)  -  (461  +  2404)  _ 

(461  +  388)  --^'-^^^ 

an  increase  of  15«5^. 

Correcting  for  the  additional  fuel  consumed,  the  actual  increaee 
of  efficiency  would  be 

^  X  15.5  =  15.1^. 

Increase  of  pressure,  However,  necessitates  greater  strength  and 
weight  in  the  component  parts  of  the  boiler. 

If  the  thickness  of  the  plates  forming  the  cylindrical  portion  of 
a  boiler  designed  for  the  lower  pressure  is  y\  of  an  inch,  |-inch 
material  must  be  used  in  constructing  a  boiler  for  the  higher  press- 
ure, provided  the  same  diameter  of  barrel,  the  same  factor  of 
safety,  and  the  same  quality  of  plate  and  style  of  riveting  are 
retained.  As,  however,  the  efficiency  of  200  lbs.  steam  is  greater 
than  that  of  140  lbs.,  the  cubical  capacity  of  the  boiler  may  be 
reduced  somewhat;  but  as  the  fire-box  must  be  kept  of  at  least  the 
same  dimensions  as  before,  in  order  to  prevent  an  unduly  high 
rate  of  combustion  per  unit  of  grate  area,  any  saving  in  this  direc- 
tion would  be  insignificant.  Besides  the  barrel  plates,  those  of  the 
fire-box,  together  with  all  stays,  braces,  etc.,  must  be  increased  in 
proportion. 

Supposing  the  140-lb.  boiler  to  weigh  18,000  lbs.,  the  other 
would  weigh  about  25,000  lbs.,  or  7,000  more.  Estimating  the 
price  of  a  locomotive  boiler  to  be  10  cents  per  pound,  this  would 
add  $700  to  the  cost. 

Regarded  merely  as  additional  weight  to  be  hauled,  this  increase, 
amounting  to  less  than  half  the  weight  of  an  empty  box-car,  would 
not  at  all  seriously  diminish  the  gain  to  be  derived  from  the  high- 
pressure  steam  ;  but,  unfortunately,  it  must  be  carried,  for  the  most 
part,  by  the  already  heavily  loaded  driving-wheels  of  the  engine. 

A  gauge-pressure  of  200  lbs.  per  square  inch  would  seem  to  be 
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about  as  high  as  is  desirable  to  go  in  efforts  to  increase  tlie  effi- 
ciency of  the  steam.  Steel  plates,  which  are  now  used  almost 
exclusively  in  locomotive  work  in  this  country,  become  unreliable 
at  a  temperature  of  about  450°,  and  it  is,  of  course,  imperative  to 
keep  well  within  the  bounds  of  absolute  certainty  and  safety. 
Besides  this,  the  objections  which  obtain  in  the  case  of  superheated 
steam,  and  enumerated  farther  on,  apply  with  equal  force  to  satu- 
rated steam  of  very  high  tension. 

It  may  be  pertinent  to  say  here  that  there  is  no  difficulty  what- 
ever in  obtaining  steel  plates  for  boiler  work  thoroughly  uniform 
and  reliable.  In  the  shops  in  which  the  writer  is  employed,  with 
the  exception  of  a  few  copper  fire-box  boilers  built  for  South 
America,  nothing  but  steel  has  been  used  for  this  purpose  in  five 
years.  Steel  for  stay  bolts,  on  the  other  hand,  is  not  an  unquali- 
fied success  ;  and  several  locomotive  men  have  gone  back  to  iron  as 
being  the  better  material. 

During  the  last  two  or  three  years,  in  order  to  avoid  the  exces- 
sive weight  per  wheel  entailed  by  large  and  heavy  boilers,  several 
railroad  companies,  running  fast  passenger  trains,  have  discarded 
the  "  American,"  the  generally  accepted  type  of  passenger  loco- 
motive, for  a  six-coupled  engine  of  the  "  Mogul "  or  ten-wheeled 
type.  Engines  of  this  kind  permit  of  a  large  adhesive  weight 
while  keeping  the  static  load  per  wheel  within  reasonable  limits; 
but,  owing  to  the  great  weight  per  foot  run  of  driving-wheel  base, 
are  more  destructive  to  bridges — except  those  of  very  short  span — 
than  their  predecessors.  With  respect  to  increase  of  internal 
resistances  caused  by  adding  to  the  number  of  driving-wheels,  it 
is  the  firmly  rooted  belief  of  many  engineers,  notably  in  England, 
that  a  "  single  "  engine,  having  but  one  pair  of  drivers,  runs  more 
freely  at  high  speeds  than  one  having  two  pairs  of  drivers,  and  so 
on,  owing  to  the  multiplication  of  bearings  and  the  consequent 
increase  of  friction.  Nobody,  so  far  as  the  writer  is  aware,  has 
ever  produced  any  evidence,  apart  from  generalities,  to  prove  this; 
but  it  may  well  be,  and  undoubtedly  is,  true  in  cases  where  the 
road  run  over  abounds  in  frequent  curves  of  short  radius.  On 
L'nes  having  a  large  percentage  of  tangents,  however,  the  writer 
has  not  been  able  to  notice  any  appreciable  difference  in  freedom 
of  running  between  engines  of  the  "American"  type  and  ten- 
wheelers.  Although  the  use  of  six-coupled  engines  for  passenger 
service  has  afforded  some  substantial  relief  to  the  overburdened 
wheels  of  the  four-coupled  machines,  the  demand  for  greater  power 
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is  always  present,  and  in  some  recent  instances  the  driving-wheels 
of  passenger  "  Moguls  "  and  ten-wheelers  carry  as  heavy  a  weight 
as  the  maintenance-of-way  engineers  will  countenance. 

Few  locomotive  engineers  would  admit  the  desirability  of  run- 
ning  8  coupled  engines  of  the  consolidation  or  12-wheeled  types 
at  high  speeds,  owing  to  the  great  weight  per  foot  run,  and  if  it 
is  really  essential  that  more  power  be  forthcoming,  some  radical 
change  in  locomotive  construction  is  inevitable. 

It  may  safely  be  stated  that  no  locomotive  built  during  the  last 
twenty  years  has  been  deficient  in  adhesive  weight  after  once  get- 
ting its  train  well  in  motion,  notwithstanding  the  slight  and  unre- 
liable evidence  adduced  to  the  contrary.  In  other  words,  the 
mean  effective  pressure  in  the  cylinders  when  running  at  all  fast  is 
quite  insufficient  to  cause  the  tractive  force  to  exceed  the  adhesion. 
A  feature  of  any  substantial  change  in  locomotive  design  will  then 
probably  be  a  method  of  increasing  the  coefficient  of  adhesion  at 
starting,  for  although  many  devices  tending  to  this  end  have  been 
experimented  with,  we  still,  in  default  of  something  better,  have 
to  rely  on  mere  dead  weight,  a  large  proportion  of  which  is  useless 
at  other  times,  to  get  the  trains  away  from  the  stations. 

The  evaporative  efficiency  of  a  boiler  depends  upon  the  nature 
of  the  fuel  burned  under  it,  and  as  anthracite  and  bituminous  coal 
are,  generally  speaking,  alone  used  in  this  country  for  locomotive 
work,  they  may  be  considered  to  the  exclusion  of  all  other  kinds. 
It  would  naturally  be  expected  that  as  anthracite  is  richer  in  car- 
bon than  the  average  quality  of  bituminous  coal  (82  and  58^ 
being  the  mean  of  several  analyses),  it  should  give  a  higher  evap- 
orative duty.  Service  trials,  however,  prove  that  the  difference 
existing  is  wholly  in  favor  of  bituminous  coal,  fully  bearing  out  the 
assertion  frequently  made  by  firemen,  that  a  tender-load  of  soft  coal 
will  go  further  than  a  like  quantity  of  hard.  Recent  experiments 
on  the  New  York,  Lake  Erie  &  Western  Railroad,  with  high- 
class  modem  locomotives,  gave  evaporative  rates,  from  and  at  212° 
Fahr.  per  pound  of  coal,  of  5.68  for  anthracite  and  7.2  for  bitumi- 
nous. These  figures  are  probably  somewhat  higher  than  the  aver- 
age performance  of  locomotive  boilers  throughout  the  country,  but 
represent  what  is  possible  and  what  can  be  obtained  when  the  firing 
and  handling  of  the  engine  are  done  with  reasonable  intelligence. 

The  total  evaporative  power  of  anthracite  coal  containing.  82^ 
of  carbon  is  15^^  lbs.  from  and  at  212"*  Fahr.,  while  that  of  bitumi 
nous  containing  58^  carbon  is  about  12  lbs.,  due  allowance  being 
56 
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made  for  the  other  component  parts.  It  is  evident  that  anthracite, 
as  burned  in  the  fire-boxes  of  locomotives,  is  an  extravagant  fnel, 
whose  nse  is  justified  only  by  cheapness  of  cost,  or  by  some  other 
qualification  which  is  considered  indispensable — cleanliness,  for  ex- 
ample. 

Much  higher  evaporative  performances  than  those  mentioned  are 
frequently  claimed,  as  much  as  10  lbs.  of  water  per  pound  of  coal 
in  some  cases;  but  although  such  results  are,  of  course,  attained  in 
stationary  and  marine  practice,  it  is  extremely  doubtful  whether, 
in  locomotive  work,  they  are  actually  reached.  Where  such  figures 
are  arrived  at  it  is  safe  to  assume,  unless  the  evidence  against  doing 
so  is  overwhelming,  that  large  quantities  of  water  pass  over  into  the 
cylinders  with  the  steam,  while  a  considerable  amount  may  easily 
go  to  waste  by  way  of  the  safety  valves.  It  is  a  matter  of  great 
difliculty  to  determine  the  exact  quantity  of  water  fed  to  a  loco- 
motive boiler,  as  the  time  allowed  for  replenishing  the  tank  at 
way-stations  is  so  short  that  the  swash  caused  by  the  rush  of  water 
from  the  stand-pipe  does  not  have  a  chance  to  subside  before  being 
augmented  by  the  jolting  motion  of  the  restarting  train.  If  suf- 
ficient time  is  allowed  for  taking  an  accurate  reading,  the  condi- 
tions do  not  conform  strictly  to  regular  service,  as  the  time  so  lost 
must  be  made  up  again  by  increasing  the  average  speed.  The 
operation  of  a  locomotive  boiler  militates  against  a  high  duty.  Its 
exposure  to  constantly  changing  volumes  of  atmospheric  air  can- 
not but  be  a  fruitful  source  of  loss,  and  the  remarkable  diflEerences 
of  opinion  with  regard  to  boiler  proportions,  grates,  and  draught 
appliances,  prove  that  some  boilers,  at  least,  do  not  have  a  fair 
chance  to  perform  their  functions  in  an  economical  manner. 

From  the  foregoing,  the  efiiciency  of  a  well-designed  bituminoos 
coal  burning  boiler  may  therefore  be  taken  at 

7-2  X  100 

which,  considering  the  disadvantages  under  which  it  labors,  is,  the 
"writer  thinks,  a  creditable  figure. 

DISCUSSION. 

Mr.  WiUts  E.  HaK— The  subject  which  Mr.  Dixon  proposes  for 
discussion  is  one  k)  which  too  little  attention  has  been  given,  and 
it  is  strange,  but  true,  that  the  most  extensive  information  of  an 
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experimental  nature  concerning  the  efficient  working  of  locomo- 
tives  in  the  hands  of  the  public  is  that  written  by  D.  K.  Clark  in 
his  Railioay  Machinery,  and  which  was  published  in  1852-55. 

It  is  a  very  large  field  to  be  covered,  and  information  arising 
from  experiments  testing  the  many  points  which  go  to  make  up 
the  efficiency  of  the  machine  should,  it  is  thought,  go  toward 
reducing  the  practice  to  a  standard  as  near  as  this  can  be  done. 

The  compression  question  is  dependent  upon  the  conditions  of 
the  service,  but  in  handling  it  care  should  be  taken  not  to  allow 
it  to  be  too  high,  especially  with  engines  which  are  to  run  at 
high  speeds,  where,  with  the  motion  cut  back,  it  is  apt  to  choke 
the  engine  and  increase  the  back-pressure  and  thereby  interfere 
with  the  useful  working  of  the  engine.  The  percentage  of  clear- 
ance should  also  be  considered  in  connection  with  the  extent  of 
surface  which  it  exposes  for  condensation. 

Two  important  elements  which  enter  as  economical  factors 
in  locomotive  performance  and  which  it  is  desired  to  mention 
are  : 

1st.  Steam  distribution  and  working. 

2d.  Combustion. 

The  distribution  and  working  of  the  steam  has  been  brought 
out  prominently  recently  in  the  trials  and  discussions  of  the  ap- 
plication of  compounding  to  locomotives,  claiming  thereby  econ- 
omy on  the  ground  of  a  decrease  in  condensation  arising  from 
the  less  expansion  of  the  steam  in  each  of  the  two  cylinders, 
although  where  the  high  and  low  pressure  expansions  of  the 
compound  are  combined  a  higher  degree  is  obtained  than  with 
a  single  cylinder.  It  is  simply  a  case  of  one  and  one  make  two, 
and  the  percentage  of  condensation  is  dependent,  not  upon  the 
number  of  cylinders  used  in  the  expansion,  but  the  degree  to 
which  the  steam  is  expanded  together  with  that  of  the  amount 
of  surface  of  contact  from  which  increased  radiation  will  result 
That  this  is  greater  in  compounding  is  self-evident,  but  that  ap- 
parent economy  is  found  in  expanding  in  two  or  more  cylinders 
instead  of  one  would  go  to  show  the  loss  which  has  heretofore 
l^een  attributed  to  the  much-talked-of  "  condensation  and  re- 
evaporation  "  has  been  over-estimated.  This,  too,  in  addition 
to  the  loss  which  must  arise  when  intermediate  receivers  are 
used,  whether  these  be  in  the  form  of  an  independent  vessel  or 
so-called  steam-pipes  leading  from  the  high  to  low  pressure  cyl- 
inder.   Work  cannot  be  obtained  from  steam  without  conden- 
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sation,  and  it  looks  as  though  this  had  been  confused  and  a  larger 
percentage  of  it  attributed  to  condensation  from  radiation  and 
by  the  walls  of  the  cylinder  and  passages  than  properly  belonged 
to  it. 

The  point  which  Mr.  Dixon  makes  of  removing  the  degree  of 
expansion  from  ikhe  control  of  the  engine-driver  is  the  all-im- 
portant one  and,  no  doubt,  the  true  secret  of  the  economy  which 
it  would  appear  has  resulted  from  compounding. 

Apparent  economy  is  mentioned  because,  so  far  as  seen,  all 
the  trials  of  compound  locomotives  have  had  other  influencing 
causes  which  would  themselves  produce  a  reduction  in  the  coal 
consumption  were  they  incorporated  in  the  single-cylinder  en- 
gine. Special  reference  is  made  to  the  increased  boiler  pressure 
which  influences  so  much  the  economy  of  engine  running.  To 
determine  the  true  efficiency  of  double  against  single  expansion, 
the  design  of  the  boiler  and  the  pressure  carried,  as  well  as  all 
the  other  details  of  the  construction  as  near  as  could  be,  should 
be  the  same  in  both  cases.  No  element  of  a  machine  can  be 
tested  in  any  other  way. 

As  regards  coal  consumption,  it  is  only  necessary  to  call  at- 
tention to  the  so-called  extended  smoke-boxes  now  so  generally 
used  on  locomotives  to  convey  some  idea  of  the  immense  amount 
of  rich  combustible  material  which  is  collected  there  to  be 
thrown  away  at  a  figure  below  the  original  cost  of  the  coal.  A 
reduction  in  its  consumption,  whether  resulting  through  higher 
pressure,  compounding,  or  the  use  of  some  form  of  the  so-called 
vacuum  exhaust  pipes,  or  a  combination  of  all  three  elements,  is 
a  question  which  the  near  future  will  develop,  and  we  should  not 
lose  sight  of  the  fact  that  improved  combustion  is  as  important 
a  consideration  as  that  of  steam  distribution  and  working. 

Mr,  Angus  Sinclair. — The  portion  of  Mr.  Dixon's  paper  relat- 
ing to  cylinder  compression  in  locomotives  deals  with  a  subject 
about  which  considerable  misapprehension  exists.  When  an 
engineer  first  examines  an  indicator  diagram  taken  from  a  loco- 
motive running  fast  and  cutting  off  short,  he  is  almost  invari- 
ably inspired  with  an  ambition  to  distinguish  himself  by  re- 
forming the  locomotive.  If  he  is  so  placed  that  the  aspirations 
of  theory  are  unchilled  by  the  demonstrations  of  experience,  he 
will  lose  no  opportunity  to  deride  the  ignorance  of  the  railway 
engineers  who  persist  in  using  an  engine  which  produces  such  a 
reprehensible  card.     If  the  would-be  reformer  gets  the  oppor- 
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tunity  to  arrange  the  valve  motion  of  a  locomotive  to  accord 
with  his  idea  of  the  eternal  fitness  of  that  mechanism,  the  engine 
will  invariably  use  more  coal  in  doing  certain  work  than  one 
equipped  with  the  much-maligned  link  motion. 

Most  of  those  who  are  struggling  to  improve  the  distribution 
of  steam  in  locomotive  cylinders  are  laboring  to  popularize  a 
delusion.  Because  certain  phenomena  would  imply  very  bad 
practice  in  a  stationary  engine,  they  argue  that  their  occurrence 
in  a  locomotive  must  prove  the  performance  of  the  engine  to  be 
defective.  The  cases  are  not  parallel.  The  locomotive  of  to- 
day is  a  machine  developed  by  a  tentative  process  to  meet  the 
requirements  of  peculiarly  severe  and  varying  service.  The 
proportions  of  cylinders  and  their  passages  do  not  vary  mate- 
rially among  the  locomotives  of  different  railroads  or  of  different 
countries,  and  the  proportions  are  undoubtedly  those  which  pro- 
duce the  most  satisfactory  results  in  the  performance  of  work. 
In  no  instance  of  general  practice  has  it  been  found  desirable 
to  make  the  proportions  of  steam  ports  approximate  to  the  sizes 
considered  necessary  with  good  stationary  engines.  When  this 
important  feature  is  so  differently  proportioned  in  the  two  kinds 
of  engines,  how  can  reasonable  men  expect  that  the  distribution 
of  steam  will  be  nearly  alike  ? 

The  comparatively  small  ports  and  the  restricted  opening  at 
short  points  of  cut-off  make  a  high  compression  line  absolutely 
necessary  to  enable  a  locomotive  to  perform  fairly  heavy  work 
at  high  speed.  If  the  compression  does  not  reach  close  to  boiler 
pressure,  the  steam  line  will  drop  so  suddenly  that  the  engine 
can  do  very  little  work  when  the  piston  speed  is  close  to  1,000 
feet  per  minute.  Increasing  the  size  of  the  card  by  reducing 
the  compression  is  a  plausible  theory,  but  in  practice  at  very 
high  speed  it  leaves  the  main  rod  to  drag  the  piston  away  from 
the  end  of  the  cylinder. 

The  men  best  able  to  judge  as  to  what  is  required  to  make  a 
locomotive  work  successfully  have  decided  that  high  compres- 
sion is  necessary.  In  many  instances,  however,  compression  is 
carried  to  excess  even  for  the  requirement  of  a  high-speed  loco- 
motive.    In  such  cases  loss  of  efficiency  and  of  economy  result. 

I  can  scarcely  agree  with  Mr.  Dixon's  views  on  steam-jacket- 
ing. It  is  by  no  means  certain  that  steam-jacketing  has  proved 
successful  on  any  high-speed  engine  ;  and  there  are  peculiar  dif- 
ficulties encountered  in  making  such  a  device  work  properly  on 
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a  locomotive.  The  application  of  a  steam-jacket  by  Mr.  Borodin, 
referred  to  in  the  paper,  proved  nothing.  The  locomotive  was 
experimented  with  in  a  shed,  with  small  power  and  running  at 
uniform  speed.  These  conditions  are  very  different  from  the 
ordinary  work  of  a  locomotive.  Few  engineers  would  allow 
themselves  to  be  influenced  by  results  which  are  not  obtained 
in  road  service.  I  have  known  of  several  very  careful  experi- 
ments which  were  made  to  ascertain  the  value  of  steam-jacket- 
ing the  cylinders  of  locomotives,  and  in  every  instance  the  jacket 
was  decided  to  be  of  no  value. 

I  agree  with  Mr.  Dixon  that  it  is  hard  to  understand  how 
condensation  can  take  place  to  any  hurtful  extent  when  engines 
with  well-protected  cylinders  are  running  at  high  speeds.  I  feel 
compelled,  however,  to  admit  that  such  condensation  does  take 
place,  and  to  a  much  greater  extent  than  7^  of  the  steam  ad- 
mitted to  the  cylinders,  even  though,  like  Mr.  Dixon,  I  have 
failed  to  detect  in  high-speed  cards  any  trace  of  condensation 
or  re-evaporation.  There  is  so  much  of  what  Hemenway  calls 
"  initial  expansion  "  in  the  cylinders  of  high-speed  locomotives 
that  it  is  impossible  to  judge  how  much  of  the  drop  is  due  to 
condensation  or  to  wire-drawing.  Nozzles  and  contracted  steam- 
passages  exert  so  much  influence  on  the  exhaust  end  of  the  card 
that  it  is  practically  impossible  to  detect  the  signs  of  re-evapora- 
tion. 

Even  though  that  view  is  taken  by  such  a  high  authority  as 
Sir  Frederick  Bramwell,  I  attach  very  little  importance  to  the 
assertions  that  a  vital  element  in  making  the  compound  loco- 
motive a  success  is  the  tergiversation  of  the  ignorant  engine- 
driver  who  refuses  to  work  the  steam  expansively.  If  com- 
pound locomotives  prove  successful  enough  to  make  that  form 
of  engine  the  railway  motive  power  of  the  future,  that  consum- 
mation will  be  produced  by  the  same  causes  which  made  marine 
and  stationary  compound  engines  popular  with  steam  users,  viz., 
the  capability  of  using  the  steam  to  greater  advantage. 

Mr,  W.  0.  Webber, — This  subject  is  one  in  which  I  have  taken 
a  great  deal  of  interest  It  has  always  seemed  to  me  that  the 
locomotive-engine  was  the  most  maligned  engine  on  the  face  of 
the  earth.  You  always  hear  how  wasteful  the  locomotive  is ;  how 
ineflicient ;  how  uneconomical.  I  do  not  think  that  is  giving  the 
locomotive  a  fair  show.  It  has  always  seemed  to  me  that  the 
modem  locomotive  represented  one  of  the  highest   types  of 
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the  high-speed  engine,  and  under  the  very  worst  possible  con- 
ditions. You  have  a  high-speed  engine  of  very  large  power 
nnder  the  most  unstable  conditions — practically  no  foundation 
at  all,  running  in  a  whirlwind  of  dust,  and  with  every  possible 
condition  against  the  engine  ;  and  yet  I  think  it  is  only  fair  to 
say  that,  taking  the  average  of  locomotives  running  through- 
out the  country  to-day,  and  their  performance  is  wonderfully 
efficient,  considering  the  circumstances  under  which  they  are 
running.  There  is  a  great  deal  to  be  said  about  the  manage- 
ment of  locomotives.  In  conducting  a  great  number  of  trials, 
primarily  taken  as  coal  tests  to  determine  the  relative  values  of 
different  classes  of  bituminous  coal  on  locomotives,  it  became 
necessary  to  test  the  locomotives,  and  also  to  test  the  engineers 
and  firemen  as  welL  I  desired,  of  course,  in  making  my  tests, 
to  get  the  best  possible  results  out  of  the  coal  being  tested  and 
the  engine  being  used,  and  in  order  to  do  this  I  found  that  it 
was  very  necessary  to  instruct  the  firemen  how  to  fire  the 
engine  properly ;  and  with  the  locomotive-engineers  very  much 
in  the  same  way.  The  latter  invariably  insist  upon  ranning  an 
engine  with  the  throttle  instead  of  the  reverse  lever ;  and  right 
here  I  think  it  might  be  said  that  some  of  our  locomotive-build- 
ing friends  ought  to  pay  a  little  more  attention  to  the  reverse 
lever  than  they  do.  Superintendents  of  motive  power  of  roads 
complain  that  engineers  do  not  run  their  engines  with  the 
reverse  lever.  The  trouble  is  not  entirely  with  the  engineer ;  a 
good  deal  of  the  trouble  is  with  the  reverse  lever.  I  have  ridden 
a  good  many  thousand  miles  on  a  locomotive,  and  in  very  few 
instances  have  I  seen  the  train  and  the  grade  and  all  the  other 
conditions  so  proportioned  that  the  eDgineer  could  put  the 
reverse  lever,  say,  in  the  8-inch  or  10-inch  notch  with  the 
throttle  wide  open  and  keep  it  in  there  any  length  of  time  with- 
out losing  time  or  gaining  time.  As  he  strikes  a  down-grade  he 
has  got  to  pull  his  lever  up  or  shut  off,  and  vice  versa.  I  think 
the  reverse  lever  needs  a. good  deal  of  attention.  The  ordinaiy 
running  of  a  locomotive  engine,  I  think,  gives  remarkably  good 
results.  I  have  got  here  in  my  note-book  a  number  of  tests 
which,  as  I  said  before,  were  not  made  to  test  locomotives,  but 
rather  to  test  the'coal ;  but  I  find  here  evaporations  running  from 
6.^  to  8.^  and  9  lbs.  of  water  per  pound  of  combustible,  and  the 
fuel  consumed  per  square  foot  of  grate  surface  90  lbs.,  and 
running   from  there   to  136  lbs.      These   engines  were   small 
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engines.  One  engine  on  which  most  of  my  tests  were  made  was 
an  engine  with '  a  fire-box  only  3  feet  wide  and  5  feet  long,  with 
a  42-inch  boiler,  114.  2-inch  fines,  very  small  exhaust  nozzle, 
2|-inch ;  engine  15"  by  22,''  and  only  740  total  square  feet  of 
heating  surface. 

Mr.  Geo.  S.  Strong. — I  fully  agree  with  the  speaker  that  the 
locomotive  is  not  a  wasteful  machine  as  long  as  it  is  not  pushed 
beyond  its  capacity.  The  difficulties  which  we  have  to  deal  with 
to-day  are  the  handling  of  trains  which  call  for  1,000  to  1,500 
H.P.  and  to  handle  them  with  an  engine  which  can  economically 
develop  600  H.P.  The  American  locomotive,  or  the  ordinary 
slide-valve  engine  with  the  link  motion,  as  we  all  know,  is  capa- 
ble of  developing  a  horse-power  to  about  27  lbs.  of  water  when 
it  is  not  overloaded.  As  our  friend  has  just  remarked,  the 
evaporation  under  ordinary  conditions  will  run  from  5^  to  6  lbs. ; 
but  when  we  push  it  beyond  the  economical  point  and  undertake 
to  burn  more  than  150  lbs.  of  coal  per  square  foot  of  grate  sur- 
face, then  the  evaporation  sinks  very  low  and  with  it  the  capacity 
of  the  engine  to  do  work  when  the  cut-oflf  is  beyond  8  inches  or 
12  inches,  and  the  engine  becomes  a  very  wasteful  engine.  In 
fact,  the  coal  is  lifted  from  the  grate  and  the  steam  is  not  prop- 
erly expanded.  The  advantages  of  compounding,  of  course,  are 
very  largely  due  to  the  increased  expansion  more  than  the  dif- 
ference in  condensation  of  cylinders.  The  increased  capacity  of 
the  engine  due  to  the  different  steam  distribution  is  very  readily 
understood.  The  question  of  compounding  or  getting  our  expan 
sion  in  some  other  way  is  matter  of  choice.  We  have  shown  by 
tests  that  we  get  about  the  same  economy  that  they  get  out  of  the 
compound  engine.  At  the  same  time,  I  think  there  is  a  chance 
for  improvement  still  with  the  4-valve  engine  by  compounding. 
I  have  designed  a  compound  engine  in  which  I  regulate  the 
point  of  cut  off  in  the  high-pressure  cylinder  independent  of  the 
low-pressure,  and  will  get  the  same  distribution  in  the  com- 
pound locomotive  that  we  get  in  the  compound  automatic 
engine.  With  that  engine  I  hope  to  get  a  horse-power  with 
18  lbs.  instead  of  27  lbs.,  as  the  ordinary  locomotive  gives. 

Mr.  D.  L.  Barnes, — These  statements  ought  not  to  be  made  re- 
garding locomotives  without  some  contradiction.  I  think  it  be- 
hooves the  members  to  take  more  notice  of  them.  It  is  impos- 
sible, with  economy,  to  expand  in  a  simple  engine  as  much  as  in 
a  compound  engine,  and  it  is  a  rather  amusing  communicatioii 
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that  has  just  been  read  stating  that  on  locomotive  engines 
without  compression  the  driving-wheel  would  have  to  draw  the 
piston  and  connecting-rod  away  from  the  end  of  the  cylinder, 
particularly  in  engines  where  we  are  troubled  with  pre-admis- 
sion to  the  extent  of  about  |  of  an  inch.  If  there  were  no  com- 
pression there  would  be  sufficient  pre-admission  to  move  the 
piston  away  from  the  end  of  the  cylinder.  It  is  also  difficult  to 
understand  the  connection  between  the  compression  line  on  the 
indicator  card  and  the  size  of  the  steam-passages. 

With  regard  to  running  entirely  with  reverse  levers,  it  is 
fortunate  for  the  railroads  of  the  country  that  the  engineers  do 
not  run  that  way,  because  there  are  many  times  when  it  is  not 
economical  to  do  so.  When  the  locomotive  is  priming  badly, 
as  it  often  does  when  steaming  hard,  the  throttle  should  be 
partially  closed  and  the  steam  wire-drawn  a  little.  Almost  all 
locomotives  prime  more  or  less  at  times. 

With  regard  to  the  water  evaporated  per  pound  of  coal,  I  see 
the  statement  is  made  that  it  is  as  high  as  9  lbs.  This  state- 
ment probably  results  from  inaccurate  observation.  A  large 
portion  of  the  water  supposed  to  be  evaporated  passes  into  the 
cylinder  in  the  form  of  water. 

Regarding  the  weight  of  water  used  per  horse^power,  I  know 
of  no  experiment  which  accurately  records  the  amount  of  water 
in  the  shape  of  steam  used  per  horse-power  on  the  locomotive. 
The  measurements  taken  from  the  tank  and  from  the  indicator 
card^  are  all  that  is  known  regarding  the  water  used  per  horse- 
power. These  indications  are  not  sufficiently  complete  to 
enable  the  weight  of  steam  used  to  be  determined. 

In  this  paper  I  notice  the  statement  that  ''the  writer  has 
examined  a  large  number  of  cards  taken  from  locomotives  at 
speeds  ranging  from  40  to  65  miles  per  hour,  but  has  been 
unable  to  detect  any  trace  of  either  condensation*  or  re-evapor- 
ation. Supposing,  though,  that  some  small  amount  of  steam, 
Bay  7^,  was  condensed  at  each  stroke,  why  expanding  in  two 
cylinders,  one  presenting  twice  the  area  of  the  other,  should 
diminish  it  is  almost  beyond  comprehension."  I  would  like 
to  have  any  one  who  is  familiar  with  locomotive  indicator  cards 
at  that  speed  determine  even  where  the  point  of  cut-oflf  is,  to  say 
nothing  about  the  cylinder  condensation. 

Regarding  compounding  locomotives  at  slow  speeds,  the  value 
of  the  statement  does  not  appear.     If  compounding  is  good  at 
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slow  speeds  it  is  good  at  high  speeds — perhaps  not  equally  so, 
however.  The  reasons,  I  think,  are  obvious  to  alL  I  have  not 
found,  from  examination  of  all  the  engine  tests  that  I  have  been 
able  to  procure,  that  running  with  increased  speed  above  ordi- 
nary speed  produces  a  decrease  in  cylinder  condensatioiL  But 
the  statement  is  here  made. 

Regarding  the  effect  mentioned  in  this  paper  of  Moguls  and 
American  locomotives  on  bridges,  I  think  the  statement  is  not 
true.  A  Mogul  locomotive  is  easier  on  a  bridge  than  an  Ameri- 
can locomotive,  for  two  or  three  reasons.  The  longer  the  bridge 
the  less  the  concentration  of  wheel  loads  affect  the  bridge  as  a 
whole.  Again,  in  Mogul  engines  the  weight  of  reciprocating 
parts  balanced  in  the  wheels  is  divided  among  the  wheels,  and 
as  these  weights  in  eight-wheel  engines  produce  probably  the 
most  detrimental  action  on  the  individual  members  of  the 
bridge,  it  would  appear  that  Mogul  locomotives  are  easier  on 
bridges. 

Mi\  Louis  S,  Wright. — It  has  occurred  to  me,  while  listening  to 
these  arguments,  that  a  number  of  comparative  tests  of  loco- 
motive efficiency  might  be  made  in  the  shop  by  standing  a 
locomotive  on  a  frame,  as  shown  in  Fig.  222,  and  operating  it 
on  wheels  in  place  of  rails,  anchoring  it  fore  and  aft  with  a 
spring-balance,  or  some  measuring  device,  so  as  to  register  pull- 
ing force.  This  would  reverse  the  usual  method  of  testing 
locomotives  working  under  load,  by  making  the  locomotive 
stationary  and  having  rails — ^which  in  this  case  are  wheels — to 
move.  The  working  load  is  made  by  applying  friction  brake 
to  the  enlarged  portion  of  the  axles  of  the  wheels  in  the  frame, 
as  shown  in  the  sketch.  The  journals  of  the  axles  of  the  wheels 
in  the  frame  are  hung  on  levers,  with  a  spring-balance  at  the 
end  of  each  lever.  This  will  register  the  weight  of  the  engine 
on  the  driving-wheels,  and  the  variation  of  the  spring-balance 
on  the  levers  will  register  the  force  of  the  hammer-blow  struck 
at  the  various  speeds  of  the  locomotive  when  running.  The 
efficiency  of  the  engine  on  grade  can  be  measured  by  inclin- 
ing the  frame  on  which  the  engine  stands  to  any  grade  required 
by  pivoting  the  frame  at  one  end  and  lowering  the  other  end. 

Indicator  cards,  which  are  hard  to  obtain  at  the  high  speeds 
of  locomotive  in  service,  can  here  easily  be  made.  Amount  of 
water  and  coal  consumed  can  be  measured  with  ease.  Of 
course,  all  tests  made  in  this  way  would  only  be  comparative, 
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and  would  probably  not  agree  with  tests  made  in  actual  practice 
on  the  road,  but  at  the  same  time  they  might  give  some  yery 
reliable  data.  I  do  not  know  that  anything  of  this  kind  has 
ever  been  attempted,  but  as  the  suggestion  has  offered  itself  to 
me,  I  thought  possibly  it  might  be  a  means  of  bringing  about 
some  desired  ends,  viz.,  easily-made,  reliable  tests. 

Mr.  W.  F,  Durfee. — Following  out  the  thought  which  has  just 
been  presented,  I  will  say  that  in  1852,  on  the  borders  of  Fresh 
Pond,  near  Cambridge,  Mass.,  there  was  an  arrangement  of 
precisely  the  character  suggested  used  for  hoisting  ice.  The 
locomotive  was  run  in  from  the  track  upon  two  pairs  of  friction 
wheels  beneath  the  rails,  so  placed  that  the  drivers  could  be 
run  upon  their  tops  without  touching  the  rail.  The  engine  was 
anchored  with  heavy  turn-buckle  screws  to  posts,  and  the 
power  was  taken  from  the  axes  of  the  friction  wheels  for  the 
work  of  the  ice-house.  When  they  had  finished  gathering  the 
ice  crop  the  locomotive  was  run  back  upon  the  road  for  use  in 
ordinary  service. 

Mr.  L.  S.  Randolph. — In  regard  to  the  efficiency  of  the  loco- 
motive, the  question  has  been  and  is  now  not  so  much  what  is 
the  efficiency  of  the  locomotive,  but  what  is  her  power  ?  Not 
so  much  how  many  foot-pounds  of  energy  it  will  develop  per 
100  lbs.  of  combustible,  but  how  many  cars  it  will  haul  and 
make  schedule  time. 

It  would  seem,  from  present  information  on  this  subject,  that 
the  above  view  of  the  case  is  the  correct  one ;  for  within  certain 
limits  the  efficiency  of  the  railroad  as  a  machine  for  transporta- 
tion is  of  more  importance  than  the  efficiency  of  the  locomotive, 
and,  in  fact,  the  latter  obtains  its  value  only  from  its  effect  on 
the  former. 

The  tests  of  the  efficiency  of  a  locomotive  as  usually  made 
are  not  only  exceedingly  difficult,  but  not  very  reliable.  The 
varying  factors  of  grades,  curves,  acd  speed,  together  with  the 
comparatively  short  time  it  is  possible  to  give  to  the  tests  (not 
more  than  5  or  6  hours  at  the  most),  make  it  impossible  to  get 
the  accuracy  and  reliability  which  the  subject  demands.  Not 
until  we  take  a  leaf  from  marine  engineering  and  make,  as  it 
were,  "  dock  trials  "  of  a  locomotive  will  we  get  the  necessary 
degree  of  accuracy  and  reliability. 

With  the  locomotive  blocked  up,  a  pillow  block  substituted 
for  the  driving  box,  and  a  prony  brake  to  measure  the  power 
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developed,  we  should  be  able  to  get  with  accuracy  the  efficiency 
of  the  locomotive  under  varying  conditions  of  load,  speed,  etc., 
other  conditions  being  kept  uniform.  Knowing  these  points  ac- 
curately, we  could  determine  how  much  was  gained  or  lost  by 
over-loading  or  under-loading  an  engine,  as  well  as  the  effect  of 
varying  dimensions. 

Mr.  Ai  T.  Woods, — There  are  some  other  points  in  this  paper 
which  I  think  should  not  be  allowed  to  pass  without  comment. 
Mr.  Dixon  intimates  that  while  the  benefit  of  compounding  is 
beyond  dispute  at  slow  speeds,  it  is  of  doubtful  advantage  for 
express  locomotives.  As  a  matter  of  fact,  there  are  triple  and 
quadruple  expansion  marine  engines  running  at  piston  speeds 
of  from  800  to  925  feet  per  minute.  I  do  not  see  that  we  can 
draw  the  line  and  say  that  such  speeds  are  slow  for  engines  hav- 
ing three  and  four  cylinders,  and  that  1,000  or  1,100  feet  per 
minute  is  fast  for  engines —such  as  compound  locomotives — in 
which  the  steam  is  used  in  but  two  cylinders  in  succession. 

Bef erring  to  Fig.  154,  Mr.  Dixon  states  that  in  a  certain  case 
it  was  found  necessary  to  compress  to  54  lbs.  with  10^  clear- 
ance, and  he  then  makes  a  comparison  of  mean  pressures  on 
the  basis  of  compressing  to  the  same  final  pressure  with  but 
2%  clearance.  The  work  of  compression  is  very  different  in  the 
two  cases,  and  the  comparison  is  therefore  not  correct. 

It  is  not  clear  to  me  that  the  fact  of  the  crank-pins  being 
worn,  as  the  author  states,  is  substantial  proof  of  excessive  com- 
pression, since  the  same  result  might  follow  from  the  variation 
in  pressure  due  to  an  early  cut-off  even  without  compression. 

Mr,  Wm,  Kent. — I  wish  to  call  attention  to  an  error  in  Mr. 
Dixon's  paper,  where,  on  the  twelfth  page,  the  evaporative  power 
of  anthracite  containing  82^  carbon  is  put  at  15|  lbs.  As  the 
evaporative  power  of  carbon  is  only  15  lbs.  =  HU^  h^dki  units,  and 
the  volatile  matter  in  anthracite  is  generally  of  no  heating  value, 
the  O  balancing  the  H,  82^  coal  cannot  be  considered  to  have 
more  than  .82  x  15  =  12.30  lbs.  evaporative  power.  Bituminous 
coal,  on  the  contrary,  contains  volatile  matter  of  great  heating 
value.  Cumberland  semi-bituminous  is  both  theoretically  and 
practically  better  than  anthracite  when  burlied  in  a  good  furnace 
(see  my  paper  on  evaporative  power  of  bituminous  coals,  in 
Transactions,  Cleveland  meeting).  Bairns*  numerous  tests  will 
no  doubt  also  confirm  this.  I  have  just  tested  a  semi-bitumi- 
nous coal  which  gave  only  8.42j^  ash  and  refuse  coal  in  the  boiler 
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test ;  it  will  show  probably  not  over  di  ash  by  analysis.  No 
anthracite  is  equal  to  this. 

I  would  also  call  attention  to  error  in  the  method  of  stating 
percentages  in  Mr.  Carpenter's  paper  on  tests  of  engines  (see 
p.  31).  Variation  in  speed  .031^  should  be  S.l^  or  .031  with- 
out the  per  ceni  This  error  is  repeated  through  the  whole 
paper.  Mr.  C.'s  calorimeter  tests  are  exceedingly  improbable. 
That  two  consecutive  tests  (see  p.  32)  should  show  0  and  9^  of 
moisture,  and  that  an  ordinary  tubular  boiler  (pp.  20  and  22) 
should  prime  11^  (unless  its  water-level  were  at  the  top  of  the 
boiler)  is  incredible.  I  think  Mr.  C.  is  also  in  error  on  p.  9  in 
allowing  2  H.P.  for  the  injector,  adding  it  to  the  engine.  An 
injector  taking  steam  out  of  a  boiler  and  putting  the  heat  of 
this  steam  into  the  boiler  again  in  the  water  it  feeds  on  ^*  con- 
sumes "  no  heat.  All  the  heat  energy  which  goes  into  the  in- 
jector reappears  in  the  boiler  again,  less  that  lost  by  radiation 
and  leakage.  (See  my  discussion  on  Proi  Webb's  paper  on  this 
subject  a  year  or  more  ago*.) 

I  think  a  similar  error  is  made  by  the  Engine  Test  Committee 
(p.  18  of  their  paper,  second  paragraph,  "  Where  an  injector  is 
used  a  deduction  is  to  be  made  for  the  increased  temperature  of 
the  water  derived  from  the  steam  which  it  consumes  ").  When 
I  make  a  boiler  test  with  an  injector  I  take  the  temperature  of 
the  feed  before  it  enters  the  injector,  never  after  it  leaves,  and 
make  no  calculation  of  any  kind  in  regard  to  the  injector. 

Mr.  IT.  F.  />ta:on.t— Objection  has  been  raised  to  the  state- 
ment that  although  the  benefit  of  compounding  is  beyond  dis- 
pute at  slow  speeds,  it  is  of  doubtful  advantage  for  express  loco- 
motives, on  the  ground  that  there  are  triple  and  quadruple 
expansion  marine  engines  running  at  piston  speeds  almost 
equal  to  those  of  high-speed  locomotives. 

I  am  of  the  opinion  that  piston  speed  per  se  has  little  to  do  with 
the  question  of  cylinder  condensation,  but  that  the  number  of 
strokes  per  unit  of  time  is  the  important  factor.  The  length  of 
time  per  stroke  during  which  any  specified  point  of  the  surface 
of  the  cylinder  is  exposed  to  the  chilling  in  the  end  of  the  ex- 
haust is  much  shorter  in  the  case  of  the  locomotive  with  its  2-foot 
stroke  than  with  the  marine  engine  with  its  5  feet  or  thereabouts. 

As  to  the  accuracy  of  the  statement  that  anthracite  contain- 

'^  Titins.  A.  8.  M.  R.  Vol.  X.,  p.  841. 
f  Aatbor*8  Closure,  under  the  Ruled. 
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ing  82^  carbon  can  evaporate  15i  lbs.  of  water  from  and  at  212° 
Fahr.,  I  may  say  that  an  analysis  of  the  fuel  in  question  showed 
it  to  contain  7.0  of  volatile  matter  of  an  evaporative  value  of 
a  little  less  than  3  lbs.  of  water  at  212°.  This  added  to  the 
.82  X 15  =  12.3  lbs.  evaporative  value  of  the  carbon  alone  gives 
15^  lbs.,  as  stated.  Although  made  clear  in  the  paper,  it  may 
be  well  to  add  that  this  figure  is  not  intended  to  be  mathe- 
matically but  only  approximately  correci 
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CCCXCII. 
AN  OPEN  MERCURY  COLUMN  FOR  HIGH  PRESSURES. 

BT  W.  W.  BIRD,  WOBCX8TXB,  XA88. 

(JoDior  Member  of  the  Society.) 

The  mercury  column  described  in  tliis  paper  is  the  result  of  an 
attempt  to  provide  for  the  testing  of  spring  gauges  used  in  connec- 
tion with  the  work  carried  on  in  the  Mechan- 
ical Laboratory  of  the  Worcester  Polytech- 
nic Institute. 

The  object  was  to  design  a  column  which 
would  give  pressures  from  atmospheric  to 
200  lbs.  to  the  square  inch,  or  higlier  if 
needed;  it  should  be  suflSciently  accurate 
for  engineering  purposes  and  at  the  same 
time  not  expensive,  and,  if  possible,  it 
should  provide  for  taking  readings  at  one 
convenient  point. 

Referring  to  Fig.  156,-4^  is  a  small  iron 
tube  connected  at  the  lower  end  with  tJie 
glass  tube  B^  which  in  turn  is  connected  by 
a  flexible  tube,  (7,  with  tlie  gauge  or  gauges 
06.  They  are  fastened  to  the  carriage  Z>, 
whicli  runs  on  the  rod  EK  The  tube  AA 
in  this  case  is  made  up  of  four  sections, 
each  section  being  of  suflScient  length  to 
give  a  pressure  of  60  lbs.  when  filled  with 
mercury  at  62°  Fahr. 

The  method  of  operating  is  as  follows: 
By  means  of  the  pump  M  mercury  is  forced 
into  the  column.  It  rises  in  both  the  iron  and  glass  tubes,  the 
cock  e  being  open.  When  the  mercury  in  the  iron  tube  reaches 
the  end  of  the  first  section  it  passes  through  the  valve  a  and 
down  an  overflow  pipe  to  the  collector  F.  This  fixes  the  zero 
mark  on  the  scale.     Water  is  tlien  put  in  at  the  top  of  the  glass  tube 
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by  means  of  the  puinf)  W^  and  fills  the  top  of  the  glass  tube  and 
the  flexible  tube  C.  Closing  the  cock  e^  more  water  is  forced  in, 
and  the  mercury  in  the  glass  tube  is  displaced,  thus  forcing  more 
into  the  iron  tube,  the  result  being  an  overflow  at  the  valve  a.  Thiis 
the  mercury  can  be  lowered  to  any  desired  reading  between  0  and 
50,  while  the  level  in  the  iron  tube  remains  the  same,  the  gauges 
being  moved  up  or  down  to  coiTect  for  the  column  of  water.  The 
operator  at  any  time  can  easily  assure  himself  of  the  level  of  the 
mercury  in  the  iron  tube  by  forcing  in  more  mercury  until  some 
comes  down  the  overflow. 

When  pressures  from  50  to  100  lbs.  are  desired,  the  gauge  is 
corrected  or  its  correction  noted,  if  any,  for  50  lbs.,  by  the  first 
section,  the  valve  a  closed  and  mercury  forced  in  until  it  comes 
down  the  overflow  from  the  valve  i  and  stands  at  0  in  the  glass 
tube,  the  water  having  been  returned  to  the  pump  or  allowed  to 
escape.  The  gauge  being  brought  to  the  proper  place,  the  reading 
should  be  50,  or  show  the  same  as  at  the  end  of  the  first  section. 
This  gives  a  means  of  checking  the  measurement  of  the  tube  from 
a  to  b.  The  operation  is  now  the  same  from  50  to  100  as  from  0  to 
50.  And  by  closing  the  valves  b  and  c,  pressures  from  100  to  150 
and  150  to  200  are  obtained.  More  sections  can  be  added  if  higher 
pressures  are  desired. 

By  closing  the  valve/*  two  gauges  can  be  compared,  by  changing 
the  water  pressure  with  the  pump  W. 

'By  some  simple  means  the  valves  a,  &,  and  o  could  be  opened  and 
closed  from  below,  and  thus  a  gauge  could  be  tested  from  0  to  200 
or  higher,  with  an  open  mercury  column,  without  going  up  more 
than  eight  or  ten  feet  to  take  readings. 

The  column  at  the  institute  was  built  in  general  after  this  plan 
and  is  giving  good  results. 

DISCUSSION. 

Prof.  D.  8.  Jacobus. — In  connection  with  the  mercury  column 
described  by  Mr.  Bird,  I  wish  to  illustrate  one  which  is  now  in 
process  of  construction  at  the  Stevens  Institute  of  Technology. 
A  column  involving  the  same  feature  as  the  one  I  wish  to  describe 
was  designed  by  Francis  B.  Stevens ;  this  has  been  in  use  for 
many  years  and  given  entire  satisfaction.  The  column  at  the 
institute  is  designed  as  follows :  E  and  D  (Fig.  227)  are  two 
wronght-iron  pipes  of  about  ^  inch  internal  diameter,  containing 
57 
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mercnry .  ^  is  an  air  reservoir  from  whick  compressed  air  is  led 
through  the  pipe  B  to  the  npper  end  of  the  pipe  Z).  When  the 
air  in  J  is  not  compressed  above  the  pressure  of  the  atmosphere 
the  mercnry  in  the  pipes  E  and  27  is  at  the  height  indicated  by 
two  lines  marked  on  the  small  glass  disks  N  and  0.  J  is  an  iron 
float  resting  on  the  mercury  in  the  pipe  E.    A  silk  string,  G, 


crosses  from  this  weight  over  the  pulley  F  and  supports  the  in- 
dex Kf  which  slides  along  the  scale  H.  X  is  a  valve  for  admit- 
ting water  to  the  reservoir  A^  and  M  a  valve  for  releasing  the 
same.  The  method  of  operating  the  column  is  as  follows :  The 
gauge  to  be  tested  is  placed  at  C.  Water  is  admitted  to  the 
reservoir  A,  thereby  causing  compression  of  the  air  above  it 
This  compressed  air  acts  on  the  gauge  and  on  the  top  of  the  mer- 
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cnry  in  D,  thereby  causing  the  mercury  in  2?  to  fall  and  that  in 
the  tube  E  to  rise.  The  amount  that  the  mercury  is  elevated  in 
E  is  shown  by  the  position  of  the  index  K.  The  weight  of  the 
air  in  the  tube  D  may  be  neglected  for  all  ordinary  pressures.  In 
the  instrument  designed  by  Mr.  Stevens  the  tubes  ^and  D  were 
made  of  precisely  the  same  bore,  so  that  the  amount  that  the  mer- 
cury was  depressed  in  D  would  be  the  same  as  the  amount  that  it 
was  elevated  in  ^.  In  the  column  at  the  institute  this  refinement 
has  not  been  gone  into,  for  which  reason  the  following  method  will 
be  employed  in  graduating  the  scale  H.  A  gauge  is  taken  to  one 
of  the  standard  makers,  and  compared  with  a  mercury  column 
used  by  them.  This  gauge  is  carried  back  in  a  careful  manner, 
placed  at  (7,  and  employed  in  obtaining  the  graduations  on  the 
scale  H.  After  graduating  H  the  gauge  is  again  compared  with 
the  standard  mercury  column.  If  it  still  agrees  with  the  stand- 
ard, it  may  be  assumed  that  it  was  correct  at  the  time  that  the 
scale  JJwas  graduated.  After  this  second  comparison  with  the 
standard  the  gauge  is  again  placed  at  (7,  and  the  graduation  of 
H  verified.  We  thus  obtain  a  column  that,  when  once  standard- 
ized, may  be  used  for  testing  other  gauges.  The  arrangement 
of  the  silk  thread  leading  over  the  pulley  F  has  been  found  to 
give  entire  satisfaction  in  the  case  of  several  mercury  columns 
now  in  use,  so  that  there  need  be  no  apprehension  that  it  will 
give  trouble  by  stretching.  The  advantage  which  this  gauge  has 
over  many  others  employing  mercury  is  the  ease  with  which  it 
may  be  used,  there  being  no  complicated  adjustments  or  cor- 
rections required.  The  scale  H\b  only  one-half  the  length  of  one 
which  must  be  employed  in  a  column  having  a  single  mercury 
tube,  and  for  this  reason  it  is  much  more  easy  to  provide  means 
for  reading  it  along  its  entire  length. 
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CCCXCIII. 

HEATING  FURNACES. 

BT  D.  K.  NICHOLSON,  8TSSLTON,  PA. 

(Member  of  the  Society.) 

A  Siemens  regenerative  gas  furnace  will  probably  call  for  less 
repairs  than  any  other  kind  of  a  reverberatorj  furnace.  The 
gas  and  air,  coming  up  separate  ports,  do  not  unite  until  they 
have  reached  the  hearth,  where  they  come  in  contact  with  the 
metal  to  be  heated.  By  the  time  the  flame  reaches  the  out- 
going ports  it  is  pretty  well  spent,  and  does  very  little  more 
injury  to  the  brickwork  than  the  incoming  gas  and  air.  The 
bricks  are  not  subjected  to  such  a  cutting  action  of  the  flames 
as  they  are  in  a  coal  furnace. 

The  heated  regenerators  give  the  gas  and  air  an  upward  ten- 
dency. This  makes  an  outward  pressure  when  the  chimney 
damper  is  partially  closed.  It  is  necessary  to  work  the  furnace 
with  an  outward  pressure  when  it  is  charged  close  up  to  the 
door,  to  fill  the  furnace  with  flame  and  keep  the  cold  air  from 
drawing  in  at  the  doors,  or  when  the  charge  on  the  hearth  of 
the  furnace  is  up  to  the  required  heat  and  the  drawing  of  it  is 
delayed  for  a  short  time. 

A  Siemens  furnace  of  a  simpler  form,  where  the  ports  are 
done  away  with,  is  known  as  the  Smith  furnace.  The  regener- 
ators are  built  in  the  ends  of  the  furnace  and  are  entirely  open 
at  the  top,  which  is  on  a  level  with  the  bridge.  The  bridge  of 
the  furnace  at  the  same  time  serves  as  one  wall  of  the  gas 
chamber.  This  furnace  is  generally  used  for  quick  heating. 
Its  advantages  are  the  cheapness,  the  ease  with  which  the 
checkers  can  be  taken  out  and  cleaned,  and  the  bottoms  of 
the  gas  and  air  conduits  and  the  checker  chambers  are  so 
little  below  the  surface  that  they  are  not  likely  to  become 
choked  by  water  in  low  ground.  Possibly  the  gas  will  not  come 
in  the  furnace  with  as  much  pressure  as  in  an  ordinary  Siemens 
furnace,  unless  the  gas-pipe  from  the  top  of  the  gas-producer 
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stack  is  correspondingly  higher.  Ga43  is  purer  when  it  has  a 
long  way  to  travel  from  the  producer  to  the  furnace :  the  soot 
has  a  chance  to  deposit  on  its  way,  but  the  expansion  and  con- 
traction of  a  long  overhead  tube  must  also  be  considered  and 
provided  for.  The  gas  checkers  often  become  clogged  with  this 
sooi  The  best  way  of  cleaning  them  is  through  spontaneous 
combustion,  which  is  brought  about  by  shutting  off  the  gas 
entirely  from  the  furnace,  placing  the  reversing  valves  on  the 
centre,  and  opening  the  stack  damper,  and  at  the  same  time  a 
door  of  the  furnace.  There  will  then  be  a  free  passage  of  air 
from  both  ends  of  the  hearth  down  through  the  checkers.  A 
small  amount  of  reddish  matter  will  be  left  as  a  product  of  the 
combustion.  When  a  gas  made  of  vaporized  oil  and  steam  is 
used  as  the  fuel,  it  comes  into  the  checkers  with  such  force  that 
it  will  find  its  way  through  a  choked  mass  of  checker-work,  when 
coal  gas,  with  its  gentle  pressure,  will  not. 

The  hearth  of  a  furnace  is  not  of  equal  temperature  over  all  its 
surface.  There  are  different  reasons  for  this :  the  design  of  the 
bridge,  the  arch  in  the  roof  tending  to  draw  the  bulk  of  the  fire 
through  the  middle  of  the  furnace,  and  the  cold  air  at  the 
doors  chills  off  the  front  If  the  piece  of  metal  reaches  all 
the  way  across  the  furnace,  and  the  gas  and  air  enter  side 
by  side  or  mix  before  coming  over  the  bridge,  there  is  very 
little  difficulty  in  putting  an  even  heat  on  the  piece  from  end  to 
end. 

To  do  good  and  careful  heating  the  bottom  of  the  furnace 
must  have  plenty  of  attention,  especially  when  the  stuff  is 
charged  by  a  mechanical  device.  The  scraping  over  the  bottom 
soon  tears  it  away.  With  good  fire-sand  and  care  there  is  no 
trouble  in  maintaining  a  clean,  hard  bottom,  gradually  sloping 
toward  a  tap-hole  at  the  back  of  the  furnace,  midway  from  the 
end.  This,  besides  being  a  help  to  the  heating,  makes  charging 
and  drawing  easy.  The  bottom  can  be  made  and  maintained 
with  a  slope  toward  one  tapping-hole  easier  than  to  two  or 
even  three.  A  high  place  on  the  hearth  can  be  cut  down  by 
putting  some  fine  coal  on  it ;  the  ash  of  the  coal  combines  with 
and  fluxes  the  silica  of  the  sand. 

The  process  of  "  burning  down  "  a  high  bottom  is  injurious  to 
the  furnace,  since  it  is  necessary  to  raise  it  to  such  a  high  tem- 
perature that  the  bricks  in  the  roof  drip. 

A  sand  with  too  much  clay  in  it  is  liable  to  cling  to  a  piece  of 
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steel  all  throngh  the  rolls,  and  show  in  yellow  streaks  on  the  fin- 
ished bar. 

When  the  cinder  sinks  into  the  blow-holes  and  unevenness 
of  the  steel,  and  then  is  lengthened  into  streaks  in  the  working 
of  it,  the  finished  stuff  is  termed  snaked.  These  snakes  show 
to  the  prejudice  of  the  steel  when  it  is  highly  polished,  as  for 
instance  in  various  weapons.  A  seam  is  where  the  metal  is 
actually  parted ;  it  is  generally  called  "  piping."  A  low-carbon 
steel  stands  nearly  as  much  heat  as  iron.  In  heating  high-car- 
bon steel  the  metal  must  be  very  gradually  brought  up  to  a  heat 
sufficiently  high  for  working  it.  To  charge  cold  steel  of  high 
carbon  into  a  warm  furnace  is  disastrous  to  the  metal,  partic- 
ularly when  the  steel  is  frosty.  It  is  an  easy  matter  to  build 
a  wood  fire  around  the  steel  and  warm  it  throughout  to  at  least 
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200°  or  300°  before  charging.  This  will  mitigate  the  stress  on 
the  inside  when  the  outside  begins  to  expand  with  the  heat  of 
the  furnace. 

A  very  fine  steel,  not  too  high  in  carbon,  will  scale  off  in 
sheets,  while  the  scale  from  a  high-carbon  steel  will  break  up 
into  fine  powder  as  it  comes  off.  This  can  be  more  readily  seen 
under  the  hammer  than  at  the  rolls,  where  there  is  generally  so 
much  water.  Gas  which  contains  steam  oxidizes  the  steel  and 
makes  a  good  deal  heavier  scale  than  other  gases,  ordinarily 
from  1.25  to  2^  on  ingots  charged  hot. 

Furnace  crowns  have  been  built  on  a  great  many  different 
plans,  but,  after  all,  the  one  that  gives  the  most  satisfaction  is  a 
roof  that  dips  about  five  degrees  at  each  end  for  one-quarter 
the  whole  distance,  and  then  straight  across,  with  the  neces- 
sary arch  sideways  for  support  (Fig.  157) ;  or  even  a  straight 
roof,  with  the  necessary  arch.  A  very  rough  crown  obstructs 
the  draught  across  the  furnace;  the  unevennesses  create 
eddies. 

The  height  of  the  crown  above  the  hearth  depends  somewhat 
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on  the  size  of  the  pieces  to  be  heated,  and  for  cold  metal  gen- 
erally four  or  fiye  times  the  thickness  of  the  pieces.  When  the 
metaJ  is  only  re-heated,  it  is  not  necessary  to  have  the  roof  so 
high. 

By  exposing  a  piece  of  steel  to  too  high  a  temperature  in  the 
famace,  a  crystalline  structure  is  induced  which  renders  the 
metal  unfit  for  further  hammering  or  rolling.  The  evil  effect  of 
this  overheating  is,  partially  at  least,  remedied  by  lowering  the 
temperature  to  a  point  below  that  at  which  it  is  generally 
worked  and  gradually  bringing  it  up  again  to  the  right  degree. 
This  is  attained  by  yarious  devices,  the  most  .common  of  which 
is  to  pass  a  highly  reducing  flame  over  the  hearth.  When  the 
steel  is  overheated  or  burnt  to  a  greater  degree,  the  burnt  part 
is  covered  with  a  flat  piece  of  wood,  or  some  sand,  a  short  time 
before  drawing ;  and  sometimes  coke  or  charcoal  dust  is  spread 
over  the  bottom  of  the  furnace,  and  the  overheated  parts  turned 
into  it.  Besides  bringing  about  a  lower  temperature,  all  these 
methods  shield  the  metal  from  oxidation.  It  is  possible  to 
restore  steel  and  iron  almost  to  what  they  were  before  being 
overheated  by  working  the  piece  a  great  deaL  At  its  best,  how- 
ever, the  metal  is  treacherous,  and  on  any  account  it  should  not 
be  used  where  much  depends  on  its  strength. 

The  top  and  sharp  comers  on  the  top  side  of  a  piece  of  steel 
are  the  only  parts  liable  to  become  overheated.  The  bottom  of 
the  furnace  being  in  contact  with  the  under  side  of  the  piece, 
keeps  it  lower  in  temperature  than  the  sides  and  top,  so  much 
so  that  it  is  necessary  to  turn  the  piece,  that  the  under  side 
may  be  on  top  a  short  while  before  drawing,  in  order  that  it  may 
have  an  even  heat  For  these  reasons  pieces  of  steel,  at  the 
stages  in  their  working  where  they  have  to  be  re-heated,  should 
be  left  in  such  a  shape  as  to  favor  these  things.  The  round  cor- 
ners on  ingots  and  the  fillets  in  the  grooves  of  blooming  rolls 
are  in  favor  of  both  the  heating  and  turning.  A  very  large  slab 
cannot  be  turned  on  the  hearth  in  any  convenient  manner.  In 
this  case  one  end  is  propped  up  with  a  fire-brick,  to  give  the 
flames  a  chance  to  sweep  under  it 

In  a  coal  furnace  for  heating  iron  or  mild  steel  the  hearth  has 
a  gradual  slope  from  the  bridge  to  the  velvetry,  which  is  the  hot- 
test part  of  the  furnace,  and  is  tapped  at  the  base  of  the  chim- 
ney, giving  advantage  of  all  the  bottom.  For  working  steel  the 
bottom  is  sloped  toward  a  tapping-hole  at  the  back,  near  the 
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yelvetry.  The  famaoe  is  not  worked  hot  enough  to  be  tapped 
at  the  flue. 

Various  plans  are  put  into  practice  to  aid  in  burning  the 
smoke  and  gases  driyen  off  a  green  fire.  These  are,  however, 
generally  abandoned  after  awhile,  and  the  furnace  is  worked  with 
simply  a  fire-box  and  forced  draught,  or  a  combination  of  nat- 
ural and  forced  draught  In  introducing  these  schemes  for 
burning  the  gases,  very  often  the  advantages  from  them  are 
over-estimated,  and  the  grate  surface  is  made  too  smalL  Coal 
furnaces  are  now  built  when  it  is  not  considered  worth  while  to 
go  to  the  expense  of  building  gas-producers.  They  are  conven- 
ient at  a  hammer  where  a  high  heat  is  wanted  for  a  short  time ; 
but,  generally  speaking,  they  have  had  their  day.  A  coal  fur- 
nace will  not  compare  with  a  gas  furnace,  where  an  almost  even 
temperature  is  held  from  week  to  week,  especially  when  it  is  only 
required  to  bring  metal  which  is  already  warm  up  to  a  hammer- 
ing or  rolling  heat. 

Explosions  are  prevented,  in  starting  up  a  gas  furnace,  by 
building  a  fire  on  the  hearth  to  heat  the  regenerators  and  surely 
ignite  the  gas  as  soon  as  it  flows  out  of  the  port  and  mixes  with 
the  air.  The  principal  virtue  of  the  heated  regenerators  is  in 
their  creating  a  draught  The  chambers  are  filled  with  the  gases 
from  the  combustion  of  the  fuel  on  the  hearth  and  air  if  an  ex- 
cess has  been  passing  over,  so  that  when  the  gas  is  let  on  the 
heated  chamber  causes  it  to  ascend  so  rapidly  that  there  is  very 
little  danger  of  its  forming  an  explosive  mixture  with  whatever 
air  there  may  have  been  in  the  chamber.  By  introducing  little 
trap-doors  at  each  end  of  tbe  gas  valve-box,  cold  air  may  be  ad- 
mitted, with  the  outgoing  current,  to  cool  the  gas  valve.  This 
checks  the  draught  through  the  gas  checkers  to  a  certain  extent, 
and  sends  an  extra  amount  through  the  air.  These  arrangements 
are  used  in  melting  furnaces,  and  will  hardly  be  found  neces- 
sary in  heating  furnaces.  Natural  gas  is  not  passed  through  re- 
generators, but  introduced  at  the  end  of  the  furnace.  There  is 
no  danger  in  turning  it  on  when  there  is  a  fire  on  the  hearth. 

Vertical  or  pit  furnaces  are  only  used  to  reheat  ingots  brought 
to  them  soon  after  being  cast  These  furnaces  save  labor  in 
charging  and  drawing,  but  they  are  not  equal  to  horizontal 
furnaces  for  heating  an  ingot  evenly.  The  greatest  stumbling- 
block  to  be  contended  with  in  their  working  is  the  getting  rid  of 
the  cinder,  especially  when  low-carbon  steel  is  being  heated. 
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This  is  attempted  in  two  ways :  one  in  tapping  through  the  bot- 
tom at  the  centre  of  each  compartment,  and  the  other  in  sloping 
the  bottom  of  all  the  compartments  toward  one  end,  where  there 
is  a  tap-hole,  the  same  as  in  an  ordinary  furnace.  It  is  a  difficult 
matter  to  keep  this  gradual  slant  on  account  of  the  tendency  of 
the  bottom  to  pile  up  under  the  partitions  that  divide  the  fur- 
nace into  compartments.  Tapping  through  the  bottom  is  the 
safer  and  better  way  of  these  two,  if  the  tap-hole  could  be  easily 
opened  and  closed.  This  draining  off  of  the  cinder  is  a  most 
serious  matter,  as  it  so  easily  cuts  its  way  down  under  the  ports 
to  the  crown  of  the  nearest  regenerator  chamber.  Altogether  the 
best  design  seems  to  be  a  pit  with  only  one  partition  and  a  tap- 
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hole  at  each  end  of  the  hearth  (Fig.  158),  with  the  regenerator 
chambers  removed  a  safe  distance  from  the  bottom  of  the  fur-r 
nace.  Although  the  ports  are  generally  only  a  few  inches  above 
the  bottom,  and  a  sharp  flame  is  liable  to  burn  the  butt-end  of 
the  ingot,  there  is  no  advantage  in  raising  the  ports.  In  fact, 
they  do  not  heat  so  well  when  the  ports  are  raised  much  above 
the  bottom.  These  furnaces  require,  from  different  causes,  a 
good  deal  of  repair.  Considering  this  and  the  disadvantage  of 
having  everything  underground,  it  is  a  question  whether  they 
are  more  economical  than  horizontal  furnaces.  It  might  be 
added  that  it  is  possible  to  heat  cold  ingots  in  these  pits,  but  it 
is  not  at  all  profitable. 

Soaking  pits,  of  course,  require  no  fuel,  and  the  ingot  is 
handled  with  more  speed  and  ease  than  even  in  the  pit  furnaces, 
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because  only  one  ingot  is  put  in  a  pit  In  a  soaking  pit  the 
ingot  must  be  charged  very  soon  after  it  is  cast,  so  that  there 
will  be  heat  oyer  and  above  what  is  necessary  to  give  a  mii- 
form  heat  to  the  ingot,  to  famish  heat  for  that  which  is  lost 
from  the  sides  of  the  pit  It  is  possible  to  charge  the  ingots  too 
soon  after  being  cast;  for  instance,  where  they  can  be  swung 
around  and  put  in  the  soaking  pits  by  the  same  crane  that  lifts 
them  from  the  casting  pit.  When  the  Bessemer  is  running  very 
fast,  there  would  hardly  be  room  enough  to  let  the  moulds  and 
ingots  stand  in  the  pit  until  the  time  when  the  ingots  would  be  fit 
to  charge.  This  can  be  avoided  by  casting  in  moulds  mounted 
on  a  truck,  and  then  taking  the  whole  affair  away  from  the  Besse- 
mer to  the  soaking  pits,  within  a  reasonable  distance  (50  to  75 
yards).  While  keeping  the  ingot  on  its  end  from  the  time  it  ia 
cast  till  the  time  it  is  put  on  the  table  to  be  rolled  throws  all 
the  advantages  on  the  side  of  the  ingot  in  cooling,  down  from  the 
liquid  to  the  solid  state  on  the  inside,  by  the  nature  of  the  case 
the  stuff  is  not  likely  to  roll  so  well  from  a  soaking  pit  as  that 
which  is  heated  in  a  furnace  with  fuel  supplied  to  it  The 
inside  is  bound  to  be  softer  than  the  outside  and  more  yielding, 
and  throws  more  stress  on  the  outside,  while  being  hammered  or 
rolled,  than  is  its  share.  The  stress  on  the  outside  is  not  backed 
up  by  resistance  on  the  inside,  and  so  a  weak  place  will,  more 
readily,  give  way  and  crack,  while  in  a  furnace  the  outside  is 
more  likely  to  be  as  hot  as  the  inside,  or  even  hotter,  since  the 
heat  comes  from  the  outside  as  well  as  the  inside.  In^ordinary 
running  at  least  90^  of  the  ingots  from  the  Bessemer  could  be 
cared  for  by  soaking  pits.  This  is  a  considerable  saving  of  fuel, 
labor,  first  cost,  and  practically  no  repairs. 
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cccxciv. 
EQUILIBRIUM    ARCH    CURVES. 

BT  HENBT  HABRI80N  BUFLBB,  PHIUiDKLPHIA,  PA. 

(Member  of  the  Society.) 

NoTWiTHSTANDiNa  the  great  antiquity  of  the  use  of  the  arch  in 
construction,  the  true  theory  of  the  equilibrium  of  forces  in  its 
figure  was  not  propounded  until  the  latter  part  of  the  seyen- 
teenth  century,  when,  after  the  solution  of  the  problem  of  the 
catenary  by  the  brothers  James  and  John  Bernoulli,  Dr.  David 
Gregory  announced,  in  PhUoeophical  Transactions  for  1697,  that 
"  None  but  the  catenary  is  the  figure  of  a  true  legitimate  arch, 
and  when  an  arch  of  any  other  figure  is  supported  it  must  be 
because  in  its  thickness  some  catenary  is  included." 

Although  two  hundred  years  have  elapsed  since  this  principle 
was  thus  definitely  announced,  yet  it  is  well  known  that  arches 
are  not  built  upon  catenarian  lines  in  actual  practice,  and  that 
the  usual  manner  of  designing  arched  structures,  whether  of 
masonry  or  in  framework,  is  to  select  a  curre,  usually  composed 
of  circular  arcs,  generally  chosen  with  a  view  of  producing  a 
pleasing  effect,  and  then  to  determine,  with  more  or  less  exact- 
ness, the  position  of  the  equilibrium  curve,  stability  being 
secured  by  making  the  arch  ring  of  sufficient  depth  to  insure  the 
•retention  of  the  equilibrium  curve  well  within  its  limits.  Many 
arches,  indeed,  are  built  upon  purely  empirical  methods  based 
upon  previous  examples,  and  although  the  mathematical  treat- 
ment of  the  subject  has  been  very  fully  discussed  by  able  writers, 
yet  the  lack  of  a  convenient  working  method  based  upon  correct 
principles  appears  to  be  the  principal  reason  for  the  use  of  such 
empirical  methods. 

The  common  catenary  is  the  curve  assumed  by  a  suspended 
chain  bearing  a  uniform  load,  and  this  by  inversion  would  give 
the  correct  arch  curve  for  a  similar  load,  all  tensions  being  con- 
verted into  compression  of  equal  magnitude  and  reversed  direc- 
tion.   If  this  were  all,  the  problem  would  be  a  simple  one ;  but 
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in  nearly  every  cage  the  load  npon  an  arch  is  not  nniform,  but  is 
distributed  unequally  at  yarious  points  of  the  span.  This  pro- 
duces what  Bankine  terms  the  transformed  catenary,  and  in  his 
treatise  on  civil  engineering  he  gives  a  method  of  determining 
the  ordinates  for  points  in  such  a  curve  for  a  given  load  line. 

The  method  is  far  from  simple,  however,  and  is  not  general  in 
its  application,  and  is  hardly  simple  enough  to  be  of  much  use 
in  general  practice. 

One  of  the  most  satisfactory  discussions  of  the  equilibrium  of 
the  arch  for  customary  forms  is  that  of  Professor  Fleeming  Jen- 
kin  in  the  article  on  bridges  in  the  ninth  edition  of  the  JSncy- 
dopcedia  BriiannicOy  and  yet  in  summing  up  his  discussion  he 
remarks:  "Practically  the  thickness  of  the  arch  riug  is  deter- 
mined by  rules  derived  from  experience,  and  the  chief  use  of 
the  above  theory  is  to  determine  the  dimensions  of  the  abut- 
ments.*' 

It  is  proposed  in  this  paper  to  discuss  a  simple  method,  based 
upon  correct  theoretical  principles,  which  will  give,  in  a  simple 
and  direct  manner,  the  proper  equilibrium  curve  for  any  arch  of 
given  span,  rise  and  load,  with  a  degree  of  accuracy  which  is 
such  a  close  approximation  to  rigid  exactness  as  to  be  entirely 
within  the  limits  of  the  errors  of  construction. 

A  brief  reference  to  the  principles  involved  in  the  use  of  the 
catenary  may  be  permitted  to  introduce  the  method. 

When  a  chain  or  flexible  cord  is  suspended  by  the  ends  and 
permitted  to  hang  freely  in  any  curve  which  it  may  assume,  it 
will  be  found  that  the  shape  of  the  curve  will  depend  entirely 
upon  the  amount  and  position  of  the  load  which  may  be  suspend- 
ed from  it.  If  the  chain  simply  carry  its  own  weight,  the  load  is 
uniform  at  all  points,  and  the  curve  is  that  known  as  the  com- 
mon catenary — ^very  closely  approximating  to  a  parabola ;  while 
if  the  load  be  unequal,  as  caused  by  suspending  various  weights 
at  different  points,  the  curvature  will  be  found  to  be  dei>endent 
upon  the  position  and  magnitude  of  the  various  weights,  and 
any  change  in  any  weight  will  be  followed  by  an  entire  read- 
justment of  the  curve  throughout  its  whole  length.  The  curve 
is  thus  at  all  times  in  equilibrium,  whether  equally  or  un- 
equally loaded,  a  continual  balance  of  forces  existing. 

Two  properties  of  the  catenary  enable  us  to  determine  points 
in  the  curve  for  any  given  loading,  when  considered  as  an  arch : 
(1)  The  horizontal  component  of  the  tension  in  the  curve  is  the 
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same  at  all  points.  (2)  The  yertical  component  of  the  tension  in 
the  curre  at  any  point  consists  of  the  weight  at  that  point,  to- 
gether with  the  sum  of  all  the  weights  below  that  point. 

It  is  only  necessary  to  invert  the  catenary  and  reverse  the 
strains,  converting  tension  into  thrust  and  vertically  suspended 
loads  into  vertically  supported  loads,  and  we  have  all  the  data 
necessary  to  determine  the  true  arch  curve.  It  will  be  seen, 
however,  that  the  curve  will  depend  both  upon  the  magnitude 
and  the  distribution  of  the  load,  and  it  follows,  that  for  the  same 
span  and  rise  there  will  be  a  number  of  different  curves,  corre- 
sponding to  different  loads.  This  question  of  the  load  upon  an 
arch  has  always  been  the  indeterminate  quantity  which  has  com- 
plicated the  solution  of  the  problem,  since  the  volume  of  material 
carried  by  any  arch  is  governed  by  the  line  of  the  curve,  and 
hence  the  true  load  cannot  be  given  beforehand. 

The  error  introduced  by  this  indeterminate  element  is  elimi- 
nated by  the  method  given  below.  As  previously  noted,  the  hori- 
zontal tension  in  the  catenary  is  constant  for  all  points  in  the 
curve,  and  hence  it  follows  that  in  the  inverted  catenary  the 
horizontal  thrust  must  also,  in  like  manner,  be  constant,  and  if 
determined  for  any  one  point  it  will 
be  the  same  for  all  other  points. 

Now,  in  Fig.  159  let  us  take  one-half  of 
an  arch  and  examine  the  forces  acting 
af  the  crown  to  maintain  equilibrium. 

Taking  the  point  of  springing  0  as 
the  centre  of  moments,  we  have  the 
vertical  force  W  acting  downward  at 
the  crown,  tending  to  cause  the  arch, 
to  rotate  about  0,  with  a  lever-arm 
equal  to  x  making  its  moment  =  Wx. 
Now,  if  we  are  to  have  equilibrium, 
we  must  have  a  horizontal  thrust,  7,  at  the  crown  which  has  an 
equal  moment.  The  lever-arm  of  the  thrust  is  the  ordinate  y, 
and  hence  to  have  equilibrium  we  must  have 

Wx=-  Ty (1.) 

For  the  crown  we  have  x  =  the  half  span  of  the  arch  and  y 
=  the  rise,  so  that  if  JT  be  given  we  may  at  once  determine 
the  horizontal  thrust  T,  which,  as  before  stated,  is  to  be  the  con- 
stant for  all  points  in  the  curve.     As  already  shown,  the  actual 
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weight  cannot  be  determined  at  this  stage  of  the  problem,  for 
the  limiting  curve  which  governs  the  exact  volume  to  be  sup- 
ported is  not  yet  known,  and  it  is  this  point  which  has  rendered 
previous  discussions  of  the  arch  of  such  little  practical  value. 

Instead  of  attempting  to  de- 
termine the  exact  value  of  W, 
however,  we  may  proceed  as 
follows  (Fig.  160) : 

For  the  given  span  and 
rise  of  the  proposed  arch, 
draw  the  two  inclined  lines 
AO  AO'  from  the  crown  to 
the  springings;  also  draw 
the  horizontal  line  limiting 
the  upper  edge  of  the  load.  Now  assume  the  load  to  extend 
down  to  the  inclined  lines  AO  A0\  thus  giving  two  triangles, 
yOA  y'O'A^  and  the  rectangular  area  above  as  the  total  load 
on  the  proposed  arch,  and  calculate  the  value  of  T,  the  hori- 
zontal thrust  at  the  crown  under  these  conditions.  We  will 
then  get  a  value  of  T  which  will  be  greater  than  the  true  value 
for  the  completed  arch,  because  of  the  excess  of  load  in  the 
segmental  spaces  between  the  lines  AO  AO'  and  the  curves  AaO 
Aa'O'. 

Solving  equation  (l).with  respect  to  ^  we  get 


1^.160 


y  = 


Wx 
T 


(2), 


and  the  value  of  T  just  found  will  appear  in  the  denominator 
of  the  fraction. 

Now,  again,  let  us  measure  our  vertical  loads  at  successive 
points  down  to  the  same  triangular  outlines  for  values  of  JF, 
remembering  that  in  the  catenary  the  vertical  component  is 
equf  J  to  the  weight  at  any  point,  together  with  the  sum  of  all 
the  weights  below  that  point,  and  that  conversely  the  vertical 
component  on  an  arch  at  any  point  is  equal  to  the  load  at  that 
point,  together  with  the  sum  of  all  the  weights  beyond  that 
point. 

The  values  of  IF  thus  determined  will  also  be  in  excess  of  the 
true  values  by  the  excess  of  area  in  the  same  segmental  spaces, 
but  now  the  excess  in  W  appears  in  the  numerator  of  the  frao- 
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tion  (2),  and  so  offsets  the  excess  in  the  value  of  T,  and  hence 
the  correctness  of  the  values  of  y  will  not  be  appreciably 
affected.* 

The  method  may  best  be  shown  by  example.  Suppose  an 
equilibrium  curve  be  required  for  an  arch  of  5  feet  span  and  2j^ 
feet  height,  with  a  level  load  line  6  inches  above  the  crown,  as 
in  Fig.  161. 

The  first  point  is  to  determine  the  weight  IT  at  the  crown,  in 
order  to  deduce  Ty  the  constant  horizontal  thrust.  Proceeding 
as  already  described  to  measure  the  weights  down  to  the  line 
A  F,  we  find  that  the  load  is  in  two  figures :  the  rectangle  6  5  FV 
and  the  triangle  ASK    The  area  of  the  rectangle  is  equal  to 
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1.25  square  feet,  one-half  of  which  acts  downward  at  5  and  one- 
half  at  r.  The  area  of  the  triangle  4  5  Fis  equal  to  3.125  square 
feet,  and  as  its  centre  of  gravity  is  one-third  distant  from  A  and 
two-thirds  from  F,  two-thirds  of  the  weight  goes  to  A  and  one- 
third  to  r.  This  gives  a  total  area  acting  at  F  of  one-half  the 
rectangle  6  5  FV  and  one-third  the  triangle  -4  5  F,  or 

^^  +  3-f-=  1.666 

superficial  /eet ;  and  this  multiplied  by  the  thickness  of  the  arch 
and  by  the  weight  of  a  cubic  foot  of  the  material  would  give  the 
weight  at  F  in  pounds.  As  this  would  be  proportional  to  the 
area,  we  may  use  the  latter  in  our  calculations. 

*  As  a  matter  of  fact,  the  error  occasioned  in  the  value  of  y  by  measuring  to 
the  triangular^  outlines  does  not  appear  in  most  cases  uotil  the  second  decimal 
place. 
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Sabstitating  this  yalue  of  ^in  the  equation 

we  get 

^      1.666x2.5      .-^^      .. 
T  =  — T^r =  1-666  units. 

In  this  particular  case  the  vertical  load  and  the  horizontal 
thmst  are  the  same,  but  that  is  only  the  case  when  the  height 
of  the  arch  and  the  half  span  are  the  same.  This  value  of  T  will 
remain  constant  for  all  points  in  the  curye,  and  hence  we  have 
only  to  determine  the  value  of  TTat  any  other  part  of  the  arch, 
and  we  can  deduce  the  ordinate  at  that  point 

If  we  divide  AO  into  five  equal  parts  we  may  erect  ordinates 
and  calculate  weight  areas  correspondingly. 

For  the  fourth  ordinate  we  have : 

Overhanging  trapezoid  E IV  V F  =  0.376 

One-half  rectangle  4:&EIV  =  1.000 

One-third  triangle  A  4  /F  =  0.666 

2.041  =  f;. 

For  the  third  ordinate  : 

Overhanging  trapezoid  D  HI  7  jP  =  1.000 
One-half  rectangle  ^  &  D  III  =  1.126 

One-third  triangle  A  3  ///  =  0.375 

2.500  =  W^ 

For  the  second  ordinate : 

Overhanging  trapezoid  0 II  V  F  =  1.876 

One-half  rectangle  2  6  (77/  =  1.000 

One-third  triangle  A  2  II  =  0.166 

3.041  =  W^ 

For  the  first  ordinate : 

Overhanging  trapezoid  B IV F  -=  8.000 

One-half  triangle  16  B I  =  0.625 

One-third  triangle  All  =  0.041 

3.666  =  JT,. 
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The  yalttes  of  x,  or  the  lever-arms  of  these  weights,  are  : 

Ax^  =  2.0 
JXf  =  1.5 
Jxt  =  1.0 
Jxi  =  0.5 

Substituting  these  yalnes  in  (2)  we  get : 

WiX,       2.041  X  2      _  ...  ,.         --  _-  . 
yt  =  -m-—        j^ggg     =  2.449  ft.    =  29.38  ins. 

2'»  =  ^=     -^1:^  =  2-2*9  ft-    =26.98  ins. 


y-i 


=  E^=    3.041  X  1  ^  J 


T 


1.666 


8817  ft  =  21.98  ins. 


W^x^     3.666  xO.5      ,  ,-^  ,„n    • 

^i  =  — ^= — ,  g^g      =  1.10  ft      =13.2    ins. 


T 


1. 


Since  the  excess  of  weight  due  to  the  inclusion  of  the  seg- 
mental space  between  the  curve  and  the  line  A  V  appeared  both 
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in  the  thrust  and  in  the  loads,  it  was  practicallj  eliminated  from 
the  result,  and  the  ordinates  are  those  of  a  catenary  loaded  in 
the  same  manner  as  the  completed  arch.  The  ordinates  calcu- 
lated by  Bankine's  method  for  the  same  conditions  are :  2.41 
feet,  2.23  feet,  1.82  feet,  and  1.12  feet,  which  shows  the  closeness 
of  the  approximation. 

Another  example  for  a  flatter  arch  will  show  the  general  char- 
acter of  the  method. 

Suppose  an  arch  of  20  feet  span  and  6  feet  high,  with  a  level 
load  line  3  feet  above  the  crown  of  the  curve. 

In  Fig.  162  we  draw  the  base  line  and  centre  line  and  join  the 
diagonal  A  V,  and  determine  the  horizontal  thrust  as  follows : 

The  weight  at  the  crown  is  : 


One-half  rectangle  6  6FV=  15 
One-third  triangle  A5V    =10 


25=  W. 

T  =  -^=2^4i^  =  41.66. 
y  6 

Now,  erecting  4  ordinates  spaced  2  feet  apart,  and  drawing 
horizontal  lines  through  the  intersections  with  AV^ia  order  to 
assist  in  measuring  the  areas,  we  have  : 

^*  ■"  41.66 

=  5^2^=  5.8,7  «. 


_  6  [{D III  VF)  +  i{B6D7ri)  +  i(AS  III)] 
6  X  36.6 


^»  ~  41.66 


41.66 


=  5.271  a 


^  4[(e//FF)  +  i(26Cir)  ■>-  iM -2/7)3 
4  X  48.6 


^'  ~  41.66 


41.66 


=  4.186  ft. 
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y'-  41:66 


2  X  47.566 
41.66 


=  2.28  ft 


The  corresponding  yalues  by  Eankine's  method  are  5.82  feet, 
C.28  feet,  4.17  feet,  and  2.46  feet,  showing  that  the  approximation 
is  quite  close  enough  for  all  practical  uses. 

The  use  of  a  few  models  confirms  the  deductions  above  given 
in  a  very  interesting  manner.  By  hanging  blocks  of  wood  cut 
to  the  shape  of  the  triangular  outlines  to  a  light  chain,  the  cate- 
nary may  be  observed  as  shown  in  Figs.  163  and  164,  and  the 


Fig.  163. 


Fig.  164. 


removal  of  pieces  cut  to  the  figure  of  the  equilibrium  curve  pro- 
duces no  appreciable  change  in  the  figure  of  the  curve.  Model 
arches  built  to  semi-circular  lines  and  to  equilibrium  lines  for 
the  same  conditions  show  most  clearly  the  superior  stability  of 
the  equilibrium  curve,  and  an  arch  built  of  very  shallow 
voussoirs,  if  constructed  to  the  proper  curve,  will  stand  quite 
firmly  without  any  cementing  material  or  any  "backing"  what- 
ever. 

In  arches  built  upon  equilibrium  curves,  with  the  joints  at  all 
points  normal  to  the  curve,  no  bending  moment  or  tendency  to 
open  at  the  joints  can  occur,  and  the  material  is  subject  only  to 
compression  as  in  a  vertical  walL  The  theory  of  the  "  middle 
third,"  which  is  sometimes  opposed  to  the  use  of  equilibrium 
curves,  does  not  properly  apply  at  all  under  the  above  conditions, 
as  it  was  deduced  entirely  from  conditions  which  only  obtain 
when  the  joints  are  not  normal  to  the  equilibrium  curve. 
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Instead  of  drawing  an  arch  to  a  curve  selected  arbitrarily 
and  then  attempting  to  investigate  the  position  of  the  curve 
which  its  load  may  produce,  the  curve  should  first  be  drawn  for 
the  height,  span,  and  load  given,  and  then  any  desired  form  which 
will  include  the  true  curve  within  its  figure  may  be  used  with 
safety.  For  sewers  and  for  the  construction  of  subways  the 
equilibrium  curve  is  by  far  the  strongest  and  most  economical, 
and  objections  against  its  appearance  to  the  eye  do  not  hold. 

Note. — The  above  method  is  due  to  Mr.  Thomaii  J.  Lovegrove,  of  Phila- 
delphia, and  in  included  in  patentn  granted  to  him  for  a  method  of  arch  construc- 
tion, in  the  United  States  and  in  Europe. 

DISCUSSION. 

Frof,  OUn  H,  Landreth, — On  the  ninth  page  of  the  paper  is  a 
single  point  I  would  like  to  ask  information  on.  Near  the  bot- 
tom of  the  page  is  the  following  sentence  : 

"  The  theory  of  the  *  middle  third,'  which  is  sometimes  opposed 
to  the  use  of  equilibrium  curves,  does  not  properly  apply  at  all 
under  the  above  conditions,  as  it  was  deduced  entirely  from 
conditions  which  only  obtain  when  the  joints  are  not  normal  to 
the  equilibrium  curve." 

The  **  middle  third,"  as  I  understand  its  use  in  arch  pressures, 
has  reference  not  only  to  a  provision  for  a  defect  of  the  arch 
curve,  but  provides  for  the  fact  that  the  load  is  not  constant 
but  movable,  and  therefore  the  equilibrium  curve,  or  curve  of 
resistance,  is  not  itself  constant.  If  the  arch  is  built  for  a  certain 
equilibrium  curve,  the  equilibrium  curve  and  arch  curve  will 
coincide  so  long  as  the  load  is  constant,  but  if  we  bring  on  a 
concentrated  load  the  equilibrium  curve  is  altered,  while  the 
arch  curve  is  not  materially  altered.  Hence  it  follows  that  the 
"  middle  third"  of  the  arch  ring  should  be  wide  enough  in  extent 
to  contain  the  altered  equilibrium  curve  for  all  positions  of  the 
load.  I  do  not  see  that  this  is  affected  by  the  method  used  in 
finding  the  position  of  the  equilibrium  curve,  nor  by  the  direc- 
tion of  Jfche  radial  joints  so  long  as  these  do  not  differ  from  the 
normals  to  the  equilibrium  curve  by  angles  greater  than  the 
"awyfe  of  friction'*  for  that  particular  material. 

Mr,  Suplee. — I  should  like  to  make  one  response  to  Prof. 
Landreth's  remarks.  The  middle-third  theory,  as  1  under- 
stand it,  is  intended  to  apply  to  arches^where  the  thrust  is  at  an 
angle  not  a  right  angle  with  the  face  of  each  voussoir,  and  that 
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requires  that  the  voussoir  shall  be  of  sufficient  depth  to  prevent 
the  line  of  resultant  from  passing  out  of  the  arch  ring. 

That  theory  is  of  course  true  wherever  the  arch  is  not  an 
equilibrium  curve  for  the  entire  load,  and  of  course  the  joints 
cannot  be  in  the  proper  position  for  more  than  one  curve,  and  in 
applying  the  method  given  to  an  arch  with  a  movable  load,  it  is 
proposed  to  establish  first  the  curvature  for  a  stationary  load, 
then  place  the  desired  moving  load  at  various  points  and  de- 
termine the  deviation  in  the  curve,  and  make  the  ring  of  suffi- 
cient depth  to  include  the  distorted  curve,  but  it  is  not  neces- 
sarily the  middle  third  of  the  ring.  It  is  an  amount  which 
will  vary  by  the  extent  of  the  movement  or  its  ratio  to  the  dead 
load.  Therefore  it  is  not  a  third,  or  fourth,  or  tenth,  or  any  defi- 
nite proportion. 

Frof.  Landreth. — ^I  would  like  to  put  on  the  board  a  few  lines 
which  would  make  clear  the  fact  that 
the  equilibrium  cu^e  should  be  iw.  225 
contained  within  a  definite  one-third 
of  the  depth  of  arch  ring,  and  that 
the  middle  third.  I  assume  that 
the  curve  of  equilibrium  has  been 
computed  and  found  to  be  where 
shown  by  the  dotted  line  A  B 
in  Fig.   225.    Assuming    that    the 

arch  has  been  built  symmetrically  in  regard  to  that  line,  the  arch 
curve  and  the  equilibrium  curve  coincide,  and  the  pressure  on  all 
points  of  each  voussoir  joint  will  be  uniform  and  may  be  repre- 
sented by  ordinates  from  the  line  C  J)  to  the  line  H  7,  which 
is  approximately  a  straight  line  and  parallel  to  G  D.  The 
total  pressure  on  the  joint  C  D  may  likewise  be  represented  by 
the  area  of  the  rectangular  figure  C  D  I H.  If,  however,  from 
any  cause,  the  arch  curve  has  not  been  properly  designed,  or  if 
the  load  has  been  altered,  the  equilibrium  curve  will  lie  above  or 
below  the  arch  curve,  according  to  the  position  of  the  load  and 
the  form  of  the  arcL  We  will  assume  that  the  equilibrium 
curve  drops  down  to  the  limit  between  the  first  third  and  second 
third  of  the  voussoir  joint,  say  at  F;  then  the  pressure  on  the  diflfer- 
ent  points  of  the  voussoir  joint  will  be  represented  by  the  ordinates 
to  the  line  J  K,  and  the  total  pressure  on  the  joint  will  be  repre- 
sented by  the  area  of  the  triangular  figure  JL  K,  In  other  words, 
the  pressure  on  the  portion  of  the  joint  at  J  will  be  zero,  and  the 
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pressure  on  the  portion  at  L  will  be  double  that  of  the  uniform 
pressure  D  7,  since  the  area  of  the  two  figures  must  be  the 
same.  Hence,  by  removing  the  equilibrium  curve  from  the 
centre  of  the  joint  to  the  bottom  of  the  middle  third,  we 
double  the  pressure  on  the  lower  end  of  the  joint  and  reduce  it 
to  zero  on  the  upper  end.  Suppose  you  drop  the  curve  still 
farther  to  JP,  you  produce  a  diagram  of  this  kind :  if,  JV,  0,  P, 
Q.  You  have  a  pair  of  triangles  now,  with  their  common  vertex  at 
P,  and  the  pressure  on  the  joint  at  M  is  now  changed  to  tension, 
a  stress  wholly  unsuited  to  masonry.  Hence  the  limit  below 
which  the  equilibrium  curve  ought  not  to  fall  is  where  the  press- 
ure changes  to  tension.  It  is  quite  safe  to  say  that  the  arch 
does  not  fall  at  that  point,  but  the  critical  point  is  this,  that  the 
position  of  the  equilibrium  curve  not  only  ought  not  to  be  per- 
mitted to  reach  the  point  at  which  the  arch  will  fall,  but  should 
not  pass  the  point  at  which  the  pressure  on  either  end  of  any 
joint  becomes  a  tension.  And  the  same  thipg  will  similarly  fol- 
low if  the  equilibrium  curve  is  raised  to  the  upper  end  of  the 
middle  third  at  V.  It  will  then  produce  a  stress  triangle,  B  S 
Ty  showing  double  the  uniform  pressure  at  the  upper  end  of  the 
joint  R  and  zero  pressure  at  the  lower  end  T,  Tou  have  a  lane  or 
a  "  kernel,"  as  the  Germans  call  it,  within  which  the  curve  must 
be  maintained  in  order  to  have  no  tension  at  any  part  of  the 
joint.     So  that  the  value  of  one-third  is  a  definite  fraction. 

Prof.  Webb. — I  understand  Prof.  Landreth  to  say  that  the  arch 
would  not  fall  until  the  line  passed  outside  of  the  lower  limit  of 
the  arch. 

Prof.  Landreth, — ^I  was  assuming  that  the  material  was  suf- 
ficiently strong  to  withstand  crushing  up  to  the  point  of  over- 
turning. 

Prof.  Webb. — Is  it  true  that  any  material  could  be  sufficiently 
strong  for  that? 

Prof.  Landreth. — ^No ;  but  I  made  that  assumption  since  I  was 
discussing  stability  against  rotation  and  tension,  and  not  stability 
against  crushing. 

Prof.  Webb. — But  for  any  real  material,  woidd  it  really  fall  as 
soon  as  it  got  out  of  the  middle  third  ? 

Prof.  Landreth. — ^No ;  it  would  not,  unless  the  material  had  a 
very  low  crushing  strength. 

Prof.  Webb. — ^If  it  would  not  fall  why  should  the  crack  open  at 
the  top  ? 
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Prof.  Zandreth. — ^Beeaase,  on  account  of  the  compressibility 
of  the  material^  the  voussoirs  would  be  compressed  in  direct 
proportion  to  the  pressure  sustained  at  differ- 
ent points  of  the  joint,  and  as  this  compres- 
sion is  zero  at  the  point  P,  the  two  voussoirs 
while  being  compressed  undergo  a  slight  angu-  "^^^^%  226L 
lar  rotation  about  the  point  P,  which  opens 
the  joint  at  the  top  (see  Fig.  226).  An  open  joint  does  not 
necessarily  indicate  instabiU^,  but  it  indicates  a  bad  distribu- 
tion of  stresses  over  the  joint  surface,  and,  moreover,  offers  an 
opportunity  for  the  admission  of  moisture. 

Mr.  Suplee's  models  *  exhibited  at  the  Cincinnati  meeting  pre- 
sent a  striking  ocular  proof  of  the  superior  stability  of  arches  built 
on  equilibrium  curves  over  circular  arches — a  fact  admitted  by 
all  engineers.  The  opening  portions  of  his  paper  woidd  give  one 
the  impression  that  the  chief  reason  why  arches  are  not  more 
generally  built  on  equilibrium  curves  lies  in  the  difficulty  in  de- 
termining the  form  of  the  theoretical  equilibrium  curve.  Were 
this  impression  correct,  it  would  indicate  a  low  degree  of  the- 
oretical ability  throughout  the  profession,  a  conclusion  few  will 
admii 

It  is  true  there  are  many  causes  incident  to  construction  which 
operate  to  make  it  difficult  to  cause  the  actual  line  of  resistance 
to  occupy  the  position  intended  for  it,  or  even  to  determine  the 
actual  position  of  the  line  after  construction;  e.^.,  voussoir 
joints  of  unequal  thickness,  mortar  of  unequal  consistency,  peb- 
bles in  the  mortar  of  a  voussoir  joint,  or  unequal  or  lateral  set- 
tling of  either  abutment,  all  render  it  impossible  to  locate  a 
given  line  of  resistance  tvith  precision,  but  with  ordinary  care 
these  deviations  are  usually  unimportant,  and  are  neither  less 
nor  greater  in  equilibrium  arches  than  in  circidar  arches. 

There  are,  however,  two  or  three  reasons,  independent  of  the 
above,  why  circular  arches  are  preferred  to  arches  built  on 
strictly  equilibrium  lines.  These  are :  Isi  Economy  and  con- 
venience in  construction  of  both  the  centring  and  the  masonry 
arch  ring  make  it  desirable  that  all  points  of  the  arch,  or  of  a 
considerable  portion  of  it,  shall  have  the  same  curvature  in 
order  to  permit  interchangeability  of  parts.  It  is  on  this  account 
that  circular  oval  arches  of  three  or  five  centres  are  preferred  to 
elliptic  arches.  2d.  The  aesthetic  requirements  of  grace  and 
*  Added  after  adjoumraent. 
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beauty  are  more  fully  realized  in  arches  of  constant  curvature, 
or  in  arches  whose  curvature  grows  flatter  toward  the  crown 
than  in  the  equilibrium  arch  whose  curvature  grows  sharper 
toward  the  crown.  3d  In  arches  built  to  support  any  material 
like  earth,  gravel,  or  sand,  which  has  the  property  of  exerting 
some  horizontal  pressure,  the  horizontal  components  of  the  load 
acting  on  the  haunches  of  the  arch  make  the  equilibrium  curve 
but  slightty  different  from  a  circle,  and  hence  the  adoption  of  a 
circle  in  conformity  with  the  two  first  reasons  above  causes  a 
lesser  departure  from  the  equilibrium  curve  than  in  Mr.  8a- 
plee's  models,  which  were  designed  to  sustain  and  sustained  only 
loads  which  were  strictly  vertical.  In  this  connection  it  is  proper 
to  say  that  the  method  proposed  gives  equilibrium  curves  for 
vertical  pressure  owZy,  and  neglects  the  horizontal  components  of 
the  pressure  of  the  load,  an  assumed  condition  which  is  very 
rarely  if  ever  realized  in  sewers,  tunnels,  cidverts,  or  ordinary 
arch  bridges,  in  nearly  all  of  which  material  is  to  be  supported 
whose  horizontal  thrust  amounts  to  from  one-fourth  to  three- 
fourths  of  its  vertical  pressure. 

Mr,  Suplee, — ^I  woidd  like  the  indulgence  of  the  floor  for  just  a 
few  moments  to  correct  a  misapprehension  and  also  to  correct 
my  own  previous  statement  Eeferring  to  Professor  Landreth's 
statement  that  I  claimed  that  the  error  due  to  the  segmental 
areas  was  entirely  eliminated,  I  think  he  will  notice  in  the  paper 
that  I  said  it  is  approximate  only. 

Beferring  to  a  question  asked  as  to  the  use  of  this  uniformly 
loaded  curve,  it  does  possess  a  practical  use  in  determining  the 
curve  for  a  braced  arch.  Of  course  you  have  to  take  iato 
account  the  wind  stress  which  would  have  to  be  assumed,  which 
would  make  an  unequal  loading.  For  an  arch  such  as  that  of 
the  roof  of  the  Paris  Exposition  Machinery  Hall,  with  a  joint  at 
the  crown  and  a  joint  at  the  spring,  it  was  noticed  there  that 
where  there  was  a  sudden  curve  on  the  roof  they  were  obliged 
to  rivet  on  many  plates.  But  if  that  roof  had  been  constructed 
on  an  equilibrium  curve  the  thickness  of  the  rib  would  have 
been  governed  solely  by  the  necessity  of  resisting  the  thrusts  and 
also  such  lateral  wind  pressures  as  they  may  have  assumed. 

I  really  do  not  at  all  differ  with  Professor  Landreth  in  regard 
to  the  variation  of  the  position  of  the  curve  in  the  moving  load, 
and  state  here  that  the  theory  of  the  middle  third  does  not 
apply  under  the  above  conditions,  namely,  those  of  a  standing 
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vertical  load.  That  refers,  of  course,  to  arches  in  buildings.  I 
am  quite  willing  to  concede  that  he  is  right  about  the  model. 
The  semicircular  arch  is  not  an  equilibrium  curve.  If,  however, 
the  equilibrium  curve  is  first  drawn  and  the  semicircle  is  made 
within  and  without,  and  the  joints  made  normal  to  the  equilib- 
rium curve,  the  stability  will  be  greatly  increased,  and  it  will 
require  much  greater  distortion  before  the  pressure  becomes 
disproportionate  at  any  one  point  in  the  voussoir. 

I  should  like  also  to  speak  of  some  photographs  which  I  have 
which  show  the  fact  that  a  pendant  load  does  draw  a  chain  into 
the  same  curve  as  the  formula  gives  for  the  arch,  and  that  the 
load  measured  to  the  diagonal  lines,  as  shown  in  the  paper, 
practically  gives  the  same  curve. 

The  arch  shown  in  the  photograph  is  made  of  dry  brick,  five 
feet  span,  without  any  cementing  material,  and  is  standing  per- 
fectly solid. 
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COMPARA TIVE  TEST  OF  A  HOT-  WA TER  AND  A  STEAM- 
HE  ATI  NO  PLANT 

BT  B.  O.  CABPXNTBB,  LAMBING,  MICH. 

(Member  of  the  Society.) 

The  test  which  is  described  in  the  present  article  was  conducted 
by  L.  R.  Taft,  Horticulturist  of  the  Michigan  Experiment  Station 
and  Professor  of  Horticulture  at  the  State  Agricultural  College. 
The  test  was  undertaken  to  decide  whether  the  better  method  ot 


Fig.  165. 

heating  green-houses  was  with  low-pressure  steam  or  with  hot 
water.  The  experiment,  although  undertaken  with  this  especial 
object,  was  so  well  considered  and  so  carefully  carried  out  as  to  have 
an  important  bearing  on  the  general  merits  of  these  two  methods  of 
heating.  At  my  request  Professor  Taft  consented  to  allow  the 
presentation  of  the  results  to  the  American  Society  of  Mechanical 
Engineers,  and  has  afforded  valuable  assistance  in  the  preparation 
of  the  paper.     The  writer  of  the  article  acted  as  consulting  engi- 
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Deer,  as  regards  the  construction  of  the  apparatus  and  the  methods 
of  testing. 


Fig.  166. 


The  requirements,  to  make  a  fair  trial  of  these  two  methods  of 
heating,  must  evidently  be,  first,  two  buildings  exactly  alike ;  second, 
two  heaters,  having  the  same  amount  of  heating  surface  and  grate 


Fig.  167. 


surface,  arranged  as  nearly  as  practicable  in  the  same  way ;  third,  a 
well-arranged  system  of  piping,  having  the  proper  surface  for  the 
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system  under  consideration  ;  fourth,  every  essential  feature  of  a 
perfect  pystem  of  heating  of  each  class. 
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GROUND  PLAN 


Fig.  168. 


The  buildings  (Fig.  165)  were  erected  for  this  especial  test,  each 
green-house  being  50  by  19J^  feet,  placed  side  by  side,  extending 
north  and  south.  The  hot-water  plant  was  used  to  heat  the  most 
westerly  house,  which  in  our  locality  is  the  nnost  exposed  to  cold 


Fig.  169. 


winds,  and  consequently,  under  ordinary  circumstances,  the  most 
difficult  to  heat.     The  past  winter,  however,  there  has  been  little 
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difference  in  tliis  respect.  Each  honse  contains  eleven  hundred 
square  feet  of  glass ;  the  side  walls  were  built  of  concrete  from  the 
foundation  to  the  level  of  the  ground  outside ;  above  this  wooden 
walls  of  double  thickness,  with  air  space,  extend  two  feet  high, 
making  the  total  height  of  the  side  walls  on  the  inside  of  the  build- 
ing four  feet.     The  rafters  consist  of  permanent  sash  bars,  2 J  inches 


Fig.  170. 

deep,  and  one  foot  apart,  bearing  on  their  upper  surface  double 
strength  glass.  They  are  supported  in  place  by  a  truss  built  of  one- 
inch  gas-piping,  which  shows  clearly  in  the  views  presented,  Fig- 
ures 166  and  167.  Botli  buildings  are  ventilated  by  windows  in 
the  roof,  hinged  to  the  ridge,  and  are  raised  by  elbow-joint  fixtures 
made  for  this  especial  purpose. 
To  the  north  of  the  houses  above  described  is  a  two-story  addi- 
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tion,  25  by  20  feet,  with  a  cellar.  The  heaters  for  the  work  were 
located  in  this  cellar,  as  shown  in  the  accompanying  plan  (Fig. 
168),  and  were  connected  to  a  chimney  containing  two  fines,  each 
8  by  12  inches — each  heater  was  connected  to  a  separate  fine  by  an 
8-inch  circular  pipe  of  sheet  iron. 

The  heaters  adopted  for  this  work  were  each  of  the  Furman 
No.  2  type,  made  by  the  same  manufacturer,  Herendeen  Manu- 
facturing Ca,  and  are  nearly  identical,  each  having  the  same 
amount  of  heating  surface,  grates  exactly  the  same  size,  and 
external  dimensions  the  same. 

The  heaters  are  shown  by  Fig.  169,  as  they  were  fitted  for  the 
test.  The  cut,  Fig.  170,  shows  the  internal  construction  of  the 
steam  heater.  The  hot-water  heater  is  the  same,  except  for  a  par- 
tition in  the  water  chamber  directly  over  the  centre  of  the  tube  jB*, 
so  that  the  return  water  must  pass  downward  and  upward  in  these 
tubes  before  it  can  possibly  enter  the  circulating  pipes.  It  is  to  be 
noticed  that  nearly  the  entire  amount  of  heating  surface  is  derived 
from  drop  tubes,  connected  with  the  water-chamber  only  in  the 
upper  part  of  the  boiler.  An  inside  tube  or  a  partition  provides  for 
a  continuous  circulation.     (Fig.  172.) 

The  heating  surface  in  the  heater  in  question  was  as  follows : 

«q.  ft 

13  drop  tabes,  each  26  inches  long,  1  foot  in  circumference 28.17 

1  drop  tabe,  13  inches  long,  1  foot  in  circomference 1.08 

8  drop  tubes,  each  2  feet  long,  2  feet  in  circumference 12 

Top  of  heater,  2  feet  in  diameter  effective 8.14 

Surface  of  magazine  exposed  to  flames 1.57 

Total 46.96 

Deduct  area  magazine  reckoned  effective 78 

4118 

The  area  of  grate  surface  is  1.89  square  feet,  or  in  the  proportion  of  1  square 
foot  of  grate  surface  to  23.8  square  feet  of  heating  surface. 

The  System  of  Piping. — This  is  shown  in  the  accompanying 
sketch  (Fig.  171),  and  is  arranged  as  follows : 

Ist.  For  the  steam-house.  Two  main  pipes,  IJ  inch  diameter, 
rise  to  the  height  of  two  feet  below  the  ridge,  extend  with  slight 
fall  to  the  south  end  of  the  green-house,  each  pipe  then  supplies 
three  return  pipes  1^^  inch  diameter,  laid  with  a  fall  toward  the 
heater.    Two  of  these  return  pipes  are  supported  by  the  legs  of  a 
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Side  bench  next  the  walk,  the  third  by  a  leg  of  a  centre  bench ;  see 
Fig.  171.  These  pipes  are  supplied  with  automatic  air-valves,  of 
the  Jenkings  type.  The  radiating  surface  of  the  steam  pipes 
is  almost  exactly  200  square  feet,  the  cubic  contents  of  the  build- 
ing is  6,174  cubic  feet,  giving  the  ratio  of  1  foot  of  radiating 
surface  to  &0i  cubic  feet  of  space,  or  1  to  5^  square  feet  of  glass 
surface. 

2d.  For  the  house  heated  by  hot  water.  In  this  case,  there  are 
four  main  supply  or  flow  pipes,  two  of  them  are  1^  inch  diameter, 
and  two  are  2  inches  in  diameter.     The  smaller  flow  pipes  are 


SECTION 

Fio.  171. 

arranged  exactly  like  the  main  pipes  in  the  steam-house,  but  each 
supplies  a  return  pipe  of  the  same  size,  carried  on  the  legs  of  the 
middle  bench.  The  2-inch  flow  pipes  rise  a  few  feet  above  the 
heater,  and  then  extend  to  the  further  end  of  the  house,  being  sup- 
]>orted  by  the  legs  of  the  side  benches ;  each  of  these  supplies  two 
Ij-inch  return  pipes,  placed  underneath  the  flow  pipes.  In  all 
cases  the  flow  pipes  rise  to  full  height  directly  on  leaving  the  boiler, 
and  then  descend  uniformly  throughout  the  remaining  distance. 
The  radiating  surface  of  the  pipes  in  the  hot-water  house  is  275 
square  feet,  giving  the  ratio  of  1  foot  of  radiating  surface  to  25.4 
cubic  feet  of  space,  or  1  to  4  square  feet  of  glass  surface. 

The  pressure  on  the  hot-water  system   is  maintained  uniform 
by  an  open  expansion  tank,  12  inches  diameter  by  18  inches  high 
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located  in  the  second  storj  of  the  addition,  18  feet  above  the  water 
in  the  lowest  returns. 

The  steam  8ystcn\  is  supplied  with  pressure  gauge  safety-valve, 

and  a  diaphragm  check  draught 
and  damper  regulator.  The  hot- 
water  system  is  supplied  with  an 
automatic  damper  regulator,  de- 
signed by  the  writer  of  this  paper. 
The  apparatus  in  all  cases  worked 
satisfactorily. 

The  steam  system  was  put  in 
operation  about  November  15, 
1889,  and  used  steadily  since  that 
time.  This  system  was  considered 
very  perfect  and  economical  by 
the  attendant,  Mr.  Miller,  an  expe- 
rienced green-lionse  man  having  it 
in  char::c. 

The  hot-water  system  was  put 
in  operation  about  December  10th, 
and  lias  been  in  use  steadily  since. 
The  test  of  the  two  heaters  was 
started  December  21st  and  con- 
tinued to  March  Ist.  The  method 
of  testing  was  as  follows:  the 
heaters  were  tired  regularly  at  6 
A.M.,  at  4  P.M.,  and  at  9  p.m.,  the 
coal  being  added  in  lots  of  25 
pounds.  As  both  heaters  were 
Pjq  j,^2  furnished    with     magazines,    this 

method  was  in  every  instance  prac- 
ticable. It  does  not,  however,  make  it  possible  to  compare  the 
exact  consumption  of  coal  day  by  day  in  the  different  heaters,  as 
the  amount  remaining  in  the  magazine  at  any  one  time  was  not 
measured.  When  the  time,  however,  becomes  considerable,  this 
error  becomes  exceedingly  small,  and  soon  practically  disappears. 
The  test  shows  the  amount  added  day  by  day  to  each  heater — which 
is  very  nearly  the  daily  consumption,  as  the  magazine  capacity  was 
only  about  100  pounds  each. 

Temperature  observations  were  taken  in  each  house  and  outside, 
at  6  A.M.  and  9  p.m.     Maximum  and  minimum  readings  for  the  day 
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were  also  observed.  The  thermometers  used  for  this  purpose 
were  carefully  standardized  before  commencing  the  test,  and  in 
each  case  were  suspended  in  the  air,  so  as  not  to  be  influenced  by 
surrounding  objects. 

Those  in  the  green-houses  were  suspended  in  the  same  relative 
position  in  each  house,  on  one  side,  about  one  and  a  half  feet  from 
the  roof,  and  separated  from  any  heating  pipes  by  a  bed  of  growing 
plants.  The  results  show  the  decided  economy  of  the  hot-water 
heater,  as  compared  with  the  steam  heater.  A  surprising  result,  to 
the  writer  at  least,  was  that  this  difference  (not  the  per  cent.) 
increased  rather  than  diminished  with  extreme  cold  weather. 

The  variation  or  extreme  range  between  maximum  and  minimum 
seems  to  have  been  about  the  same  with  either  heater,  although 
the  opinion  of  the  florist  was  decided  that  the  interval  between 
fires  could  be  much  longer  with  the  hot-water  heater  tlian  with 
the  steam  heater.  Before  commencing  the  test,  the  florist  in 
charge  considered  steam  heat  more  economical  and  better  adapted 
for  green-houses  than  hot-water  plants.  The  following  table  gives 
the  temperature  observations,  and  the  chart  following  shows  the 
outside  temperature,  temperature  in  each  house,  and  coal  consump- 
tion for  each  day.  The  temperature  maintained  was  all  that  was 
required  by  the  vegetation  growing  in  the  respective  houses. 


TEMPERATURE  OBSERVATIONS  AND  COAL  CONSUMPTION,  DECEMBER,  1889. 
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During  the  eleven  days  of  testing  in  December,  the  hot-water 

heater  consumed,  on  the  average,  75  pounds  of  coal  per  day,  the 
50 
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steam  heater,  93.2  pounds,  or  24.3^  more  coal.  It  is  also  noticed 
tliat  the  temperature  was  maintained  higher  in  the  hot-water  house. 
Both  heaters  were  used  as  surface-burners.  No  draught  regulator 
attached  to  hot- water  heater. 

TEMPERATURE  OBSERVATIONS  AND  COAL  CONSUMED,  JANUARY,  1890. 
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The  heaters  were  used  as  surface  burners  principally  until  Jan- 
uary 17th.  Beginning  with  that  date  the  magazines  were  kept 
nearly  full.  The  draught  regulator  on  the  hot-water  heater  was 
first  put  in  operation  at  this  time.  The  range  or  variation  in  tem- 
perature after  that  date,  was,  for  the  hot-water  heater,  4  degrees  F., 
and  for  the  steam  heater,  4.4  degrees. 

The  average  coal  consumption  for  the  month  was  90.3  pounds 
per  day  for  the  hot-water  heater,  and  112.1  pounds  per  day  for  the 
steam  heater,  the  steam  heater  using  for  the  month  24.003  ^  more 
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coal.    It  is  also  to  be  noticed,  that  the  temperature  of  the  hot-water 
house  is  maintained  somewhat  higher. 
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Per  cent,  of  coal  aeed  by  steam  heater  oyer  that  by  hot  water,  88.5. 

The  weather  during  February  was  quite  mild,  not  falling  at  any 
time  below  8  degrees.  The  relative  consumption  of  coal  remained 
much  the  same  as  in  the  previous  months,  the  hot-water  heater 
using  on  the  average  99.1  pounds  of  coal  per  day,  the  steam  heater 
using  121.4  pounds  per  day. 

So  little  extreme  cold  weather  has  been  experienced  during  this 
test,  that  the  question  is  still  open  as  to  the  relative  economy  of  the 
different  methods  of  heating  under  such  circumstances.  So  far  as 
can  be  premised  from  the  observations  recorded,  the  per  cent,  of 
gain  of  hot  water  over  steam  would  be  somewhat  less  under  such 
circumstances. 

So  far  as  variation  or  range  of  temperature  is  concerned,  the  two 
heaters  were  practically  the  same.  This  is  perhaps  a  test  of  the  auto- 
matic damper  regulators  more  than  of  the  heaters,  but  in  no  case 
did  this  range  exceed  4  degrees,  in  either  heater,  when  the  fire 
was  carefully  attended  to.    A  greater  ];^nge  in  every  case  denoted 
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the  fact  that  the  coal  supplied  to  the  furnace  at  that  particular 
time  had  been  too  small. 


RECORD  OF  TEST  OF  HOUSES,  MARCH  Isr  to  SOtb,  1890. 
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Note.— The  low  temperature  of  the  houses  March  7th,  8th,  aud  9th,  was 
occasioned  by  neglect  of  fires  occasioned  through  sickness  of  the  regular  at- 
tendant. 

During  the  extreme  cold  weather  of  March  6th,  6th,  7th,  and  8th,  the  steam 
heater  consumed  168}  lbs.  of  coal  per  day,  the  hot-water  heater  137.5  lbs.  per 
day.  For  this  period  the  steam  heater  consomed  22.7^  more  coal  than  the  hot- 
water  heater,  but  for  the  whole  month  only  18.6^  more  coal. 


APPENDIX. 

During  the  month  of  April,  1890,  both  heaters  were  snpplied 
with  the  same  amount  of  coal  daily,  with  the  result  as  shown  in  the 
following  table,  from  which  it  is  seen  that,  with  the  same  con- 
sumption of  coal  in  each  heater,  the  temperature  of  the  hot-water 
house  was  8.5^  higher  than  that  of  the  steam  house,  as  shown  by 
averaging  the  maximum  and  minimum  temperature  for  obtaining 
the  mean  temperature  in  oach  case. 
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TEST  OF  HOT-WATER  HEATING  PLANT  AND  STEAM-HEATING  PLANT, 

APRIL,  1890. 
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DISCUSSION. 

Mr,  diaries  E,  Emery. — It  is  believed  that  hot  water  is  in  gen- 
eral much  better  adapted  for  heating  green-houses  than  steam, 
on  account  of  the  greater  specific  heat  of  water  and  the  greater 
weight  of  heated  fluid  in  circulation  which  tend  to  produce 
equality  of  temperature  under  average  conditions  of  manage- 
ment. It  must  not,  however,  be  assumed,  either  from  general 
principles,  or  the  results  of  experiments  like  those  recorded  in  the 
paper,  that  there  should  be  any  difference  in  the  economy  of  tlie 
two  systems.  The  difference  in  the  quantities  of  heat  leaving 
and  returning  to  the  boiler  in  order  to  maintain  like  green-houses 
at  the  same  temperature  under  the  same  conditions,  when  using 
two  different  fluids,  must  of  necessity  be  the  same,  and  such  a 
difference  as  is  shown  by  these  experiments  must  be  entirely  due 
to  the  difference  in  the  efficiency  of  the  heaters  themselves,  when 
used  under  different  conditions.  Tracing  out  in  detail  the  differ- 
ences in  condition,  we  find,  first,  that  the  amount  of  radiating  sur- 
face in  the  building  heated  with  steam  was  considerably  less 
than  in  that  heated  with  water.  This  made  no  difference  in  the 
number  of  thermal  units  utilized,  but  required  that  the  average 
temperature  of  the  steam  used  in  one  case  should  be  greater  than 
that  of  the  water  in  the  other.  Taking  it  for  granted  that  the 
two  heaters  were  exactly  alike  in  all  essential  particulars,  the 
water-heating  surface  of  the  one  used  for  steam  was  necessarily 
slightly  reduced  by  the  necessity  of  lowering  the  level  of  the 
water  to  provide  steam  space.  The  water  and  steam  were  also 
necessarily  at  a  somewhat  higher  temperature  in  the  steam 
beater  than  in  the  water  heater.  These  two  elements  would 
necessarily  increase  the  amount  of  coal  burned  in  any  steam 
heater  compared  with  that  in  any  water  heater  when  the  condi- 
tions varied  as  stated.  Moreover,  in  heaters  of  the  general  type 
illustrated  it  is  impracticable  to  control  the  draft  areas  so  as  to  * 
force  the  heated  products  of  combustion  over  the  entire  heating 
surface,  from  which  fact  it  frequently  occurs  that  a  very  slight 
increase  in  demand  from  such  a  boiler  causes  a  great  increase  in 
the  amount  of  heat  carried  away  to  the  chimney.  The  steam 
pressure  and  actual  temperature  of  the  hot  water  circidated  are 
not  given,  but  could  not  vary  the  conclusion  that  experiments  of 
this  kind  are  valuable  only  as  showing  the  relative  economy  of 
the  particular  heaters  employed,  operated  under  particular  con- 
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ditions,  and  that  from  such  results  conclusions  cannot  be  drawn 
as  to  the  performance  which  would  be  obtained  with  other 
apparatus  for  the  same  purpose. 

Mr,  Carleton  W.  Nason. — While  Mr.  Carpenter's  interesting 
paper  is  important  as  working  in  a  field  of  experiment  in  which 
there  has  been  but  little  comparative  research,  it  is  to  be 
regretted  that  he  has  omitted  in  his  data  several  figures  which 
would  have  largely  increased  the  value  of  the  record,  not  only  as 
guiding  us  to  conclusions  as  to  why  the  results  reached  were 
obtained,  but  as  showing,  under  the  conditions  named,  that  the 
economy  in  favor  of  the  hot-water  system  might  have  been 
predicated. 

The  most  important  omissions  are  as  follows  : 

1st  Average  temperature  of  the  water  in  circulation.- 

2d.  Average  pressure  of  steam  used. 
.   3d.  Temperature  of  gases   in   the    chimney-throat   of    both 
boilers. 

4th.  Average  temperature  of  the  gases  in  the  two  fire-boxes 
before  coming  in  contact  with  the  fire  surface  of  the 
boiler. 

Assuming,  however,  that  the  following  figures,  which  are  about 
what  are  in  practice  commonly  used,  the  cause  of  the  economy 
becomes  at  once  evident 

Temperature  of  the  water  surface,  160  degrees. 

Temperature  of  the  steam  surface,  216  degrees. 

What  the  temperature  of  the  fire-boxes  is  we  do  not  know  ; 
but  taking  the  largest  average  comsumption  of  coal  for  24  hours, 
which  is  given  for  the  steam-boiler  for  the  month  of  March,  1890, 
as  135.7  lbs.,  we  have  the  remarkably  low  consumption  of  6.07 
lbs.  per  hour,  or  1.89  square  feet — ^the  grate  area — into  this 
weight,  of  3.21  lbs.  per  square  foot  per  hour.  Now,  with  so  slow 
a  fire  I  think  I  am  not  much  out  of  the  way  in  assuming  that  the 
smoke  temperature  will  not  greatly  exceed  400°. 

Looked  at  from  one  standpoint,  the  fire  surface  of  a  boiler  may 
be  considered  as  a  sort  of  "  strainer  "  placed  there  for  the  pur- 
pose of  extracting  heat  from  the  gases  on  their  way  to  the  chim- 
ney, and  the  greater  the  difference  in  temperature  between  the 
gases  and  the  cooling  surface,  the  finer,  so  to  speaks  the  strainer 
becomes,  or,  in  other  words,  the  cooler  the  gases  are  in  entering 
the  chimney — leaving  more  heat  behind  them. 

In  this  instance,  assuming  that  the  figures  I  have  taken  are 
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approximately  correct,  we  would  have  gases  at  400°  coming  in 
contact  with  surface  at  216"^  in  the  steam-case,  and  in  that  of  the 
hot  water  at  160°,  or  a  difference  between  the  two  of  56° ;  and  as 
the  fire  surfaces  in  the  two  boilers  are  equal  in  area,  it  is,  there- 
fore, evident  that  in  the  chimney-throat  of  the  hot-water  boiler 
a  lower  temperature  of  about  56°  should  naturally  be  looked  for 
than  would  be  found  in  that  of  the  steam. 

Assuming  again  that  the  temperature  of  the  air  passing  under 
the  grate  bars  is  60°,  this  would  give  400°  ^  60°  =  340°,  as  the 
degrees  of  temperature  actually  raised  in  the  fire-box.  Now,  the 
56°  difference  in  temperature  between  the  steam  and  hot  water 
surface  is  16^^  of  this  amount  in  favor  of  the  hot  water,  or  very 
nearly  what  is  claimed  by  Mr.  Carpenter. 

That  this  line  of  reasoning  is  correct  is  proved  by  assuming 
that  the  rate  of  combustion  be  reduced  to  as  low  a  point  as  to 
develop  a  fire-box  temperature  of  not  more  than  210°  ;  then  the 
results  from  the  steam-boiler  would  be  nil,  while  the  hot- water 
boiler  would  still  be  to  a  certain  extent  effective,  delivering  its 
water  at  a  temperature  of  about  50°  lower,  or,  say,  at  110°. 

The  more  rapid  the  combustion  or  the  higher  the  gas  temper- 
ature, the  smaller  the  percentage  of  difference  between  the  tem- 
perature of  the  fire  surface  becomes  when  compared  with  it,  and 
the  less  difference  it  makes  whether  steam  or  hot  water  is  used. 

In  the  ca^e  cited,  both  boilers  are  abnormally  small  for  the 
work  to  be  performed,  and  consequently  the  discrepancy  between 
them  is  greater  than  would  be  commonly  looked  for. 

In  green-house  practice,  where  the  fire  is  carelessly  looked 
after,  or  the  external  temperature  fluctuates  rapidly,  there  are 
certain  advantages  obtained  by  the  use  of  steam,  from  the  way 
in  which  the  heating  surfaces  can  be  rapidly  heated  or  cooled — 
there  being  stored  in  the  apparatus  only  the  specific  heat  of  the 
iron  surfaces,  instead  of  those  of  a  large  body  of  hot  water  in 
circidation  in  addition,  in  which  case  green-house  temperatures 
must  be  partially  controlled  by  opening  ventilators,  and  heat 
from  hot  water  thus  lost  But  with  boilers  of  slow  combustion 
these  results  are  evidently  more  than  offset  by  the  low  tempera- 
ture of  fire  surfaces  in  hot-water  boilers. 

If  Mr.  Carpenter  has  the  figures  I  have  alluded  to  as  not  given 
it  would  be  interesting  at  a  future  meeting  to  have  them,  in  order 
to  learn  how  nearly  they  correspond  with  those  I  have  assumed 
and  to  have  their  results  substantiated. 
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Mr.  J.  L.  GobeiUe. — There  is  no  doubt  in  the  minds  of  all  who 
have  been  in  a  position  to  see  different  systems  of  heating  in 
practice  that  hot  water  is  far  more  efficient,  because  of  a  far 
more  equable  temperature,  and  is  more  economical  than  either 
steam  or  hot  air.  At  the  Nashville  meeting  you  may  remember 
that  this  subject  came  up  for  quite  a  good  deal  of  discussion. 
It  was  my  expression  then  that  in  a  very  few  years  we  would 
see,  especially  in  the  northern  parts  of  the  country,  a  decided 
change  in  regard  to  hot  water.  That  change  has  come  about  I 
will  venture  to  say  that  in  Canada  one-half  of  the  domestic 
heating  is  done  with  hot  water ;  and  I  will  venture  to  say  further 
that  in  Canada,  during  the  past  year,  there  have  been  taken  out 
more  steam  and  hot-air  systems  from  dwelling-houses,  and  water 
heating  substituted,  than  there  were  water-heating  plants  in 
operation  at  the  date  of  that  meeting.  I  believe  that  this  ex- 
periment of  Professor  Carpenter's  is  one  of  very  great  value; 
and  that  it  comes  about  as  near  being  correct  in  practice  as  any- 
thing which  is  done  in  that  way — notwithstanding  the  apology 
which  he  makes  in  the  beginning.  Almost  every  condition  has 
been  fulfilled  to  give  us  an  idea  of  the  practical  working  of  the 
two  systems  side  by  side  under  almost  the  same  conditions,  and 
I  doubt  whether  we  will  see  another  experiment  so  valuable  to 
persons  putting  in  heating  plants  as  this  one  is.  It  is  certainly 
something  of  great  value  to  the  society ;  and  I  wish  at  the  next 
meeting  Mr.  Carpenter  might  give  us  further  results,  just  as  he 
has  these,  so  that  we  might  study  them  and  compare  them  with 
our  own  practice. 

JUr.  D.  W,  Eobb. — As  a  native  of  Canada,  I  am  able  to  endorse 
what  has  been  said  by  the  last  speaker.  I  agree  in  the  main 
with  the  discussion  which  has  taken  place  on  this  paper — that, 
theoretically  considered,  steam  heating  should  give  as  economi- 
cal results  as  hot-water  beating,  but  in  practice  it  does  not 
hold  good.  In  Canada  I  have  had  something  to  do  with  both 
steam  and  hot-water  heating.  I  am  entirely  disinterested  and 
have  no  object  in  using  one  system  more  than  the  other,  and 
have  been  compelled  in  a  number  of  instances,  from  purely 
practical  considerations,  to  use  hot-water  heating. 

Mr.  Carpenter. — I  desire  just  to  say  one  or  two  things.  I  would 
say,  in  the  first  place,  that  I  have  very  recently  found  another 
report  of  a  similar  trial  made  by  the  Massachusetts  Experimen- 
tal Station  at  Amherst,  and  from  it  I  find  that  they  have  ob- 
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tained  eyen  a  greater  difference  than  I  have.  They  had  very 
different  boilers,  but  had  their  two  green-houses  arranged  some- 
what similar  to  ours.  I  am  not  certain  in  regard  to  the  details 
of  that  test.  We  took  observations  of  the  temperature  of  the 
escaping  gases,  but  did  not  take  them  regtdarly,  and  not  being 
fully  satisfied  with  the  results  of  those  observations,  did  not 
give  them.  The  greatest  temperature  shown  by  these  measure- 
ments of  the  escaping  gases  was,  from  the  steam  heater  about 
280°,  and  from  the  hot-water  heater  about  200° ;  the  greater  pro- 
portion of  these  measurements,  however,  indicated  an  average 
temperature  about  40°  less  than  the  results  given  above.  The 
temperature  of  the  out-flowing  water  was  taken  a  number  of 
times,  and  usually  did  not  exceed  160°,  although  in  one  instance 
we  found  it  as  high  as  190*^.  The  temperature  of  the  return 
water  was  from  15°  to  45°  below  that  of  the  out  going  water. 
These  observations  I  did  not  consider  very  valuable,  from  the 
fact  that  we  did  not  take  them  as  systematically  as  should  have 
been  done,  and  as  I  should  have  liked.  I  had  expected  to 
make  an  evaporative  test  of  the  steam-boiler,  but  could  not  find 
time.  The  system  of  hot-water  heating  of  green-houses  in  which 
4-inch  cast  iron  pipes  were  used  is  hardly  as  economical  as  steam 
heating.  We  have  a  green-house  which  has  been  heated  with 
hot  water  put  in  on  that  system  for  years.  I  may  say  that  that 
green-house,  where  the  pipes  are  4-inch  cast  iron,  took  more 
than  double  the  amount  of  fuel  this  last  winter  per  foot  of  area 
heated  than  this  green-house  put  upon  the  modem  system.  It 
is  my  experience  that  until  the  new  system  was  put  on  the 
market  the  green^house  men  were  throwing  out  the  old-fashioned 
way  of  heating  green-houses  by  hot  water,  and  were  putting  in 
steam.  Now  the  tide  has  set  the  other  way,  and  hot  water  is 
going  back  again. 

I^  desire  to  say  in  regard  to  the  questions  asked  by  Mr. 
Emery,  that  an  examination  of  the  structure  of  the  two  heaters 
will  show  that  there  is  no  sensible  difference  between  the  heat- 
ing surface  in  the  steam  heater  and  in  the  hot  water  heater. 
The  reason  for  this  statement  will  clearly  appear  on  examination 
of  the  drawings  submitted.  The  pressure  carried  on  the  steam 
heater  averaged  rather  less";  than  two  pounds  per  square  inch, 
the  safety-valve  being  set  to  blow  off  at  five  pounds.  The  only 
pressure  on  the  hot-water  system  was  that  due  to  the  position  of 
*Author*B  closore,  under  the  Rules. 
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the  expansion  tank,  as  explained  in  the  article.  It  might  have 
been,  for  the  main  ooils,  six  pounds  of  pressure.  The  tempera- 
ture of  the  hot  water  seldom  reached  160°,  and  so  far  as  our 
observations  could  tell,  never  equalled  190°.  I  fully  agree  with 
Mr.  Emery  as  to  the  reason  for  the  relative  economy  of  the  hot 
water  as  compared  with  steam,  and  I  think  that  this  difference 
will  generally  be  found  in  ordinary  systems  of  heating,  since 
the  hot  water  is  used  at  a  much  lower  temperature  than  the 
steam. 


Digitized  by 


Google 


NOTES  ON  EEBOSSNE  IN  STFAH-BOILEBS.  937 


CCCXCVI. 

NOTES  ON  KEROSENE  IN  STEAM-BOILERS. 

BT  B.  O.  OABPKNTSB,  LAKBINe,  MICH. 

(Member  of  the  Society.) 

The  paper  on  this  subject  by  L.  F.  Lyne,  published  in  Vol. 
IX.,  page  247,  induced  me  to  giye  the  oil  a  trial  in  the  boilers  of 
the  Steam  Heating  Plant  of  our  State  Agricultural  College  at 
Lansing,  Mich. 

The  boilers  experimented  on  are  of  the  ordinary  tubular  type, 
each  being  12  feet  in  height,  four  are  4  feet  in  diameter  each, 
and  the  remaining  two  each  5  feet  in  diameter. 

The  use  of  the  oil  was  commenced  in  April,  1889,  with  the 
boilers  very  badly  incrusted  with  a  hard  scale.  Previous  to  this 
time  the  only  method  used  to  remove  the  scale  had  been  by 
employing  a  workman  to  go  inside  the  boiler  and  knock  off  what 
could  be  reached  with  a  hammer  and  scaling  iron.  The  esti- 
mated cost  of  this  method  of  cleaning  was  $18  to  $25  per  annum 
for  each  boiler,  and  the  results  were  very  unsatisfactory,  as  more 
than  two-thirds  of  the  heating  surface  was  entirely  inaccessi- 
ble. The  scale  was  fully  three-eighths  of  an  inch  thick  in  many 
places. 

The  first  application  of  the  oil  was  made  while  the  boilers 
were  being  but  little  used,  in  the  warm  season,  by  inserting  a 
gallon  of  oil,  filling  with  water,  heating  to  the  boiling  point  and 
allowing  the  water  to  stand  in  the  boiler  two  or  three  weeks 
before  removal  By  this  method  fully  one-half  the  scale  was 
removed  during  the  warm  season  and  before  the  boilers  were 
needed  for  heavy  firing.  We  found,  however,  that  a  more  effect- 
ual way  was  to  apply  the  oil  in  small  quantities  when  the  boiler 
was  in  actual  use.  There  is  no  question  regarding  the  action  of 
kerosene  oil  in  softening  the  particular  scale  deposited  from  the 
water  which  we  use  (an  analysis  of  that  water  is  appended),  and 
it  also  seems  to  work  in  between  the  scale  and  the  boiler  plate 
in  such  a  manner  as  to  loosen  large  flakes  of  the  scale,  some- 
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times  fully  a  foot  in  length.  On  opening  the  boiler  they  are 
found  deposited  on  the  bottom,  and  readily  removed  by  rakes; 
the  great  mass  of  the  scale,  however,  is  removed  as  a  fine  mud, 
through  the  blow-off  pipe. 

In  regard  to  the  quantity  to  be  used,  we  found  that  beyond  a 
certain  amount  no  benefit  seemed  to  result ;  for  boilers  4  feet  in 
diameter  and  12  feet  long  we  obtained  the  best  results  by  the 
use  of  2  quarts,  or  one-half  gallon,  for  each  boiler  per  week, 
and  for  each  boiler  5  feet  in  diameter  3  quarts  per  week. 

The  oil  was  readily  fed  by  adding  a  one-fourth  inch  branch  to 
the  suction  pipe  of  the  feed-pump,  and  leading  it  to  a  vessel  con- 
taining kerosene  oil.  By  this  methed  a  quantity  as  large  or 
small  as  desired  could  be  introduced  into  the  boiler  at  the  same 
time  with  the  usual  feed,  and  in  the  form  of  an  emulsion  of 
water  and  oil. 

At  the  present  writing  our  boilers  have  less  scale  in  them  than 
at  any  previous  time  during  the  past  four  years,  and  the  small 
amount  running  in  them  seems  to  be  soft  and  gradually  disap- 
pearing. A  large  portion  of  each  boiler  shows  the  clean  black 
steel,  apparently  in  as  good  condition  as  when  new. 

I  do  not  believe  that  the  oil  will  produce  any  injurious  effect 
on  the  iron — in  fact,  I  cannot  see  why  it  is  not  the  best  possible 
preservative  for  it 

Our  boilers  are  at  some  distance  from  the  various  buildings 
heated,  and  steam  is  transported  through  underground  pi{>es ; 
the  extreme  distance  being  about  800  feet  in  opposite  directions. 
Despite  the  small  quantity  of  kerosene  used  in  the  boilers,  the 
odor  was  perceptible  by  opening  an  air  valve  to  any  steam  radia- 
tor in  any  of  the  buildings. 

When  as  much  as  a  gallon  per  week  per  boiler  was  used,  the 
odor  was  very  strong,  but  with  one-half  that  amount  it  was 
hardly  perceptible,  and  only  to  be  noticed  when  an  air  valve 
had  been  open  a  long  time. 

Since  commencing  to  use  the  oil,  a  much  greater  deposit  of 
rust  scales  than  usual  has  been  found  in  the  various  steam-traps 
in  the  buildings,  indicating,  in  my  opinion,  that  the  oil  is  also 
exerting  a  cleansing  influence  on  the  pipes  of  our  whole  system. 

The  expense  of  this  oil  is  very  light,  as  compared  with  any 
other  preparation  for  cleansing  boilers  known  to  the  writer.  The 
expense  to  the  college  per  boiler  has  not  exceeded  $2  per  an- 
num for  the  kerosene  used. 
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The  water  used  in  our  boilers  is  obtained  from  a  flowing  well 
haying  a  depth  of  260  feet  The  following  analysis,  by  Dr.  B.  C. 
Kedzic,  shows  its  composition : 

Ca  COt,  (CarboDate  Calcium) 206  parts  io  1,000.000. 

M^  CX)t.  (Carbonate  Magnesium) 78    **      ** 

F,    CO,  (Carbonate  Iron) 22     "      " 

Traces  of  sulphates  and  chlorides  of  potash  aod  soda. 
Total  solid  parts,  8*26  to  1.000,000. 

Note. — The  oil  used  was  refined  kerosene  and  not  crude  petroleum. 

DISCUSSION. 

3tr.  Henry  A.  Porterfield. — It  may  be  of  interest  to  some  who 
have  been  troubled  with  scaling  boilers  to  state  that  some  of 
the  purges  which  are  used  and  sold  under  the  name  of  resolvents 
and  all  sorts  of  names  are  crude  petroleum,  practically,  at  a  very 
advanced  price.  I  have  no  doubt  that  many  of  you  who  have 
used  them  know  that  I  would  like  to  state  that  at  the  next 
meeting  I  hope  to  be  able  to  make  a  report  on  the  use  of  a 
mechanical  boiler  cleaner.  This  boiler  cleaner  is  to  be  put  on 
a  brand  new  boiler  in  a  place  where  the  scale  is  very  difficult  to 
keep  down.  Kerosene  and  petroleum  and  all  sorts  of  things 
have  been  tried,  and  nothing  has  proved  perfectly  successful.' 
The  use  of  one  grade  of  petroleum  seems  to  do  very  well,  but  it 
does  not  do  away  with  the  difficulty  entirely.  Kerosene  does 
not  alona  The  appliance  I  refer  to  is  called  the  Homish 
mechanical  boiler  cleaner.  If  any  gentlemen  present  have  any 
experience  with  it  or  any  other  mechanical  appliance,  I  should 
be  very  glad  to  hear  from  them. 

Mr.  Carldon  IK.  Nason. — I  had  a  personal  experience  very 
similar  to  that  spoken  of  by  Mr.  Carpenter.  Some  two  or  three 
years  ago  I  bought  a  boiler,  5  feet  by  16  feet,  horizontal  tubular, 
second  hand.  It  had  been  used,  I  think,  for  about  a  year  in 
Brooklyn  at  a  brewery.  The  boiler  was  in  perfectly  good  condi- 
tion, except  that  it  was  scaled  on  the  inside  to  a  thickness  from 
one-half  to  three-quarters  of  an  inch.  I  put  in  crude  petroleum 
for  about  a  month,  using  about  one-half  the  quantity  which  Mr. 
Carpenter  says  was  used  in  the  boiler  with  which  he  is  familiar. 
The  result  was  entirely  satisfactory.  The  boiler  was  cleaned  in 
from  four  to  six  weeks,  and  the  scale,  instead  of  coming  off  in 
small  fragments,  came  off  in  large  flakes.     The  boiler  is  now 
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as  good  as  new.  The  oil  used  was  such  crude  petroleum  as 
is  sold  by  Charles  Pratt  &  Co.  I  do  not  know  what  grade  it 
was,  or  where  it  came  from.     The  result  was  quite  satisfactory. 

Mr,  A.  F,  Nagle, — Why  did  Mr.  Nason  use  the  crude  petro- 
leum instead  of  the  kerosene,  as  recommended  by  Mr.  Lyne  as 
being  the  better  in  his  experience  ? 

Mr.  Nason. — It  was  convenient  to  take  the  advice  of  the  fore- 
man of  the  shop,  who  said  that  some  one  had  told  him  it  was  a 
good  thing  to  use. 
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CCCXCVIL 

LENGTH  OF  AN  INDICATOR  CARD. 

BT  J.  BURKITT  WXBB,  HOBOKKH,  N.  J. 

(Member  of  the  Society.) 

In  a  paper  *  at  the  last  meeting  I  called  attention  to  the  fact 
that  the  motion  of  an  indicator  drum  is  governed  by  the  same 
law  which  controls  the  motion  of  a  simple  mass  attached  to  a 
spiral  spring.  It  was  also  shown  that  the  drum  and  drum-spring 
have  their  natural  time  of  vibration,  which  could,  if  desirable,  be 
made  variable  at  will,  either  by  altering  the  length  of  the  spring 
or  using  interchangeable  springs  of  different  strengths,  or  by 
varying  the  moment  of  inertia  of  the  drum  by  attaching  other 
masses  to  it,  or  otherwisct 

The  amplitude  of  the  drum  motion  was  also  touched  upon 
and  it  was  shown  by  a  simple  arithmetical  argument  that  if  the 
engine  forces  the  drum  to  oscillate  in  less  than  its  natural  time, 
the  amplitude  of  its  oscillation  will  be  increased  by  an  amount 
dependent  on  the  elasticity  of  the  cord  or  other  connection ;  and, 
in  the  same  way,  if  the  time  be  made  greater  the  amplitude  will 
be  decreased. 

This  paper  supposes  the  previous  paper  to  have  been  ready  and  con- 
tinues the  subject  by  taking  up  more  at  length  the  question  of  the 
change  of  amplitude. 

To  make  the  treatment  of  the  problem  more  general,  the  sup- 
position that  the  spring  6  is  a  very  stiff  spring  will  be  aban- 
doned (see  Fig.  174,  which  is  the  same  as  Fig.  47  of  Paper 
COOLXXm.)  and,  to  indicate  that  no  such  distinction  is 
made  between  them,  the  springs  will  hereafter  be  called  ^S^i 
and  S^^ 

Neglecting  the  masses  of  ^S^i  and  S^,  and  also  the  slight  bend- 
I ■ ^^— ^__^_— — __^.^__— _^__^__ 

*  Paper  No.  CCCLXXIII. 

f  Some  indicators  are  so  constructed  that  the  dnim-spriDg  may  be  tightened  a 
will ;  this  has,  however,  no  effect  upon  the  time  of  vibration. 
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ing  ^  of  the  wire,  two  spiral  springs  can  differ  in  their  mechanical 
action  only  by  exerting  different  forces  for  the  same  amount  of 
extension. 


\^a~Ua^ 


Fig.  174. 


OSCILLATION  BY  A  SINGLE  SPRING. 


Before  discussing  the  oscillation  of  a  mass  by  two  springs  the 
action  of  a  single  spring  should  be  had  clearly  in  mind.  This  is 
explained  in  works  upon  mechanics  with  more  or  less  care  and 
is  treated  in  Kankine's  Applied  MechanicSy  p.  494,  under  the 
head  "  542.     Straight  Oscillation." 

Let  0  (Fig.  175)  represent  the  face-plate  of  a  lathe  upon  which 
a  mass  m  is  guided  to  slide  in  a  radial  direction  without  friction. 
Let  the  spring  ^i  be  attached  to  the  face-plate  at  D  so  that  its 
natural  length  brings  the  centre  of  the  mass  to  the  centre,  0,  of 
the  face-plate,  as  shown  dotted. 

When  the  lathe  is  not  running  m  will  remain  at  rest  at  0  and 
to  maintain  it  in  any  other  position  Ay  a  distant  from  0,  the 
lathe  must  be  run  at  such  a  speed  as  will  produce  an  exact  bal- 
ance between  the  centrifugal  force,  F\  of  m  and  the  tension,  Ty 
of  S,. 

If  a?  is  the  angular  velocity  t  of  the  face-plate  the  centrifugal 
force  of  the  mass  is 

F'  =  maoo' (1) 

and,  if /t  is  the  number  of  pounds  required  to  stretch  the  spring 
one  foot  (or  ten  times  that  required  to  stretch  it  one- tenth  of  a 
foot),  the  tension  for  the  distance  a  is 

T,  =  aA (2) 

*  In  a  spiral  spring  snbjected  to  tension  or  comprefcsinn.altboagK  the  main  ten- 
dency is  to  twist  the  wire  itself,  there  is  a  slisrlit  tendeocy  to  bend  it,  which 
in'-reaiies  with  the  pitch  and  is  nothing  for  zero  pitch. 

f  The  augular  velocity  is  the  linear  velocity  of  a  point  at  one  foot  from  the 
centre. 
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Equating  these  tbree  results  for  equilibrium,  when  the  cen- 
trifugal force  due  to  the  mass  of  the  spring  is  neglected, 


F'  =  Ti  =  maoo*  =  a/i    . 


or 


G)*  = 


^/l 


m 


(4) 


As  r,  is  proportional  to  a,  it  may  be  represented  by  the  arrow 
marked  7\. 

From  the  fact  that  a  cancels  out  of  the  equation  it  is  clear 
that,  if  the  angular  velocity  of  the  face-plate  be  made  equal  to 


i\\\\\\\\\\\Mtei\\\\m\§>t  _  .. , 


FiQ.  176. 


V/i  "^  V^>  ^^^  mass  will  remain  balanced  at  any  distance  from 
the  centre,  a,  at  which  it  may  be  placed.  For  the  time  of  one 
revolution,  under  these  circumstances,  there  results  from  the 
definition  of  angular  velocity : 


(5) 


When  a  mass  is  oscillated  in  a  right  line  by  a  spring,  neglect- 
ing the  mass  of  the  latter  and  other  disturbances,  the  result  is  a 
simple  harmonic  osciRcUion,  which  is  neither  more  nor  less  than 
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the  horizontal  projection  of  the  motion  of  the  reyolving  mass, 
and  this  projection  furnishes  all  the  facts  of  the  oscillation. 

The  following  are  the  correspondences  in  detail : 

The  semi^tmplitvdey  a,  of  the  oscillation  equals  the  radius  a. 

The  time  of  a  complete  oscillation  is  ^  the  time  of  a  reyola- 
tion,  and  is  the  same  for  any  amplitude. 

The  motion  of  the  oscillating  mass  is  such  that  it  is  always 
directly  beneath  the  revolving  one. 

The  extreme  tension  (or  compression)  of  the  oscillating  spring 
equals  T^,  and  the  tension  at  any  time  is  T^  the  corresponding 
horizontal  projection  of  Ti,  and  this  is,  therefore,  the  accelerat- 
ing force  which  controls  the  motion  of  the  mass.  It  is  easily 
seen  from  this  that  this  force  is,  as  it  should  be,  proportional 
to  the  distance  of  the  oscillating  mass  from  its  mean  position,  or, 
what  is  the  same  thing,  to  the  elongation  of  the  spring. 

The  velocity  V  at  any  time  is  the  horizontal  projection  of  the 
velocity  Vq  of  the  revolving  mass,  therefore, 

The  greatest  and  least  velocities  are  Vq  and  0. 

OSCILLATION  BY  TWO  SPRINGS. 

Suppose  that  a  second  spring,  S^,  be  added,  as  shown  in  Fig. 
176.  Let  it  be  of  such  a  length  that  the  mass,  when  attached  to 
Si  only,  will  have  its  centre  at  jS,  distant  b  from  0,  as  shown  by 
the  dotted  circle.  Suppose  also,  as  before,  that  when  m  is  at- 
tached to  Si  only  its  centre  will  be  at  0.  When  both  springs 
are  attached  the  mass  will  occupy  an  intermediate  position,  (7, 
distant  c  from  0,  the  value  of  c  depending  upon  the  strengths  of 
the  springs.  This  position  must  be  that  in  which  the  two  springs 
pull  with  equal  force,  and,  the  elongations  of  Si  and  8^  being 
respectively  00  ^  c  and  BC  =  b  —  c,  this  leads  to  the  equation 

Force  =  c/i  =  (6  -  c)/,      ....    (6) 
which  reduces  to 


A 


A+A 


(7) 


The  position  G  is,  therefore,  that  in  which  the  mass  will  be 
at  rest  when  the  lathe  is  not  running.  If  now  the  lathe  be  put 
in  motion  centrifugal  force  will  drive  the  mass  further  from  O, 


Digitized  by 


Google 


LENGTH  OF  AN  INDIOATOB  CABD.  945 

and  if  the  angular  Telocity  be  made  equal  to  the  value  previously 
found  for  it,  viz.,  y/fx  -f-  y'm,  the  mass  will  evidently  take  the 
position  By  at  which  the  tension  of  8%  is  zero.  For  greater  ve- 
locities the  mass  will  be  beyond  B  and  for  less  it  will  be  between 
(7  and  A 

Let  a  be  the  distance  of  the  mass  from  the  centre  for  any 
angular  velocity  a?,  then  the  equilibrium  between  the  tensions 
and  the  centrifugal  force  is  expressed  by  the  equation 

o/,  =  (6  -  a) /a  4-  mac»« (8) 

which  reduces  to 

ll h (9) 


ft^fx-ra^^ 


This  equation  shows  what  has  been  stated  already,  that  when 
ma?  =/i,  that  is,  when  the  centrifugal  force  is  balanced  by  8i 
alone,  a  =  6,  while  for  less  and  greater  values  of  a?  a  will  be  re- 
spectively less  and  greater  than  6.  For a>b  S^  will  be  com- 
pressed while  for  a  <  6  it  will  be  stretched. 

The  mass  is  represented  at  the  same  distance  from  the  center 
as  in  the  preceding  figure,  but  that  it  may  be  in  equilibrium  at 
this  point  the  velocity  must  be  enough  less  (as  indicated  by 
the  shorter  arrow)  to  allow  for  the  pull  exerted  by  ^82 . 

To  understand  the  motion  of  the  mass  in  Fig.  174  it  suffices  to 
consider  the  horizontal  projection  of  the  arrangement  just  de- 
scribed, as  was  done  in  the  previous  case. 

In  the  horizontal  projections.  Fig.  176,  a  harmonic  oscillation 
is  supposed  to  be  given  to  the  piece  B'  so  that  its  end  B^  oscil- 
lates with  an  amplitude  26  about  the  central  position.  This 
piece  takes  the  place  of  c?,  Fig.  174,  its  amplitude  being  called  26 
in  place  of  2a.  The  first  and  last  horizontal  projections  show 
the  extreme  positions,  while  the  third  shows  the  middle  position, 
where  the  springs  have  their  natural  lengths ;  the  second  pro- 
jection shows  an  intermediate  position.  The  velocity  and  accel- 
erating force  at  any  point  can  be  found  as  before  by  horizon- 
tally projecting  the  force  and  velocity  of  the  revolving  mass. 
The  arrow  representing  the  force  can  still  be  drawn  from  A  to  0 
by  using  a  different  scale  to  that  previously  employed,  and  it 
will  represent  the  difference,  T",  of  the  tensions  of  the  springs, 
while  the  varying  length  of  its  projection  will  represent  the 
changing  difference  of  tensions  for  the  harmonic  oscillation. 
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pa\y^\\uuvu^Uv 


;  I  |-^ — ^1     I   I 

„  Si  U    '  JV  S»  „ 


si  '         s 

Fig.  176. 
THE  LENGTH  OF  THE  CABD. 

The  length  of  an  indicator  card  is,  therefore,  given  by  the 
yalne  of  a  in  the  last  equation,  where  b  will  be  the  reduced 
length  of  the  engine  stroke,  /i  and  f^  respectively  the  number  of 
pounds  required  to  unwind  a  foot  of  cord  from  the  drum  and 
to  stretch  the  cord  connection  a  foot  (or  ten  times  the  force  re- 
quired for  a  tenth  of  a  foot),  os  the  angular  velocity  of  the  en- 
gine, equal  to  2  tt  ^  time  of  one  revolution,  and  m  the  moment 
of  inertia  of  the  indicator  drum  divided  by  the  square  of  the 
radius  of  the  drum  pulley  expressed  in  feet  and  measured  to  the 
centre  of  the  cord. 

The  only  feature  yet  unexplained  in  Fig.  174  is  that  the 
springs  therein  are  supposed  to  sustain  an  extra  tension  of  thir- 
ty-two pounds,  while  in  the  horizontal  projections  of  Fig.  176, 
the  springs  are  compressed  when  ?n  is  to  the  left  of  the  centre. 
To  put  such  a  tension  in  the  device.  Fig.  176,  nothing  more  is 
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necessary  than  to  suppose  tbe  supports  D  and  ^  to  be  extended, 
as  indicated  in  dotted  lines,  by  amounts  inversely  proportional  to 
the  strengths  of  the  springs.  Thus,  let  the  left-hand  end  of  Sx 
be  so  extended  a  distance  f^  and  the  right-hand  end  of  8%  a  dis- 
tance /i,  then  the  tension  in  each  spring  will  be  increased  by 
the  amount  fxf^  and,  no  matter  where  the  horizontally  oscil- 
lating mass  may  be,  it  will  not  feel  the  change,  because  the  dif- 
ference of  the  tensions  will  remain  unchanged. 

By  thus  stretching  the  springs  at  their  ends  not  attached  to 
the  mass,  and  by  amounts  proportional,  instead  of  equal,  \ofi 
and/29  any  desired  constant  tension  may  be  added  to  the  yarying 
tension  and  compression,  so  that  the  springs  may  be  kept  in 
tension  throughout  the  whole  oscillation,  as  is  supposed  to  be 
the  case  in  Fig.  174. 

VALUES  USED  IN  THE  FIGUBES. 

In  constructing  Figs.  175  and  176  the  following  are  the  values 
assumed : 

/i  =  l;  /^  =  2; 

c.-=f;a  =  .8;6  =  l; 
T|  =  .8;  r'  =  .4; 

Fo  =  1.6^2;   F"  =  1.6; 
ci>  =  2  y^  and  2  ; 
t  =  7t^^  and  n. 
In  Fig.  176  the  dotted  extension  of  S^  is  made  twice  that  of 
S2 ;  there  was,  however,  not  enough  room  to  indicate  sufficiently 
great  extensions  to  prevent  some  compression  toward  the  left- 
hand  end  of  the  oscillation. 

SECOND  METHOD. 

Another  way  of  treating  the  problem,  which  leads  to  the  same 
result,  will  now  be  explained. 

Suppose  that  the  engine  revolves  in  a  longer  time  than  the 
natural  time  of  drum  oscillation,  so  that  a  is  less  than  b. 

Let  the  spring  Si  be  supposed  to  be  divided  lengthwise  into 
two  springs,  S^  and  Sx'.  Were  Sx  a  flat  band  of  rubber  a  longi- 
tudinal cut  would  so  divide  it,  but  for  the  spiral  spring  two 
others  of  the  same  length  must  be  substituted.  Let  their  com- 
bined strength  be  the  same  as  that  of  the  original  spring,  that  is, 
let 

//+/r=/i (10) 
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and  let  Si  be  made  of  snch  strengtb,  /t',  that  it  alone  will  cause' 
the  mass  to  oscillate  in  the  same  time  as  the  cross-head.  Now, 
suppose  S-i  and  Bi"  to  be  disconnected  from  the  mass  and 
attached  to  each  other  by  a.  link  occupying  the  same  length  as 
the  mass,  thus  leaving  m  entirely  under  the  control  of  Si  ;  if 
now  the  amplitude  of  the  mass  be  made  such  that  the  mass  and 
link  remain  together — ue.y  oscillate  with  the  same  amplitude — 
the  problem  is  solved. 

Thus,  according  to  the  numerical  values  already  given  for  Fig. 
176,  Si  and  Si"  will  be  equal  springs  of  half  the  strength  of  Si, 
for  equation  (6)  becomes 


<b  =  2;r|/^  =  2;r|/gL=^, 


or 

/. -2 

which, 

sabstitated  in 

(10), 

gives 

1. 

or 

/«    "2 

(11) 


(12) 


Now,  when  Si  and  Si"  are  linked  together  and  the  other  end  of 
the  former  oscillates  with  the  semi-amplitude  6,  the  link  will 
oscillate  with  an  amplitude  dependent  on  the  relative  strengths 
//'  and  fi.  In  fact,  if  /  is  the  number  of  pounds  to  stretch  a 
spring  one  foot,  one  pound  will  stretch  it  a  distance  expressed 
by  1  ^/,  so  that,  for  each  pound  tension  applied  at  B,  tiie  sum 
of  the  elongations  of  the  two  springs  is 

Elongation  per  pound  =  2^,+-^  •    •     •      (^^) 

/i      /a 

But  the  total  elongation  for  the  two  linked  springs  equals  the 
semi-amplitude  6,  and  the  semi-amplitude  a  is  the  elongation  of 
Si',  which  gives  the  proportion 

a.b  -/,"-yv,-^y- 
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but 

/i"  -  ^/i; 

therefore, 

a  :  6  =  4  :  5, 

or 

a  =  .86  =  .a 

(U) 

When  the  mass  has  this  semi  amplitude  a,  Si'  and  8i'  will 
always  remain  equal  in  length,  so  that  it  is  manifestly  a  matter 
of  indifference  whether  they  be  regarded  as  two  separate  springs 
or  as  united  into  one. 

Where  a  is  greater  than  b  a  different  supposition  is  to  be 
made. 

Suppose  then  that  S^  be  temporarily  remoyed  and  another 
spring  Si,  differing  from  S^  only  in  being  longer,  be  attached  to 
the  mass  and  to  a  fixed  point  to  the  right  of  the  sliding  piece 
B\  Let  the  length  of  ^2'  be  such  that  the  combined  strength  of 
Si  and  S2  will  be  sufficient  to  oscillate  the  mass  in  the  same  time 
with  the  cross-head,  t.e,,  give/2'  ^vtch  a  value  as  to  satisfy  equa- 
tion (5),  thus : 

t.  =  2ni/-^^, (15) 


=  ^"\/jTA- 


where  to  is  the  time  of  revolution  of  the  engine  and,  therefore, 
of  the  oscillation  of  B'. 

For  a  spring  infinitely  long  f^  would  be  zero  and  it  can  be  in- 
creased to  any  amount  by  shortening  the  spring,  therefore  (15) 
can  always  be  satisfied. 

Now  let  the  fixed  point  be  so  chosen  that,  were  the  mass  con- 
nected with  Si  only,  it  would  stand  in  its  central  position,  just 
as  it  would  if  connected  with  Si  only. 

Under  these  circumstances  the  mass  will  oscillate  in  the  time 
desired  and,  if  the  proper  amplitude  a  be  given  to  it,  the  left- 
hand  portion  of  S^^  between  the  mass  and  that  point  whose 
semi-amplitude  is  6,  will  be  identical  with  aSj,  and  will  be  equally 
compressed.  It  must  be  equally  compressed  because  Si  exerts 
the  same  force  on  the  mass  as  S^,  otherwise  the  time  would  not 
be  the  same,  and  some  point  must  have  the  amplitude  6,  because 
b  <a  and  all  points  of  a  spring  oscillate  with  amplitudes  pro- 
portional to  their  distances  from  the  fixed  end. 
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It  is  therefore  a  matter  of  indifference  whether  the  connec- 
tion with  B '  be  regarded  as  made  or  not,  inasmuch  as  B '  and  the 
point  on  the  spring,  having  the  same  semi-amplitude'  6,  must 
remain  together  anyhow. 

To  make  this  supposition  correspond  as  nearly  as  possible 
with  that  made  for  a  less  than  6,  the  spring  S^  may  be  regarded 
as  the  difference  of  two  springs  6V  and  aS^",  the  latter  being  th^t 
part  of  8^  which  reaches  from  the  fixed  point  to  the  point 
whose  semi-amplitude  is  b ;  i.e.,  S^  may  be  regarded  as  the  sum 
of  S{  and  S^. 

DISCUSSION. 

Mr.  Chas.  W.  Barr.aby. — I  have  been  considerably  interested 
in  this  paper.  From  1883  to  1886  I  gave  this  indicator-dram 
matter  some  attention,  and  in  a  paper  *  which  I  presented  at  the 
Chicago  meeting  in  the  latter  year,  under  the  title  of  "  Another 
New  Steam-engine  Indicator,"  I  went  over  the  ground  pretty 
thoroughly,  showing  how  the  paper  carrier  might  be  placed  be- 
tween two  sets  of  springs,  in  the  way  of  which  the  author  speaks, 
and  reciprocated  at  a  high  speed,  when  there  was  necessarily  con- 
siderable force  to  overcome,  by  a  cord  under  very  light  tension. 
I  will  not  undertake  to  go  into  details  at  the  present  time,  but 
will  merely  refer  those  interested  in  the  subject  to  that  paper. 

Mr,  H.  H.  Suplee. — In  regard  to  the  alteratipn  of  the  length  of 
indicator  cards  by  various  disturbing  forces,  I  had  an  experience 
in  the  case  of  a  tandem  Corliss  engine,  where  the  distance  from  the 
reducing  motion  to  the  drum  of  the  instrument  was  quite  long 
— at  least  10  feet — and  I  got  such  very  irregular  results,  owing 
to  the  stretch  of  the  string,  that  instead  of  endeavoring  to  cor- 
rect for  it,  I  did  my  best  to  eliminate  ii  I  succeeded  fairly 
well  by  running  a  thin,  flexible"^ wire  from  the  reducing  motion 
straight  back  past  the  cylinder,  and  attaching  it  to  a  stout 
spiral  spring,  thus  placing  the  greater  portion  of  this  long  con- 
nection in  the  shape  of  a  practically  inextensible  wire ;  then  I 
was  able  to  run  the  cord  from  the  indicator  down  to  an  arrange- 
ment making  quite  a  short  connection.  It  seems  to  me  that  in- 
stead of  trying  to  correct  these  errors,  we  should  try  to  elimi- 
nate them. 

Prof.   Webb. — The  paper  is  purely  a  discussion  of  what  the 

*  Transactions,  Vol.  VII.,  p.  489,  No.  COX. 
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effect  of  the  elasticity  of  the  string  is,  and  the  limits  which  I 
assigned  to  it  forbid  a  discussion  of  the  advisability  and  methods 
of  avoiding  that  stretcL  There  are  a  number  of  ways  in  which 
it  may  be  done,  and  in  the  paper  to  be  read  by  Professor 
Jacobus  one  is  described  which  was  tried  successfully  with  the 
Pawtucket  engine.  In  any  way  of  avoiding  the  stretching  of  the 
string,  care  must  be  taken  not  to  introduce  friction,  because  that 
produces  a  change  of  phase,  and  invalidates  the  card  to  a  cer- 
tain exteni  Alteration  in  length  is  not  a  disadvantage  if  uni- 
form, and  the  necessity  for  elimination  is  only  because  it  may 
sometimes  not  be  uniform  from  some  disturbing  cause. 
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CCCXCVIII. 

SOME  EXPERIENCES  WITH  CRANE  CHAINS, 

BY  O.    8BTMOUR    DUTTON,    TOUNGSTOWN,  OHIO. 

(Member  of  the  Society.) 

.  At  the  Washington  meeting  there  was  some  discussion  on  the 
subject  of  chains,  used  for  cranes,  in  which  the  opinion  was  ex- 
pressed by  the  writer  that  the  failure  of  such  chains  was  almost 
invariably  due  to  the  use  of  bad  material  in  the  construction  of 
the  chain,  and  not  to  any  mysterious  deterioration  of  the  iron 
from  use.  This,  of  course,  has  nothing  to  do  with  the  failure  of 
chains  manifestly  too  light  for  the  use.  This  opinion  was  based 
on  a  considerable  personal  experience  with  wrought  iron  in  con- 
struction, beginning  with  tests  of  material  for  the  St.  Louis 
Bridge. 

During  the  past  year  I  have  had  a  little  experience  bearing 
directly  on  this  subject.  We  have,  in  the  foundry  department 
of  William  Tod  &  Co.,  a  power  crane,  on  which  we  have  occa- 
sionally to  lift  twenty-five  tons.  The  crane  was  built  about 
fifteen  years  ago,  and  equipped  with  a  chain  made  of  l|-inch 
iron,  running  over  sheaves  sixteen  inches  diameter.  The  wind- 
ing drum  is  twenty  inches  diameter,  the  drum  and  sheaves  all 
being  grooved  deeply  enough  to  prevent  the  links  touching  the 
bottom  of  the  grooves.  The  chain  had  become  considerably 
worn  in  the  bends  of  the  links,  and  had  broken,  perhaps  twice, 
but  not  at  the  worn  places.  We  ordered  a  new  chain,  taking 
some  pains  to  try  to  find  reliable  chain-makers,  and  to  impress 
on  them  the  necessity  for  the  best  material  and  work.  Within 
two  weeks  after  putting  on  the  new  chain  it  broke  under  a  load 
not  exceeding  eighteen  tons  on  the  crane,  the  fracture  being 
short  at  near  the  middle  of  the  straight  sides  of  the  link.  The 
chain-manufacturers  then  made  another  one,  but  before  it 
arrived  the  chain  in  use  failed  again,  under  a  crane  load  of  not 
more  than  twelve  tons. 

The  link  first  broken  was  sent  away,  but  in  the  accompanying 
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illustration.  Fig.  180,  is  one-half  of  the  link  last  broken.  Fig.  181 
is  another  link  from  the  same  chain,  cut  out  and  broken  to  ex- 
amine the  quality  of  the  iron,  and  Fig.  182  is  a  link  from  the 
chain  last  made  and  now  in  use.  This  link  was  cut  open  hot  at 
one  end  to  remove  it  from  the  chain.  It  was  then  nicked  on  the 
inside  of  the  bend  at  the  other  end,  and  mashed  down  under  a 
hammer  to  its  present  shape,  The  link  first  broken  presented 
a  fracture  similar  in  appearance  to  that  of  Fig.  180. 

Now  here  was  a  chain  which  failed  twice  in  the  first  month  of 
its  use,  while  only  two,  or  possibly  three,  links  had  been  broken 
from  the  old  chain  in  fifteen  years'  continuous  use.  The  crys- 
tallization theory  will  hardly  account  for  this,  although  the 
fractures  of  the  broken  links  present  the  same  appearance,  and 
are  just  such  as  are  usually  attributed  to  that  popular  delu- 
sion. The  photograph  tells  the  whole  story.  The  iron  is  cold- 
short, and  totally  unfit  for  the  use. 

In  characterizing  the  crystallization  theory  as  a  delusion  I  am 
perfectly  aware  that  iron  is  often  subjected  to  such  severe  flex- 
ure or  vibration,  continuously,  as  to  destroy  its  cohesion  and 
render  it  weak  and  brittle ;  but  while  a  crane  chain  in  constant 
use  is  treated  rather  rudely,  it  does  not  receive  anything  like 
sufficient  punishment  to  produce  such  an  eflfeci  The  fracture , 
would  also  be  quite  different  in  appearance,  bright,  it  is  true, 
but  presenting  a  surface  of  rounded  granules,  rather  than  sharp 
crystals. 

This  condition  is  probably  caused  by  a  gradual  breaking  up 
of  the  fibres,  without  any  of  the  supposed  rearrangement  as  crys- 
tals, and  is  doubtless  very  weak  as  well  as  brittle  ;  while  cold, 
short  iron  is  usually  very  strong  against  a  direct  pull. 

A  phosphorus  determination  ft:om  borings  from  Fig.  180 
showed  .00125,  or,  as  it  is  usually  expressed,  .125  of  one  per 
c«nt.,  which  is  sufficient  to  account  for  the  character  of  the  iron. 

The  last  chain  in  the  present  case  has  not  failed  in  any  way 
up  to  the  present  time,  and  if  it  is  all  of  as  good  material  as  the 
link  mashed,  Fig.  182,  it  will  probably  only  give  out  when  worn 
to  an  insufficient  section  at  some  point. 

The  question  of  principal  interest  to  most  of  us  is,  how  to 
obtain  good  phains.  I  know  of  but  one  certain  way,  and  that 
involves  some  trouble  and  expense.  I  refer  to  the  inspection  of 
the  material  before  manufacture,  and  of  the  workmanship  after, 
by  a  competent  engineer. 
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Giving  a  piece  of  chain  a  mild  pull  in  a  testing  machine 
enables  the  manufacturer  to  certify  that  it  has  been  "  tested," 


S 
I 


I 


and  may  occasionally  open  a  particularly  bad  weld,  but  can  serve 
no  other  useful  purpose. 

The  ability  to  stand  bending  cold  is  the  most  important 
quality  of  chain  material,  because  that  is  the  principal,  if  not 
the  only,  cause  of  chain  failure.     In  fact,  for  this  purpose  the 
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cold  bend  test  will  usually  show  all  the  engineer  wants  to  know 
of  the  material. 

Perhaps,  as  the  millennium  approaches,  a  certificate  of  inspec- 
tion which  shall  mean  something  will  accompany  all  chains.  At 
present,  however,  we  shall  have  to  conduct  the  inspection  at  our 
own  expense,  or  take  what  we  can  get.  There  are,  undoubtedly, 
some  manufacturers  who  would  make  chain  to  suit  our  specifi- 
cations, if  not  hampered  in  price ;  and  there  may  be  some  who 
make  reliable  work  of  their  own  free  will ;  but  the  search  for 
them  is  not  certain  to  be  short  or  inexpensive.  Our  own  expe- 
rience in  this  direction  has  not  been  reassuring.  At  any  rate, 
we  are  not  likely  to  get  good  chain,  or  good  anything  else, 
unless  we  ask  for  it.  And  as  long  as  we  are  willing  to  believe 
that  a  brittle  link  was  made  so  by  some  mysterious  influence 
or  condition  of  its  use,  so  long  will  chains  be  made  of  cheap 
cold-short  iron. 

DISCUSSION. 

Mr.  Gm.  C.  Henning. — The  experience  given  in  the  paper  un- 
der consideration  is  unfortunately  one  of  too  common  experience, 
and  the  photographs  shown  and  explanations  given  leave  no 
doubt  that  the  fault  of  the  chain  was  solely  cold-shortness — high 
phosphorus.  This  percentage  of  phosphorus  is  a  very  common 
one  in  some  of  the  best  iron  made  in  Pittsburgh  and  elsewhere, 
giving  in  the  tension  test  as  much  as  from  51-56,000  lbs.  tenacity, 
25-30  per  cent,  elongation  in  8  inches,  and  from  35-60  per  cent, 
reduction,  accordingly  as  the  material  is  tested  in  bars  of  from  | 
inches  to  2%  inches  diameter,  all  these  factors  changing  in  propor- 
tion to  the  diameter,  or  work  done  during  rolling.  This  same  iron, 
however,  although  welding  admirably  when  using  a  bright  coke  or 
gas  fire,  will  give  considerable  trouble  with  coal  fire.  Further- 
more, although  this  material  when  it  comes  from  the  rolls  is 
thoroughly  fibrous,  and  shows  no  crystallization  whatever,  it  is 
precisely  of  that  quality  which,  when  subjected  to  heating  and 
hammering,  or  heating  and  quenching,  will  become  granular  or 
crystalline,  and  become  valueless,  especially  for  chains,  every  link 
of  which  is  heated,  re-heated,  welded,  and  hammered. 

I  wish  to  add  my  opinion  to  that  of  the  author,  that  there  is 
no  such  thing  as  gradual  crystallization  of  iron  when  properly 
used,  although  constantly  in  vibration.  The  iron  shown  and  de- 
scribed, however,  can  be  injured  by  shock,  or,  rather,  percussion, 
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and  this  can  occur  in  crane  chains,  which  are  generally  very 
roughly  handled.  They  often  stick  under  heavy  castings  or 
forgings,  and  then  a  sledge  is  used  to  loosen  them  ;  this  sledging 
can  in  such  iron  produce  granulation  and  ultimate  failure  of  the 
chains. 

Inasmuch  as  such  abuse  is  of  common  occurrence,  enough 
care  cannot  be  exercised  in  the  selection  of  a  low  phosphorus 
and  low  sulphur  iron,  nor  can  the  process  of  manufacture  of 
chains  be  too  carefully  watched  at  all  times. 

With  such  iron  the  workmanship  is  aU  important,  and  even 
with  the  greatest  care  many  defects  may  exist ;  and  inasmuch  as 
smiths  are  prone  to  cold-finishing,  to  use  water  on  hot  material, 
and  to  straighten  material  cold  by  sledging,  an  iron  should  be 
selected  which  cannot  be  injured  by  such  treatment  This  can 
be  readily  done  by  intelligent  inspection,  and  there  would 
be  no  difficulty  in  obtaining  a  material  which  will  give  entire 
satisfaction,  being  free  from  accidental  liability  to  injury  by 
any  rough  treating  short  of  cutting. 

Unfortunately,  the  makers  of  chains  do  not,  as  a  rule,  take 
the  proper  means  to  have  their  material  inspected,  and  generally 
depend  almost  entirely  upon  tension  tests  and  welding  tests,  and 
as  long  as  no  granulation  appears,  the  material  is  supposed  to 
be  satisfactoiy.  The  proper  manner  to  inspect  and  test  this  ma- 
terial is  to  subject  it  to  such  treatment  as  it  can  be  subjected  to 
by  rough  usage,  and  then  determine  whether  such  handling  will 
injure,  or  develop  dangerous  qualities,  or  injure  good  ones. 

With  our  present  knowledge  of  materials,  processes  of  manu- 
facture, and  accessibility  of  testing  apparatus,  there  is  no  excuse 
for  using  material  which  is  not  of  suitable  quality  for  chains,  or 
for  any  purpose  whatever. 

The  old  test  of  applying  a  proof-load  is  of  no  value  whatever, 
as  it  does  not  discover  defects  which  careful  inspection  could 
not  reveal.  Such  defects  which  would  be  developed  by  this  test 
only  exist  when  the  work  has  been  carelessly,  negligently,  or 
cheaply  made. 

The  fracture  shown  in  the  paper  is  distinctly  that  of  a 
material  unfit  for  chains,  although  of  very  excellent  qualities  for 
almost  any  purposes  except  where  welding  and  hammering 
becomes  necessary,  or  where  accidental  injury  by  percussion  is 
possible  or  liable  to  occur. 

This  material,  a  fracture  of  which  is  shown  in  Fig.  180,  would, 
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under  normal  conditions,  show  a  fracture  as  Fig.  182  when 
broken  as  described. 

The  main  trouble  in  obtaining  'the  proper  material  would  be 
the  price  that  is  asked  for  it,  but  as  the  cost  of  workmanship 
is  generally  greater  in  chains  than  that  of  the  material,  this 
should  not  be  of  primal  importance. 

Even  considerable  abrasion  of  running  chains  should  not  in* 
jure  the  material  sufficiently  to  make  it  inferior,  much  less  to 
cause  rupture.' 

Moreover,  as  electric  welding  is  at  the  present  day  a  complete 
success,  as  far  as  welding  of  similar  pieces  of  cylindrical  sec- 
tion is  concerned,  there  should  be  no  difficulty  in  obtaining  the 
most  perfect  chains.  Electric  welds  are  guaranteed  to  have, 
under  such  conditions,  fully  96^  of  the  original  bar  section. 
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CCXJXCIX. 
AN  AUTOMATIC  ABSORPTION  DYNAMOMETER. 

BT  eXORGE  I.  ALDBK,  WORCK8TXB,  MA8B. 

(Member  of  the  Society.) 

The  desirability  of  maintaining  a  nniform  load  npon  an  engine 
used  for  experiments  and  tests,  of  accurately  measuring  the  use- 
ful power  developed  by  the  engine,  and  of  automatically  regu- 
lating the  rate  at  which  energy  is  absorbed,  led  to  the  con- 
struction of  the  device  herein  described. 

This  dynamometer  is  essentially  a  friction  brake,  in  which 
the  pressure  causing  the  friction  is  distributed  over  a  compara- 
tively large  area,  thus  giving  a  low  intensity  of  pressure  between 
the  rubbing  surfaces.  The  pressure  is  produced  by  the  action 
of  water  from  the  city  pipes.  Enough  water  is  allowed  to  pass 
through  the  machine  to  carry  off  the  heat  due  to  the  energy 
absorbed.  The  rubbing  surfaces  are  finished  smooth  and  run  in 
a  bath  of  oil.  A  valve  operated  by  the  slight  angular  motion 
of  the  dynamometer  varies  the  supply  of  water,  and  conse- 
quently the  pressure  between  the  firictional  surfaces,  thus  secur- 
ing automatic  regulation. 

Referring  to  the  drawings,  A  (Fig.  185)  is  an  iron  disk  keyed 
to  the  crank  shaft  B.  The  sides  of  this  disk  are  finished  smooth, 
and  each  side  has  one  or  more  shallow  radial  grooves  as  shown 
at  X(Fig.  183).  The  outer  shell  consists  of  two  pieces  of  cast- 
iron,  (7(7,  bolted  together,  but  held  at  a  fixed  distance  apart  by 
the  iron  ring  D — whose  thickness  is  the  same  as  that  of  the  disk 
A — ^and  by  the  edges  of  the  copper  plates  EE.  Each  of  these 
plates  at  its  inner  edge  makes  with  the  cast-iron  shell  a  water- 
tight joint  by  being  "  spun  "  out  into  a  cavity  in  the  iron  and 
held  by  driven  rings  FF.  Thus  between  each  copper  plate  and 
its  cast-iron  shell  there  is  a  water-tight  compartment,  WW^  into 
which  water  from  the  city  pipes  is  admitted  at  (7,  and  passing 
to  the  opposite  compartment  through  passages,  as  shown  at  0, 
is  discharged  through  a  small  outlet  at  H. 
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The  chamber  3INN  is  filled  with  oil,  which  finds  its  way  from 
Nto  JT  along  the  grooves  in  the  disk  A. 

The  shaft  is  free  to  revolye  in  the  bearings  of  the  cast-iron 
shell  CG.  The  shell  has  an  arm  carrying  weights,  as  shown  in 
Fig.  (1).  The  arm  has  its  angular  motion  limited  by  stops  at 
Pand  Q. 

An  automatic  yalve  at  F  (Fig.  184),  and  shown  in  sections — 
Figs.  186  and  187 — regulates  the  supply  of  water  to  the  machine. 

The  valye  consists  of  two  brass  tubes  fitted  one  inside  the 
other,  but  free  to  revolve  relatively  to  one  another.  The  inside 
tube  has  one  end  closed.  Each  tube  has  slots  parallel,  or  nearly 
parallel,  to  its  axis.     One  tube  connects  with  the  supply  pipe  S^ 


the  other  tube  with  a  pipe  rigidly  fixed  to  the  brake  and  com- 
municating with  o^e  of  the  compartments  W.  A  flexible  tube,  B, 
encloses  the  whole.  The  valve  is  so  adjusted  that  a  slight  angu- 
lar motion  of  the  brake  varies  the  free  water  passage  through 
the  slots  (see  Fig.  187);  and  the  aperture  at  H,  through  which 
the  water  is  discharged,  being  small  and  constant,  the  pressure 
of  the  water  in  the  chambers  WW  is  thus  automatically  varied. 

The  dynamometer  is  operated  as  follows :  The  chamber  NNM 
being  filled  with  oil,  weights  are  suspended  from  the  arm  to 
give  the  desired  load.  The  engine  is  started,  and  when  up  to 
speed  a  valve  is  suitably  opened  in  the  water-pipe  leading  to 
the  automatic  valve  ( F),  which  latter  being  open,  allows  water 
to  pass  to  the  compartments  W  W.  The  pressure  of  this  water 
forces  the  copper  plates  against  the  sides  of  the  revolving  disk 
A — with  which  they  were  already  in  contact— causing  suflScient 
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friction  to  balance  the  weights  upon  the  arm,  which  then  rises. 
This  motion  operates  the  automatic  yalve,  checking  the  flow  of 
water  to  the  brake  and  regulating  the  moment  of  the  friction  on 
the  disk  to  the  moment  of  the  weights  applied  to  the  arm  of  the 
brake.  The  first  trial  of  the  machine  gave  remarkable  results, 
the  arm  standing  midway  between  the  stops,  with  only  a  slight 
and  slow  vibration,  and  this  without  the  use  of  a  dash-pot.    Th6 


water  seems  a  little  sluggish  in  its  action  in  response  to  the  mo- 
tion of  the  regulating  yalve,  so  that  there  is  no  sudden  vibration 
of  the  arm,  and  the  load  is  practically  constant 

The  low  intensity  of  pressure  at  the  firiction  surfaces,  their 
smooth  finish  and  perfect  lubrication,  a  constant  temperature 
maintained  by  a  uniform  flow  of  the  cooling  water,  and  the  slug- 
gish action  of  the  water  in  response  to  the  slight  motions  of  the 
regulating  valve,  are  all  favorable  to  the  unusual  steadiness  and 
complete  regulation  realized  in  the  actual  operation  of  the  brake. 
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THE  KINZUA    VIADUCT,  1882. 

BY  THOMAS  C.  OLARKB,  NBW  TOBK  CITT. 

(Member  of  the  Society.) 

It  has  been  said  that  more  engineering  skill  was  shown  in 
avoiding  the  use  of  large  bridges  and  viadacts  on  a  certain  line 
of  railroad,  than  could  possibly  have  been  shown  in  building 
them. 

Such  was  not  the  case  with  the  Elinzua  viaduct  A  short 
branch  line  of  the  Erie  Eailroad,  called  by  a  name  nearly  as  long 
as  itsel! — "The  New  York,  Lake  Erie  and  Western  Coal  and 
Railroad  Co."— runs  from  the  main  line  at  Bradford,  Pa.,  to  cer- 
tain coal  fields  in  McEean  Co.,  Pa.,  and  it  became  necessary  to 
cross  the  Einzua  creek,  which  flows  through  a  deep  valley  some 
300  feet  below  the  level  of  the  surrounding  country. 

An  attempt  was  made  to  cross  this  ravine  by  running  down, 
crossing  the  creek  at  a  low  level,  and  running  up  again  on  the 
other  side.  Even  with  two  per  cent,  grades  this  lengthened  the 
line  some  four  miles,  and  it  seemed  better  engineering  to  build 
a  high-level  viaduct  than  to  avoid  it 

An  application  was  made  by  the  late  Qen.  Thomas  L.  Kane, 
of  Pennsylvania,  president  of  the  branch  line,  to  the  engineering 
firm  of  Clarke,  Reeves  &  Co.,  of  Phoenixville,  Pa.,  to  ascertain  the 
cost  of  a  high-level  viaduct,  and  whether  it  would  be  possible 
to  get  this  viaduct  ready  for  use  in  due  season.  It  should  be 
remembered  that  at  that  time,  1882,  the  highest  viaduct  in  exist- 
ence, the  Verugas  viaduct  in  Peru,  was  252  feet  high,  and  this 
crossing  required  a  viaduct  of  over  300  feet  high. 

Mr.  Adolphus  Bonzano,  of  Clarke,  Reeves  &  Co.,  member  of 
the  American  Society  of  Civil  Engineers,  told  Qeneral  Eane  he 
could  build  him  a  viaduct  1,000  feet  high  if  he  would  furnish 
the  money,  and  then  made  a  preliminary  sketch,  embodying 
those  proportions  and  details  which  had  been  previously 
worked  out  on  smaller  structures. 
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Before  going  farther,  it  may  be  well  to  give  a  brief  sketch  of 
the  origin  of  American  railroad  viaducts.  Viaducts  of  no  great 
height  had  been  made  of  cast-iron  columns  both  in  the  United 
States  and  in  Europe,  when  a  new  departure  was  made  by  the 
late  C.  Shaler  Smith,  member  of  the  American  Society  of  Civil 
Engineers,  by  the  use  of  girders  of  wood  or  iron,  resting  on 
columns  of  rolled  iron  sections,  preferably  the  well  known  Phoe- 
nix column.  He  generally  placed  these  columns  thirty  feet 
apart  in  the  direction  of  the  line  of  railway,  and  gave  them  a 
very  considerable  batir,  not  less  than  two  inches  per  foot  cross- 
wise. 

They  were  braced  together  longitudinally  by  horizontal  struts 
of  wood,  in  order  to  avoid  the  difficulties  arising  from  the  expan- 
sion and  contraction  of  continuous  lines  of  iron  which  could 
have  no  sliding  motion. 

The  undersigned  designed  a  viaduct  approach  for  the  pro- 
posed bridge  across  Blackwell's  Island,  N.  T.,  in  1870,  for  the 
then  chief  engineer,  I.  D.  Coleman,  Mem.  Am.  Soc.  Civ.  Engs. 

Not  wishing  to  use  any  perishable  material  like  wood,  the 
undersigned  avoided  the  difficulties  arising  from  changes  of 
length  due  to  changes  of  temperature,  by  simply  leaving  out  the 
longitudinal  struts  and  bracing  of  each  alternate  bay.  This  gave 
a  series  of  braced  towers  thirty  feet  long,  connected  by  girders 
of  the  same  length  resting  on  their  tops,  and  having  a  sliding 
motion  at  one  end. 

Afterward  it  was  found  expedient  to  lengthen  these  interme- 
diate girder  spans  to  the  greatest  length  which  could  be  trans- 
ported whole  from  the  shops  to  the  site,  say  sixty  feet  (See 
drawing  No.  1.) 

This  is  believed  to  be  the  historical  origin  of  the  well-known 
American  railroad  viaduct 

English  engineers  have  paid  us  the  compliment  of  copying 
our  viaducts  in  a  late  work  on  the  Antifagasta  railway  in  Bolivia, 
South  America,  called  the  "  Loa  viaduct" 

The  section  of  the  columns  is  the  same,  and  the  dimensions 
are  very  closely  followed,  as  may  be  seen  from  the  following 
comparison : 

RinzQA.  Loa. 

Length 9,050  ft.  800  ft. 

Height 802  '^  336^  *' 

Width  of  towers 88^  "  82  ** 

Connecting  spans 61  *'  80  *• 
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Kinsna.  Loa. 

Depth  of  girdera 6ft.  8  ft. 

Width  of  platform 18  **  18  ** 

(Huge  of  railway 4'  8f'  2'  6" 

Inclination  of  pier  posts Iin6  lin6 

Wind  pressure  per  sq.  ft , 80  lbs.  80  lbs. 

Weight  of  iron 1,400  tons.  1,116  tons. 

Time  taken  to  erect 4  months.  8  montlis. 

A  photograpli  of  the  Loa  viaduct  might  easily  be  mistaken 
for  the  Kiszua. 

In  a  structure  of  the  height  of  the  Kinzua  viaduct,  the  ques- 
tion of  wind  pressure  is  a  very  serious  one.  American  engi- 
neers had  always  recognized  this  in  their  practice,  possibly  from 
living  in  a  country  where  cyclones  rage.  European  engineers 
had  not  paid  so  much  attention  to  this,  until  the  destruction  of 
the  Tay  bridge  in  Scotland  forced  it  upon  their  notice  very 
strongly. 

After  that  catastrophe,  the  British  Board  of  Trade  fixed  the 
amount  to  be  provided  for  at  56  lbs.  per  square  foot.  Corre- 
sponding French  practice  was  300  kilos,  per  centimetre  carre,  or 
52  lbs.  per  square  foot. 

The  then  chief  engineer  of  the  Erie  railway,  Mr.  O.  Chanute, 
member  Am.  Soc.  C.  E.,  considered  that  when  the  structure  was 
unloaded,  a  wind  pressure  of  50  lbs.  per  square  foot  should  be 
provided  for,  but  when  the  structure  was  loaded  from  end  to 
to  end  with  a  freight  train,  a  pressure  of  30  lbs.  per  square  foot, 
including  the  area  of  the  train,  would  be  enough,  as  this  would 
blow  the  train  off  the  bridge. 

When  loaded,  there  is  no  upward  pull  at  the  base  of  the 
columns.  When  unloaded,  there  is  an  upward  pull  of  six  tons 
per  column,  which  is  resisted  by  anchor  bolts,  built  into  the 
pier  masonry. 

The  live  load  provided  for  is  that  of  a  consolidation  engine, 
weighing  80  tons,  with  44  tons  on  its  drivers  in  a  space  of  14  feet 
9  inches,  and  followed  by  an  uniform  load  of  1^  tons  per  lineal 
foot. 

This  viaduct  was  designed  to  be  erected  without  scaffolding 
in  as  short  a  time  as  possible.  It  was  erected  in  4  months  by  a 
gang  of  about  40  men.  This  is  at  a  rate  of  500  feet  per  month, 
while  the  South  American  viaduct,  above  referred  to,  was  erected 
at  a  rate  of  but  100  feet  per  month.  The  iron  work  was  delivered 
at  one  end  only  of  the  ravine  and  slid  down  along  a  trough  of 
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timber  to  its  proper  pier,  then  raised  by  a  crane  standing  on  the 
end  of  the  last  completed  span.    (See  Fig.  198.) 

The  gilders  were  raised  complete  in  one  piece.     The  parts 
of  the   piers   were  raised  by  gin-poles  lashed  to  the  tops  of 
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the  columns,  and  raised  up  from  story  to  story  as  the  pier 
rose. 

There  was  used  about  3  miles  of  rope,  and  2  hoisting  engines 
built  by  Copeland  &  Bacon  of  New  York,  each  haying  4  spools 
that  could  be  run  separately. 

The  joints  of  the  columns  were  at  the  junction  of  struts.  A 
better  detail  would  have  been  to  have  placed  these  joints  a  foot 
above  the  junction  of  struts,  which  would  have  expedited  erec- 
tion. 

The  whole  erection  was  superintended  by  R.  A.  Simmons, 
superintendent  of  erection  for  Clarke,  Beeves  &  Co. 

The  cost  of  erection  did  not  exceed  $12  per  ton. 

The  following  list  of  drawings  accompany  this  paper : 

Fig.  188.   General  elevation. 

Fig.  189.  Details  of  connections. 

Fig.  190-195.  Details  of  connections. 

Fig.  196.    Girders. 

Fig.  197.   Strain-sheet. 

Fig.  198.   Travelling  crane  used  in  erection. 

Fig.  199.   Copy  of  photograph  showing  process  of  erection. 

Fig.  200.   Specimen  of  column  cut  out  in  1890,  after  8  years'  use. 

Note. — Ref erring  to  photo-Hthograpb  of  piece  cut  from  colamn  of  Eiozua 
Viaduct  after  eight  years'  service  : 

Copy. 

New  York,  Lake  Erie  k  Western  Railroad  Co., 

New  Yoek.  March  81,  1890. 
C.  W.  BUCCHCLZ,  Esq., 

Chief  Engineer, 

Dea/r  Sir :  In  accordance  with  your  instructions,  I  have  cut  from  a  column  of 
Kinzua  Viaduct  the  accompanying  disk  as  a  specimen,  showing  amount  of  cor* 
rosioQ  which  takes  place  on  the  inside  of  these  columns. 

In  order  that  the  specimen  might  show  the  worst  conditions  existing  in  the 
viaduct,  one  of  the  longest  columns  was  selected  and  the  disk  taken  from  the 
under  side.  Any  drip  wliich  might  occur  on  the  inside  of  the  column  would 
probably  affect  this  point. 

The  specimen  when  taken  from  the  column  was  entirely  free  from  corrosion 
or  any  other  sign  of  deterioration.  The  paint  was  in  as  good  condition  as  wh^n 
first  put  oo,  and  where  it  wrfs  chipped  off  at  the  edges  by  the  cutting  tool,  the 
iron  showed  a  perfectly  clean,  new  surface. 

The  specimen,  \\"  io  diameter  and  .980"  thick,  was  cut  from  the  inside  of  the 
southwest  rx)lumn  of  the  ninth  bent  from  the  east  end  of  the  viaduct,  at  a  point 
about  8  ft.  6"  above  the  base  of  pedestal  and  about  12"  above  the  horizontal  strut. 

The  date  of  cutting  was  March  29, 1890. 

Respectfully  yours. 

Hbkry  B.  Brakait. 
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The  explanation  of  this  is  that  the  iron  was  protected  hj  the  paint  from  the 
action  of  the  oxygen  of  the  air.  The  paint  itself  was  protected  from  the  action 
of  the  sun,  which  on  exterior  surfaces  first  dries  oat  the  oil,  and  then,  bj 
causing  a  different  rate  of  expansion  and  contraction  between  the  paint  and  the 
Iron,  loosens  the  paint  and  leaves  it  to  be  washed  off  by  rains. 

T.  C.  C. 


Fig.  189 
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DETAILS  OFTOWCR  CONNCCTIONS 
or  LOWER  STORIES  OF  KINZUA  VJADUCT 

Scale  }£  Inch -1  Ft. 


FlO.  190. 


OCTAILt  OP  TOWER  CONNCCTtONS 
or  UPPER  STORIES  Of  KINZUA  VIADUCT. 

Scale:  K  Inch -1ft. 
Thomas  C.  Ctarln  ami 

Ado/pliMB- Bontano,  EitgJm^n, 


FlO.  191. 
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D&TAIL  or  JOINT  O. 

Fig.  198.— Bee  Fig.  198. 
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DETAIL  OF  JOINT  ■. 

Fig.  194.— See  Fig.  198. 
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Fig.  200. 


OUTSIDE. 
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CCCCI. 

CHIMNEY  DRA  UGHT. 

BT  DB  TOLSOK  WOOD,  BOBOKBN,  M.  J. 

(Member  of  the  Society.) 

Some  years  since  an  author  wrote  :  "  It  is  pointed  out  by 
Peclet  that  the  maximum  draught  occurs  only  with  an  infinite 
degree  of  temperature  in  the  chimney,  but  that  a  temperature 
of  about  600"*  Fahr.  gives  yV  ^^  ^^  maximum. 

"  The  statement  in  Bankine  that  the  maximum  quantity  of  air 
drawn  in  occurs  for  a  temperature  of  the  heated  gases  of  about 
600*^  Fahr.  seems  to  be  an  error,  as  no  such  theoretical  maximum 
exists  in  the  formula  for  draught  that  has  been  given." 

This  quotation  is  given  as  a  type  of  a  class  of  criticisms  which 
appear  from  time  to  time.  It  is  occasionally  asserted  that  actual 
experiments  show  that  the  maximum  chimney  draught  does  not 
occur  at  600"*  Fahr.,  but  that  it  is  increased  considerably  by  a  con- 
siderable increase  of  temperature  about  this  temperature.  While 
it  is  not  advisable  to  give  much  notice  to  casual  observations  in 
which  measurements  are  not  made,  yet  where  a  criticism  is 
often  repeated,  apparently  involving  valid  reasoning,  as  in  this 
case,  it  is  advisable  to  re-examine  the  theory  to  see  if  it  admits 
of  exceptions  to  the  generally  accepted  results. 

If  the  hypotheses  of  Peclet  and  of  Bankine  be  admitted,  there 
is  no  escaping  the  logic  nor  the  conclusions  reached  by  the 
analysis.     Peclet's  hypotheses  are  : 

1.  A  certain  amount  of  air  must  pass  through  the  grate  and 
the  body  of  the  coal  on  the  grate  to  secure  combustion. 

2.  Since  the  openings  for  the  admission  of  air  are  fixed  me- 
chanically, the  requisite  amount  of  air  must  be  supplied  at  a 
definite  velocity. 

3.  That  the  required  velocity  may  be  produced  by  the  press- 
ure of  a  column  of  atmospheric  air,  which  pressure  will  be  the 
difference  of  the  pressure  of  the  external  air  and  that  within  the 
furnace.     The  height  of  such  a  column  is  called  a  ''  head." 
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4  That,  to  the  head  described  in  the  preceding  condition,  a 
head  must  be  added  sufficient  to  overcome  the  resistance  offered 
by  the  coal  to  the  passage  of  the  air  through  it ;  and  another 
head  for  the  resistance  offered  by  the  flues  and  chimney  to  the 
passage  of  the  gases  produced  by  combustion. 

It  is  certain  that  no  serious  objection  can  be  raised  against 
these  hypotheses,  the  questions  being  in  regard  to  the  ?at^  which 
shall  represent  these  conditions.  Peclet  represented  it  by  the 
equation : 


*=%{'*''*£) w 


in  which 

u  is  the  required  velocity  of  gases  in  the  chimney, 

G,  a  constant  to  represent  the  resistance  to  the  passage  of 

air  through  the  coal, 
2,  the  length  of  the  flues  and  chimney, 
m,  the  mean  hydraulic  depth,  or  the  area  of  a  cross-section 

divided  by  the  perimeter, 
/  a  constant  depending  upon  the  nature  of  the  surfaces  over 

which  the  gases  pass,  whether  smooth,  or  sooty  and 

rough. 
If  now 

A  be  the  section  of  the  chimney  in  square  feet, 

b,  the  diameter  of  the  chimney  if  round,  or  one  side   if 

square, 
JI,  the  height  of  the  chimney  in  feet. 
To  =  461°  Fahr.,  absolute  (temperature  of  melting  ice), 
T„  the  temperature  of  the  gases  in  the  chimney, 
T^,  the  volume  of  air  at  the  temperature  32°  Fahr.,  supplied 

per  pound  of  fuel  burned  on  the  grate, 
Wy  the  pounds  of  fuel  burned  per  second, 
71,  the  ratio  of  grate  area  to  that  of  the  chimney  area, 
S,  the  area  of  the  grate  ; 
then 

wVij—  =z  uA  =  nuS; (2) 

consequently  the  pounds  of  fuel  burned  per  square  foot  of  grate 
'per  hour  will  be 


3,600^  =  3,600  ^~« (3) 
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Peclet  found  that  when  20  to  24  pounds  of  coal  is  burned  per 
hour  the  value  ol  G  is  about  12,  and  /  for  sooty  surfaces, 
/r=  0.012.  In  my  computations,  further  on,  I  have  assumed  12 
for  G  except  when  16  pounds  is  burned,  when  I  assumed  IL  As 
I  have  neglected  the   length  of  the  flues,  I  have   considered 

=  0.015.   Then  we  have,  from  equation  (1), 

,        Vo  (  t^\yr,y/  OMObH\  ,,. 


From  this  the  required  head  may  be  computed.  The  departures 
in  practice  from  the  assumptions  above  made  are  considered  by 
Bankine  to  be  unimportant. 

Bankine's  determination  of  the  height  of  chimney  was  for  the 
purpose  of  supplying  the  head  A.     His  hypotheses  are  : 

1.  The  gases  in  the  chimney  are  uniformly  hot ; 

2.  The  gases  move  in  parallel  sections  through  the  chimney ; 

3.  The  density  of  the  gases  in  the  chimney  is  uniform,  and 
does  not  difler  sensibly  from  that  of  air  at  the  same  tempera- 
tare  and  pressure  ;  in  other  words,  it  is  assumed  that  the  density 
varies  with  the  temperature  only,  the  variation  of  pressure  being 
neglected  in  determining  the  density. 

4.  "  The  head  producing  the  draught  in  the  chimney  is  equiva- 
lent to  the  excess  of  the  weight  of  a  vertical  column  of  cool  air 
outside  the  chimney,  and  of  the  same  height,  above  that  of  a 
vertical  column  of  equal  base  of  the  hot  gases  within  the 
chimney." 

5.  That  the  draught  is  a  maximum  when  the  toeight  of  gases 
discharged  is  the  greatest. 

The  fourth  hypothesis  is  improperly  defined,  since  the  head 
is  defined  as  a  weight,  whereas  it  is  a  height  in  feet.  We  would 
define  it  as  such  a  height  of  hot  gases  as,  if  added  to  the  column 
of  gases  in  the  chimney,  would  produce  the  same  pressure  at 
the  furnace  as  a  column  of  outside  air,  of  the  same  area  of  base, 
and  a  height  equal  to  that  of  the  chimney. 

If  24  pounds  of  air  be  supplied  per  pound  of  fuel  the  volume 
of  the  gaseous  productjwill  be  24  x  12  J^  =  300  cubic  feet  (nearly), 
and  the  weight  of  one  cubic  foot  will  be  ^^  =  0.0033  of  a  pound 
at  32°  Fahr.,  which,  added  to  the  weight  of  a  cubic  foot  of  air  at 
32°  Fahr.,  gives  0.0807  +  0.0033  =  0.084  of  a  pound ;  and  if  r,  be 
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the  temperatare  of  the  external  air,  we  have  at  once  from  the 
fourth  principle  as  amended, 

^(o.0807) 

h  =  ^. {  H-  H-  (0.96  -'  -1)H,.    .    .  (6) 

|»(0.084)  \         r,        J     '  ^' 

whicli  is  the  formula  given  by  Bankine.    From  (4)  and  (5)  we  find 

Ja  = TTTT^ ^ ;;      ....    ( O) 

This  gives  the  height  of  chimney  for  burning  w  pounds  of  coal 
per  second. 

Equation  (5)  involves  the  first  four  of  the  above  hypotheses. 
In  a  properly  proportioned  chimney,  working  properly,  the 
departure  from  the  assumed  uniform  temperature  will  not 
seriously  affect  the  analysis.  If  the  chimney  be  too  large  for 
the  volume  of  gases  carried  the  central  portion  of  the  stream  of 
gases  may  exceed  the  mean.  Under  proper  conditions  the 
second  hypothesis  will  also  be  approximately  realized. 

In  regard  to  the  third  hypothesis,  no  account  is  made  of  a 
diminution  of  pressure  due  to  the  velocity  of  the  gases.  In  a 
statical  condition,  the  pressure  within  the  chimney  would  be 
that  of  the  external  air,  but  in  practice  it  will  be  less,  and  hence 
the  gases  in  the  chimney  will  be  more  rarefied  than  found  by 
assuming  the  pressure  constant,  thus  increasing,  somewhat,  the 
coefficient  0.96.  On  the  other  hand,  if  less  than  24  pounds  of  air 
be  supplied  per  pound  of  coal,  this  coefficient  would  be  less  than 
0.98  ;  but  none  of  these  considerations  seriously  affect  the  theory. 

Equation  (5)  gives  the  available  head  but  it  does  not  determine 
the  velocity.  Any  velocity  less  than  V2yA  may  be  secured  by  reg- 
ulating the  passage  of  air,  and  this  may  be  done  by  piling  coal  on 
to  the  grate,  or  by  using  a  heavier  bed  of  finer  coal,  or  by  closing 
the  furnace  doors,  or  by  dampers.  Equation  (1)  assumes  that 
the  transverse  section  of  the  stream  of  air  and  gases  is  constant 
from  the  entrance  to  the  furnace  to  the  top  of  the  chimney.  It 
does  not  take  account  of  the  volume  of  air  admitted.     If  the 


Digitized  by 


Google 


978  CHIMNEY  DBAUOHT. 

snpply  be  cut  off  the  formula  would  indicate  the  same  velocity 
in  the  chimney.  It  assumes  that  the  entire  head  is  available 
for  producing  velocity  and  overcoming  resistances.  The  condi- 
tions under  which  Peclet  determined  the  constants  in  equation 
(1)  should  be  recognized.  We  ^hall,  in  the  absence  of  anything 
better,  assume  Peclet^s  law.  Equation  (2;  gives  an  independent 
value  of  u  dependent  upon  the  weight  of  fuel  burned. 

If  (^  be  the  weight  of  a  cubic  foot  of  the  gases  in  the  chimney, 
and 

N,  the  number  of  pounds  of  air  required  per  pound  of  coal 
(about  24  pounds), 
then  will  the  weight  of  gases  passed  up  the  chimney  be 

%d  VJ^S  =  0.0807  JV^?^  nearly ; 

The  weight  per  second  wUl  also  be  S  times  the  volume,  or  And  ; 
hence  equations  (1),  (5),  (6),  give 

0.0807J^r.4    2^i/0M  ^-1 

Aud= ~- ■ — .      .    (8) 

Observing  that  N  -i-  V,  will  be  constant,  this  expression  will 
be  a  maximum  for  a  given  chimney  when  the  function 


4/^0.96— -1 

is  a  maximum.  If  6^  be  a  variable  the  maximum  cannot  be 
found  unless  it  be  a  known  function  of  the  temperature.  Too 
little,  however,  is  known  of  its  value  in  special  cases,  and  much 
less  can  a  law  of  variation  be  assigned  to  it.  If  it  be  considered 
constant,  as  Peclet  and  Bankine  have  done,  the  function  for  a 
maximum  reduces  to 

0.96r  -  T2 
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which  is  the  function  considered  by  Rankine,  and  gives  r  =  2j\  r^ 
when  it  is  a  maximum  ;  and  if  the  temperature  of  the  external  air 
be  60"",  then  will  the  temperature  of  the  gases  be  622"^  for  dis- 
charging the  maximum  weight  of  gases. 

We  have  seen  that  this  result  is  not  a  fixed  value,  but  de- 
partures from  theory  in  practice  do  not  aflfect  the  result  largely. 
If  the  coefficient  0.96  were  0.94,  then  the  temperature  should  be 


t      %      %      t      t      I 
Fig.  201. 


about  645^,  and  if  it  were  0.98,  the  temperature  would  be 
about  600''.  There  is  then,  in  a  properly  constructed  chimney, 
properly  working,  a  temperature  giving  a  maximum  draught,  and 
that  temperature  is  not  far  from  the  value  given  by  Rankine, 
although  in  special  cases  it  may  be  50  or  75  degrees  more  or  less 
Of  the  abnormal  cases  it  is  only  necessary  to  consider  that  in 
which  the  section  of  the  chimney  is  much  too  large  and  the  height 
too  small.    In  such  a  case  not  only  may  eddies  be  formed,  but 
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the  gases  may  rush  through  without  involving  the  entire  section 
of  the  chimney — very  much  like  a  flame  from  a  pile  of  inflam- 
mable matter  burning  in  the  open  air.  This  analysis  is  not 
applicable  to  such  a  case. 

The  foregoing  diagram  (Fig.  201)  shows  the  law  of  relation 
between  the  height  of  chimney  for  three  cases,  marked.^,  £*,  C^ 
in  which  it  was  assumed  that  24  lbs.  of  coal  were  burned  per  hour 
per  square  foot  of  grate  in  case  -4,  20  lbs.  for  By  and  16  lbs.  for  C. 
These  were  computed  from  formula  (6).  The  ordinates  to  the 
broken  lines  show  the  heads  required  in  order  to  burn  the  24, 20, 
16  pounds  for  the  respective  cases,  and  were  computed  from  for- 
mula (5).  It  will  be  seen  that  the  required  heads  equal  the 
heights  of  chimney  when  the  temperature  is  about  620^  Fahr., 
as  shown  at  the  points  a,  b,c\  and  for  temperatures  below  600"* 
the  height  of  chimney  exceeds  the  required  head,  while  for 
higher  temperatures  the  required  head  exceeds  the  height  of 
chimney.  Also  the  head  has  a  minimum  vahie,  which  for  chimney 
A  is  for  a  temperature  of  about  250"*  Fahr.  The  temperature  of 
the  external  air  was  assumed  to  be  60"^  Fahr.  The  following  is 
the  table  from  which  the  diagram  was  constructed  : 

TABLE 

BHOWIKO    THE    HEIGHTS    OF    CHIMNEY    AND    CORBESPONDING     HEADS    FOB 
BURNING  GIVEN  AMOUNTS  OF  COAL. 


%i  lbs.  coal 

per  sq.  ft. 

90  lbs.  cool 

per  sq.  ft 

10  Ibi.  coal 

per  uq.  ft. 

Absolate. 

grate 

urea. 

gratej 

irea. 

grate 

area. 

T% 

Head,  A 

ft. 

Height,  H 
ft. 

He-d,. 

Height,  H 

Head,  A 

ft. 

Height,  H 
It. 

620° 

600 

128.001 

1207.571 
250.87' 

52.76 

497.78 

14.02 

182.88 

Absolute 

700 

72.75 

45.70 

157.61 

19.65 

67.76 

i>r 

800 

82.76 

172.4-i 

65.58 

115.80 

26.71 

56  66 

SGTahr. 

1000 

125.22 

149.08 

88.97 

99.97 

40.89 

48.(i8 

1100 

168.22 

148.76 

101.87 

98.91 

49.61 

48.17 

1200 

182.84 

151.97 

121.03 

100.86 

58.87 

49.06 

1400 

252.51 

159.86 

161.92 

105.65 

80.89 

51.2U 

1600 

834.88 

168.8:J 

219.68 

110.96 

105.96 

58.63 

2000 

555.53 

206.52 

855.61 

132.20 

169.47 

63.01 

DISCUSSION. 


Prof.  IT.  B.  Gale. — This  paper  gives  a  very  clear  exposition  of 
Bankine's  theory  in  regard  to  the  temperature  of  chimney 
required  to  give  maximum  draught.    In  a  paper  presented  at 
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the  last  meeting,  I  called  attention  to  the  apparent  lack  of 
agreement  between  the  results  of  that  theory  and  the  results 
of  observation  upon  actual  chimneys,  and  I  also  there  tried  to 
point  out  briefly  the  main  reasons  for  that  disagreement  As 
the  subject  has  excited  some  controversy,  I  may  perhaps  be 
allowed  to  restate  those  reasons  from  the  different  point  of  view 
taken  in  the  present  paper. 

In  the  author's  discussion  of  the  conditions  under  which  his 
expression  for  weight  of  gas  discharged  will  be  a  maximum,  he 
says  :  **  If  G  be  a  variable,  the  maximum  cannot  be  found  un- 
less it  be  a  known  function  of  the  temperature." 

To  obtain  the  results  deduced  by  Peclet  and  Rankine,  G  must 
be  considered  as  constant ;  but  it  is  not  difficult  to  show  that 
G  is  really  a  variable,  and,  moreover,  a  known  function  of  the 
chimney  temperature.  It  may  be  shown,  also,  that  the  value 
of  G  depends  not  only  upon  the  temperature  of  the  chimney, 
but  upon  various  other  conditions,  notably  upon  the  ratio  of 
the  chimney  area  to  the  area  of  the  grate. 

First,  as  to  the  effect  upon  the  value  of  G  of  variation  in  the 

temperature  of  the  chimney,     (r  is  a  factor  which,  multiplied 

I?  .  .    . 

by  — ,  is  to  represent  the  resistance  encountered  by  the  air  in 

its  passage  between  the  grate  bars  and  through  the  coal.  Now, 
with  a  given  velocity  of  the  chimney  gases,  u,  the  quantity  dis- 
charged per  second  will  be  inversely  as  the  temperature,  7", ; 
and  as  the  density  of  the  air  passing  through  the  grate  is  not 
affected  by  variations  in  the  chimney  temperature,  the  velocity 
through  the  grate  will  be  also  inversely  as  T^,  Now,  with  a 
given  grate  and  fuel-bed  and  a  given  temperature  for  the  enter- 
ing air,  the  resistance  encountered  in  passing  through  the  grate 
will  be  proportional  roughly  to  the  square  of  the  velocity  at 
that  point  It  follows  that  for  a  given  velocity  in  the  chimney, 
u,  and  other  conditions  remaining  unchanged,  the  resistance  of 
the  grate  will  be  inversely  as  the  square  of  the  chimney  tem- 
perature. In  other  words,  G  varies  inversely  as  the  square 
of  Ti,  In  order  to  practically  maintain  the  velocity  u  constant, 
as  supposed  above,  it  is  of  course  necessary,  when  the  tempera- 
ture in  the  chimney  is  increased,  to  close  the  damper  partly, 
thus  interposing  sufficient  extra  resistance  to  make  up  for  the 
diminution  of  the  resistance  in  the  furnace. 

Second,  with  a  given  velocity  in  the  chimney  and  other  con- 
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ditions  constant,  the  velocitj  of  the  air  passing  through  the 
grate  will  be  proportional  roughly  to  the  ratio  of  the  chimney 
area  to  the  area  of  the  openings  through  the  grate.  The  area 
of  opening  for  admission  of  air  through  the  grate  may  be  repre- 
sented by  a.     We  should  then  make  O  also  proportional  to  the 

square  of  the  ratio  — 

The  value  of  O  would  vary  more  or  less  with  other  conditions, 
such  as  fineness  of  fuel,  thickness  of  fuel-bed,  temperature  of  en- 
tering air,  etc.,  but  its  law  of  variation  with  chimney  tempera- 
ture is  of  most  importance  in  determining  the  value  of  that 
temperature  which  will  make  the  draught  a  maximum.  To 
ascertain  that  value  approximately,  we  should  therefore  insert 
instead  of  G  an  expression  of  the  form — 


m 


When  it  is  observed  that  G  is  much  the  largest  of  the  three 
terms  in  the  parentheses  in  equation  8,  so  that  the  weight  of 
gas  discharged  is  nearly  inversely  as  (?,  it  is  evident  that  insert- 
ing the  proper  value  for  this  term  would  make  a  very  consider- 
able change  in  the  expression  for  the  temperature  of  maximum 
draught 

That  expression  is  worked  out  with  due  regard  to  the  prin- 
ciples here  stated,  and  by  what  seems  to  me  a  simpler  and  more 
direct  method,  in  the  paper  on  chimneys  presented  last  fall  at 
the  New  York  meeting.  The  temperature  of  maximum  draught 
is  there  shown  to  be  variable  and  to  depend  upon  the  propor- 
tions of  chimney  and  grate,  its  value  under  ordinary  circmn- 
stances  being  above  1,000°  Fahr. 

Prof.  De  Volson  Wood.*" — Mr.  Gale  remarks  that  "  the  value 
of  G  depends  not  only  upon  the  temperature  of  the  chimney, 
but  upon  various  other  conditions,  notably  upon  the  ratio  of  the 
chimney  area  to  the  area  of  the  grate.'* 

It  should  be  noted  that  the  analysis  is  for  a  given  chimney, 
and  as  the  dimensions  of  the  chimney  and  grate  are  supposed  to 
be  constant  during  use,  G  will  not  vary  in  a  given  case  from 
these  causes.  Admitting  that  it  may  be  true  that  the  numerical 
value  of   G  will  depend  upon  this  ratio,  it  nevertheless  follows 


*  Author *B  closure,  under  tlie  Rules. 
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that  it  will  be  constant  for  a  given  case  so  far  as  these  dimen- 
sions are  concerned. 

There  appears  to  be  a  misapprehension  in  regard  to  the 
essential  part  of  the  resistances  represented  by  the  symbol  O. 
A  part  of  it  is  of  the  nature  of  a  £rictional  resistance,  but  this  is 
the  smaller  part  The  other  part  is  equivalent  to  closing  a  part 
of  the  grate  opening,  and  this  is  the  greater  pari  Conceive 
that  the  temperature  in  the  chimney  is  increased,  then,  in  order 
to  maintain  a  constant  velocity  in  the  chimney,  the  resistance 
in  the  furnace  must  be  increased — not  decreased,  as  stated  by 
Prof.  Gale.  The  desired  result  may  be  secured  by  partly  clos- 
ing the  openings  into  the  furnace  or  by  adding  more  fuel.  The 
effect  of  the  latter  will  be  not  only  to  partly  close  the  openings 
before  existing,  but  add  somewhat  to  the  lengths  of  the  pas- 
sages through  the  coal.  Neglecting  the  effect  of  the  increased 
depth,  the  two  modes  of  diminishing  the  supply  of  air  will  be 
substantially  the  same.  It  would,  then,  be  more  nearly  cor- 
rect to  say  that — other  things  being  the  same — the  openings  for 
the  supply  of  air  should  be  reduced  in  proportion  to  the  abso- 
lute temperatures  in  the  chimney.  But  the  £rictional  resist- 
ances are  very  nearly  independent  of  the  size  of  the  openings 
and  vary  with  the  square  of  the  velocity.  We  conclude,  there- 
fore, that /or  a  given  bed  of  coal  in  a  given  furnace  the  value  of  O 
is  practically  constant. 
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CCCCII, 

TESTS  OF  RECENT  FORMULA  FOR  CHIMNEF 
DRA  UGHT. 

BT  WILLIAM  KBHT,  M.S.,  NEW  YORK. 

(Member  of  the  Society.) 

Some  years  ago,  while  endeavoring  to  make  a  table  of  chim- 
ney dimensions  for  different  horse-powers  of  boilers  for  practi- 
cal use  by  the  boiler  company  with  which  I  was  then  connected, 
I  took  a  number  of  published  formulae  and  rules  for  dimension- 
ing chimneys,  and  calculated  arithmetically  the  heights  and 
diameters  they  would  give  for  certain  supposed  cases  within 
the  limits  of  ordinary  practice.  I  also  took  the  dimensions  of 
actual  chimneys  which  had  in  practice  given  apparently  good 
results,  and  plotted  them  all  on  cross-section  paper.  After 
considerable  study  of  the  results  thus  obtained  I  framed  the 
empirical  formula  published  in  the  Transactions,  Vol.  VL,  page 
81,  and  calculated  from  it  the  table  appended  to  the  paper. 
This  table  has  been  reprinted  quite  extensively  in  trade  litera- 
ture and  elsewhere,  and  has  been  tested  in  practice  by  several 
engineers,  to  my  knowledge  with  good  results.  I  have  not, 
as  yet,  seen  any  reason  to  modify  either  the  formula  or  the 
table. 

I  have  made  a  similar  arithmetical  calculation  of  results 
which  may  be  obtained  from  the  formulie  given  in  a  recent 
paper  before  this  Society,*  which  may  prove  interesting. 

The  author,  in  this  paper — read  at  the  New  York  meeting — 
gives  a  formula  for  "the  most  economical  area"  of  a  round 
chimney  which  is  to  bum  F  pounds  of  coal  per  hour,  as  fol- 
lows : 

Formula  (20),  A  =  .07^* 

On  the  same  page  he  says :  "  A  sufficient  approach  to  the 

♦  Horace  B.  Gale,  Theory  and  Design  of  Chimneys,  Traosactions,  Vol.  XL,  p 
451. 
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most  economical  value  can  usually  be  attained  by  the  handy 
rule,  that  the  sectional  area  of  the  chimney  in  square  feet 
should  be  equal  to  the  number  of  pounds  of  coal  to  be  burned 
per  minute." 

Assuming  that  a  chimney  designed  for  a  boiler  of  a  certain 
rated  horse-power  should  be  large  enough  to  cause  the  burning 
under  the  boiler  of  5  lbs.  of  coal  per  rated  horse-power,  the  fol- 
lowing results  are  obtained  for  boilers  of  20,  40,  60,  80,  100,  200, 
400,  600,  and  1,000  H.P. : 


Ratlngof 
BoUer,H.P. 

Coal  bnrned 
per  Hour,  ^. 

Coal  banied  per  Minute, 

Area  of  Chimney  by 

"Handy  Rule." 

Area  by  Formula, 

Ratio. 
F 

A' 

Ratio. 

F 

A 
nearly. 

A\  Pounds  or  Square  Feet. 

Square  Feet 

20 

40 

60 

80 

100 

200 

400 

600 

1000 

100  IbB. 

200    " 

800    •' 

400    " 

500    " 

1.000    " 

2,000    " 

8.000    '* 

5.000   " 

1.6T 

8.38 

5. 

6.67 

8.83 

16.67 

88.88 

50. 

88.38 

2.212 

8.724 

5.096 

6.258 

7.399 

12.460 

20.987 

28.878 

41.622 

60 
60 
60 
60 
60 
60 
60 
60 
60 

45 
54 
59 
64 
68 
80 
95 
106 
120 

Showing  that  for  60  H.P.  the  handy  rule  and  the  formula  give 
about  the  same  result,  while  for  chimneys  less  than  60  H,P.  the 
"  handy  rule  "  gives  the  smaller  area,  and  for  chimneys  larger 
than  60  H.P.  it  gives  the  larger  area.  In  the  case  of  1,000  H.P. 
the  handy  rule  gives  twice  as  large  an  area  as  the  formula. 

Using  the  areas  given  by  the  formula,  as  having  probably  the 
greater  approximation  to  accuracy,  let  us  see  what  results  are 
obtained  by  substituting  them  in  the  formula  given  by  the  same 
author  for  height  of  chimney. 

The  formula  (16)  of  the  paper,  "  A  general  equation  for  deter- 
mining the  height  of  a  chimney  of  known  cross-section  which  is 
to  do  a  given  work,"  after  the  substitution  of  (7,  the  coefficient  of 
friction  of  the  gas  on  the  sides  of  the  stack,  equal  to  .014,  and 
J8,  the  number  of  pounds  of  air  supplied  to  bum  a  pound  of 
fuel,  equal  to  21,  becomes  formula  (17) 


R  = 


KT, 


\3.5a/  ' 
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in  which : 

H  =  Height  of  chimney. 

T  =  Mean  absolute  temperature  F  of  gas  in  the  stack. 

M  =  Perimeter  of  •  the  stack  for  round  chimneys*  =  3.54  Ai. 

F  =  Number  of  pounds  of  fuel  to  be  burned  per  hour. 

a  =  Total  area  for  admission  of  air  in  square  feet. 

A  =  Area  of  chimney  in  square  feet. 

K  =  Coefficient  of  resistance  for  the  furnace. 

The  author  says  that  in  ordinary  boiler  fnfnac>3S  the  area  a 
may  be  considered,  roughly,  as  one-third  of  the  grate  area,  and 
that  when  the  ratio  of  grate  surface  to  tube  "  calorimeter*'*  is 
between  6  and  9,  K  may  be  taken,  approximately,  as  0.2. 

If  the  grate  area  is  nine  times  the  chimney  area,  then  a  =  3  J. 

Assuming  that  for  average  practice  the  temperature  of  the  flue 
gases  may  be  taken  as  538.2*'  Fahr.,  or  T  =  538.2°  +  461.8°  = 
1,000°  absolute,  that  K  =  0.2,  and  that  a  =  ZA ;  then,  by  substi- 
tuting these  values  in  formula  (17),  the  value  of  H  may  be  ex- 
pressed in  terms  of  A  and  F.    Thus  : 


200 


F? 


•      a:^ 


Using  the  values  of  A  given  by  the  formula  (20),  A  =  SflF^, 
in  the  table  above  given  for  boilers  of  20,  60,  100,  200,  400,  600, 
and  1,000  H.P.,  we  obtain  the  following : 


H.P. 

Fuel  burned  per  Hour,  F. 

Area 

Height  in  Feet,  neariy. 

20 

100 

2.21  sq.  ft. 

8 

60 

8f,0 

5.10      - 

14 

100 

500 

7.42      *' 

19 

200 

l.OCO 

12.46      " 

28 

400 

2.000 

20.94      •* 

89 

600 

8,000 

28.88      " 

47 

1,000 

5,000 

41.62      " 

61 

The  tremendous  diflference  between  these  figures  for  dimen- 
sions of  chimneys  and  those  generally  used  in  practice,  or  which 

*  I  put  this  word  in  quotation  marks  because  I  think  it  is  an  incorrect  term  as 
liere  used,  although  it  has  been  used  in  this  siguificaooe  bj  many  writers  on 
steam  engineering.  Its  proper  meaning  is  an  apparatus  for  measuring  quantity 
of  heat,  as  the  **  Barrus  Calorimeter." 
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may  be  obtained  by  use  of  any  generally  accepted  table  or  for- 
mula, suggests  that  either  I  have  made  a  great  mistake  in  my 
arithmetical  calculation,  or  that  there  is  something  wrong  with 
the  formula  which  was  used.  If  the  former,  I  must  then  take 
exception  to  the  formula  in  that  it  is  so  unhandy  and  liable  to 
lead  to  arithmetical  mistakes.  If,  however,  the  formulae  are 
correct,  it  is  greatly  to  be  desired  that,  by  means  of  them, 
table  may  be  computed  which  will  be  as  handy  as  the  one  given 
in  the  TranaactionSy  VoL  VL,  page  83. 

DISCUSSION. 

Prof.  H.  B.  Gale. — Two  alternatives  are  suggested  in  this  paper 
to  account  for  the  difference  between  the  heights  calculated  by 
formula  for  a  series  of  chimneys  of  given  power,  and  the  heights 
generally  used  in  practice.  The  first  is  that  perhaps  the  author 
has  made  a  mistake  in  his  arithmetical  work.  In  regard  to  this 
I  can  say  that  I  have  gone  over  the  calculations  with  some  care, 
and  have  been  uuable  to  find  any  mistake.  I  may  say  also,  in 
passing,  that  Mr.  Kent  would  have  found  it  easier,  if,  instead  of 
using  the  rather  cumbrous  general  formula  which  he  has  chosen, 
he  had  used  the  formula  recommended  for  designing  boiler 
chimneys  in  the  paper  referred  to  (viz.  Equation  22,  p.  464),. 
which  makes  the  height, 

^=><«,-f(f)', 

where  ^  is  an  experimental  coefficient  of  friction,  t  is  the  chim- 
ney temperature  oh  the  ordinary  Fahrenheit  scale,  F  the  number 
of  pounds  of  coal  to  be  burned  per  hour,  and  a  the  area  of  open- 
ing in  the  grate.  This  formula  is  not  at  all  "  unhandy,"  and 
gives  practically  the  same  results  as  the  more  general  one  which 
he  has  used. 

Laying  aside,  therefore,  the  first  alternative  suggested  by  the 
author,  and  granting,  for  the  sake  of  the  argument,  that  the 
ordinary  practice  in  regard  to  chimneys  is  the  best  possible, 
admitting  also  that  the  heights  given  in  the  paper  do  not  agree 
with  the  ordinary  practice,  shall  we  accept  his  second  alterna- 
tive, and  conclude  that  the  formula,  and  the  theory  on  which  it 
is  based,  are  wrong?    The  author  has  not  offered  to  point  out 
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wherein  the  theory  is  wrong ;  and  there  is  another  altematiye, 
which  may  have  escaped  his  notice,  but  which  fully  accounts  for 
the  disagreement. 

It  is  well  known  that  the  height  of  the  chimney  is  one  of  the 
main  factors  in  determining  the  rate  of  combustion  attainable  in 
a  boiler  furnace.  Changing  the  height  of  the  chimney  will 
affect  in  a  marked  degree  the  number  of  pounds  of  coal  burned 
per  square  foot  of  grate.  Conversely,  if  we  calculate  a  chimney 
for  a  rate  of  combustion  below  the  ordinary  rate,  we  ought,  if 
our  formula  is  correct,  to  get  a  height  also  considerably  less 
than  the  ordinary  height 

Mr.  Kent,  in  his  calculations,  has  assumed  the  area  of  opening 
through  the  grate  equal  to  three  times  the  area  of  the  chimney ; 
which  for  an  average  grate,  having  an  opening  equal  to  three- 
eighths  of  its  surface,  would  correspond  to  making  the  ratio  of 
grate  surface  to  chimney  area  about  eight  to  one.  It  is  a  common 
practice  to  make  the  area  of  the  chimney  one-eighth  that  of  the 
grate,  and  for  chimneys  of  very  large  power  this  is  doubtless  an 
excellent  proportion.  The  formula  which  I  have  recommended, 
however,  gives  a  greater  proportional  area  to  chimneys  of  small 
power,  allowing  for  their  greater  frictional  resistance.  Now,  the 
author  of  the  paper  before  us,  by  using  my  formula  for  chimney 
area,  and  still  keeping  the  grate  surface  eight  times  the  area  of 
the  chimney,  has  taken  areas  of  grate  for  the  small  powers  out 
of  all  proportion  to  the  amounts  of  coal  to  be  burned  on  them — 
in  other  words,  he  has  calculated  heights  for  chimneys  suitable 
to  inordinately  low  rates  of  combtistion. 

To  ascertain  heights  suitable  to  the  average  conditions  of 
practice,  he  should  have  assumed  the  area  of  grate  opening,  a, 
equal  to  about  three-eighths,  or  0.4,  that  of  the  grate,  and  then 
taken  the  area  of  the  grate  such  as  is  customary  for  a  boiler  of  the 
given  power,  or  such  as  would  give  a  rate  of  combustion  corre- 
sponding to  those  generally  employed. 

When  conditions  are  assumed  so  far  away  from  the  average 
practice  as  to  allow  over  16  square  feet  of  grate  to  a  20  H.P. 
boiler,  with  a  rate  of  combustion  of  only  5|  lbs.  of  coal  per  hour 
per  square  foot  of  grate — as  has  been  done  in  these  calculations 
— and  when,  at  the  same  time,  a  value  of  the  friction  factor,  iT, 
is  employed,  which  has  been  given  as  adapted  to  "ordinary 
boiler  furnaces,"  there  is  no  reason  to  conclude  that  the  formula 
is  wrong  because  it  gives  a  height  of  chimney  considerably  less 
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than  the  usual  practice.    There  would  be  better  ground  for  such 
a  conclusion  if  it  did  not 

If  it  be  desired  to  make  a  fair  comparison  between  the 
heights  of  chimneys  commonly  used  with  boilers  of  various 
power,  and  the  heights  given  by  the  formula  which  I  have  pro- 
posed, conditions  must  be  taken  to  correspond  with  ordinary 
practice  in  the  matter  of  grate  area  and  rate  of  combustion  as 
well  as  in  other  particulai*s.  As  it  may  be  interesting  to  see  how 
the  results  of  the  formula  do  compare  with  practice,  when  (he  or^ 
dinary  conditions  ofprddtioe  are  assumed  in  the  calculation^  I  pre- 
sent here  a  table  of  heights  calculated  for  the  same  powers  and 
same  quantities  of  coal  burned  as  those  given  by  Mr.  Kent,  tem- 
perature in  the  chimney  being  taken  as  500°,  and  the  number  of 
pounds  of  coal  burned  per  hour  per  square  foot  of  grate  ranging 
from  13  to  25  lbs.  Rates  above  and  below  these  limits  are  oc- 
casionally found,  but  it  will,  I  think,  be  admitted  that  this  range 
fairly  represents  ordinary  steam-boiler  practice  in  the  United 
States. 


Area  grate, 

Area  opening, 

Height, 

H.P. 

Coal  per  hoar, 

Coal  per  sq.  ft. 

<?. 

a. 

ffm 

F. 

grate, 
J?. 

(■i) 

(-0.4Gr.) 

-f(fr 

lbs. 

lbs. 

sq.  ft. 

sq.  ft. 

ft 

20 

100 

18 

7.7 

8 

44 

60 

800 

15 

20 

8 

66 

100 

600 

17 

80 

12 

70 

200 

1000 

19 

68 

21 

90 

400 

2000 

21 

96 

88 

111 

600 

8000 

23 

180 

62 

183 

1000 

6000 

26 

200 

80 

166 

Using  the  values  in  the  third  column  for  the  rates  of  combus- 
tion, and  taking  t^he  area  of  grate  opening  as  0.4  of  the  total 
grate  area,  the  formula  gives  heights  ranging  from  44  feet  for  the 
20  H.P.  boiler  to  156  feet  for  the  1,000  H.P.  These  heights,  I 
think,  agree  fairly  well  with  ordinary  practice ;  at  least,  the 
heights  given  by  this  formula,  when  applied  to  average  conditions, 
agree  very  well  with  those  recommended  by  Mr.  Kent's  table,  in 
VoL  VI.  of  the  Transactions,  for  boilers  of  the  same  power.  • 

I  would  like  to  say  here  that  I  consider  Mr.  Kent's  table  an 
excellent  one,  as  giving  proportions  for  boiler  chimneys  which 

63 
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will  work  well  in  practice,  whenever  the  conditions  are  snch  as 
correspond  fairly  with  what  may  be  called  the  average  conditions. 
His  formula  and  table,  being  derived,  as  he  has  told  us,  empiri- 
cally* by  a  comparison  of  the  results  of  ordinary  practice,  ought 
certainly  to  apply  to  those  conditions.  Empirical  formulas, 
however,  are  usually  unsafe  when  applied  to  conditions  different 
from  those  on  which  they  are  based.  Mr.  Kent's  formula  makes 
no  allowance  for  variations  in  the  grate  area,  or  in  the  per  ceni 
of  grate  opening,  and  no  allowance  for  variation  in  the  chimney 
temperature  ;  accordingly,  we  should  not  expect  such  a  formula 
to  give  uniformly  correct  results  for  conditions  which  depart 
from  the  average  in  these  respects.  Such  departures,  however, 
are  by  no  means  uncommon,  are  often  desirable,  and  sometimes 
necessary  ;  and  it  is  in  the  attempt  to  meet  such  variations  in 
the  conditions  that  my  chimney  formulas  are  offered. 

As  has  been  shown,  when  the  conditions  correspond  with  the 
average  conditions  of  practice,  they  give  heights  substantially 
the  same  as  are  usually  employed  ;  when  the  conditions  are  dif- 
ferent, they  give  different  results,  as  should  be  expected. 

The  rates  of  combustion  and  grate-areas  assumed  in  the  calcu- 
lations presented  in  the  paper  before  us  are  evidently  such  that 
the  resulting  heights  cannot  fairly  be  compared  with  "  those 
generally  used  in  practice ; "  but  the  statement  that  there  is  a 
"  tremendous  difference  "  between  the  figures  given  in  the  paper 
and  those  which  may  be  obtained  by  any  generally  accept^  for- 
mida — applied  to  the  same  conditions — will  not,  I  think,  bear 
examination. 

Formulas  for  chimneys  are  so  various  that  there  is  room  for 
some  disagreement,  perhaps,  as  to  what  is  a  '^  generally  accepted  " 
one.  Probably  the  formulas  given  by  Peclet  and  Bankine  are 
as  generally  accepted  as  any.  I  have  entered  my  objections  to 
those  formulas  for  general  application,  in  that  they  make  no  ac- 
count of  variation  in  the  ratio  of  grate  to  chimney  area.  How- 
ever, for  a  ratio  of  8  to  1,  and  temperatures  from  500°  to  60j°— 
conditions  similar  to  those  for  which  Peclet's  constants  were 
determined — they  maybe  safely  used. 

The  equations  given  by  Bankine  in  The  Steam  Engine  may 
be  reduced  to  the  following  form,  by  which  may  be  calculated 
the  number  of  pounds  of  coal  that  may  be  burned  per  hour  per 
square  foot  of  grate  with  a  chimney  of  given  height,  and  a  ratio 
of  grate  to  chimney  of  8  to  1. 
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In  this  formula,  using  the  same  assumptions  as  are  made  in 
Mr.  Kent's  calculation,  we  have  : 

Absolute  temperature  of  chimney,  r„  ^  =  1000°_^ 

For  a  round  chimney,  the  hydraulic  mean  depth,  m,      =  .28  V-A 
For  21  lbs.  of  air  per  lb.  of  coal,  the  volume  at  temper- 
ature To,  or  Fi,  =  262 
Absoluts  temperature  of  external  air,  Tj,                          =  520° 

To  =  493° 

Another  formula  which  has  been  quite  widely  published, 
which  applies  to  about  the  same  conditions  as  are  assumed 
in  Mr.  Kent's  calculation,  and  which  agrees  well  with  Isher- 
wood's  experiments  on  anthracite  coal,  is  given  by  Professor 
Thurston.*  This  rule  is.  Subtract  one  from  tivice  the  square  root 
of  the  height,  and  the  restdt  is  the  rate  of  combustion  for  anthracite. 
For  low-grade  Soft  coals  the  result  is  to  be  multiplied  by  1.5. 
For  the  general  case,  we  may  use  the  mean  of  the  figures  for  best 
anthracite  and  low-grade  bituminous,  or  a  multiplier  of  1.25. 

In  the  following  table  I  have  given  in  the  second  column  the 
rates  of  combustion  which  the  calculations  in  the  paper  before 
us  show,  on  the  assumed  ratio  of  grate  to  chimney  of  8  to  1,  and 
in  the  third  column  the  heights  of  chimney  there  deduced,  by 
my  formula  ;  in  the  last  two  columns  are  the  rates  of  combustion, 
which  the  same  chimneys  should  give,  under  the  same  conditions, 
according  to  the  formulas  of  Rankine  and  of  Professor  Thurston. 


Coal  pereu.  n.  gntc 
(ashamed  in  paper). 

Calculated 

Coal  per  eq.  ft.  grate  for  height  H, 

H.P. 

height. 

or  — T 

Thurston. 

ai* 

Rankine. 

F=\S&{$ty/H'\\ 

lbs. 

ft. 

lbs. 

lbs. 

20 

5.65 

8 

4.86 

5.82 

60 

7.85 

14 

%Al.i 

8.10 

100 

8.42 

19 

i  7.47 

9.65 

200 

10. 

28 

•  9.06 

11.98 

400 

11.9 

89 

10.7 

14.4 

000 

18.P. 

47 

11.7 

15.9 

1000 

15. 

61 

13.8 

18.8 

*Manu4a  of  Steam  BaiUrs,  1888,  p.  324. 
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It  will  be  seen  that  the  results  by  my  formula  differ  from  the 
others,  in  each  case,  less  than  the  two  latter  differ  from  each 
other. 

A  comparison  of  one  formula  with  another,  or  even  with  aver- 
age practice,  is  not  a  very  satisfactory  or  accurate  test  of  the 
correctness  of  the  formula,  as  the  accuracy  of  the  standard  is 
too  uncertain ;  but  there  seems  to  be  hardly  enough  difference 
in  this  case  to  be  fairly  characterized  by  the  adjective  tremen- 
dous. 

I  have  generally  obtained  most  satisfaction  by  comparing  the 
formulas  with  the  results  of  carefully  made  experiments  upon 
chimneys,  where  all  the  conditions  affecting  the  problem  have 
been  determined  as  accurately  as  possible.  The  results  of  one 
such  comparison  are  given  in  my  paper  presented  at  the  last 
meeting.  Another,  which  may  be  of  interest,  is  furnished  by 
the  results  of  a  boiler  trial  made  April  5  at  the  Power  Station 
of  the  Missouri  Bailroad  Company  in  St.  Louis.  The  data  are 
as  follows  :  height  of  chimney,  ^=92  feet ;  diameter,  50  inches ; 
area,  13.12  square  feet;  area  of  grate  surface,  48  square  feet; 
area  of  grate  opening,  21  square  feet ;  temperature  of  chimney 
gases,  609°  Fahr.  The  proportions  of  the  boiler  and  furnace 
were  such  that  the  value  ^t=0.2  may  be  safely  used.  The 
number  of  pounds  of  coal  burned  per  hour  by  the  formula 
should  then  be,  jP=  1,112.  The  coal  used  was  a  rather  free- 
burning  bituminous  coal,  and  the  number  of  pounds  per  hour 
actually  burned  during  the  trial  was  1,179.  The  damper  and 
ash-pit  doors  were  kept  wide  open  all  the  time.  According  to 
the  formula  given  by  Mr.  Kent  in  VoL  VL  of  the  Transactions, 
the  coal  consumed  in  this  case  ought  to  have  been  1,749  lbs; 
but  it  is  fair  to  call  attention  to  the  fact  that  as  the  ratio  of 
grate  to  chimney  in  this  case  was  not  8  to  1,  this  is  one  of  the 
numerous  cases  in  which  the  conditions  are  outside  the  limits 
within  which  the  empirical  formula  referred  to  is  safely  appli- 
cable. 

In  regard  to  the  first  table  presented  in  Mr.  Kent's  paper, 
the  disagreement  shown  between  the  formula  and  the  handy 
rule  in  the  matter  of  the  area  of  the  larger  sizes  of  chimneys 
illustrates  the  recommendation  made  in  my  recent  paper  that 
for  the  larger  chimneys  the  formula  should  be  used,  as  giving 
the  most  economical  dimensions. 

Mr.  A.  F.  Nagle. — Some  years  ago,  when  I  was  engaged  in  mill 
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engineering,  I  tried  to  find  a  satisfactory  formula  for  the  size  of 
chimneys. 

They  all  seemed  to  me  to  be  too  complex  for  safe  guidance. 
I  could  not  help  regarding  the  height  as  an  element  too  greatly 
dependent  upon  conditions  likely  to  vary  so  much  as  to  make 
any  scientific  determination  of  the  height  really  unsafe  to  use, 
other  than  as  an  approximate  result  at  the  best  I  was  about 
ready  to  say.  Make  chimneys  as  high  as  you  are  willing  to  pay 
for,  but  I  concluded  to  ignore  the  height  as  an  element  other  than 
to  make  it  reasonably  proportionate  to  the  diameter.  The  coal 
burned  seemed  to  me  to  be  the  safest  basis  for  the  area  of  the 
chimney,  and  I  examined  a  good  many  chimneys,  varying  from 
300  to  1,000  H.P.,  to  see  if  there  existed  any  common  ratio 
between  these  two  elements.  Where  a  smaller  ratio  than  one 
and  one-half  (1^)  square  inches  of  area  to  one  (1)  pound  of  coal 
burned  per  hour  existed,  much  dissatisfaction  existed  as  to  the 
draft  of  the  chimney.  When  it  reached  two  (2)  square  inches  per 
one  pound  of  coal  very  satisfactory  results  were  found  to  exist. 
Chimneys  in  full  use  rarely  had  more  than  this,  although  it  is 
not  unusual  to  make  new  chimneys  so  large  as  to  permit  doubling 
the  boiler  capacity.  The  handy  rule  quoted  by  Mr.  Kent  is 
equivalent  to  two  and  a  quarter  (2|)  square  inches  of  area  per 
pound  of  coal  per  hour,  and  I  should  believe  it  to  be  very  gen- 
erous, and  should  give  good  results. 

Frof.  Gale* — I  would  say  that  that  rule  is  only  given  as 
applicable  to  smaller  sizes  of  chimney.  In  my  paper,  where  I 
have  given  the  formula,  I  have  stated  that  it  should  be  applied 
only  to  small  sizes. 

Mr.  Scheffler.—I  would  like  to  ask  Prot  Gale  what  he  took 
as  representing  t  in  the  formula  in  obtaining  the  figures  meant 
for  height. 

Pro/.  Gale. — t  equals  500°  temperature  on  the  ordinary  Fah- 
renheit scale. 

Mr.  Wm.  Kefd.* — Prot  Gale  states  as  the  reason  why  I  ob- 
tained such  unusual  figures  for  height  of  chimney,  in  using  his 
formula,  that  I  have  taken  areas  of  grate  for  the  small  powers 
out  of  all  proportion  to  the  amounts  of  coal  burned  on  them,  or, 
in  other  words,  that  I  have  calculated  heights  for  chimneys 
suitable  to  inordinately  low  rates  of  combustion.  To  ascertain 
heights  suitable  to  the  average  conditions  of  practice,  he  says  I 
♦Author's  Closure,  under  the  Rules. 
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should  have  assumed  the  area  of  grate  opening  a  equal  to  about 
three-eighths,  or  0.4,  that  of  the  grate,  and  then  taken  the  area  of 
grate  such  as  is  customary  for  the  given  power,  or  such  as  would 
give  a  rate  of  combustion  corresponding  to  those  generally  em- 
ployed. 

Possibly  I  should  have  made  these  assumptions  in  using  Prot 
Gale's  formula,  but  I  thought  it  safer  to  assume  the  same  values 
for  these  quantities  which  Mr.  Gale  himself  uses  or  suggests  in 
his  own  paper.  In  that  paper  he  says:  "In  ordinary  boiler 
furnaces  the  area  for  admission  of  air  to  the  fire  a  may  be  con- 
sidered roughly  as  one-third  of  the  grate  area,  and  when  the 
ratio  of  grate  surface  to  tube  calorimeter  is  between  6  and  9,  K 
may  be  taken  approximately  as  0.2."  I  therefore  assumed  in  my 
calculations  a  to  be  equal  to  one-third  of  the  grate  area,  the 
grate  area  to  be  9  times  the  chimney  area,  and  JT  to  be  0.2,  so 
as  to  make  all  my  calculations  as  strictly  within  the  limits  of 
Prof.  Gale's  paper  as  possible. 

Prof.  Gale's  direction  that,  in  using  his  formula,  I  should 
have  "  taken  the  area  of  the  grate  such  as  is  customary  for  a  boiler 
of  the  given  power,  or  such  as  would  give  a  rate  of  combustion 
corresponding  to  those  generally  employed,"  is  too  indefinite  to 
be  followed  in  practice.  What  is  the  rate  of  combustion  gener- 
ally employed  ?  I  find  that  in  the  tests  at  the  Centennial  Exhi- 
bition, among  the  5  boilers  which  gave  the  highest  economical 
results  out  of  the  14  reported  on,  in  the  economy  test  one 
boiler  had  a  rate  of  combustion  of  7.24  lbs.  of  anthracite  per 
square  foot  of  grate  per  hour ;  another  boiler,  not  very  different 
in  construction  and  almost  identical  in  economy,  had  a  rate  of 
12.96  per  square  foot  of  grate.  In  the  capacity  tests  these 
boilers  used  respectively  11.31  and  17.36  lbs.  per  square  foot 
In  the  table  of  30  tests  of  Babcock  and  Wilcox  boilers,  pub- 
lished in  Steam,  the  rate  of  combustion  in  those  tests  in  which 
the  boilers  developed  more  than  their  rated  horse-power  varies 
from  11.21  to  40  lbs.  per  square  foot  of  grate  per  hour.  In  a 
test  which  I  made  recently  with  a  pair  of  tubular  boilers  on  two 
consecutive  days,  the  rate  of  combustion  was  18.5  lbs.  and  15.6 
lbs.  per  square  foot  of  grate.  On  both  days  the  conditions  were 
alike  as  far  as  they  could  possibly  be  made,  damper  and  ash-pit 
doors  wide  open  all  day,  but  the  coal  on  the  first  day  gave  only 
8.4^  of  ashes  and  refuse,  and  the  coal  used  on  the  second  day 
14;^.      The  ashes  and  clinker  gave  so  much  trouble  on  the 
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second  day  that  it  was  evident  that  it  would  have  been  much 
better  to  have  had  a  larger  grate  surface  and  a  still  lower  rate  of 
combustion  than  15  lbs.  per  square  foot;  while  on  the  first  day, 
no  doubt,  as  good  results  as  were  obtained  with  18.7  lbs.  could 
have  been  obtained  with  a  rate  of  25  lbs.  if  the  grate  surface 
had  been  made  smaller  and  the  chimney  increased  in  height  so 
as  to  produce  sufficient  intensity  of  draught  to  burn  coal  at  that 
rate. 

In  view  of  these  differences  in  rates  of  combustion,  which. are 
to  a  large  extent  necessary,  both  on  account  of  the  extreme  vari- 
ations in  character  of  coal,  and  of  the  variations  in  construction 
of  boilers,  which  limit  more  or  less  the  room  available  for  grate 
surface,  or  which  offer  more  or  less  obstruction  to  the  passage 
of  the  gases  from  the  fire  to  the  chimney,  it  is  manifestly  impos- 
sible to  give  a  figure  for  area  of  grate  or  rate  of  combustion 
"  generally  employed."  If  Prot  Gale  had  intended  his  formula 
to  be  used  in  practice  he  should  have  given  numerical  values  to 
the  coefficients  to  be  used  under  various  circumstances,  instead 
of  leaving  to  the  judgment  of  each  one  who  attempts  to  use  the 
formula  what  rate  of  combustion  or  extent  of  grate  surface  is 
"  generally  employed." 

Prof.  Gale  says  I  have  not  attempted  to  point  out  where 
his  theory  is  wrong.  I  have  purposely  left  that  branch  of  the 
subject  to  others  who  discussed  his  paper  at  the  New  York 
meeting,  and  have  confined  myself  to  an  attempt  to  apply  his 
formula  in  practical  cases. 

I  would,  however,  make  the  general  criticism  that  it  is  wrong 
to  construct  a  formula  for  use  in  practice  in  which  the  '*  con- 
stants "  are  derived  by  averaging  a  number  of  figures  which  are 
extremely  variable,  and  many  of  them  undeterminable,  such  as 
the  free  area  of  grate  surface,  the  rate  of  combustion,  the  resist- 
ance of  the  fire  grate  and  the  bed  of  coals  upon  it,  and  other 
frictional  resistances.  These  latter  quantities  vary  enormously, 
and  vary  with  every  fresh  firing  and  every  time  the  fireman 
breaks  up  a  coked  mass  on  the  surface  of  the  fire  or  clears  the 
clinkers  from  beneath  it.  An  average  of  such  variable  quantities 
should  not  be  taken  as  representing  "  customary  conditions  "  or 
"  ordinary  practice."  It  is  wrong  to  make  a  formula  for  dimen- 
sioning a  structure  which  is  to  last  for  years  depend  upon  such 
a  quantity  as  the  free  area  through  the  grate,  which  may  vary 
with  every  variation  in  quality  of  coal  used,  and  upon  the  re- 
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sistanoe  to  the  passage  of  the  air  through  the  bed  of  coal — one 
of  the  variables  entering  into  the  coefScient  ^— which  varies 
every  minute  of  the  day.  The  chimney,  when  built,  is  a  fixed 
structure.  It  should  be  dimensioned  with  reference  to  the  quan- 
tity of  coal  to  be  burned,  which  is  the  one  quantity  most  likely 
to  be  approximately  known  in  advance,  and  not  to  the  free  grate 
area  or  total  grate  area,  which  may  be  varied  from  time  to  time 
as  the  quality  of  coal  may  require,  nor  to  any  supposed  coefficient 
of  resistance  to  passage  of  air  through  the  grates,  which  is  in 
practice  not  determinable. 

In  the  present  state  of  our  knowledge  I  do  not  think  any  satis- 
factory theory  of  chimneys  can  be  framed  which  will  include  a 
consideration  of  all  the  different  variables  that  affect  the  rate  of 
combustion,  and  from  which  a  formula  can  be  derived  that  will 
prove  of  value  in  practice.  Chimneys  are  not  designed  by 
engineers  from  Peclet's  formidse  or  from  Kankine's,  nor  will  they, 
I  think,  be  designed  from  Pro£  Gale's.  The  best  chimney 
formula  that  can  be  obtained  at  present  is  an  empirical  one — 
which  may  be  modified  or  divided  into  two  or  more  to  meet 
different  practical  conditions,  as  new  data  are  obtained  from  ex- 
periment 

I  regret  that  the  principal  debater  of  my  paper  has  not  seen 
fit  to  give  us  the  dimensions  which  he  would  propose,  calculated 
by  the  use  of  his  formulae,  for  chimneys  for  the  several  assumed 
cases  which  I  figured  upon,  viz. :  chimneys  to  be  used  with  boilers 
consuming  from  100  to  5,000  lbs.  of  coal  per  hour.  If  he  had 
done  so,  we  might  have  more  easily  discovered  some  practical 
value  in  the  formulsa  suggested. 
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CCCCIII. 

THE   GRAPHIC  REPRESENTATION  OF  THERMAL 
QUANTITIES. 

BT  DX  TOLSON  WOOD,  HOBOKKN,  K.  J. 

(Member  of  the  Society.) 

The  geometrical  representations  of  thermal  quantities  are  of 
great  assistance  in  forming  mental  conceptions  of  the  changes 
which  take  place  in  fluids,  due  to  changes  in  the  heat  to  which 
they  are  subjected,  and  especially  furnish  a  means  of  illustrating 
the  algebraic  expressions  which  occur  in  the  study  of  thermo- 
dynamics. 

We  cannot  say  when  graphics  was  first  used  in  this  science, 
but  the  use  of  thermal  lines  would  naturally  follow  closely  the 
discovery  of  Mariotte's  lawj^^i;  =  a  constant,  and  areas  would  be 
used  to  illustrate  propositions  in  the  dynamic  theory  of  heat. 

The  writer,  so  far  as  he  is  aware,  was  the  first  to  represent  on 
a  diagram  of  energy  internal  work,  and  it  is  the  purpose  of  the 
present  paper  to  extend  these  representations  to  some  cases  not 
before  given.  In  order  to  make  the  discussion  complete  it  will  be 
necessary  to  repeat  some  principles  which  may  be  more  or  less 
familiar  to  the  reader.  The  representations  are  founded  upon 
the  following  theorems : 

The  mechanical  equivalent  of  the  heat  absorbed  or  given  out  by  a 
substance  in  passing  from  one  given  state  (as  to  pressure  and  volume) 
to  another  given  state,  through  a  series  of  states  represented  by  the  coor- 
dinates  of  a  given  curve  on  a  diagram  of  energy^  is  represented  by  the 
area  included  betuxen  the  given  curve  and  the  curve  of  no  transmis- 
sion of  heat  drawn  from  its  extremitiesj  and  inde/initdy  prolonged  in 
the  direction  representing  increase  of  volume.* 

If  a  fluid  be  worked  through  a  series  of  changes  {as  to  pressure  and 
volume)  from  any  given  state  ba^k  to  the  same  state,  the  resultant  in- 
ternal work  tviU  be  zeroA 

♦  Rankine.  Phil,  Trans.,  1854.     Steam  Engine,  p.  808. 
f  Pausias  on  Heai. 
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Let  AB  (Fig.  202)  be  the  path  of  the  fluid,  A<pi  aod  J3<^ 
adiabatics  indefinitely  extended  to  the  right,  i7  the  heat  absorbed 
in  working  from  Aio  B ;  then,  according  to  Bankine's  theorem, 

H=  (piABcpi. 

If  the  fluid  be  imperfect,  internal  work  will  be  done  during  the 
indefinite  expansion  A(pi  which  represent  by  the  area  qjiAan^. 
The  more  the  gas  is  expanded  the  more  it  approximates   to  a 


O  f] 


Fig.  202. 


perfect  gas  and  the  internal  work  diminishes  indefinitely,  so  that 
ani  is  asymptotic  to  Aq>i.  Let  j^^S^  represent  this  internal  work ; 
then 

aS^  =  (pxAan^. 
Similarly, 

bS^  =  qhBlm^. 

The  eo^femoZ  work  in  passing  from  state  A  to  state  B  will  be : 

U  =  ViABvt^ 

during  which  a  certain  amount  of  internal  work  wiU  be  done, 
which  represent  by 

^8b  =  ABha, 

read  "  8  between  A  and  B, "  or  "  internal  work  between  A 
and  Br 

Conceiving  that  <Pi  and  (p^  are  infinitely  distant,  A<pi  and  B<p^ 
asymptotic,  the  cycle  will  be  closed,  and  will  be  ghABqfi, 
while  the  internal  work  will  be : 

-  aS^  +  aSb  +  bS^  =  <PxAB<p^n]M.n^  =  o. 
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This  is  zero,  according  to  the  second  theorem  above.  From 
this  equation  we  have  : 

The  determination  of  j^So^  and  bS<»  by  means  of  adiabatic  ex- 
pansion is  impossible  in  many,  if  not  in  all  cases,  and  may  be 
simplified  for  all  cases  by  isothermal  expansion  as  follows : 

Through  A  and  B  pass  the  isothermals  Ar^  and  Br^^  and  let 
TiAanii^  indefinitely  extended  to  the  right,  represent  the  internal 
work  during  the  isothermal  expansion,  and  r^Bhm^  that  during 
the  isothermal  expansion  from  B.  Since  the  lines  Ar^^  arox^ 
etc,  are  asymptotic  to  each  other,  we  have  the  closed  cycles 
TiABr^  and  miohm^  while  aSb  is  the  same  as  before  ;  hence 


also, 
that  is, 
and 


^Sb  =  TiAami  —  uBbm^\ 
Aani<piA  =  AamiTiA  =  ^/S^* 
^ooB  =  TiAaMif 


The  heat  absorbed  may  do  three  things  : 

1st  It  may  do  external  work. 

2d.  It  may  do  internal  work. 

3d.  It  may  change  the  energy  of  the  substance  by  changing 
its  temperature. 

The  general  differential  equations  of  thermo-dynamics  are  (the 
author's  work,  p.  48) : 


dH^K^r^r{^^)d,. 


>' 


(A) 


in  which  H  is  the  heat  absorbed,  K^  the  specific  heat  of  the 
fluid  at  constant  volume,  r  the  absolute  temperature,  t;  the  vol- 
ume of  unity  of  weight,  and  p  the  pressure  on  unity  of  area.  To 
transform  the  first  of  these  equations  so  as  to  represent  the  three 
respective  works  mentioned  above,  add  and  subtract  pdv^  the 
external  work,  giving 

H=\pdv+  \[rQ^)-  p]dv  +  \k^t,  ...     (1) 
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the  second  term  of  the  second  member  representing  internal 
work ;  but  it  cannot  generally  be  computed  unless  r  be  con- 
stant, since  otherwise  the  quantity  in  [  ]  will  not  be  a  func- 
tion of  V  only.  The  fluid  may,  however,  simply  for  the  sake  of 
determining  the  internal  work,  be  worked  from  A  (Fig.  203)  along 
the  isothermal  r^  to  C  and  thence  to  5,  in  which  case  the  [  ] 
becomes,  by  reduction,  a  function  of  v,  since  the  temperature 
from  A  to  C  will  be  constant  and  may  be  represented  by  r^ ;  and 
the  preceding  equation  becomes 


^=^+Ck^).-''>^i'/w' 


(2). 


Represent  the  second  term  of  second  member  hjACcaA.  The 
third  term  cannot  be  integrated  unless  K^  be  a  known  function 
otv;  it  generally  involves  internal  work  due  to  increase  of  tem- 


perature, and  if  this  work  could  be  eliminated  the  remainder  of 
the  heat  required  to  change  the  temperature  one  degree  would, 
according  to  an  hypothesis  of  Bankine,  be  independent  of  the 
temperature  or  pressure,  and  hence  would  be  constant.  Con- 
ceive' an  isothermal  drawn  from  any  point  between  C  and  B 
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extending  indefinitely  to  the  right ;  then  will  the  internal  work 
due  to  an  expansion  along  this  isothermal  be 

The  internal  work  due  to  a  change  dr  of  the  temperature  at  the 
volume  v^  will  be  the  differential  of  this  expression,  or 


and  the  entire  heat  absorbed  for  a  change  of  temperature  from  Tj 
to  r,  will  be 

\'\\^,dTdv+  CydT=\' K^T.   .    .    .     (5) 

This  expression  is  represented  by  the  area  <PzCB<p^  (Fig.  203), 
or  <PiA  B(p2  (^Fig.  204),  the  shaded  part  representing  the  first  term 


Fig.  204. 


of  the  expression,  or  internal  work,  and  the  unshaded  part 
representing  Cviti  —  ti).  But  the  shaded  part  is  the  difference 
of  the  internal  works  in  passing  out  along  isothermals  through 
states  A  and  B  respectively  and  indefinitely,  as  in  Fig.  205 ;  or, 


Jt  f^a 


I     r  ^drdv  =  r^Aami  ~  r^Bbm^  =  the  shaded  part. 


r/QO 
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all  indefinitely  extended.     The  unshaded  part  between  XiABr^ 
in  Fig.  205  is  not  the  same  as  the  unshaded  part  between  <PiABq>2 
in  Fig.  204 ;  but  the  shaded  parts  are  equivalent. 
Equation  (2)  becomes 


which  is  separated  into  the  three  parts  above  enumerated. 

The  third  term  of  the  right  member  of  this  equation  may  be 
put  in  another  form.     The  internal  work  in  passing  from  G  to 


Fio.  205. 


B  (Fig.  203)  will  be  the  same  as  passing  from  B  to  infinity  along 
r,  and  back  along  r^  to  C ; 

and  this  substituted  in  equation  (6)  gives,  observing  the  proper 
limits, 

(7) 
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=  ViABv^  +  j,Sb  +  C^{u  -  ''i),  in  Fig.  202. 
=  r.ABvt  +  AacC  +  (ptCB<p^  in  Fig.  203. 
=  V^ABvt  +  AacC  +  ^  Cdm^  +  C^  (r^-rj),  in  Fig.  203. 

When  the  expansion  is  at  constant  temperature  the  case  is 
comparatively  simple.  If  the  fluid  be  saturated  vapor  the  iso- 
thermal will  be  a  straight  line  parallel  to  the  axis  of  v.  In  Fig. 
206  let  Ovy  be  the  volume  of  a  pound  of  water,  and  let  it  be  evap- 
orated at  the  constant  pressure  Vi^l  to  the  volume  Ov^,  Ag^  and 
Bq^  adiabatics.  The  internal  work  of  producing  steam  from  water 
at  three  atmospheres  is  about  eleven  times  the  external  work,  and 
at  one  atmosphere  it  is  some  twelve  times ;  hence  at  three  atmos- 


O    Vi 


pheres,  in  order  to  represent  the  entire  work,  ViU  must  be  about 
eleven  times  v^A.  Drawing  ah  parallel  to  Ov^  and  making  ab  == 
AB^  then  will  AahB  represent  the  internal  work  for  the  expan- 
sion VxV2* 

Equation  (A)  divided  by  r  becomes 

Bankine  calls  the  expression    —  the  thermchdynamic function ^ 

and  represents  it  by  ^ ;  Clausius  calls  it  entropy. 

There  is  no  good  reason  for  the  term  used  by  Bankine,  since 
any  other  function  involved  in  the  transferrence  of  heat  might 
have  received  the  same  name  with  as  much  propriety,  while  the 
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term  used  by  Glausius  is  generically  appropriate.  The  former, 
however,  is  understood  by  all  students  of  the  science  to  apply  to 
the  same  thing  as  the  latter.  Bankine  does  not  define  the  term 
except  algebraically  ;  he  simply  writes : 

9»-C,logr+^. (9) 

where  C^  is  that  part  of  the  specific  heat  which  goes  to  make  the 

J  TT 

substance  hotter,  and  -r-  the  rate  of  doing  work  both  external  and 

internal  per  unit  of  temperature,  due  to  an  increase  of  tempera- 
ture rfr,  for  an  expansion  rfr,  and  U  the  external  work,  and  calls 
the  expression  the  "  thermo-dynamic  function." 

It  may  be  defined  as  the  sum  of  the  quotients  arising  from 
dividing  the  elementary  portions  of  heat  absorbed  by  a  body  by 
the  respective  absolute  temperatures  at  which  it  is  absorbed. 

The  definition  and  conception  are  much  simplified  by  confining 
it  to  an  elementary  quantity  of  heat,  for  then  it  may  be  defined 
as  one  of  the  equal  parts  resulting  from  dividing  an  elementary 
portion  of  heat  by  the  absolute  temperature  at  which  it  is 
absorbed.  This  will  be  represented  by  d<p ;  its  value  is  given 
by  equation  (8). 

To  represent  d<p  on  a  diagram  of  energy,  let  the  path  be  arbi- 
trary, as  Zif  (Fig.  207).     Through  J.  pass  an  isothermal  At,  and 


Fio.  207. 


other  isothermals  below  r  differing  by  one  degree,  marked  r— 1, 
r--2.  Draw  two  consecutive  adiabatics  (p^A,  <psM,  From  M  drop 
the  perpendicular  MN  to  the  intersection  N  on  the  r-isother- 
mal,  and  draw  the  adiabatic  iT^^.     Then  will 


-(f)*+jr^r. 
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The  isotbermals  differing  by  unity,  divide  each  of  the  areas 
ipiAN(p2  and  q^NMtp^  below  the  r-isothermal  into  equal  parts, 
and  the  area  AaM  disappears,  since  it  will  be  an  infinitesimal 
of  a  lower  order  than  AabB ; .  hence 


^-'/=®.''"  +  --T 


=  ANfB  +  Nabf 

=  AabB  =  BbcC  =  etc. 

The  thermodynamic  /unction  then  is  represented  on  a  diagram 
of  energjr  by  the  area  between  two  consecutive  adiabatics  and 
two  isothermals  differing  by  one  degree. 

Since  the  heat  absorbed  in  passing  from  ^  to  if  is  repre- 
sented by  <piAM<p^y  we  may  define  : 

The  thermO'dynamicfundionf  or  dq^y  is  the  rate  of  transferrence 
of  heat  per  degree  of  absolute  temperature,  as  a  body  absorbs  or 
emits  heat  according  to  any  law. 

The  equation  of  the  gas — or  fluid — must  be  known  in  order 
to  determine  the  general  value  of  entropy,  and  even  if  this  be 
given  the  determination  frequently  involves  complex  analysis. 
We  may  illustrate  the  method  by  taking  a  perfect  gas.  The 
equation  of  the  gas  will  be  : 

pv  =  lir  ; 

"\drJv       v' 
The  entropy  will  be,  the  specific  heat  being  constant, 

9b- 9a  =  0,  log  J  +  i2  log  ^.    .    .    .     (10) 

The  most  natural  unit  from  which  to  reckon  entropy  would, 
at  first  thought,  seem  to  be  the  absolute  zero,  but  an  inspection 
of  the  preceding  equation  shows  that  it  would  be  reduced  to 
infinifcy,  for  rj=o,  and  hence  that  limit  is  impractical ;  and  since 
it  is  only  the  difference  of  the  functions  that  is  needed,  no  in- 
ferior limit  is  assigned.  I  designate  this  difference  by  the  nota- 
64 
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tion  ^9>jB,  read  "  <p  between\4  and  JB,"  or  "the  entropy  between 
A  and  A" 

In  F^.  208  let  AB  be  the  "  path  of  the  fluid ; "  it  is  required  to 
find  the  entropy  between  A  and  B.    According  to  equation  (10) 


Fig.  208. 

it  may  be  separated  into  two  parts,  first  with  the  volume  con- 
stant and  the  temperature  varying,  and  in  the  second  the  temper- 
ature constant  and  the  volume  varying.  The  latter  will  be  the 
heat  absorbed  along  an  isothermal  per  unit  of  absolute  temper- 
ature, from  Vi  to  v^  Let  -4(7  be  the  rj-isothermal,  ED  an  iso- 
thermal one  degree  lower,  AEy  CD  and  BF  adiabatics,  then  will 

ACDE  =  i?  log  -^  =  j,<pc 

Let  rrd  be  any  adiabatio  passing  between  C  and  By  then  will 
the  heat  absorbed  for  an  increase  of  temperature  dT  be  the  area 
between  the  consecutive  adiabatics  U  and  j A;  extended  indefinitely 
to  the  right,  or 

C^dt  =  lijh  indefinitely  extended. 

.  Out  the  adiabatic  H  by  an  isothermal  one  degree  lower  than 
that  at  /,  then  will 

area  Ukj  ^  C^— 


r.CBFD 


=  aj 


T 

--  =  C^  log  ---  =  c9b* 
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Extend  the  adiabatics  da  and  cb  back  to  an  intersection  with 
the  path  AB,a,nd  cut  ed  by  an  isothermal  one  degree  lower  than 
that  at  e  and  let  h  be  the  point  of  intersection ;  then,  by  definition, 
efgh  will  equal  abed.  Similarly,  mnap  will  equal  ijK  By  divid- 
ing the  areas  ACDE  and  CBFD  into  an  indefinite  number 
of  strips  by  adiabatics,  and  finding  the  equivalent  of  the  areas 
having  their  bases  on  the  line  ABjWe  will  find  an  area  ABFE 
equal  to  both  the  former  areas.    Hence,  we  have 


or, 


ABFE ^  ACDE ^  CBFD 


=  i?log^+(7„logl; 


(11) 


If  the  temperature  be  constant  during  expansion,  several  sim- 
ple relations  exist  in  terms  of  the  thermo-dynamic  function. 
Thus,  if  r  be  constant  the  first  of  equations  (A)  becomes 

•■•(t),=(^).-' aa) 

In  Fig.  209  let  ag  be  an  adiabatic  and  ami  an  isothermal.    They 


r'Ki 


Fig.  209. 


are  here  represented  by  right  lines,  since  these  relations  exist 
only  for  a  siaU^  as  a,  and  the  ratios  are  rates.     The  points  a  and  h 


Digitized  by 


Google 


1008    THE  GRAPHIC  REPRESENTATION  OF  THERMAL  QUANTITIES, 


being  consecutive,  and  gz  an  isothermal  unity  above  am^  the 
area  ayhh  will  be  d<p.  dcp  -r-  dv  will  be  the  number  of  dq!% 
in  the  abscissa  unity.  Pass  along  the  isothermal  am  until  the 
abscissa  of  ra  is  ai  =  1  (the  unit  being  chosen  arbitrarily) ; 
through  m  draw  the  adiabatic  mz ;  then  will  the  area  garnz  con- 
tain the  dq^s  for  t;  =  1.  In  the  right  member  dp  -r-  dr  for  v  con- 
stant is  the  vertical  distance  between  two  isothermals  differing 
by  unity,  and  hence  is  ac ;  and  this  midtiplied  hj  v=l  gives  the 
area  of  the  trapezoid  dcym.  But  this  trapezoid  has  the  same 
base  am  as  amzg,  and  between  the  same  parallels ;  hence  thej 
are  equal. 

It  will  be  observed  that  in  equation  (12)  the  subscript  r  of 
the  left  member  is  the  variable  in  the  denominator  of  the  right 
member,  and  vice-versa.  Hence  taking  the  reciprocals  of  equa- 
tion (12)  we  have, 

Ka:(|).-i  •  •  •  •  •  -'"'f- 

In  Fig.  210  let  agzhh^  the  arbitrary  area  representing  a<Pk  =  1 1 
then  will  the  abscissa  of  k  from  a  with^  constant  be  ai.  If  ao  =p 
=  1,  then  will  aovi  represent  the  left  member  of  the  equation; 


.-.  1. 


\d(PJn 


aovi  =  aouk=^  atnh 


In  the  right  member  (^)     is  the  increase   of  temperature 
for  an  increase  of  jp  =  1 ;  hence  it  gives  the  increase  of  tempera- 


Fio.  210. 


ture  of  the  isothermal  tn  above  thai;  of  aky  and  since  agzh  is 
unity  and  is  between  two  isothermals  differing  by  unity,  multiply- 
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ing  it'by  (i~)     gives  the  area  atnlr,  the  same  as  just  fonnd  for 

the  left  member. 
The  second  of  equations  (A)  for  r  constant  becomes  : 

■•■(^)r-(^4-' '"' 

The  left  member  is  the  dqj'n  for  p  unity.  Pass  along  the  iso- 
thermal ok  until  the  ordinate  of  k  in  reference  to  a  is  unity  ;  it 
will  be  negative.  Draw  aj  horizontal,  intersecting  the  r  +  1 
isothermal  at  /,  then 

d^  =  aghh  ^  ajwh^ 

and  drawing  zk  parallel  to  ag  and  km  parallel  to  aj ;  then  agzk  = 
ajmkf  which  is  the  value  of  the  left  member.  In  the  right  mem- 
ber (  3~  )  is  the  value  of  v  for  one  degree  of  temperature,  and 

hence  is  a/;  and  this  multiplied  byjp  =  1  =■  ap  gives  ajrak^  the 
same  value  before  found. 
Taking  the  reciprocal  of  equation  (14)  we  have 


'•(l)=-(^);----<^^> 


In  Fig.  210  let  agzk  =  ajmk  =  <^  r=  1,  and  ax  =  t^  =  1.  Through 
X  draw  the  isothermal  txy.  In  the  left  member  of  equation  (15) 
dp  -T-  d(p  will  be  op,  and  is  negative,  and  this  multiplied  by 
<xx  =  V  =  1  gives  the  area  of  the  trapezoid  axyk  =  atnk. 

The  right  member  is  the  difference  in  temperature  of  the  iso- 
thermals  ak  and  to,  which,  multiplied  by  <^  =  1  =  gzka^  gives 
the  area  tnka  as  before. 

Had  the  origin  been  at  k  then  would  the  ordinate  of  a,  or  pa, 
been  positive,  but  v  would  have  been  negative,  so  that  the  nega- 
tive sign  in  equations  (14)  and  (16)  would  remain. 

If  r  be  constant  the  first  of  equations  (A)  gives 


(f) 


=  '(i);i W 
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The  left  member  of  this  equation  is  the  heat  absorbed  at  con- 
stant temperature  while  expanding  unity  of  volume,  provided 
the  amount  so  absorbed  is  the  same  for  each  elementary  in- 
crease of  volume.  dH-r-  dv  being  a  raie^  is  shown  as  constant 
by  making  the  path  of  the  fluid  a  straight  Une.    In  Fig.  211  let 


Fig.  211. 


AB  be  the  path  of  the  fluid,  limited  by  the  ordinates  ViA  and 
v^B  where  v^  —  v^  is  unity.  Acpu  Bg)^  being  adiabatics,  ^ 
AB(p2  will  be  the  heat  absorbed,  and  is  dH-^-  dv.    In  the  right 

member  i-^)  iB  the  increase  of  pressure  for  an  increase  of  one 

degree  of  temperature.  Let  9&  be  an  isothermal  one  degree 
higher  than  AB ;  then  will  the  ordinate 


Aa 


^(^± 


(d_p\ 


which  being  multiplied  by  t>  =  1  =  Vg  —  Vi  gives  the  area  AabB  ; 
hence, 

(%)  (^  =  1)  =  ^«*^  =  ^^*^  =  ABCD,  etc. 


•'•Hrf^/V  =  ^^^^^^- 


Differentiating  equation  (16)  regarding  r  as  variable  gives 
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where  the  subscript  v  in  the  factor  1^  indicates  the  quantity 
whose  value  is  unity.  The  left  member  of  (17)  is  the  increased 
amount  of  heat  which  must  be  absorbed  by  increasing  the  tem- 
perature one  degree,  the  expansion  being  for  an  increase  of 
unity  of  volume  at  the  higher  temperature.    In  Fig.  212  ii  AB 


r-n 


Fig.  212. 

be  a  r  isothermal,  and  Vj—  Vi  =  1,  then,  as  shown  in  Fig.  211, 
will 


Let  ab  be  the  r  +  1  isothermal,  then 

d  /dH\ 
dr  \  dv  )r 

=  q>xAa(p2  +  <P^(pi  —  (PiAB(pn  —  <PzBbcp^ 

=  ((piAa(p2  —  qnBhq}^  +  {<p^(p^  -  (PiAB(p^. 

which  was  to  be  proved. 

The  second  of  the  equations  {A)  for  r  constant  gives 

(f  ).=-'©/' 


(18) 
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The  left  member  implies   that  one   is  to  pass  along  the  r 
isothermal  nntil  there  is  a  diminution  of  pressure  of  unity. 


.r-l 


In  Fig.  213  let  AB  be  the  r  isothermal ;  Ad^  Be^  horizontals ; 
cf  the  r +  1  isothermal.  The  trapezoids  AdeB  and  ABfc  are 
equal,  and 


(^)  =  'p^^^'p»- 


We  also  have  \'T)  ~  -^^» 


.'.(^^Ylp  =  AdeB  =  AefB; 


as  before. 
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CCCCIV, 

ON  THE  MEASUREMENT  OF  DURABILITY  OF  LUBRI- 

CANTS. 

Vr  i.  B.  DBNTOIC,  HOBOKBN,  K.  J. 

(Member  of  the  Society.) 

Pbactioal  differences  of  durability  of  lubricants  depend  not  on 
any  differences  of  inherent  ability  to  resist  being  "  worn  out "  by 
rubbing,  but  upon  the  rate  at  which  they  flow  through  and  away 
from  the  bearing  surfaces.  The  conditions  which  control  this  flow 
are  so  delicate  in  their  influence  that  all  attempts  thus  far  made 
to  measure  durability  of  lubricants  may  be  8aid  to  have  failed  to 
make  distinctions  of  lubricating  value  having  any  practical  signi- 
ficance. To  illustrate :  let  a  standard  half-inch  plng*gauge  and 
its  ring  be  thoroughly  cleansed  of  all  oily  matter  by  soaking  in 
ether.  If  the  two  pieces  are  fitted  within  the  limit  of  standard 
accuracy  there  will  be,  say,  about  one  thirty-thousandth  of  an  inch 
greater  diameter  to  the  ring  than  to  the  plug.  The  two  pieces 
will  go  together  with  great  difficulty  after  cleansing  with  ether — 
in  general  a  mallet  will  need  to  be  used  to  force  the  plug  into  the 
ring.  But  i£  the  pieces  be  smeared  with  lard  or  sperm  oil,  or  any 
good  oil  of  equal  fluidity,  the  plug  may  be  pushed  within  the  ring 
by  a  slight  effort  of  the  hand,  and  may  be  moved  back  and  forth 
at  the  rate  of  about  twenty  times  per  minute  with  the  utmost 
effort  of  the  wrist.  If  the  reciprocating  motion  is  stopped  for  five 
seconds,  the  plug  will  stick  and  must  be  driven  out  of  the  ring 
with  a  mallet.  The  phenomena  to  be  here  noticed  are,  first,  that 
the  oil  allows  itself  to  be  swept  into  the  crack  between  the  ring 
and  the  plug  by  the  reciprocating  motion  of  the  latter,  thereby 
acting  Uke  a  wedge  to  expand  the  ring  slightly ;  and,  second,  that 
as  soon  as  the  motion  of  the  plug  ceases  the  oil  between  the 
ring  and  the  plug  is  squeezed  out  ^j  the  elastic  recovery  of 
the  ring.  The  orifice  through  which  the  oil  flows  from  under- 
neath the  ring  is  a  circular  annulus  one  sixty-thousandth  of  an 
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inch  wide,  and  yet  the  flow  is  a  perfectly  definite  one,  inasmuch 
as  the  phenomena  described  repeat  themselves  with  fair  regu- 
larity. 

Let  both  pieces  be  again  cleansed  in  ether  and  the  experiment 
repeated,  using  as  the  lubricant  an  oil  so  thick  as  scarcely  to  flow 
out  of  any  vessel  at  ordinary  temperature.  Such  an  oil  is  found 
in  the  petroleum  products  prepared  for  steam-cylinder  lubrication. 
It  will  be  found  that  the  plug  will  enter  the  ring  with  the  same 
readiness  as  when  lard  was  the  lubricant,  but  the  force  of  the 
wrist  will  not  be  able  to  reciprocate  the  plug  more  than  about 
one-third  as  fast,  owing  to  the  greater  viscosity  of  the  heavy  oil. 
If  the  reciprocating  movement  of  the  plug  is  stopped,  a  period  of 
at  least  flfteen  seconds  is  necessary  to  cause  the  plug  to  stick,  so 
that  the  hand  cannot  readily  restart  it.  The  explanation  of  this 
difference  of  action  of  the  two  lubricants  is  simply  that  more 
time  is  required  for  the  heavy  oil  to  escape  underneath  the  ring 
and  allow  metallic  contact  between  the  latter  and  the  plug  to  be 
partially  resumed,  and  that  the  thicker  oil  requires  more  force  to 
overcome  the  friction  among  its  own  particles.  The  difference 
is  proportional  to  the  difference  of  viscosity  as  determined  by  the 
time  required  for  each  to  flow  through  any  orifice,  and  to  their 
coefficient  of  friction  as  determined  by  any  form  of  oil-testing 
apparatus  capable  of  measuring  friction  with  a  superabundance 
of  oil  fed  to  the  rubbing  surfaces.  The  sticking  of  the  plug,  when 
it  is  allowed  to  rest,  has  also  its  parallel  in  the  excessive  friction 
offered  by  a  journal  to  starting  compared  to  its  friction  when  in 
uniform  motion,  the  oil  squeezing  out  from  between  a  journal 
and  its  brass  when  the  former  comes  to  rest  in  the  same  manner 
that  it  flows  from  underneath  the  ring-gauge.  It  is  evident,  how- 
ever, that  if  these  definite  differences  of  flow  of  a  lubricant  from 
between  two  surfaces  exist  for  such  minute  thicknesses  of  film  as 
occur  with  the  plug  and  the  ring  and  for  such  slow  motion  as 
the  hand  produces,  in  studying  the  action  of  lubricants  in  prac- 
tice we  must  adjust  our  observations  and  scale  of  measurement 
to  the  consideration,  of  the  most  delicate  and  subtle  forces  or 
influences  to  which  the  lubricant  can  possibly  be  subjected  in  its 
use  in  practical  service. 

From  this  standpoint  let  us  consider  the  results  of  some 
attempts  to  measure  the  durability  of  oil  in  the  laboratory.  The 
experiences  given  are  those  of  the  writer,  and  they  are  set  forth 
in  detail  to  an  extent  designed  to  contribute  in  what,  it  is  hoped. 
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will  be  a  useful  way  to  the  inquiries  and  belie&  which  are  cur- 
rent regarding  possibilities  in  the  way  of  practical  distinctions  of 
lubricating  value  by  such  forms  of  testing  machines  as  have  thus 
far  been  used  in  testing  laboratories.  The  primary  idea  of  deter- 
mining durability  is,  naturally,  to  supply  a  measured  quantity  of 
lubricant  to  certain  rubbing  surfaces  and  determine  how  great  an 
amount  of  rubbing  the  lubricant  will  withstand  before  its  power 
is  exhausted  of  maintaining  the  friction  at  some  minimum  agreed 
upon.  As  a  means  of  measuring  the  friction  between  two  rub- 
bing surfaces  there  is  no  device  superior  to  what  is  known  as  the 
Tharston  form  of  oil-tester,  which  consists  in  forcing  a  pair  of 
brasses  against  a  journal  in  opposite  directions  by  a  spring,  the 
latter  being  lodged  in  a  pendnlum  free  to  swing  about  the  journal 
under  the  influence  of  the  friction  produced  between  the  brasses 
and  the  latter,  the  amount  of  the  friction  being  measured  by  the 
inclination  to  the  vertical  of  a  line  joining  the  centre  of  the  jour- 
nal and  the  centre  of  gravity  of  the  pendulum.  Suppose  one  of 
these  oil-testing  machines  to  have  a  journal  about  1^  inches 
square ;  then  an  amount  of  oil  forming  a  single  drop  let  fall  from 
the  sharp  point  of  a  steel  rod,  ^  of  an  inch  in  diameter,  suffices  to 
cover  the  rubbing  surfaces,  so  that  with  the  latter  in  the  best  pos- 
sible condition  a  very  low  coefficient  of  friction  can  be  obtained 
a.t  a  rubbing  speed  of  about  200  feet  per^minute  and  a  pressure  of 
76  lbs.  per  square  inch  of  the  journal ;  and  at  the  same  time  there 
will  be  no  surplus  oil — ^that  is,  all  of  the  oil  will  be  practically 
subjected  to  rubbing  action.  If,  under  these  circumstances,  we 
run  the  journal  continuously  until  the  friction,  after  remaining 
practically  constant  for  considerable  time — ^half  an  hour  at  least — 
gradually  begins  to  increase  and  finally  becomes  double  the  origi- 
nal amount,  it  might  easily  be  supposed  that  the  number  of  revo- 
lutions to  accomplish  this  would  measure  the  durability  of  the 
lubricant  used  as  compared  to  another  tested  in  the  same  man- 
ner. This  was,  at  one  time,  so  far  the  belief  of  the  writer  that  the 
relative  value  of  oils  was  sought  by  such  a  test,  but  with  the  fol- 
lowing result:  The  amount  of  oil  applied  to  the  journal  was  accu- 
rately gauged  at  8  milligrammes.  The  journal  and  brasses — the 
former  of  tool  steel,  hardened,  and  the  latter  of  composition — 
were  reduced  to  such  a  condition  that  at  a  given  temperature  a 
certain  standard  lard  oil  always  produced  a  certain  amount  of 
friction,  and  a  trial  of  this  standard  lard  always  preceded  the 
trial  of  any  other  oils  whose  durability  was  to  be  determined 
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relatively  to  the  lard.  *  If  the  friction  with  the  standard  lard  was 
too  great,  the  cause  of  it  was  always  found  asoribable  to  incipi- 
ent roughening  of  the  surfaces,  and  the  latter  were  nursed  by 
rubbing  with  an  oil-stone  under  a  magnifying  glass  and  by  con- 
tinued running  with  an  unlimited  amount  of  lubricant,  until  the 
standard  condition  was  regained.  When  the  oil  was  fresh  upon 
the  bearing  surfaces  it  was  translucent  in  appearance  and  slippery 
to  the  touch.  After  about  10,000  revolutions  the  friction  might 
have  increased  to  double  the  minimum  amount,  as  described 
above,  but  the  appearance  of  the  oil  would  show  no  signs  of 
deterioration,  and  it  was  found  that  the  cause  of  the  extra  friction 
was  the  uneven  distribution  of  the  oil  over  the  rubbing  surfaces. 
There  being  no  continuous  supply,  the  oil  distributed  itself  more 
or  less  evenly  simply  by  chance,  and  a  small  filament  or  part  of 
the  rubbing  surfaces  could  be  seen  to  be  devoid  of  oil.  Accord- 
ingly the  oil  was  redistributed  with  the  pointed  end  of  a  match 
and  the  pressure  reapplied,  with  the  result  that  the  friction  at 
once  resumed  the  minimum  value,  shoviring  that  the  oil  was  in  no 
sense  worn  out  The  machine  would  therefore  be  run  on  until 
the  friction  again  doubled  itself,  when  another  examination  might 
still  show  the  cause  to  be  irregular  distribution.  This  was  again 
remedied  and  the  machine  continued  in  operation  under  the  same 
programme,  until  finally,  after  several  redistributions  of  the  oil,' 

*  A  question  often  asked  is  whether  measurements  on  an  oil-testing  machine 
can  be  made  to  duplicate  themselves.  In  the  matter  of  friction  an  entireij  satis- 
factory duplication  of  action  is  always  possible.  For  example,  the  following  is  a 
series  of  fifteen  consecutive  tests  of  different  oils,  and  between  each  pair  of  tests 
the  journal  of  the  oil-tester  was  tried  with  the  standard  oil,  and  gave  results  as 
follows : 


First     Trial, 

Second 

Third 

First 

Second 

First 

Second 

First 

Second 

First 

Second 

First 

Second 

First 

Second 


No.  of  Trial. 

December  15th ) 

18th  [  Oil  A, 
25th  ) 
15th) 
27th  S 
16th  I 
22d  S 
15th  t 
18th  f 
18th ) 
28d  f 
18ih  i 
18ihC 
18th  i 
28th  f 


TemperatDre      Friction  of 
of  Bearings.    SUndard  Oil. 


95** 

95" 

110' 

110** 

95** 

95" 

95' 

110" 

110" 

110" 

110" 

110" 

110" 

110" 


1.9  lbs.  ^ 

1.9  ** 

1.7  " 

1.9  " 

1.7  '• 

1.9  ** 

1.9  •' 

1.9  *' 
17** 

1.7  *' 

1.8  *' 
1.7  *' 
1.7  " 
1.7  *• 
1.7  '* 
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the  latter  had  lost  its  tranelncent  appearance  and  oily  nature, 
having  become  a  dark-colored  paste.  The  friction  would  then 
refuse  to  decrease  by  redistribution.  The  total  number  of  reyo- 
lutions  might  be  12.000  to  accomplish  this  result  with  lard  oil 
on  a  given  date,  and  the  same  number  of  revolutions  might  be 
nearly  obtained  on  a  second  trial.  In  fact,  so  far  did  duplicate 
trials  of  the  same  oil  apparently  give  the  same  revolutions  within 
a  small  per  cent.,  that,  as  stated  above,  the  relative  durability 
was  thought  to  have  been  determined  by  this  method  with  refer- 
ence to  lard  oil.  But,  upon  a  more  extensive  trial  of  the  lard, 
30,000  revolutions  were  required  to  reduce  it  to  the  gummy  state, 
and  again,  60,000  revolutions,  and  upon  one  occasion  400,000 
revolutions ;  and  in  between  these  figures  would  occur  records  of 
10,000,  7,000,  and  as  low  as  5,000  turns  of  the  machine,  which, 
with  no  variation  of  pressure,  temperature,  speed,  atmosphere, 
amount  of  oil  or  quality  of  the  latter,  were  the  apparent  measure 
of  the  durability  of  this  standard  oil,  as  measured  on  this  basis. 
Evidently  some  cause  was  at  work  which  rendered  the  method 
valueless.  Such  cause  was  discovered  and  communicated  to  the 
writer  by  Dr.  Charles  B.  Dudley,  of  Altoona,  who  had  carried  out 
similar  investigations.  Upon  analyzing  the  black  paste  to  which 
the  lubricant  reduced  itself,  Dr.  Dudley  found  that  it  was  com- 
posed main^ly  of  the  material  of  the  bearings  themselves,  showing 
thereby  that  the  limit  to  the  friction-producing  qualities  of  a  lubri- 
cant tested  in  this  manner  was  the  rate  at  which  it  adulterated 
itself  with  the  metal  worn  off  the  bearings,  notwithstanding  that  * 
the  amount  of  the  latter  was  so  infinitesimal  tliat  years  of  opera- 
tion of  the  machine  would  not  detect  the  wear  by  any  finite  meas- 
urement of  the.  dipaensions  of  the  bearings.  The  rate  of  this 
metallic  wear  being  infinitely  variable,  it  is  evident  that  the  dura- 
bility of  oil  cannot  be  measured  by  restricting  our  measurement 
to  the  behavior  of  a  fixed  quantity  whose  amount  shall  be  so  small 
as  to  allow  of  no  surplus  oil  about  the  bearings;  or,  in  other 
words,  maintain  all  of  the  oil  under  rubbing  action  at  once.  The 
failure  of  the  method  is  attributable  also  to  the  fact  that  so  little 
oil  was  employed  compared  to  the  amount  of  rubbing  surface  that 
the  latter  could  not  remain  uniformly  covered.  It  is  natural, 
therefore,  to  inquire  whether  tlie  method  would  not  be  more  suc- 
cessful if  a  greater  amount  of  oil  could  be  used  permitting  a  slight 
surplus,  but  applied  upon  .some  plan  which  would  enable  the  sur- 
plus to  be  employed  to  secure  regularity  in  the  distribution  of  the 
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oil  over  the  rubbing  surfaces.  Such  a  plan  has  been  tried  by  the 
writer  on  a  larger  size  of  Thurston  testing  machine  haying  a  jour- 
nal about  four  inches  diameter  and  seven  inches  long,  with 
brasses  of  the  same  proportions  as  used  in  railroad  car  service, 
except  that  the  arc  of  contact  was  reduced  so  that  the  total  bear- 
ing area  of  two  brasses  was  about 
seventeen  square  inches.  The  jour- 
nal was  of  wrought  iron  reduced  to 
such  a  condition  that  with  standard 
lard  oil  under  360  pounds  per  square 
inch  pressure,  and  about  250  revo- 
lutions per  minute,  a  coefficient  of 
friction  of  four-tenths  of  one  per 
cent,  could  be  maintained.  Oil 
was  fed  to  the  journal  through  two 
oil  cups  fastened  into  holes  in  the 
upper  brass,  as  shown  at  LL  in 
Fig.  214,  which  shows  a  longitu- 
dinal section  of  the  testing  jour- 
nal. After  cleaning  the  bearing 
surfaces,  10  minims  of  oil  were 
smeared  upon  them,  and  the  pen- 
dulum hung  in  place.  Twenty- 
five  minims  of  oil  were  then  evenly 
-V  distributed  between  the  two  oil 
\  cups,  while  about  100  lbs.  pressure 
was  upon  the  bearings  and  the 
machine  in  motion.  The  press- 
ure was  then  gradually  increased  to  350  lbs.,  and  the  machine 
run  until  the  minimum  friction  doubled  itself.  Before  relat- 
ing the  results  we  will  consider  the  difference  in  the  amount 
of  oil  applied  compared  to  that  used  in  the  eight-milUgram  test, 
with  the  journal  about  one  and  one-half  inches  diameter.  For  the 
latter  conditions  each  10,000  revolutions  causes  a  number  of 
square  inches  of  surface  to  be  rubbed  over  which  correspond  to 
the  use  of  one  milligram  of  oil  for  each  7,000  square  inches.  In 
the  case  of  the  larger  journal  36  minims  of  oil  correspond  to 
the  use  of  one  milligram  to  each  2,000  square  inches  of  surface 
rubbed  over,  if  the  35  minims  should  permit  10,000  revolu- 
tions before  the  friction  was  doubled.  Consequently,  a  consid- 
erable surplus  of  oil  would  be  present  in  the  case  of  the  large 
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JGurDal,  provided  it  could  be  prevented  from  wasting.  To  pre- 
vent such  waste  was,  however,  a  matter  of 
some  study.  The  25  minims  placed  in  the 
oil  cups  filled  the  lower  portions  of  the  latter 
for  a  depth  of  about  one  inch  and  flowed  out 
very  gradually,  but  still  with  sufficient  abun- 
dance to  cause  large  drops  of  oil  to  roll  off  of 
the  rising  side  of  the  journal  as  they  ap- 
proached the  edge  of  the  upper  brass.  Oil 
adhering  to  this  edge  of  the  brass  was  carried 
by  capillary  action,  and  the  slight  irritation 
of  the  upper  brass  in  its  framework,  up  the  vertical  sides  of  the 
latter ;  and  gradually  the  entire  interior  of  the  framework  enclos- 
ing the  bras8es  was  covered  with  the  surplus  oil.  To  overcome 
this  irregularity  the  upper  brass  was  cut  to  the  form  shown  in 

Fig.  215,  so  that  oil  which  was  carried 
upward  by  the  journal  to  the  edge 
of  the  brass,  a,  could  not  climb  along 
the  bevelled  surface,  a  6,  but  dropped 
off  of  the  upper  brass  to  the  lower 
brass.  A  flexible  metal  guide,  c  d, 
was  fastened  to  the  lower  brass  (Figs. 
215  and  216),  so  that  the  oil  thus  drop- 
ping from  the  upper  brass  was  pre- 
vented from  striking  the  sides  of  the 
framework,  but  was  instead  caused  to 
fall  against  the  journal  and  be  repeat- 
edly drawn  upward,  thus  assisting  to 
maintain  in  a  uniform  condition  the 
film  of  oil  on  the  journal.  The  brasses 
were  one  inch  shorter  than  the  jour- 
nal, so  that  a  liberal  amount  of  lateral 
motion  ^  could  be  given  to  the  pendu- 
lum. The  edges  of  the  brasses  were 
chamfered,  so  that  the  result  of  the 
lateral  movement  was  to  accumulate  a 
band  of  oil  around  each  end  of  the 
journal  distant  from  the  latter  equal 
to  the  radius  of  the  fillet.  This  band  of  oil  absorbed  a  consider- 
able proportion  of  the  total  35  minims  during  the  early  stages  of 
*  Whenever  this  lateral  motion  was  stopped  the  friction  rapidly  iocreased. 


Fig.  216. 
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a  test,  but  did  Dot  seem  to  consame  oil  or  withdraw  it  from  action 
between  the  surfaces  after  such  time.  To  all  appearances  the 
journal  was  in  a  uniform  condition  of  lubrication,  the  friction 
remaiDing  perfectly  constant  for  several  hours,  and  the  tempera- 
ture remaining,  with  all  oils  of  about  the  fluidity  of  lard,  within 
5°  of  130°  Fahr.  Yet  in  spite  of  every  precaution  successive  rec- 
ords of  lard  oil  were  as  follows: 

July  9 82.000  revs. 

**  10 67.800    •* 

•'  18 58,000    •* 

"   15 29,000    •• 

and  of  a  pure  mineral  oil  of  about  the  same  fluidity  as  lard : 

July  10 86,000rev». 

Second  test 88,000     *' 

Third      *'    27.000     ** 

The  last  three  results  were  well  calculated  to  lure  an  experimenter 
into  the  belief  that  the  method  gave  duplicate  results,  but  on  con- 
tinuing the  test  of  the  same  oil  on  July  16,  the  record  of  one  test 
was  10,600  revolutions,  and  of  a  second  test  64,000  revolutions 
with  the  friction,  and  temperature,  and  speed  as  identical  as  it  is 
possible  to  have  them.    It  was  evident,  therefore,  that  irregularity 
of  conditions  existed  of  a  nature  beyond  the  reach  of  any  availa- 
ble means  of  control,  and  so  far  as  is  known  to  the  writer  there 
is  no  method  of  employing  so  little  oil  on  a  journal  as  to  prevent 
its  escape  from  the  latter  and  determining  anything  representative 
of  the  quality  of  durability.     The  clever  device  adopted  in  the 
Pennsylvania  laboratory,  at  Altoona,  of  saturating  a  strip  of  felt 
laid  in  a  cavity  in  the  lower  brass  with  the  oil  to  be  tested, 
is  another  method  of  making  a  fixed  quantity  of  oil  be  wholly 
devoted  to  the  lubrication  of  the  bearing  surfaces,  the  slight 
tendency  of  the  oil  to  escape  being  checked  by  sucking  up  the 
waste  oil  with  a  pipette  and  continuously  restoring  it  to  the  jour- 
nal.    No  attempt  is  made,  however,  to  determine  any  quality 
of  the  lubricants  tested  other  than  their  coefficient  of  friction. 
The  rates  at  which  oils  are  supplied  to  practical  bearings  are, 
however,  greatly  in  excess  of  the  amount  applied  in  the  above 
tests.      Taking  the   average  revolutions  which  caused  the  fric- 
tion to  double  at  80,000,  the  36  minims  supply  to  a  journal  four 
inches  diameter  and  six  inches  long  amounts  to  one  seven-hun- 
dredth of  a  milligram  per  square  inch  of  surface  rubbed  over.     A 
very  economical  case  of  practical  oil  consumption  is  when  a  loco- 
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motiye  main  orank-pin  conBumes  about  six  cubic  inches  of  oil  in 
a  thousand  miles  of  service.  This  is  equivalent  to  a  consumption 
of  one  milligram  to  seventy  square  inches  of  surface  rubbed  over, 
or  ten  times  as  great  an  amount  as  that  used  on  the  testing 
machine.  If,  therefore,  the  latter  amount  provided  a  surplus 
requiring  special  provision  to  prevent  escape  of  oil  from  the  bear- 
ings, what  must  become  of  the  surplus  present  on  the  locomotive 
crank-pin  and  other  bearings  using  oil  with  the  same  economy,  of 
which  there  are  numerous  examples  in  every  class  of  machinery  ? 
•  Undoubtedly  it  must  continuously  escape  from  the  journal.  The 
35  minims  of  oil,  used  in  the  test  described,  was  so  little  con- 
taminated by  the  absorption  of  metallic  wear  under  30,000  revo- 
lutions that  the  fluidity  was  not  greatly  reduced.  Consequently, 
with  ten  times  as  great  an  amount  of  oil  to  absorb  the  metallic 
particles,  the  oil  leaving  the  locomotive  crank-pin  is  but  little 
changed  in  fluidity,  and  flows  from  between  the  surfaces  with 
practically  the  same  freedom  as  when  in  a  fresh  condition.  It 
follows,  therefore,  that  the  economy  of  one  oil  over  another,  so  far 
as  the  quantity  used  is  concerned — that  is,  so  far  as  durability 
is  concerned — is  simply  proportional  to  the  rate  at  which  it 
can  insinuate  itself  into  and  flow  out  of  minute  oriflces  or 
cracks.  Oils  will  differ  in  their  ability  to  do  this,  first,  in  pro- 
portion to  their  viscosity,  and,  second,  in  proportion  to  the  capil- 
lary properties  which  they  may  possess  by  virtue  of  the  particular 
ingredients  used  in  their  composition.  Where  the  thickness  of 
film  between  rubbing  surfaces  must  be  so  great  that  large  amounts 
of  oil  pass  through  bearings  in  a  given  time,  and  the  surround- 
ings are  such  as  to  permit  oil  to  be  fed  at  high  temperatures  or 
applied  by  a  method  not  requiring  a  perfect  fluidity,  it  is  proba- 
ble that  the  least  amount  of  oil  will  be  used  when  the  viscosity 
is  as  great  as  in  the  petroleum  cylinder  stocks.  This  was  pointed 
out  by  the  writer  in  a  former  paper  presented  to  the  Society  in 
connection  with  a  description  of  various  viscosimeters.  When, 
however,  the  oil  must  flow  freely  at  ordinary  temperatures  and 
the  feed  of  oil  is  restricted,  as  in  the  case  of  crank-pin  bearings, 
it  is  not  practicable  to  feed  such  heavy  oils  in  a  satisfactory  man- 
ner. Oils  of  less  viscosity  or  of  a  fluidity  approximating  to  lard 
oil  must  then  be  used,  and  the  differences  among  such  oils,  with 
respect  to  the  quality  of  entering  and  leaving  the  spaces  between 
the  bearing  surfaces,  may  readily  be  imagined  to  depend  in  a  con- 
siderable degree  upon  differences  of  capillary  property  arising 
65 
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firom  choice  of  ingredients  forming  any  particular  mixture.  We 
are  led,  therefore,  to  conclude  that  a  test  of  durability  must  be  a 
test  of  the  rate  at  which  two  oils  fed  to  the  same  journal,  by  the 
same  device,  and  under  the  same  circumstances,  permit  them- 
selves to  flow  between  the  bearing  sxurfaces  and  out  of,  and  off 
of,  the  bearings,  and  that  oil  may  differ  in  this  respect  with  every 
variation  of  ingredient  and  viscosity.  As  necessarily  there  will 
be  surplus  oil  which  will  escape  from  the  reservoir  and  do  no 
lubricating  service  before  being  led  off  of  the  bearings,  it  follows 
that  every  particular  condition  of  bearings  will  affect  the  amount 
of  oil  consumed,  and  hence  our  oil-testing  machine,  to  determine 
durability,  must  be  the  very  machine  upon  which  the  oil  is  used 
or  a  copy  of  the  same. 

To  illustrate  what  would  happen  if  this  idea  of  testing  durabil- 
ity was  carried  out  with  the  laige-sized  Thurston  testing  machine 
referred  to  above,  experiments  were  made  feeding  oil  to  tlie  two 
oil  cups  in  50  minim  doses  under  the  same  conditions  as  described 
above,  except  that  the  brasses  were  exactly  Uke  railroad  car 
brasses,  no  provision  being  made  to  prevent  the  oil  escaping  in 
whatever  direction  it  chose  to  flow.  The  machine  was  run  until 
the  friction  began  to  increase  above  a  minimum,  and  then  another 
dose  of  45  minims  of  oil  was  added  to  the  cups  without  stopping 
or  disturbing  the  machine.  The  oil  was  so  regularly  led  away  by 
the  various  escaping  surfaces  formed  by  the  brasses,  that  in  a 
series  of  about  a  dozen  trials  of  lard  oil  versus  sperm  oil  the  latter 
averaged  11,000  revolutions  in  doubling  the  friction,  and  the  lard 
9,000  revelations,  with  a  variation  of  only  about  20^  from  these 
figures  in  the  various  separate  trials.  But  upon  changing  the 
brasses  to  another  pendulum-head  or  framework,  in  which  they 
fitted  to  all  appearances  with  precisely  the  same  degree  of  accu- 
racy, a  series  of  trials  with  lard  oil  averaged  14,000  revolutions  to 
consume  50  minims.  The  slight  difference  in  the  fitting  of  the 
brasses  in  the  pendulum-head  by  altering  the  effect  of  the  various 
escaping  surfaces  increased  the  time  necessary  for  the  oil  to 
escape.  It  seems  hardly  possible,  therefore,  that  the  quality  of 
durability  in  lubricants  can  be  measured,  except  by  copying  in  a 
very  perfect  manner  the  exact  conditions  of  arrangement,  propor- 
tion €md  method  of  feeding  which  are  to  be  used  where  the  lubri- 
cant 18  to  be  applied ;  and  even  when  this  precaution  is  taken,  the 
'  fact  that  in  some  kinds  of  service  the  Umit  to  the  consumption  of 
oil  depends  upon  the  extent  to  which  dust  or  other  refuse  becomes 


Digitized  by 


Google 


ON  THE  MEASUBEBffENT  OF  DURABILITY  OF  LUBRICANTS.     1023 

mixed  with  it,  as  in  railroad-car  labrioation  and  in  the  case  of 
agricoltaral  machinery,  makes  it  almost  hopeless  to  expect  that 
laboratory  tests  can  contribute  very  much  of  practical  value  in  the 
determination  of  relative  durability  of  lubricants. 

That  machines  may  be  devised  for  the  laboratory,  liowever,  and 
are,  in  fact,  in  use  to-day  in  some  of  the  latter,  which  will  con- 
tribute much  valuable  knowledge  to  many  questions  of  lubrica- 
tion, through  measurements  of  friction  and  metallic  wear,  is  not  to 
be  denied,  but  the  discussion  of  this  part  of  the  subject  is  not 
intended  to  be  included  in  the  scope  of  this  paper. 

DISCUSSION. 

Mr.  T,  R.  Almond, — I  would  like  to  relate  something  which 
has  come  under  my  observation  in  connection  with  this  subject. 
If  the  lubricant  be  enclosed  in  a  case  so  that  none  of  it  can  escape, 
and  there  be  a  perfect  circulation  of  the  lubricant  running  all  over 
the  bearings,  and  the  lubricant  be  used  for  a  lengthened  period — 
one  year,  if  you  like — and  the  amount  of  work  which  is  being 
done  be  considerable,  the  lubricant,  instead  "of  being  inferior  in 
quality  as  a  lubricant  at  the  end  of  that  period  of  time,  will  prove 
to  be  superior  in  quality.  An  illustration  of  this  came  to  my 
notice  in  a  machine  which  I  have  had  in  use  in  my  shop.  We  put  a 
pint  and  a  half  of  oil  in  the  machine,  and  at  the  end  of  a  year  we 
took  the  oil  out  and  replaced  it  with  a  pint  and  a  half  of  the  same 
oil  as  previously  used.  It  came  out  of  tlie  same  can.  Upon  starting 
the  machine  we  found  that  it  heated  up,  I  should  think  from  10°  to 
15°,  and  continued  to  do  so  during  a  period  of  three  or  four  weeks. 
After  that  it  began  to  cool  down  to  the  same  condition  in  which 
it  was  previous  to  our  taking  out  the  old  oil,  which  had  been  used 
for  twelve  months.  The  kind  of  oil  used  was  that  called  electric 
machine  oil,  made  by  the  Vacuum  Oil  Company,  of  Rochester. 
The  fact  was  well  observed  and  beyond  dispute. 

Mr,  H.  A.  Porterfidd, — I  cannot  let  this  opportunity  pass  with- 
out saying  a  few  words  about  the  importance  of  two  new  views 
presented  in  this  paper.  Those  two  new  views  are  the  escape  of 
lubricants  and  the  effect  of  such  escape  on  the  endurance  of  them, 
and  the  effect  on  the  endurance  of  a  mixture  of  the  lubricants 
with  parts  of  the  bearings  themselves  or  with  outside  dust. 

A  series  of  tests  of  oils  on  a  Thurston  oil-testing  machine  at 
Cambria  Iron  Works,  made  to  determine  coefficients  of  friction 
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only,  led  me  to  think  that  the  machine  is  valnable  only  for  deter- 
minations of  friction  coefficients,  and  not  for  endurance  tests. 

The  statements  by  the  writer  that  endurance  tests  are  affected 
by  the  escape  of  the  lubricant  from  the  bearing,  and  also  by  its 
mixing  with  particles  of  matter  from  the  bearing  itself  or  from 
ontside  soarces,  are  particnlarly  interesting  to  large  plants,  such  as 
iron  and  steel  works,  where  it  is  impossible  to  use  the  best  grade 
of  oil  for  each  purpose,  but  where  one  or  two  oils  only  can  be 
handled  to  answer  many  requirements. 

In  practice  there  are  many  bearings  where  an  oil  does  not  get  a 
chance  to  show  its  enduring  qualities,  and  on  such  bearings  it  is 
often  economical  to  use  a  low-priced  oil  of  less  enduring  qualities 
than  the  high-priced.  This  fact  is  worthy  of  consideration  in  the 
adoption  by  a  large  plant  of  an  oil  to  be  used  for  different  purposes. 

I  recently  saw  an  engine  running  in  a  place  where  there  was  a 
great  deal  of  dust  of  the  nature  of  iron.  The  oil  used  ou  the  bear- 
ings was  of  high  viscosity,  and  has  the  reputation  of  being  one  of  the 
best  and  highest-priced  mineral  oils  in  the  market.  On  substitut- 
ing a  second  oil  of  one-third  the  viscosity  and  half  the  price  of  the 
first,  an  oil  which,  I  think,  if  it  could  be  got  at  properly,  would 
have  less  enduring  qualities  than  the  first  oil,  the  engine  ran  cooler 
on  a  little  less  quantity  of  the  second  oil  than  of  the  first  This 
may  be  due  to  the  fact  that  the  less-viscous  oil  mixed  differently 
with  the  dirty  matter  and  carried  more  of  it  off  the  bearings. 

Mr,  Jno.  T.  HawMns. — ^We  have  recently  had  examples  of  the 
use  of  lubricants  under  somewhat  different  conditions  from  those 
which  obtained  when  the  Thurston  oil-testing  machines  were  in- 
troduced and  the  tests  made  upon  them.  In  such  machines,  for 
instance,  as  the  Westinghouse  engine  and*  similar  machines.  I 
notice  in  the  paper  that  under  the  Thurston  tests,  when  the  lubri- 
cant becomes  discolored  the  friction  becomes  greater,  and  from 
that  time  on  it  possesses  diminishing  value  as  a  lubricant. 

In  the  Thurston  machine  the  tests  consist  in  some  cases  in  what 
may  be  called  a  wearing  out  of  a  small,  definite,  measured  quantity 
of  the  lubricant,  the  result  being  observed  until  it  practically 
disappears. 

In  such  machines  as  the  Westinghouse  engine,  and  indeed  in 
the  case  of  many  other  large  journals,  such  as  car-axle  boxes  and 
journals,  the  supply  of  lubricant  is  practically  unlimited,  and  in 
the  former  case  it  is  so  confined  to  its  reservoir  that  the  whole 
bulk  probably  suffers  some  such  deterioration  as  that  indicated  in 
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the  paper  as  becoming  diseolored,  bat  is  not  snbject  to  the  con- 
ditions imposed  by  the  Thurston  tests,  which  I  have  called 
^'wearing  out,"  or  at  least  it  cannot  disappear,  it  would  seem, 
under  conditions  exactly  similar  to  its  disappearance  in  the  Thurs- 
ton machine. 

I  would  like  to  ask  if  any  member  has  had  experience  in  a 
case  such  as  the  Westinghouse  engine  which  would  enable  us  to 
determine  whether  or  not  the  unlimited  supply  affects  the  question 
of  deterioration  in  the  lubricant  and  its  disappearance ;  whether  or 
not  an  equal  quantity  is  worn  out  or  consumed  under  such  condi- 
tions of  unlimited  supply  without  escape,  as  would  be  in  the  case 
where  only  the  quantity  necessary  to  the  best  degree  of  lubrication 
is  supplied  to  the  bearings  as  fast  as  it  disappears  or  is  worn  out, 
and  whether  the  whole  bulk  of  oil  in  the  reservoir  of  a  Westing- 
house  engine  requires  to  be  renewed  at  certain  intervals,  or 
merely  added  to  from  time  to  time. 

Mr.  F.  A,  Scheffler, — ^I  can  only  say  this  much,  that  many  of 
these  engines  of  various  sizes  are  run  a  long  while  without  any 
additional  oil  being  placed  in  the  crank-case.  The  principal  rea- 
son, I  presume,  why  the  oil  has  to  be  renewed  is  not  that  it  loses 
its  lubricating  qualities,  but  simply  because  the  oil  gradually  rises 
up  and  will  overflow,  owing  to  an  increased  quantity  of  water  in 
the  case  from  condensed  steam,  which  leaks  over  sometimes  into 
the  crank-case*  This  action  will  raise  the  oil  up  after  a  long  run, 
and  the  oil  will  have  to  be  renewed  in  about  six  months  or  so. 

Mr,  C.  8,  DuUon. — The  oil  supply  in  the  practical  operation  of 
the  Westinghouse  engine  is  kept  up  pretty  regularly.  A  special 
oil  made  for  that  purpose,  to  stand  a  high  degree  of  heat,  is  fed  into 
the  bearings — a  sort  of  sight-feed  arrangement  usually — and  it 
feeds  itself  into  the  inside  of  the  crank-case.  The  constant  agita- 
tion mixes  it  up  very  thoroughly  with  the  water,  and  the  constant 
leakage  of  condensed  steam  into  the  crank-case  causes  an  overflow, 
and  it  takes  the  oil  out  with  it  to  a  certain  extent,  so  that  the 
supply  has  to  be  constantly  kept  up^  But  it  is  also  true  that  in  very 
many  cases  they  catch  the  oil  at  the  overflow  and  put  it  back  and 
use  it  over  to  a  considerable  extent.  I  do  not  know  so  much  about 
that.  I  have  not  been  connected  with  Westinghouse  engines  for 
the  last  four  or  five  year.^,  but  that  is  the  practical  operation  of 
it.  What  the  effect  on  the  oil  eventually  is  I  could  not  say  There 
is  a  certain  amount  of  it  which  goes  to  waste,  so  that  some  addi- 
tional oil  has  to  be  added  all  the  time. 


Digitized  by 


Google 


1026    ON  THE  MEASUREMBNT  OF  DUBABIUTY  OF  LUBBICANT8. 

Mr.  Porterfield. — I  have  seen  a  Westinghouse  engine  in  which 
about  75^  of  the  oil  which  escaped  was  allowed  to  settle  out  in  the 
purifier,  as  it  is  called,  and  that  oil  did  not  seem  to  be  changed  to 
any  extent  from  the  original  oil.  It  was  perfectly  good  and  could 
be  put  right  back  into  the  crank-case. 

Mr.  Almond. — Perhaps  I  have  not  given  a  fair  description  of  the 
apparatus  of  which  I  was  speaking.  I  wish  to  say  that  there  are 
11  bearings  of  steel  and  cast-iron  in  the  machine ;  that  I  put  in  a 
pint  and  a  half  of  vacuum  electric  machine  oil ;  that  it  ran  for  13 
months  at  the  rate  of  140  revolutions  a  minute ;  that  the  machine 
was  transmitting  between  4  and  6  H.P.  for  12  months ;  that  at 
the  end  of  that  time  one  pint  of  oil  was  taken  out,  being  all  the  oil 
which  could  be  drained  out  of  it  Therefore  one-half  pint  was  the 
amount  consumed.  The  point  to  which  I  particularly  wish  to  call 
the  members'  attention  is  that  the  machine  ran  warm  after  the  new 
oil  was  placed  in  it — seeming  to  prove  that  the  old  oil,  when  it  had 
been  used  and  had  been  distributed  at  that  rate  of  speed,  say.  140 
revolutions  per  minute  through  a  period  of  12  months,  had  im* 
proved  in  lubricating  quality  instead  of  being  injured.  That,  per- 
haps, is  a  little  more  clear  than  as  I  mentioned  it  before.  I  think 
that  is  the  point  really  thalt  the  paper  wishes  to  come  at — as  to 
whether  the  lubricating  quality  of  the  oil  is  injured  by  use. 

Prof.  J.  B  Webh. — Mr»  Almond  has  not  stated  where  he  thinks 
the  half-pint  of  oil  went  to.  It  is  possible  that  it  evaporated,  so 
that  he  had  the  good  qualities  of  a  pint  and  a  half  in  a  pint,  and  for 
that  reason  it  operated  better. 

Mr.  Geo.  S,  Strong. — I  should  like  to  mention  a  case  in  which  I 
have  known  of  similar  lubrication.  As  a  great  many  know,  the 
old-fashioned  river  steam-boat  engines  carry  a  very  high  pressure, 
about  176  lbs.  to  180  lbs.,  and  the  oil  or  lubricant  which  was  for. 
merly  used  in  these  engines  was  tallow.  The  very  high  tempera- 
ture was  necessarily  very  much  against  the  use  of  such  a  lubricant, 
and  a  great  many  of  the  old  steam-boat  engineers,  in  breaking  in  a 
new  engine,  used  beeswax  and  plumbago  a  certain  length  of  time 
until  the  cylinder  was  thoroughly  polished,  and  after  that  would 
use  no  lubricant  whatever,  excepting  the  lubricant  which  was  fur- 
nished by  the  water  of  condensation.  I  know  of  an  engine  which 
was  driven  for  nearly  10  years  and  never  had  a  drop  of  oil  put 
into  the  cylinder,  either  for  valves  or  cylinder,  and  they  never  had 
any  trouble  with  it.  The  cylinder  was  polished  as  nicely  as  a  look- 
ing-glass inside.     There  were  no  scratches  or  indications  of  wear 
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whatever,  sliowing  tliat  plumbago  and  beeswax  had  the  effect  of 
patting  a  polish  on  there  which  was  very  much  harder  than  the  cast- 
iron  itself,  and  which  made  it  unnecessary  to  lubricate  those  cylin- 
ders after  tliey  had  that  polish.  I  think  that  is  so  to  a  very  large 
extent  in  locomotive  practice  to-day.  Altera  cylinder  has  that 
polish  the  question  of  lubrication  is  not  so  important  as  the  neces- 
sity for  getting  that  polish  in  breaking  in  a  new  engine.  So  that 
in  breaking  in  new  engines  now  I  always  recommend  for  the  lirst 
month  that  a  great  deal  of  plumbago  and  beeswax  be  used  as  a 
cylinder  lubricant  until  that  polish  is  obtained,  and  then  the  ques- 
tion of  cylinder  lubrication  is  not  of  so  much  importance. 

Frof.  J.  E.  Denton* — The  endurance  tests  cited  in  the  paper  do 
not  apply  to  the  journals  of  a  Thurston  oil-tester  alone,  as  Mr. 
Hawkins  intimates.  The  conclusions  are  true  for  continuous  rub- 
bing between  any  two  bearing  surfaces  with  no  renewal  of  oil 
supply.  The  various  instances  mentioned  by  speakers  of  the  lubri- 
cating value  of  oil  after  continued  service  are  all  cases  where  the 
lubricant  is  never  so  far  contaminated  with  foreign  matter  as  to 
destroy  its  fluidity  or  reduce  it  to  a  pasty  condition,  as  was  the  case 
in  the  experiments  described  with  the  small  Thurston  machine. 

*  Aathor*8  Cloeure,  ander  the  Rules. 
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CCCCV. 

THE  EFFECTIVE  AREA    OF  SCREWS. 

Br  D.  8.  JAOOBUH,  BOBOKSH,  H.  J. 

(Member  of  the  Socletj.) 

The  following  examples  of  measuremeifts  recently  made  bf  the 
performance  of  screws  are  regarded  as  valuable  instances  of  the 
verification  of  the  statement  made  in  Banldne's  Shipbuilding^ 
p.  89,  to  wit :  **  The  effective  area  is  the  sectional  area  already 
mentioned  of  the  stream  of  water  laid  hold  of  by  the  propeller, 
and  is  generally,  if  not  always,  greater  than  the  actual  area,  in  a 
ratio  which,  in  good,  ordinary  examples,  is  1.2  or  thereabouts, 
and  is  sometimes  as  high  as  1.4,  a  fact  probably  due  to  the  stiff- 
ness of  the  water,  which  communicates  motion  laterally  amongst 
its  particlea" 

The  first  instance  is  the  case  of  a  tug-boat  upon  which  two 
screws  were  tried.  These  two  screws  were  especially  adapted 
for  verifying  the  above  theory,  their  actual  disk  area  being 
the  same,  but  their  effective  area  greatly  different  In  one  of 
the  screws  the  blades  were  bent  backward  and  had  a  form  which 
tended  to  throw  the  water  together  after  it  was  acted  on,  thus 
diminishing  the  effective  area ;  the  other  was  of  the  ordinary 
form,  in  which  the  centre  lines  of  the  blades  are  at  right  angles 
to  the  shaft,  and  in  which  the  effective  area  is  considerably 
greater  than  the  actuaL 

In  addition  to  these  two  tests  the  results  obtained  by  Pro- 
fessor Denton  in  his  trials  of  the  ferry-boat  Bergen  will  be 
made  use  o^  as  well  as  those  of  fair  reliability  obtained  on  the 
steamer  Homer  RamsddL 

The  ratio  of  the  effective  to  the  actual  disk  area  ol  the  screws 
was  found  to  be  as  follows  : 

Tug-boat,  with  ordiDary  tnie-pitch  screw 1 .49 

**  "    screw  having  blades  projecting  backward 57 

Ferry-boat  Bergen,  with  or-  j  at  speed  of  12.09  stat.  miles  per  hour.  1 .58 

dinary  traepitch  screw      (     **        •'    18.4    **  "         **  1.48 

Steamer  Homer  Banudell,  with  ordinary  tme-pltch  screw 1 .  20 
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The  extremely  low  ratio  for  the  screw  with  the  blades  project- 
ing backward  is  probably  not  altogether  due  to  the  action  of  the 
blades  in  throwing  the  water  together,  because  the  loss  produced 
by  shock  is  taken  the  same  as  for  the  ordinary  screw,  whereas  it 
is  probably  greater,  on  account  of  the  fact  that  the  blades  were 
much  thicker  than  in  the  screw  that  it  replaced.  In  addition 
to  this  the  area  of  each  of  the  blades  was  about  25^  smaller 
than  in  the  other  screw.  All  we  can  say  in  this  case  is,  that  a 
construction  of  screw  which  tends  to  diminish  the  effective  area 
will  increase  the  slip.  In  our  present  state  of  knowledge,  we 
cannot  predict  exactly  how  much  of  the  indicated  horse  power  is 
effective  at  the  wheeL 

In  estimating  the  thrust  of  the  screw  the  effective  horse- 
power is  taken  as  equal  to  the  indicated  divided  by  1.63,  which 
figure  was  shown  by  Professor  Bankine  to  be  correct  for  the 
ordinary  class  of  screw  steamers.  Although  in  some  recent 
experiments  this  figure  is  found  to  be  nearer  2  than  1.63,  those 
made  on  a  late  date  on  American  ships  have  given  figures  about 
the  same  as  that  given  by  Professor  Bankine. 

The  dimensions  of  the  wheels  and  data  from  which  the  above 
results  are  derived  are  : 


BXBOKlf. 


Ordln'y 

Screw. 


Tu«-BoAT. 


Special 
Screw. 


si 


Diameter  of  wheel  in  feet 

Pitch  of  wheel  in  feet 

Velocity  of  the  hoat  through  the  water  in 

statute  miles  per  hour 

Velocity  of  filip  in  statute  miles  per  hour. 

Tottil  indicated  horse-power 

Estimated  effectiTe  horse-power 


8 
8.9 


12.09 
2.18 
485.4 
267.1 


18.40 
2.88 
684.7 
420.1 


8.5 
12.0 


11.77 
1.78 
842.6 
210.2 


8.5 
14.0 


11.82 
4.5 
829.5 
202.1 


11.1 
15.8 


16.02 
2.00 
1062.7 
652.0 


The  particular  figures  employed  in  the  case  of  the  ferry-boat 
Bergen  are  those  for  a  single  screw  astern,  and  are  an  average  of 
four  tests,  made  from  11.66  A.ir.  to  1.16  p.il,  September  28, 1889, 
and  of  two  tests  made  later  on  the  same  day. 

The  methods  employed  in  obtaining  the  data  given  above  for 
the  tug-boat  screws  were  very  thorough,  and  involve  a  method 
of  estimating  the  velocity  of  the  tides  which  appears  to  be  as 
exact  as  making  observations  at  the  two  ends  of  the  course  by 
means  of  floats,  and  in  addition  does  not  involve  the  extra  labor 
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required  if  the  latter  method  is  employed.  The  tests  were  con- 
ducted in  the  following  manner : 

A  course  was  selected  on  the  Hudson  Biver  parallel  to  its 
bank.  The  ends  of  this  course  were  taken  at  the  points  at  which 
it  crossed  the  centre  lines  of  two  streets  of  New  York  city  which 
ran  at  right  angles  to  the  bank  of  the  river.  It  was  very  easy 
to  determine  the  exact  time  of  crossing  the  centre  lines  of  the 
two  streets  selected,  for  they  approached  the  river  on  a  grade 
which  made  it  possible  to  sight  along  them  for  a  considerable 
distance. 

The  boat  was  first  brought  up  to  its  proper  speed  outside  of 
the  limits  of  the  course,  and,  at  the  moment  of  crossing  the  cen- 
tre line  of  the  first  street,  the  time  was  recorded,  together  with 
the  reading  of  the  log.  Two  persons  kept  an  independent  tally 
of  the  time  reading  to  the  nearest  second.  A  third  party  read 
the  log,  and  others  took  indicator  cards.  The  speed  was  deter- 
mined by  a  box  counter,  and  by  counting  the  total  number  of 
revolutions  made  during  the  run& 

Six  runs,  three  in  each  direction,  were  made  with  each  wheel, 
the  separate  results  of  which  are  given  in  Tables  I.  and  IL 

The  method  of  estimating  the  tides  consisted  in  laying  off  a 
curve  of  the  velocities  of  the  boat  with  reference  to  the  shore 
for  a  given  speed  of  the  boat  through  the  water,  as  shown  in 
Figs.  217  and  218.  Two  curves  are  made,  one  for  the  runs  goiug 
in  one  direction,  aud  one  for  those  going  in  the  opposite  direc- 
tion. The  ordinates  of  these  curves  represent  the  velocities,  and 
the  abscissae  the  time  of  day  at  the  middle  portion  of  the  run. 
One-half  of  the  difference  between  the  ordinates  of  the  two 
curves  corresponding  to  a  given  time  will  represent  the  velocity 
of  the  tide  at  that  time. 

There  is  a  slight  error  involved  in  taking  the  average  of  the 
velocities  of  the  tide  during  each  run,  but  this  for  a  short  course 
is  much  less  than  the  errors  of  observation  of  time,  etc. 

In  order  to  determine  the  velocity  with  reference  to  the  shore 
for  a  given  speed  of  the  boat  through  the  water,  it  is  necessary 
to  run  at  as  nearly  a  uniform  speed  as  possible  during  the  tests, 
and  to  correct  for  any  slight  variations  which  may  occur.  To 
make  the  small  correction,  assume,  as  a  first  approximation,  that 
the  velocity  of  the  boat  with  reference  to  the  shore,  for  the  run. 
in  question,  is  proportional  to  the  number  of  revolutions  made 
by  the  screw,  and  determine  the  tides  in  the  manner  just  de- 
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scribed.  As  a  second  approximation,  make  nse  of  the  tides 
determined  by  the  first  approximation  in  determining  the  cor- 
rection which  has  to  be  made  in  the  velooitj  with  reference  to 
the  shore.  Ordinarily  the  first  approximation  is  all  which  it  is 
necessary  to  make. 

The  tests  of  both  wheels  were  taken  at  a  time  during  which 
the  tide  changed,  which,  ordinarily,  is  the  most  nnfavorable 
period  that  can  be  selected,  if  exact  obs^^rvations  of  slip  are  to 
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Carres  for  detennining  the  Velocity  of  Tides. 
Test  of  Special  Screw. 
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Cunres  for  determining  the  Velocity  of  Tides. 
Test  of  Ordinary  True  Pitch  Screw. 
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be  made.  An  examination  of  the  results  obtained  for  the  per 
cent,  of  slip  of  the  screws  during  the  different  runs  will  show 
that  very  uniform  values  were  obtained  by  this  method.  Another 
check  is  obtained  from  the  log.  This  could  only  be  read  to  one- 
sixteenth  of  a  knot,  which  involves  a  maximum  probable  error  in 
a  single  run  of  6^,  or  a  maximum  probable  variation  in  two 
readings  of  10;^,  and  the  maximum  variation  shown  by  the  meas- 
urements is  11^,  or  just  about  the  calculated  amount. 
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DISCUSSION. 

Mr.  Charles  E.  Emery. — ^This  paper  belongs  to  a  class  which 
should  be  encouraged,  as  it  adds  at  least  two  more  accurate  experi- 
mental determinations  of  facts  which  will  be  valuable  for  reference  in 
the  'final  settlement  of  the  now  very  unsatisfactory  raatliematical  ex- 
pressions in  relation  to  marine  propulsion.     It  is  the  province  of  the 
investigator  carefully  to  ascertain  and  promulgate  the  results  of  ex- 
periments, and  it  is  desirable,  in  such  connection,  to  compare  such  re- 
sults with  those  given  by  other  experiments  and  accepted  formulas. 
In  this  case,  while  complimenting  the  experiments,  wo  must  criticise 
the  fact  that  the  actual  relative  efficiencies  of  the  two  screws  em- 
ployed on  the  tug-boat  are  not  presented.    The  special  screw  of  the 
tug-boat  shows  considerably  less  than  half  tlie  so-called  **  effective 
area  '*  of  the  true  screw  by  the  Rankine  rule  and  over  double  the 
slip,  but  the  actual  loss  of  efficiency  is  proportionally  much  less.    In 
comparing  actual  results  with  the  same  hull  and  same  engines,  the 
efficiency  practically  varies  as  the  cube  of  the  actual  speed  divided 
by  the  indicated  horse-power.    Performing  the  operations,  the  result 
for  the  common  screw  is  4.7592  and  for  the  special  screw  4.4024,  so 
that  the  common  screw  during  this  particular  trial  was  only  8.11^ 
more  efficient  than  the  other,  provided  several  conditions  not  men- 
tioned in  the  report  were  the  same,  more  particularly  the  draught 
of  water  fixing  the  displacement  of  the  hull.     It  is  well  known  in 
practice  that  the  pitch  relative  to  diameter  and  the  width  of  the 
blades  may  be  varied  within  very  considerable  limits,  so  as  to  cause 
considerable  variation  in  the  *'  slip  "  and  but  little  in  efficiency. 
Thomeycrof  t  obtained  high  efficiency  with  his  "  vortex  "  propeller, 
in  which  the  vanes  inclined  backward  very  much  ;  the  builder  of 
tlie  phenomenal  Buzz  obtained  his  best  efficiency  with  a  wheel  tend- 
ing to  disperse  the  water,  and  Herreschoff  has  found  the  same  effi- 
ciency with  the  wheel  put  on  backward  as  forward.     As  a  general 
opinion,  based  on  this  conflict  of  evidence,  many  of  us  have  come  to 
believe  that  for  wheels  of  the  same  diameter,  with  blades  of  even 
thickness  and  smoothness,  the  contour  and  direction  of  the  blades 
have  little  influence  on  the  result,  though  frequently  the  efficiency 
can  be  moderately  increased  by  changing  the  widths  of  the  blades. 
The  narrow  blades  will  always  have  a  greater  slip  but  less  friction, 
so  for  changes  within  certain  limits  the  efficiencies  are  not  materially 
modified.    The  experiments  under  discussion  confirm  this  view  so 
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far  as  showing  that  neither  Rankine's  formulas  nor  the  slip  is  a  cor- 
rect index  of  the  eiiiciencj.  In  this  particular  case  the  designer  of 
the  special  propeller  simply  reduced  bis  blades  a  little  more  than 
was  proper  for  the  particular  conditions,  but  if  the  same  machinery 
and  propeller  were  put  in  a  lighter  vessel  which  would  run  at  a 
greater  speed  with  the  same  power,  undoubtedly  the  special  wheel 
would  have  shown  a  higher  efficiency  than  the  other,  and  on  the 
contrary,  for  towing  purposes  the  wider  blades  would  probably  show 
-a  higher  relative  efficiency  than  they  did  in  this  case.  It  is  true 
that  often  very  considerable  gains  in  the  efficiency  of  the  machinery 
are  made  by  changing  propellers,  and  the  firm  which  is  successful  in 
this  respect  always  attributes  it  to  the  superior  kind  of  propeller, 
whereas,  in  nine  cases  in  ten,  particularly  with  tug-boats,  the  pro- 
peller has  simply  been  adapted  to  the  boiler  and  engine.  If  a  new 
boat  comes  out  and  steams  freely,  an  expert  can  usually  guarantee 
and  obtain  greater  speed  by  putting  in  a  propeller  with  less  pitch 
which  will  permit  the  engine  to  work  off  the  steam.  The  changes 
made  in  the  propellers  of  such  large  steamers  as  the  Inman  City  of 
New  Yorh^  the  White  Star  Teutonic^  and  in  some  of  the  German 
steamers,  involve  this  principle.  On  the  contrary,  another  new  tug- 
boat may  come  out  in  which  it  is  difficult  to  keep  up  the  steam  press- 
ure. The  same  expert  will  put  on  a  new  wheel  with  gi'eater  pitch, 
thereby  reducing  the  revolutions,  permitting  the  boiler  to  keep  up 
the  pressure,  and  thereby  securing  a  better  result  as  a  whole,  and 
another  success  is  boasted  of.  The  results  in  each  case  are  based 
on  the  results  obtained  with  the  original  wheels,  and  only  those  who 
are  new  in  the  business  attempt  improvements  in  propellers  when 
the  results  already  show  a  fairly  good  performance. 

Mr.  A.  H.  Raynal. — As  a  practical  manufacturer  of  propeller 
wheels  for  some  years,  I  take  the  liberty  of  calling  the  attention  of  the 
author,  and  of  all  those  who  look  into  the  theoretical  details  of  pro- 
pellers, to  the  practical  difficulty  of  measuring  propeller  wheels  afker 
they  are  made.  All  those  who  have  made  them  heretofore  will  bear 
me  out  in  this  statement :  from  the  moment  that  the  mould  is  made 
until  the  propeller  is  put  down  on  the  table  to  be  bored  out  there  is 
a  set  of  changes  going  on  all  the  time,  and  yon  do  not  know  at  all 
what  the  actual  pitch  of  your  propeller  is.  More  important  than 
the  shape  of  the  propeller,  no  doubt,  is  the  quality  of  the  material  of 
which  the  propeller  is  made,  the  degree  of  smoothness  of  th6 
-surface,  and  more  than  everything  else,  the  sharpness  of  the  edge. 
At  the  Delamater  Iron  Works  we  made  propellers  of  all  kinds  of 
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pitches,  and  each  inventor  claimed  wonderfal  results,  and  after 
all,  the  ordinary  propeller  stood  there  as  well  as  any  of  them.  But 
we  did  find  a  difference  when  we  did  not  lay  ont  the  opposite 
blade,  or  when  onr  propeller  was  ont  of  balance,  or  the  edges  were 
poor  or  they  were  not  properly  cleaned.  I  only  wish  to  state  this 
so  as  to  warn  these  gentlemen  before  they  accept  a  certain  pitcb  to 
make  the  most  careful  measurements  of  the  propeller  in  question. 

Mr.  Oberlin  Smith. — I  think  it  would  be  interesting  to  bring  ont 
here  any  experiences  in  regard  to  the  number  of  blades  of  propeL 
lers.  I  know  that  one  of  the  new  steamers — I  think  it  was  the 
Majestic— CAxne  over  with  three  blades,  where  her  sister  ship  had 
four.  I  believe  the  results  with  three  were  the  better.  We  know 
that  many  boats  run  with  two ;  and  that  question  of  the  relative 
efficiency  of  two  or  three  or  four  blades,  other  conditions  being 
alike,  is  an  interesting  one. 

Another  important  question  in  regard  to  propellers  is  what  effect 
casings  surrounding  them  may  have  on  their  action.  If  we  accept 
the  theory  of  Rankine's  as  to  the  effective  area  of  push  being  the 
cross-section  of  the  stream  of  water,  that  real  cross-section  may  be 
different  with  and  without  a  casing — ^probably  somewhat  larger 
than  the  propeller  itself  when  not  encased,  I  don't  know  exactly 
how  much.  With  a  casing,  it  would  obviously  be  limited  to  the 
internal  diameter  of  that  casing.  If  anybody  has  experience  on 
this  point  it  would  be  interesting  to  have  it  brought  before  the 
meeting. 

Mr.  Ovs.  C.  Henning^ — ^I  should  like  to  say  that  one  other  source 
of  error  is  found  in  modem  propellers,  especially  in  those  of  man- 
ganese bronze  or  other  metals  which  permit  of  their  being  cast  not 
more  than  half  an  inch  thick  at  the  edge  with  a  blade  which  is  several 
feet  long.  There  is  sufficient  flexure  in  such  blades  to  change  the 
pitch,  totally,  so  that  there  is  no  more  resemblance  in  the  screw 
when  under  action  and  when  at  rest  than  if  it  were  an  entirely  dif- 
ferent one.  That  effect,  I  think,  has  never  been  taken  into  con- 
sideration at  all. 

Mr.  J.  W.  Cole. — Has  any  of  the  gentlemen  present  any  data  as 
to  propeller  wheels  run  in  cylindrical  or  conical  cases,  such  as  the 
speaker  has  mentioned  % 

Mr.  H.  H.  Suplee. — I  know  of  an  elaborate  series  of  experiments 
now  in  progress  to  determine  that  very  point,  but  they  have  not 
been  completed.  If  possible,  I  should  be  glad  to  answer  the  qne6> 
tion  if  I  can  obtain  access  to  the  results. 
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Mr.  Oberlin  Smith. — I  think  the  point  brought  oat  by  Mr. 
Henning  is  a  good  one,  and  I  would  snggest  that  at  some  futnre 
meeting  of  this  Society  somebody  bring  a  description  of  an  appa- 
ratus for  indicating  the  shape  of  a  propeller  wheel  while  in  motion, 
showing  the  difference  between  its  shape  then  and  its  shape  at  rest, 
and  at  other  and  different  speeds.  I  have  no  doubt  that  such  an 
apparatus  could  be  contrived  to  show,  approximately  at  least, 
whether  there  was  much  of  that  change  of  shape  that  Mr.  Henning 
speaks  of.  It  can,  however,  amount  to  a  practical  evil  only  upon 
extremely  thin  blades. 

Prof.Jaoobics. — ^I  am  glad  that  this  paper  has  called  forth  so  able 
a  discussion  by  engineers  having  experience  in  this  line,  and  espe- 
cially thank  Mr.  Emery  for  his  carefnl  review  of  the  matter. 

In  reply  to  the  criticism  that  the  efficiencies  of  the  several  screws 
are  not  included,  I  will  say  that  they  were  worked  out  for  the  cases 
cited  by  Mr.  Emery,  but  were  not  included,  because  it  was  thought 
best  to  limit  the  paper  to  a  discussion  of  the  effective  areas.  The 
draught  of  the  tug-boat  was  the  same  in  the  two  tests. 

The  pitch  of  the  screws  was  measured  after  the  blades  were  fast- 
ened to  the  hub,  so  that  the  actual  amount  is  recorded. 
66 
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CCCCVI. 

INFLUENCE   OF  STEAM-JACKETS  OF  THE  PAW- 
TUCKET  PUMPING  ENGINE. 

BT  D.  9.  4AOOBU8.  HOBOKEK,  N.  J. 

(Member  of  the  Society.) 

A  SHORT  time  ago  a  paper  was  presented  by  Pro£.  Denton  on 
the  influence  of  steam-jackets  on  the  economy  and  form  of  the 
indicator  cards  of  the  pumping  engine  at  the  Pawtucket  Water 
Works.  In  this  paper  Prof.  Denton  remarked  that  the  differ- 
ence in  the  form  of  the  indicator  cards  with  and  without  jackets 
was  so  small  that  it  was  hard  to  draw  any  definite  conclusion  in 
regard  to  the  actual  amount  It  was  also  stated  that  for  this 
reason  an  arrangement  was  being  made  by  which  any  error  in 
the  indicator  drum  motion  would  be  eliminated,  so  that  more 
definite  conclusions  could,be  arrived  ai  This  work  was  handed 
over  to  me  by  Prof.  Denton  after  several  sets  of  cards  had  been 
taken  with  the  new  apparatus,  both  by  himself  and  by  Mr. 
Walker,  the  chief  engineer  of  the  works.  Through  the  courtesy 
of  Mr.  Darling  and  Mr.  -Walker  I  was  also  presented  with  a  set 
of  data  extending  over  a  period  of  21  days,  during  which  time 
the  engine  was  run  continuously  under  three  conditions,  viz, : 
1.  Seven  days  with  jackets  and  the  reheater  in  use ;  2.  Two 
days  with  jackets  shut  off  and  flue  reheater  in  use ;  3.  Five  days 
with  both  jackets  and  flue  reheater  shut  ofL  This  series  of  data 
is  very  complete,  readings  of  the  important  quantities  being 
taken  every  hour,  and  in  some  cases  every  half  hour. 

The  object  of  the  present  paper  is  to  compare  the  law  of  ex- 
pansion of  the  steam  and  economy  obtained  when  working  with 
and  without  jackets,  and  to  show  if  the  indicator  cards  taken  by 
different  parties  at  various  times  will  lead  to  the  same  conclu- 
sions. With  this  end  in  view  the  writer  took  several  sets  of 
cards  in  person  about  one  month  after  the  time  of  mining  the 
tests  previously  quoted. 

The  arrangement  used  for  communicating  the  motion  to  the 
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drum  of  the  indicator  shown  in  Fig.  221  has  several  advantages 
which  will  be  fully  explained  in  a  description  of  the  same. 

The  conclusions  arrived  at  are  :  L  The  effect  of  jackets  on 
the  form  of  the  expansion  curves  of  both  the  high  and  low- 
pressure  cylinders  is  so  small  that  the  errors  involved  in  the 
most  accurate  measurements  of  the  indicator  diagrams  make  it 
impossible  to  show  any  difference  in  the  laws  governing  the 
same ;  2.  The  economy  of  the  plant  when  working  under  the 
three  sets  of  conditions  is  about  1.7j^  in  favor  of  using  the  flue 
reheater,  and  2.5^  in  favor  of  using  both  jackets  and  flue  reheater 
over  that  obtained  when  neither  the  flue  reheater  or  jackets  are 
used.  The  duty  for  both  jackets  and  flue  heater  in  use  was 
121,580,000  ft-lbs.  per  100  lbs.  of  coal ;  3.  There  was  very  little 
reevaporation  during  expansion  in  either  the  high  or  low-pressure 
cylinder,  the  average  for  all  the  tests  being  A^  for  the  high 
cylinder,  and  2.9$^  for  the  low. 

Figs.  219  and  220  show  the  form  of  the  indicator  cards  of  the 
high  and  low-pressure  cylinders. 

Table  L  contains  the  principal  results  derived  in  regard  to  the 
economy  of  the  plant  when  working  under  the  several  sets  of 
conditions.  Tables  11.  and  III.  give  the  averages  and  final  results 
of  the  measurements  made  on  the  indicator  cards.  Table  lY. 
is  inserted  to  show  the  way  in  which  the  data  from  each  set  of 
cards  were  derived.    The  number  of  cards  in  each  set  is  10  or  12* 

In  the  case  in  which  the  jackets  were  in  use — but  not  the 
heater — the  reevaporation  in  the  low-pressure  cylinder  was 
greater  than  in  any  other  case.  As  there  is  no  apparent  reason 
why  the  reevaporation  in  this  case  should  be  different  from  that 
obtained  when  both  the  jackets  and  reheater  are  in  use,  and  the 
result  was  not  verified  by  making  several  tests,  as  in  the  other 
cases,  it  is  not  well  to  place  too  great  stress  on  this  figure. 

Prof.  Denton  has  already  presented  a  description^  of  the 
engine  to  this  Society,  for  which  reason  only  the  principal 
dimensions  are  given  in  Table  I.  It  may  be  well  to  recall  that 
the  engine  is  a  cross  compound,  and  that  both  the  high  and  low- 
pressure  cylinders  are  jacketed  on  head  and  sides  with  steam  of 
full  boiler  pressure. 

It  may  be  noticed  that  the  steam  per  hour  per  horse-power  cal- 
culated from  the  cards,  and  the  percentage  of  steam  at  release  in 
the  high*pressure  cylinder  that  is  accounted  for  at  cut-off  in  the 

*  See  p.  838  of  this  volume. 
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low-pressure  ojlindery  are  not  given  in  Table  ITT. ;  these  figures 
are  not  presented  because  the  indicator  cards  were  taken  from 
one  end  only  of  the  cylinders.  It  must  not  be  inferred,  because 
the  law  of  expansion  in  the  separate  cylinders  is  the  same  when 
working  with  or  without  jackets,  that  the  economy  or  combined 
diagram  will  be  the  same.  To  show  the  relative  economy  direct 
tests  must  be  made  by  measuring  the  fuel  or  steam  used,  and  to 
plot  the  combined  diagram  cards  must  be  taken  from  both  ends 
of  the  cylinders.  At  some  future  time  exact  cards  maybe  taken 
from  all  the  ends  of  the  cylinders  simultaneously,  but  for  the 
purposes  of  the  present  article  it  was  thought  best  to  simplify 
matters  ifi  order  to  be  able  to  discuss  the  law  of  expansion  in 
each  separate  cylinder  with  as  great  accuracy  as  possible. 

Fig.  221  represents  the  apparatus  used  to  communicate  motion 
to  the  drum  of  the  indicator.  It  consists  of  a  pantograph  at- 
tached to  the  piston-rod,  whereby  the  motion  of  the  same  is  cor- 
rectly reduced.  A  wooden  rod  is  connected  to  the  pantograph  at 
the  point  at  which  the  string  leading  to  the  indicator  is  usually 
attached ;  this  is  held  by  a  guide  so  that  it  passes  directly  at  the 
side  of  the  indicator  drum,  as  represented  in  the  figure.  The 
spring  is  removed  from  the  indicator  drum.  To  the  drum  are 
attached  two  catgut  strings  which  wind  partly  around  it  and  pass 
in  opposite  directions  to  violin  keys  placed  in  the  wooden  rod. 
The  string  is  arranged  so  that  it  is  exactly  parallel  to  the  centre 
line  of  the  rod.  By  adjusting  the  violin  keys  the  drum  may  be 
given  the  desired  motion  and  the  strings  drawn  very  tight,  so 
that  there  is  no  error  due  to  the  stretching  of  the  same.  No 
undue  friction  is  caused  on  the  drum  spindle  by  tightening  up 
the  keys,  for  the  tensions  of  the  two  cords  balance  each  other. 

The  advantage  of  this  arrangement  is  that  it  entirely  does  away 
with  the  stretching  of  the  cord  driving  the  drum,  which,  as  modi- 
fied by  the  friction  of  the  drum  and  variation  of  the  pull  pro- 
duced by  the  spring,  causes  slight  errors  in  the  card.^ 

A  very  slight  inaccuracy  in  taking  the  indicator  cards  will  pro- 
duce an  error  which  will  more  than  cover  the  difierence  in  the 
form  of  the  cards  under  the  several  sets  of  conditions.  For  in- 
stance, on  starting  to  take  cards  from  the  low-pressure  cylinder 
the  piston  of  the  indicator  leaked  slightly  and  the  pencil  would 
not  always  travel  over  the  same  expansion  line  for  several  con- 
secutive strokes.  This  was  not  due  to  the  action  of  the  governor, 
♦  See  article  by  Pn»f.  Webb,  p.  81)  of  this  volume. 
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as  it  was  clamped  fast  in  taking  some  of  the  cards.  On  placing 
a  better-fitting  piston  in  the  indicator,  perfect  diagrams  were  ob- 
tained. If  a  person,  therefore,  should  have  used  the  indicator 
with  the  slightly  leaky  piston,  allowed  the  pencil  to  travel  only 
one  or  two  strokes  and  discarded  those  cards  which  had  a  double 
line  on  the  supposition  that  it  was  caused  by  the  governor,  the 
errors  involved  would  be  much  more  than  all  the  differences 
shown. 

The  pressure  of  the  atmosphere,  as  shown  by  the  barometer, 
was  observed  at  the  time  that  each  set  of  cards  was  taken.  If 
this  had  not  been  done  the  possible  error  in  estimating  the 
pressure  shown  by  the  low-pressure  card  would  more  than  cover 
the  difference  found.  For  example,  suppose  the  barometer  to 
change  one  inch  between  the  time  that  two  sets  of  cards  were 
taken ;  then  the  error  in  estimating  the  ratio  of  expansion  shown 
by  the  low-pressure  cards  between  the  absolute  pressures  of  18 
and  7  lbs.  would  be  .09,  whereas  the  maximum  variation  between 
the  average  results  of  tests  made  under  the  same  conditions  as 
given  in  Table  II.  is  .08.  The  jackets  were  thoroughly  blown 
out,  and  the  engine  ran  for  about  four  hours,  or  more,  under 
each  set  of  conditions  before  the  indicator  cards  were  taken. 
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TABLE  L 

TBBTB  OF  BCOKOMT  OF  THB  PAWTUCKBT  PUMPING  BNOIMB. 

Bore  of  Steam  Cylinder,  15"  and  80i";  Bore  of  Water  Cylinder,  10.53";  Stroke 
of  all  Pistons,  80" ;  Clearance,  Higb,  4%;  Low,  8.7^;  Diameter  of  Rods.  2}". 


With  JackeU 

and 
Flae  Reheater. 


With 

Flae  Reheater 

bnt  without 

Jackets. 


Without 

Jackets  or 

Fine  Reheater. 


Duration  of  test  in  hours. 


AVERAGE  PRESSURES. 

Boiler  in  lbs.  per  sq.  in.  above  atmos.. 
Water**    *'     '*    **    **      "  "    .. 

Beceiyer   *'      "    "    "      "  "    .. 

Vacuum  in  inches  of  mercury 

Suction  in  feet  and  inches  of  water . . . 
Barometrical  pressure  in  inches 


AY9RAOB  TEMPERATURES  IN  DBG.  FAHB. 

Condensing  water 

Hot  well 

Feed-water. 

Steam  in  steam-pipe  two  feet  from  steam- 
chest  ^ 

Temp,  of  saturated  steam  at  boiler  pres- 
sure   

Degrees  of  superheating 

Number  of  degrees  that  the  temperature 
of  the  steam  in  the  jackets  of  the  low 
pressure  cylinder  is  greater  than  that 
due  pressure  of  admipsion  in  the  low 
cylinder „ 

Engine  room 

Atmosphere 


TOTAL  qUAKTITIBS. 

Number  of  revolutions 

Weight  of  coal  burned  in  lbs.. 


CALCULATED  QUANTITIES. 

Revolutions  per  minute 

Work  at  water  cylinder,  ft. -lbs.  per  rev- 

olation 

Coal  burned  per  revolution  in  )bp 

Duty  in  ft. -lbs.  per  100  lbs.  of  coal 


169.72 


125.82 

108.18 

7.98 

28.22 

1810.6" 

80.24 


85.89 

95.54 

107.98 

858.2 

858.2 
5.0 


120 
68.7 

28.7 


498494 
87910 


48.95 

92464 

.076049 

121,580,000 


48.58 


126.76 

108.81 

8.51 

28.08 

18'4.75" 

80.12 


84.58 
95.90 
98.74 

860.2 

858.7 
6.5 


62.9 
29.2 


144102 
11044 


49.44 

92408 

.076640 

120,570,000 


117.80 


126.20 

107.91 

7.88 

28.18 

1211.9" 

80.28 


85.81 
95.22 
98.47 


858.4 
18.0 


69.8 
88.8 


841067 
26441 


48.46 

91936 

"  .077502 

118,620,000 


Ashes  for  entire  run  in  lbs 9100 

Clinkers        "       '*     **   " 1511 

Total  coal  for  engine 75895 

Coal  for  heating  purposes  in  lbs 4*40 

Coal  for  starting  fires  under  boilers  in  lb? 997 

Per  cent,  of  ashes 11 .8 

**  clinkers 2.0 
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DISCUSSION. 

Mr.  A.  F.  Nagle, — In  reading  this  paper  we  shall  certainly  be 
misled  if  we  overlook  the  fact  that  the  steam  used  in  this  engine 
was  superheated  5^  when  the  test  was  made  with  steam  in  the 
jackets,  and  13^  withont  boiler  steam  in  the  jackets,  or  a  fine  heater. 

The  slight  gain  by  the  jacket  in  the  iirst  cylinder  of  this  engine 
does  not  justify  the  extra  cost  and  hazard  ihcnrred,  and  confirms 
the  position  taken  by  Mr.  Corliss  in  his  mill-engine  practice.  All 
his  mill  engines  were  without  jackets,  and  he  claimed  to  have 
demonstrated  their  needlessness  when  the  engineering  practice  of 
the  world  was  establishing  their  value.  I  do  not  know  personally 
how  thoroughly  Mr.  Corliss  had  made  his  investigations,  but  his 
results  justified  his  conclusions.  But  it  should  be  known  that  Mr. 
Corliss  always  used  a  vertical  tubular  boiler  with  a  largo  exposure 
of  snrface  for  superheating  the  steam,  and  it  is  due  to  this  dry  or 
superheated  steam  that  he  found  no  gain  by  jackets.  With  other 
boilers  giving  moist  steam,  the  decided  advantages  by  jacketing 
have  been  established  beyond  all  doubt. 

I  am  somewhat  sceptical  as  to  the  correctness  of  the  'Wacuum 
in  inches  of  mercury  =  28.22 ; "  *<  barometrical  pressure  in  inches 
=  30.24." 

The  natural  impression  is  that  the  vacuum  was  measured  by  a 
mercurial  column,  but  as  a  fact  it  is  measured  by  a  Bourdon 
pressure  gauge,  and  unless  the  gauge  is  verified  I  should  not 
believe  such  an  excellent  vacuum  attainable  in  a  steam-engine. 
The  habit  of  speaking  of  the  vacuum  in  inches  of  mercury  is  bad 
and  misleading  and  should  not  be  indulged  in  unless  it  is  really 
true. 

Mr.  H.  H.  Suplee. — In  regard  to  Mr.  Nagle's  last  remark,  I  had 
some  time  ago  occasion  to  doubt  the  perfection  of  the  vacuum  in 
a  compound  Corliss  engine  as  shown  by  the  vacuum  gauge,  and 
inserted  a  mercury  column  to  check  the  results.  I  found  that  a 
vacuum  of  a  little  over  28^^  inches  by  gauge  was  fully  borne  out 
by  the  mercury  column  inserted  in  the  pipe  at  the  same  point  as 
t^e  Bourdon  gauge.  But  when  the  barometer  was  only  a  little  over 
80  inches,  I  had  doubted,  as  Mr.  Nagle  had  doubted,  the  accuracy 
of  the  vacuum  gauge  when  showing  such  excellent  results. 

Mr.  A.  H,  Raynal. — During  early  experiments  with  the  Erics- 
son expansion  engine  I  found  it  impossible  to  obtain  on  tho  card 
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the  same  vacuum  as  in  tlie  cylinder.  I  got  the  best  indicators  I 
could  get  hold  of,  among  others  those  of  the  Ashcroft  Manufac- 
turing Company,  and  I  never  reached  closer  than  2  inches  of  the 
actual  vacuum  in  the  cylinder.  Of  course  it  is  very  plain  why, 
because  the  piston  has  to  be  to  a  certain  extent  leaky,  and  it  takes 
but  a  very  small  amount  of  air  to  destroy  that  vacuum.  We  had 
within  the  cylinder  a  vacuum  coming  within  one-half  inch  of  an 
absolute  vacuum,  and  the  best,  as  I  said  before,  we  could  obtain  on 
the  card  by  the  indicator  was  usually  out  about  2  inches.  We  had 
in  the  other  part  of  the  cylinder  a  gauge  attached  which  showed 
the  accurate  vacuum,  and  doubting  it,  we  obtained  other  gauges, 
and  correcting  that  and  doubting,  these  other  gauges  again,  we  put 
in  the  mercury  column,  and  found  we  had  the  absolute  vacuum 
within  half  an  inch. 

Mr.  C.  W.  Bamahy. — I  just  want  to  refer  to  the  statement  that 
there  is  no  error  due  to  the  stretching  of  tlie  cords  attached  in  the 
manner  described.  I  think  that  would  only  be  strictly  true  in  the 
case  of  a  cord  which  was  entirely  inelastic  and  where  there  was  no 
inertia  of  the  drum.  That  is,  the  motion  of  the  indicator  drum 
would  coincide  with  the  motion  of  the  driving-stick  referred  to 
only  in  the  case  of  an  inelastic  cord  and  in  the  case  of  entire  absence 
of  inertia  of  the  drum  and  of  elasticity  of  the  cord.  The  error, 
however,  in  practice  would  be  hardly  perceptible. 

Prof.  J.  B.  Wehb. — I  wish  to  emphasize  a  point  which  Prof. 
Jacobus  has  not,  perhaps,  sufficiently  dwelt  upon.  The  paper  says 
the  spring  is  removed  from  the  indicator  drum ;  the  removal  of  the 
spring  is  mainly  to  get  rid  of  the  drum  friction.  As  far  as  the 
elasticity  of  the  string  is  concerned  it  may  lengthen  the  card,  but 
it  cannot  produce  any  sensible  error,  so  that  there  is  no  object 
in  getting  rid  of  it  entirely.  The  elasticity  of  the  string  simply 
lengthens  the  card,  leaving  its  proportions  the  same. 

Mr.  Job.  W.  See. — ^It  seems  to  me  that  the  device  mentioned  by 
Mr.  Jacobus  is  a  practically  perfect  one,  but  I  recognize  it  merely 
as  a  device  for  converting  reciprocating  motion  into  rotary  motion. 
But  let  me  ask  what  advantage  it  has  over  a  rack  and  pinion,  and 
why  a  rack  and  pinion  of  a  fair  practical  construction  and  without 
material  lost  motion  would  not  be  a  practical  device  to  put  on  all 
indicators,  and  give  a  man  a  chance  to  use  his  positive  motion  or 
string  motion  as  he  desires  ? 

Mr.  Daniel  Ashworth. — In  referring  to  indicators,  we  are  all  well 
aware  that  it  is  the  usual  practice  in  the  lazy-tongs  attachment  to 
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place  the  posts  mid-stroke^  and  hence  we  get  a  diagonal  movement^ 
the  accuracy  of  which  is  doubtful,  and  it  is  also  very  difficult  to 
erect  and  place  in  one  position  except  in  an  engine  room  where 
the  floor  is  properly  prepared  for  it.  For  quite  a  long  while  I 
have  followed  the  practice  of  taking  a  hold  direct  upon  the  lazy- 
tongs,  clasping  a  nut  on  the  cylinder-head  and  pulling  it  straight 
out  coincident  with  the  piston.  The  whole  matter  is  so  simple 
that  you  can  carry  all  the  attachments  almost  in  your  pocket, 
dropping  it  on  in  an  instant  and  taking  it  off.  I  have  no  difficulty 
in  pulling  straight  out  and  closing  straight  up  coincident  with  the 
engine  and  parallel  to  ii  If  you  have  the  post  system  of  placing 
it  at  mid-stroke  your  cylinder  may  be  in  such  a  position  that  your 
line  will  reach  for  the  lazy-tongs  at  an  angle,  but  in  this  case  all 
this  is  avoided  and  you  have  ^xeeedingly  short  lines. 

Mr.  H.  H.  Suplee. — Leaving  for  a  moment  this  question  of 
indicator  motions  and  returning  to  the  question  of  defective 
vacuum,  I  have  found  the  difficulty  of  obtaining  anything  like  the 
vacuum  on  the  cards  that  the  gauge  shows,  and  where  I  have  veri- 
fied the  vacuum  with  a  mercury  gauge  I  took  pains  to  attach  the 
mercury  column  at  successive  points  between  the  condenser  and 
low-pressure  cylinder,  attaching  it  to  a  pipe  which  has  a  moderate 
length,  perhaps  six  or  seven  feet,  and  then  attaching  it  to  the 
cylinder  also,  and  I  found  that  the  loss  in  vacuum  was  almost 
graduated,  continually  falling  between  the  condenser  and  cylinder 
as  if  it  was  due  to  some  other  resistance  than  merely  the  loss  in 
the  instrument  itself. 

Prof.  Jacobvs. — ^In  reply  to  Mr.  Nagle's  criticism  in  regard  to 
the  vacuum  gauge,  I  will  say  that  the  only  back-pressure  which 
affects  the  economy  is  that  shown  by  the  indicators,  the  springs 
of  which  were  specially  made  for  the  test  and  certified  to  by  the 
manufacturers.  The  reading  of  the  vacuum  gauge  is  included 
simply  to  give  all  the  conditions  which  existed  during  the  test. 
The  gauge  showed  the  back-pressure  during  the  exhaust  of  the 
low-pressure  cylinder  to  be  about  one-half  a  pound  per  square 
inch,  a  result  which  appears  to  be  about  correct.  The  statement 
that  the  effect  of  jackets  is  so  much  more  beneficial  with  wet  than 
with  dry  steam,  or  steam  which  is  slightly  superheated,  is  interest- 
ing, and  I  wish  Mr.  Nagle  would  advise  us  in  regard  to  the  partic- 
ular tests  from  which  he  draws  this  conclusion. 

We  have  tried  the  method  which  Mr.  Ashworth  suggests  of 
holding  the  lazy-tongs  at  one  end  and  attaching  the  other  to  the 
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cro88-head  bo  that  it  is  drawn  in  and  ont  in  a  line  parallel  to  the 
movement  of  the  piston,  but  have  experienced  difficulty  in  work- 
ing it  in  this  way  throughout  a  long  test  on  account  of  the  great 
amount  of  movement  which  necessarily  occurs  at  the  joints. 
When  attached  in  this  way  to  an  engine  having  a  long  stroke  and 
high  speed  the  strain  is  very  great.  Intone  case  which  came 
under  our  observation  the  fastenings  at  the  ends  of  the  lazy-tongs 
gave  way.  If  one  end  is  held  at  or  near  the  centre  of  the  stroke 
the  amount  of  movement  at  the  joints  is  reduced  and  there  is  less 
strain  on  the  same. 

ADDED  SINCE  THE  MEETING. 

As  the  accuracy  of  the  vacuum  gauge  has  been  questioned,  and 
as  this  is  the  only  instrument  employed  in  the  tests  which  was  not 
calibrated,  it  was  determined  ;to  compare  its  readings  with  a 
mercury  column.  The  column  was  taken  to  the  pumping  station 
and  compared  with  the  gange  without  removing  it  from  the 
position  it  occupied  during  the  test.  It  was  found  that  the  gauge 
gave  too  high  a  reading  by  0.65  inch  of  mercury,  or  the  error  of 
reading  was  about  one-third  of  a  poundper  square  inch.  In  other 
words,  0.65  inch  should  be  subtracted  from  the  readings  in  the 
table  in  order  to  obtain  the  true  vacuum. 
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CCCCVII. 

THE  EFFECT  OF  AN  UNBALANCED  ECCENTRIC  OR 
GOVERNOR  BALL  ON  THE  VALVE  MOTION  OF 
SHAFT-GOVERNED  ENGINES. 

BT  JOHV  B.  SWBBT,  8TBACU8S,  N.  T. 

(Member  of  the  Society,  and  Past  President) 

The  fast-growing  family  of  steam-engine  governors,  known  as 
shaft  governors,  oan  be  divided  into  two  classes.  In  one  class, 
the  eccentric  is  forced  over,  through  the  agency  of  some  wedg- 
ing action,  such  as  a  secondary  eccentric  or  slide.  In  the  other 
class,  the  eccentric  is  pulled  or  pushed,  by  the  force  of  the 
governing  weight  direct 

The  advantage  of  the  first  class  is,  that  any  resistance  in  the 
valve  does  not  recoil  on  the  governing  weight,  and  hence  affect 
it,  and  the  disadvantage  is,  that  the  extra  friction  impairs  its 
sensitiveness.  The  advantage  in  the  second  class  is  that  of  pos- 
sible sensitive  governing :  and  the  disadvantage  of  being  easily 
disturbed  by  external  influences. 

In  discussing  the  question  some  ten  years  ago,  with  the  late 
John  Coffin,  as  to  what  would  be  the  effect  on  the  valve  motion 
of  an  engine,  were  the  governor  ball  unbalanced,  he  said,  "The 
ball  would  revolve  in  a  circle,  but  the  centre  of  the  circle  would 
be  below  the  centre  of  the  shfirft"* 

This  seemed  so  reasonable  that  it  was  accepted  as  a  fact — 
until  the  last  year  we  labored  under  the  delusion,  notwithstand- 
ing that  disturbed  valve  motions  were  occurring  with  disagreea- 
ble frequency.  We  contented  ourselves  by  attributing  the  cause 
to  every  possible  agency  but  the  true  one.  Something  like  a 
year  ago,  Mr.  E.  J.  Armstrong,  of  this  Society,  had  an  aggra- 
vated case  of  valve  disturbance  in  an  engine  well  suited  to 
experimenting ;  and  as  a  matter  of  investigation,  he  fixed  a  pencil 

*  This  is  the  onlj  case  of  the  kind  where  I  ever  knew  him  to  be  mistakeo,  and 
the  last  letter  I  ever  received  from  him  was  in  acknowledgment  of  this  error. — 
J.  E.  S. 
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in  the  eccentric  and  obtained  the  diagram,  accurately  reproduced 
in  Fig.  178. 

His  belief  that  the  distortion  of  the  eccentric  curve  must  have 
been  caused  by  the  unbalanced  eccentric,  led  him  to  the  consid- 
eration of  the  effect  of  gravity  on  a  weight,  working  under  the 
condition  of  an  unbalanced  governor  balL  For  the  action  of  an 
unbalanced  eccentric  is  the  same  in  extent  as  a  governor  ball 
which  had  added  to  it  weight  enough  to  counterbalance  the 
eccentric,  and  with  the  eccentric  omitted. 

To  put  this  problem  in  its  most  simple  form,  what  will  be  the 
effect  of  gravity  on  an  unbalanced  governor  weight?  Assume 
that  the  ordinary  fly-wheel  J,  Fig.  179,  has  arranged  within  it 
a  weight  B,  free  to  move  radially,  and  held  in,  against  centrifu- 


FiG.  178. 

gal  force,  by  the  spring  C.  With  the  spring  properly  propor- 
tioned to  a  given  speed,  given  the  proper  initial  tension,  and  the 
wheel  maintained  at  that  speed,  the  tendency  of  the  ball  to  go 
out  by  centrifugal  force  and  the  tendency  of  the  spring  to  draw 
it  in,  will  exactly  balance  each  other,  wheresoever  the  ball  may 
be  placed.  So  that,  were  it  not  for  the  disturbing  influence  of 
gravity,  the  ball  might  be  set  anywhere  out  or  in,  and  would 
there  stay,  so  long  as  the  constant  speed  of  the  wheel  was  main- 
tained. To  consider  what  the  effect  of  gravity  would  be,  acting 
upon  this  weight  under  these  conditions,  assume,  when  the  wheel 
is  turning  in  the  direction  shown  by  the  arrow,  that  the  weight 
is  at  a.  When  the  weight  has  reached  the  position  6,  gravity 
has  drawn  it  out  from  the  centre  :  at  c,  it  is  farther  out :  at  c?, 
farther  yet :  at  6,  still  farther,  and  so  on  until  it  arrives  at  g^ 
after  which,  at  A,  it  is  drawn  in  by  gravity,  and  so  on  would  reach 
the  point  a,  at  the  completion  of  the  revolution.    This  curved 
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path  of  the  disturbed  ball  corresponds  with  the  eccentric  curve 
obtained  in  Armstrong's  experiment ;  and  it  will  be  seen  that, 
instead  of  being  a  circle,  with  its  centre  below  the  centre  of 
the  shaft,  it  is  not  a  circle,  and  the  centre  is  directly  at  one 
side,  in  the  best  possible  position  to  disturb  the  valve  motion  of 


Fio.  179. 

a  horizontal  engine.  It  will  also  by  a  slight  reflection  be  under- 
stood, that  the  slower  the  speed,  the  greater  the  disturbance ; 
because  the  longer  the  time  given  to  gravity  to  act,  the  greater 
its  effect 

I  do  not  know  that  the  discovery  of  this  fact  in  regard  to  the 
revolving  weight,  or  this  method  of  presenting  it,  is  here  given 
for  the  first  time,  but  if  it  is,  Mr.  Armstrong  is  entitled  to  due 
credit  for  its  discovery  and  its  elucidation. 

The  effect  of  this  disturbance,  caused  by  either  an  unbalanced 
eccentric,  governor  ball,  or  other  unbalanced  elements  in  the 
governing  mechanism,  will  be  better  understood  by  reference  to 
the  small  curved  line  (7,  which  is  parallel  to  the  path  of  the  balL 


DISCUSSION. 

Prof.  S.  W.  Robinson. — In  my  class-room  lectnres  I  have  given 
mathematical  analysis  of  this  case  of  an  unbalanced  governor 
weight,  such  as  a  single  weight  revolving  about  a  horizontal  shsft 
and  free  to  move  out  against  a  spring  resistance. 
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The  result  of  this  analysis  was  found  to  be  that  the  weight 
would  move  in  a  curve  nearly  a  circle,  the  centre  of  which  is 
raised  exactly  upward  to  a  height  above  the  centre  of  Uie  shaft 
by  an  amount 

where  g  is  tlie  acceleration  of  gravity  =  82.2,  g?  =  the  angular 
velocity  of  revolution,  and  n  =  the  number  of  revolutions  per 
second. 

This  result  of  analysis  agreed  with  what  seemed  to  me  to  be  a 
fair  conclusion  drawn  from  an  inspection  of  the  geometrical  figure 
of  the  case,  such  as  Fig.  179  of  Prof.  Sweet's  paper,  with  reasoning 
about  as  follows : 

Suppose,  to  start  with,  that  the  weight  B  is  at^,  moving  along  a 
horizontal  portion  of  arc.  The  action  of  gravity  tends  to  deflect  it 
downward  instead  of  allowing  it  to  move  along  a  circle  path  con- 
centric with  the  shaft,  thus  giving  the  mass  B  an  accelerated 
motion  relative  to  the  wheel  A  and  along  the  radius  ABj  so  that  by 
the  time  the  weight  reaches  a  it  will  have  a  considerable  velocity 
toward  the  centre  G.  From  this  point  on  gravity  counteracts, 
and  on  reaching  d  will  have  destroyed  the  radial  velocity  toward 
C^  when  B  will  again  be  moving  horizontally,  or  perpendicular  to 
the  radius,  but  will  be  at  a  point  nearer  the  centre  C  than  when  at 
j.  Now,  from  this  point  on  a  radial  acceleration  will  occur,  bo 
that  at  g  the  weight  will  be  moving  outward  with  a  radial  velocity 
which  from  g  on  to  j  will  again  be  destroyed  by  gravity,  thus 
bringing  the  weight  to  rest  on  the  radius  at  jy  though  at  a  greater 
radial  distance  from  the  centre  C  than  at  any  point  before  in  the 
revolution,  and  putting  the  weight  in  the  position  and  condition 
supposed  at  the  start,  when  it  will  go  on  in  repetition  of  the 
curve  as  the  next  turn  of  the  shaft  is  made,  and  so  on  continuously, 
the  curved  path  described  being  found  to  be  nearly  a  circle  with 
its  centre  elevated  above  that  of  the  shaft. 

This  reasoning  around  the  circle  while  the  spring  is  the  only 
force  acting  on  the  weight  besides  gravity  will  not  readily  give 
any  other  conclusion  than  the  above. 

This  corroboration  of  the  result  of  analysis  satisfied  me  until  I 
was  startled  on  noting  the  testimony  of  Prof.  Sweet's  paper, 
whereupon  I  determined  to  make  some  experimental  trials  of  the 
matter. 
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To  this  end  I  rigged  up  a  disk  carrying  a  centrifugal  device 
shown  in  Fig.  232,  the  affair  being  put  into  nearly  isochronous 
condition  by  arranging  to  have  the  spring  free  from  tension  when 
the  moving  end  was  a  little  above  the  intersection  of  the  line  of 
the  spring  with  the  line  DE.  A  pencil  was  mounted  in  the  lever 
at  P. 

When  motion  was  given  to  the  disk,  the  centrifugal  force  balanced 
the  spring  at  the  angular  velocity  a?  =  56.86,  or  656  revolutions 


Pig.  282. 

per  minute,  according  to  the  determination  from  tlie  weight  in 
pounds  of  W  and  the  lever,  the  reaction  of  the  spring,  etc.,  all 
quantities  of  data  being  carefully  measured. 

While  the  device  was  revolving  right-handed,  with  tlie  weight 
between  stops,  a  board  upon  which  a  sheet  of  paper  was  tacked, 
and  so  placed  as  to  swing  to  or  from  the  pencil,  was  moved 
against  the  pencil  and  a  curve  obtained.  This  was  done  repeatedly- 
Also  the  circles  of  motion  were  got  for  the  weight  against  the  inner 
stop  and  the  outer  stop. 

Examining  the  curves  thus  obtained  with  dividers,  no  apprecia* 
ble  deviation  from  the  circular  form  was  noticeable,  and  the 
centres  of  20  such  circles  were  read  off  in  height  above  and  devia- 
tion to  right  or  left  and  noted.  The  results  are  given  in  the  fol- 
lowing 
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TABLE   OF   DISPLACEMENT  OF  CENTRE   OF  MOTION  OF  A  SINGLE 
UNBALANCED  GOVERNOR  WEIGHT. 


Bemarks. 

Centre  Shifted  Up,  inches. 

Centre  Shifted  to  Rij^t,  inchef. 

Pencil  li^bt  and 

O.IO" 

0.00 

Steady  circle. 

0.10" 

0.00 

Spiral,  in,  ,\" 

0.18" 

0.05 

''      ••   A 

0.15 

0.02 

**      "    A 

0.14 

0.02 

Spiral,  slightly 
Steady 

fir 

0.085 

0.085 

<« 

^^ 

0.14 

0.03 

Spiral,  out,  A 

)  :=►. 

0.14 

0.08 

::   ::  ^ 

1    2  > 

0.12 
0.12 

0.02 

"      •'      i 

0.13 

0.02 

Steady 

0.05 

0.00 

<< 

0.16 

0.02 

(« 

0.16 

0.02 

<( 

0.16 

0.02 

(< 

0.15 

0.018 

Spiral,  out,  A 

0.12 

0.04 

"       in,  ^ 

0.15 

0.04 

-        -    t 

0.10 

0.087 

Means 

0.1257 

0.0283 

It  is  to  be  noted  that  the  centres  were  slightly  shifted  to  the  right 
while  the  motion  was  left-handed  relative  to  the  diagrams.  This 
may  probably  be  accounted  for  by  the  fact  of  the  slight  friction  of 
the  lever  on  its  fulcrum,  as  increased  by  the  side  pressure  from  the 
pencil.  This  conclusion  is  strengthened  from  the  fact  that  the  first 
two  curves  read  give  zero  lateral  shift,  while  the  same  curves  are 
noted  as  having  light  pencil  pressure,  and  they  were  in  fact  the 
lightest  and  probably  the  fairest  results,  in  this  respect,  of  all  taken. 

It  may  be  possible  that  considerable  disturbing  forces  may  cause 
larger  lateral  diBplacement,  but  it  is  evident  from  the  table  that  the 
displacement  is  mostly  in  the  vertical  direction,  thus  decidedly 
favoring  the  results  of  analysis  and  of  reasoning  upon  the  figure. 

To  make  a  crucial  test  of  the  analysis,  we  may  take  the  value 
0.1257"  =  h  and  determine  a?  from  the  analytical  result.  Reducing 
0.1257  to  feet. 


whence 


or 


07^  = 


32.2  X  12 
0.1267   ' 

CO  =  55.26 ; 
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a  very  close  agreement  with  the  result  56.86  found  by  centrifugal 
force,  spring  tension,  etc.,  of  the  device,  results  which  are  at  once 
seen  to  be  from  entirely  different  principles  and  different  data,  and 
furnish  a  third  and  very  strong  attestation  to  the  vertical  instead  of 
horizofital  displacement  of  the  unbalanced  governor  weight. 

How  the  experiments  reported  by  Prof.  Sweet  could  have  given 
a  horizontal  instead  of  a  vertical  displacement  is  a  question  it  may 
be  difficult  to  answer  now  from  the  results  reported,  and  I  would 
raise  the  question  for  Professor  Sweet's  consideration  whether  the 
apparatus  used  by  him  was  not  largely  in  error  of  isochronism, 
or  whether  there  were  not  other  forces  acting  to  influence  the  weight 
besides  the  spring,  centrifugal  force,  and  gravity. 

It  may  be  remarked  that  in  designing  single- weight  governors  for 
horizontal  shafts  the  displacement  of  the  centre  of  the  circle  of 
motion  may  be  found  from  the  formula  given,  A  ca*  =  y,  which,  by 
reducing,  gives  for  A  in  inches  and  number  of  revolutions  per 
second, 

9.778 


h"^ 


n' 


By  aid  of  this  formula  the  following  table  is  given  : 

TABLE  OF  VERTICAL  DISPLACEMENT  OF  A   SINGLE  UNBALANCED 
GOVERNOR  WEIGHT. 


Rerolations  per  Second. 

RevolutiOQB  per  Mtnate. 

Vertical  Displacement. 

1 

60 

9.78  in. 

2 

120 

2.44  - 

3 

180 

1.09  ** 

4 

240 

0.61  *' 

5 

800 

0.39  •* 

6 

860 

0.27  *' 

8 

480 

0.15    * 

10 

600 

0.09  '' 

12 

720 

0.07  •* 

14 

840 

0.05  " 

16 

960 

0.04  '» 

18 

1,080 

0.03  *' 

20 

1,200 

0.02  '* 

According  to  this  table  one  would  hardly  propose  an  unbalanced 
governor  for  a  speed  less  than  200  revolutions  per  minute. 

It  is  interesting  to  note  that  the  result  of  the  vertical  displace- 
ment of  the  unbalanced  single  governor  weight,  viz.. 
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18  the  same  identically  as  is  found  for  the  height  of  the  centre  of 
the  circles  of  carvattire  of  the  water  in  the  backets  of  the  backet 
water-wheel,  known  also  as  the  breast  wheel  and  overshot  wheel, 
where  the  water  in  the  backets  of  the  revolving  wheel  is,  as  is  well 
known  by  hydraulic  engineers,  inclined  ontward  by  the  centrifagal 
force  dae  to  the  motion  of  the  wheel  to  a  cylindrical  concavity 
of  surface;  all  cylinders  of  concavity  for  the  different  buckets  be- 
ing, at  a  given  instant,  at  a  common  point  at  the  height  A  =  -^ 

above  the  axis  of  the  wheel. 

The  analysis  corroborating  the  results  of  the  experiments  cited 
in  this  discussion  is  as  follows :  In  Fig.  238  let  S  be  the  shaft  of  the 

shaft  governor,  T&  pivot  in  the  wheel 
about  which  the  weight  W^  fast  on  a 
lever,  WTy  swings  in  a  path  which  for 
convenience  is  taken  practically  radial 
with  respect  to  S,  and  CTa  spring  coun- 
teracting centrifugal  force.  Let  the 
initial  position  of  TTbe  directly  over  the 
shaft,  and  denote  any  angle  between 
that  and  any  other  position  by  9>,  as 
shown.  Now,  the  only  motion  of  W 
relative  to  the  wheel  will  be  outward 
and  inward  to  and  from  & 
The  forces  acting  on  W  will  be  the  centrifugal  force  i^  the 
counteracting  force  of  the  spring  =p  (r  —  r©),  in  which  r  is  the 
distance  of  the  weight  W  from  S  and  r^  the  distance  of  W  from  the 
point  on  the  line  SW  where  the  spring  tension  would  be  zero  if 
the  law  of  action  of  spring  were  to  hold,  as  on  the  line  S  W^to  the 
extent  r©.    The  disturbing  influence  from  the  valve  is  omitted. 

If  ri  be  the  distance  of  weight  from  8  for  the  engine  run- 
ning in  regulated  condition,  with  W  between  stops,  then  in 
the  absence  of  gravity,  as  if  the  shaft  were  vertical,  the  forces 
acting  on  the  weight  would  be,  if  -Fis  the  centrifugal  force  of  the 
weight  W  and  p  the  nnit  spring  action, 

F-pir.'-ro), 


f^^  283. 


and  for  equilibrium  this  =  0 


^  "  Ti  —  r  J       g  Ti  —  r 


But  with  the  shaft  in  a  horizontal  position  and  Wm  the  posi- 
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tion  ip  8howDy  the  component  of  gravity,  W  cos  g^  must  be  sub- 
tracted from  the  expression  of  force,  giving 

F  —  p  (r  —  ro)  —  W  008  (p 
= afr ^  (r  —  r©)  —  Wco8  (p. 

Now,  this  force  is  not  constant  daring  a  revolution,  but  varies 
because  W  cos  (p  acts  toward  the  centre  S  for  the  upper  half  of 
the  revolution  and  from  the  centre  for  the  lower  half.  Then  the 
weight  W  being  supposed  free  to  move,  it  will  be  swung  back  and 
forth  from  /8^  in  a  sort  of  vibratory  motion  of  acceleration  and 
retardation  as  the  governor  revolves.  "We  have,  then,  only  to  put 
this  force  equal  the  differential  expression  for  acceleration,  viz. : 

"77"";;^  =  T"  ^^—'^T'Z — T"  ('•— ^o)  —  Tr  COS  ^ 
g    dr        g  g  r^—r^  \       »/ 

— — -ycosa>< 


n  -  n 


€p  being  =  cot  where  co  is  the  angular  velocity  of  wheel  and  t  the 
time. 

This  general  equation  can  be  integrated  by  La  Grange's  method 
of  the  variation  of  parameters,  and  it  leads  to  an  expression  of  r 
as  a  trigonometric  function  of  ?>,  or  of  arf,  an  equation  which  adds 
great  interest  to  the  question  of  the  motion  of  an  unbalanced  gov- 
ernor weight,  showing  that  when  the  governor  is  not  isochronous 
the  weight  may  describe  curves  re@ntering  only  after  several  rev- 
olutions, and  hence  giving  a  motion  that  might  readily  be  taken  as 
irregular  as  far  as  a  governor  for  engines  is  concerned. 

Leaving  the  full  investigation  for  a  future  paper,  let  us  suppose 
the  governor  isochronous,  in  which  case  r©  =  0,  Then  the  first 
two  terms  of  the  second  member  vanish,  reducing  the  equation  to 

cPr 

-^  =  —  jr  cos  oot. 

Integrating  once  gives 

-37  =  — ^  sm  a?^  +  C/. 
at  00 
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If  we  take  the  path  as  horizontal  at  the  top  where  <^  =:  0,  then 
t=  0  and  the  first  member  is  zero  also,  so  that  C=  0, 
Integrating  again  we  obtain 

g  ^, 

r  =  +  -^  cos  oat  +  C7 . 

Designating  by  r '  the  radius  to  the  top  point  of  the  curve  where 
<  =  ^,  we  obtain 

Eliminating  C  we  get 

r-V  =  ^  (cos  9^-1) 

for  the  polar  equation  of  the  path,  or  of  the  orbit  described  by  the 
governor  weight. 

At  the  lowest  point  of  the  curve  <pr=.n^  and  designating  by  r" 
the  particular  radius  to  this  point,  we  obtain 

in  which  r'  must  be  greater  than  r",  placing  the  middle  point 
between   the  top  and  bottom  points  of  the  orbit  at  a  height 

g 

i{r'  -^r")  above  the  centre  of  the  shaft,  or  at  a  height  ^^,  as 

stated  in  the  discussion  above. 
In  the  last  equation  we  get 

g  _r'  -r" 
^""       2     ' 

which,  substituted  in  the  equation  of  the  orbit,  gives 


^'  j_  ^"      if*' ft" 

or, 


r  +  —J—  =  — g—  cos  (p, 


r  +  ^1  =  — 5 —  cos  9>, 

if  we  call  r^  the  mean  of  the  two  extreme  radii  r'  and  r'\ 

In  this  equation,  if  <p  =  ~  =  90**  t  =  r^,  the  mean  radius,  and  the 
radius  of  the  circular  J)ath  in  the  absence  of  gravity  as  proved  by 
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the  first  equation  of  acceleration,  in  which  for  this  case  the  com- 
ponent of  gravity  W(iOB(p  =  0,  and  also  the  accelerating  force  =  (?, 
giving  r  =  rj. 

The  orbit,  as  seen  by  the  last  equation  above,  is  the  curve  of 
cosines  where  the  base  is  a  semicircle. 

To  iUnstrate  by  aid  of  a  diagram  (Fig.  234),  take  0  for  the  main 
shaft  of  the  governor,  the  dotted  circle  A  CBF  to  radius  r^  for 
the  orbit,  in  the  absence  of  gravity.     Then  p 

the  orbit  for  the  unbalanced  weight  in 
the  presence  of  gravity  is  the  full  line 
ADBE,  wliere  CD  ^  EI  =  r'  -  n  =  ri 
—  r" ;  GH  =  IJ=^  r  —  rj  above,  or  ri  — 
r  below,  etc.,  the  portion  ADIi  being 
the  curve  of  cosines  for  ACB,  the  base, 
and  AEB  the  curve  of  cosines  for  AEB 
as  base. 

In  the  general  integral  of  the  complete 
expression  above,  it  is  shown  that  for  the 
isochronous  governor  the  orbit  can  only  be  horizontal  at  top  and 
bottom ;  so  that  this  curve  of  Fig.  234  must  persist  and  give  a  reg- 
ular governor,  while  if  it  is  not  isoclironous  the  orbit  is  a  mul- 
tiplex curve,  where  the  intersection  of  the  orbit  with  the  vertical 
line  through  S  may  be  at  any  angle  whatever,  at  least  within  quite 
a  wide  angle  of  range.  In  some  cases  this  orbit  reenters  after 
several  revolutions  depending  on  the  relation  of  ri  and  ro,  three 
revolutions  where  Ti  =  10  Tq,  and  the  maximum  range  of  r  in  these 
curves  which  reenter  may  be  great  or  small,  according  to  the  way 
the  curve  or  orbit  is  started,  and  the  tendency  is  to  peraist  in  the 
way  in  which  it  is  started ;  and  it  may  be  as  in  Fig.  234  for  one  form. 

From  this  it  would  appear  that  the  governor  should  be  very 
nearly  isochronous,  as  near  as  possible  without  '^  racing "  fits,  for 
securing  greatest  certainty  of  regularity  of  motion. 

Mr.  Jesse  M.  Smith. — ^I  am  surprised  at  the  position  of  the  curve 
as  shown  in  Fig.  178,  if  that  curve  was  taken  from  a  horizontal 
engine.  Why  the  centre  of  the  inner  curve  should  be  displaced 
horizontally  instead  of  vertically  I  cannot  explain  to  my  satisfac- 
tion, unless  it  be  that  there  is  an  unbalanced  valve-stem  or  some 
other  horizontal  force. 

I  had  experience  in  this  matter  in  one  of  the  first  governors 
which  I  designed,  where  there  was  a  valve-stem  about  |  inch 
in  diameter,  the  pressure  in  the  valve-chest  being  90  lbs.  to  100  lbs. 
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That  would  make  a  pressure  on  the  valve-stem  of  about  40  lbs., 
acting  always  in  the  same  direction.  I  found  that  after  sotting  the 
valve  very  carefully  while  the  engine  was  cold,  so  that  it  would  cut 
ofi  exactly  the  same  at  both  ends,  when  the  engine  was  started 
and  working  under  regular  conditions,  the  card  at  one  end  would 
be  very  much  larger  than  that  at  the  other.  I  discovered,  finally, 
that  it  was  the  effect  of  the  40  lbs.  pressure  on  the  valve- stem  act- 
ing always  in  the  same  direction  which  shortened  the  cut-off  of  one 
card  and  lengthened  the  other,  and  by  running  the  valve-stem 
straight  through,  so  that  it  was  balanced,  the  irregularity  in  the 
indicator  diagrams  disappeared  immediately.  In  the  same  gover- 
nor, as  shown  in  Fig.  228  of  my  own  paper,  the  eccentric  D  is 
mounted  on  a  shaft,  B^  and  has  a  counter-weight  opposed  to  it  so 
that  the  effect  of  gravity  on  the  eccentric  is  overcome.  It  will  be 
noticed  in  this  governor,  and  in  all  governors  which  are  symmetrical, 
that  the  effect  of  gravity  does  enter,  because  while  one  weight  is  pull- 
ing down  the  other  is  pulling  up.  I  was  persuaded  at  one  time  to 
cut  off  the  counter-weight  of  the  eccentric,  because  the  governor 
did  not  work  properly,  but  after  it  was  cut  off  the  governor  worked 
worse  than  before.  The  indicator-cards  were  distorted.  I  put  the 
weight  back  and  had  better  results. 

I  believe  the  displacement  of  the  centre  of  the  curve  horizontally 
is  due  to  a  horizontal  force  acting  with  gravity,  and  maybe  the 
unbalanced  valve-stem. 

Prof. «/.  B.  Webb. — ^I  intended  to  call  att-ention  to  the  fact  that 
the  shaft-governor  problem  is  a  cx)mplicated  one  when  everything 
is  taken  into  account,  and  I  am  glad  to  see  that  a  number  of  gentle- 
men have  brought  up  different  views.  All  of  these  views  are 
necessarily  included  in  any  mathematical  treatment.  The  effect  of 
inertia  is  well  known,  as  are  also  the  other  effects  which  have  been 
mentioned.  We  cannot  make  a  complete  mathematical  treatment 
without  putting  all  these  things  in.  The  special  complication  in 
reference  to  the  spring  which  Mr.  Jacobus  has  mentioned  is  this, 
that  the  ordinary  spiral  spring  has  for  its  law  of  extension,  when 
not  under  the  influence  of  centrifugal  force,  the  simple  approximate 
law  that  the  number  of  pounds  required  to  stretch  it  varies  directly 
as  the  amount  of  extension.  This  is  not  a  perfectly  correct  law  oti 
account  of  the  fact  that  there  is  some  bending  of  the  wire  of  the 
spring,  whereas  the  law  supposes  nothing  but  torsion.  When,also9 
the  spring  is  put  in  a  fiy-wheel,  so  that  its  mass  is  under  the  influ- 
ence of  centrifugal  force,  there  ensues  another  variation  from  the 
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law.  These  differenceB,  though  small,  may  be  appreciable  in  some 
cases  where  very  exact  adjustments  are  necessary.  The  complete 
problem  of  the  effect  of  the  centrifugal  force  of  the  mass  of  a  spiral 
spring  upon  the  form  of  the  spring  and  upon  its  length  under  a 
given  stretching  force  is  a  complicated  one.  A  simple  case  has 
been  worked  out,  under  my  direction,  by  Messrs.  Willis  and  Wor- 
tendyke  in  their  graduation  thesis,  in  which  a  spiral  spring  lies  in 
the  plane  of  the  wheel,  without  coinciding  necessarily  with  a  radius, 
and  is  supposed  to  remain  straight.  In  the  general  case  the  two 
points  of  attachment  of  the  spring  are  not  necessarily  in  the  same 
plane  perpendicular  to  the  axis,  and  the  spring  assumes  a  curve  be- 
tween these  points.  It  is  only  when  the  spring  is  short  and  stiff 
that  it  may  be  supposed  to  remain  straight.  I  have  analyzed  the 
case  of  an  inextensible  chain  hanging  in  a  fly-wheel ;  the  curve  may 
properly  be  called  a  centrifugal  catenary  and  involves  elliptic 
functions.  One  special  form  of  the  curve  is  a  right-line,  another 
the  arc  of  a  circle,  and  a  third  the  form  assumed  by  a  girl's  skipping- 
rope. 

This  is  a  very  interesting  paper  of  Prof.  Sweet's  discussing  the 
simple  case  of  a  ball  balanced  by  a  string.  You  will  find  the  same 
supposition  made  in  a  paper  which  I  shall  present  at  this  meeting 
on  the  length  of  an  indicator-card.  A  mass  oscillated  by  a  spring 
has  a  very  close  connection  with  a  mass  under  the  influence  of 
centrifugal  force. 

As  to  the  curve  deduced  by  Prof.  Sweet,  1  believe  he  has  neg- 
lected  to  consider  one  important  thing.  Gravity  acts  throughout 
the  two  lower  quadrants,  as  he  says,  in  a  direction  away  from  the 
centre,  but  that  does  not  prove  that  the  weight  will  be  moving 
away  from  the  centre  in  both  of  those  quadrants.  Gravity  acts 
always  in  the  downward  direction  on  an  ordinary  pendulum,  but 
half  the  time  the  pendulum  is  rising  against  gravity.  Kow,  con- 
sider a  mass  sliding  radially  in  a  fly-wheel  whose  centrifugal  force 
is  exactly  balanced  in  all  positions  by  a  spring.  Starting  at  the 
highest  point,  gravity  will  act  throughout  the  first  quadrant  to  de- 
crease its  radius,  and  at  the  horizontal  position,  between  the  first 
and  second  quadrants,  the  mass  will  have  acquired  a  velocity  toward 
the  centre.  In  the  second  quadrant  gravity  acts  away  from  the 
centre  and  gradually  reduces  this  velocity,  so  that  at  the  bottom 
point  the  mass  reaches  its  nearest  position  to  the  centre.  Then,  in 
the  third  quadrant,  while  gravity  is  still  acting  away  from  the 
centre,  the  mass  acquires  a  velocity  in  the  same  direction  which 
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reaches  a  maxiranm  at  the  end  of  that  quadrant,  and  there  dimin- 
ishes throughont  the  fourth  quadrant,  at  the  end  of  which  the  mass 
reaches  its  position  farthest  from  the  centre.  The  curve  is  there- 
fore,  neglecting  such  friction  as  tends  to  check  the  motion  of  the 
mass,  symmetrical  about  a  vertical  line,  and  has  its  highest  point  at 
the  greatest  distance  from  the  centre. 

One  word  with  reference  to  the  question  asked  as  to  Mr.  Smith's 
drawing  on  the  blackboard.  I  think  it  is  perfectly  clear  that  the 
effect  of  inertia  does  act  on  the  line  a6  as  a  lever  arm,  and  asked 
the  question  to  make  snre  that  I  understood  correctly  the  statement 
made. 

I  have  worked  on  this  problem  because  from  a  mathematical 
standpoint  it  is  a  beautiful  one. 

With  reference  to  the  eflEect  of  the  friction  of  the  engine-valve, 
a  change  in  the  amount  of  this  friction  will  cause  a  change  in  the 
position  of  the  governor.  All  the  work  necessary  to  operate  the 
valve  has  to  go  through  th^  eccentric,  and  if  the  amount  of  this 
work  is  changed  the  reaction  upon  the  eccentric  will  be  diflFerent, 
so  that  the  governor  must  seek  a  new  position  to  be  in  equilibrium. 
When  the  throw  of  the  valve  is  changed  there  is  a  corresponding 
change  in  the  work  needed  to  operate  it.  The  inertia  of  the  valve 
is  a  powerful  element,  but  its  effect  is  reversing  all  the  time  and 
may  be  controlled  by  a  dash-pot. 

Mr.  0.  W,  Barnahy, — I  think  the  effect  upon  the  weighted  arm 
would  also  depend  largely  upon  the  position  of  the  pivot  therein. 
If  the  weight  arm  extended  beyond  the  pivot  so  that  there  was  a 
considerable  part  of  the  arm  on  the  opposite  side  of  the  pivot  from 
the  weight,  it  would  have  a  greater  tendency  to  revolve  in  oppo- 
sition to  the  leverage  indicated  by  ab  than  when  the  arm  was  all  on 
the  weight  side  of  the  pivot,  but  still  the  tendency  would  be  there 
and  would  modify  the  effect  indicated  by  the  leverage  ab. 

Prof.  Webh, — The  effect  alluded  to  by  Mr.  Bamaby  exists,  and 
depends  on  the  proportions  and  position  of  the  ball  and  its  arm 
being,  however,  quite  small  in  ordinary  cases.  If  the  ball  and  arm 
were  pivoted  at  their  centre  of  percussion,  with  reference  to  the 
shaft,  Mr.  Bamaby^s  effect  would  neutralize  Mr.  Smith's ;  but  in 
ordinary  cases  the  pivot  is  far  outside  that  centre. 

Prof.  John  E.  Sweet. — Replying  to  Profs.  Robinson  and  Webb, 
it  is  only  too  evident  that  Mr.  Armstrong  and  myself  were  half  in 
error  as  regards  the  theory,  and  this  leaves  us  no  ground  to  stand 
upon  except  the  fact  that  the  unbalanced  eccentric  does  act  in  such 
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a  way  as  to  disturb  tbe  valve  motion  of  a  horizontal  engine.  How 
this  can  be  so  when  theory  says  the  nnbalanced  weight  only  tends 
to  throw  the  eccentric  np,  I  can  only  reason  ont  in  this  way : 

As  we  have  shown,  the  action  of  gravity  tends  to  throw  the 
eccentric  directly  to  one  side.  The  momentum  it  acquires  in  one 
quarter  is  not  overcome  until  the  wheel  has  made  another  quarter 
turn,  and  hence  the  limit  of  the  movement  is  reached  when  the 
centre  is  at  the  top ;  but,  as  Prof.  Robinson  has  proven,  a  little 
friction  tends  to  throw  the  centre  to  the  left.  So  we  can  well  and 
safely  reason  that  if  we  have  just  enough  friction  (as  may  be  the 
case)  to  neutralize  the  momentum,  then  the  disturbance  will  be 
directly  toward  one  side  and  make  the  theory  and  fact  harmonize. 
That  even  is  of  very  little  consequence  compared  to  the  knowledge, 
of  the  fact  that  we  can  now  understand  why  the  unbalanced  weight 
disturbs  the  shifting  eccentric-valve  motion  of  the  engine. 

[NoTK. — This  paper  received  dlscassion  jointly  with  a  paper  entitled  **  A  Gov- 
ernor for  Steam-Engines "  (No.  409),  bj  Mr.  Jesae  M.  Smith,  and  another  on 
"A  Use  for  Inertia  in  Shaft  Governors"  (No.  408),  bj  Mr.  E.J.  Armstrong. 
There  are  references,  therefore,  in  the  del>ate  printed  with  each  paper  to  some 
of  the  points  brought  out  by  the  oihers.-— Secretary.] 
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ccccvni. 
A  USE  FOR  INERTIA  IN  SHAFT  GOVERNORS. 

BT  1.  J.  ABMSTBOiro,  BTBACUSX,  N.  T. 

( Jniilor  Member  of  the  Sodetj.) 

In  presenting  this  paper  to  the  Society,  the  writer  does  not 
•presume  the  ideas  to  be  new  to  all.  Talleyrand  said:  *^ There  is 
nothing  new,  except  that  which  is  forgotten ; "  and  in  the  exhanst- 
iye  study  which  has  been  given  to  the  many  obscure  problems 
of  engine  governing,  it  seems  improbable  that  this  one  should 
have  been  overlooked.  It  has  not,  however,  been  generally  recog- 
nized and  the  writer  has  failed  to  find  any  literature  bearing  on 
the  subject 

It  seems  to  be  demonstrable  that  inertia,  usually  a  disturbing 
element,  can  be  and  is  made  the  reverse,  even  to  performing  the 
functions  of  a  dash-pot.  To  one  having  some  experience  with 
shaft  governors,  it  would  at  first  appear  singular  that  certain 
governors  should  be  capable  of  close  regulation,  without  intro- 
ducing an  oscillatory  action,  fatal  to  good  governing.  With  a 
fly-weight  moving  a  considerable  distance,  a  moderate  speed, 
and  friction  reduced  to  insignificance,  it  would  seem  that  were 
any  efforts  made  toward  close  regulation,  all  the  conditions  for  a 
first-class  revolving  trip-hammer  would  be  present;  and  yet  these 
governors  run  smoothly,  even  when  adjusted  very  nearly  to 
isochronism,  within  one-balf  of  one  per  cent,  in  some  cases. 

The  reason  for  this  steadiness  under  apparently  adverse  cir- 
cumstances seems  to  be  about  as  follows  :  When  any  governor  is 
engaged  in  its  task  of  controlling  the  engine,  the  fly-weight  travels 
at  a  variable  speed,  resulting  from  its  revolving  in  a  circle  of  vari- 
able size ;  this  change  in  velocity  is  often  quite  considerable,  de- 
pending, of  course,  on  the  amount  of  radial  movement  and  the 
rotative  speed :  to  take  an  example  from  the  straight-line  engine 
— a  fly-weight  is  16J  inches  from  the  centre  of  the  shaft  when 
"  in,"  and  20^  inches  when  "  out,"  making,  at  220  revolutions  per 
minute,  a  difference  in  velocity  of  194'  4"  per  minute.    Whenever 


Digitized  by 


Google 


A  USE  FOR  INERTIA  IN  SHAFT  GOVERNORS. 


1069 


the  fly-weight  takes  a  new  position  it  mnst  change  its  speed — 
most  either  move  faster  or  slower,  be  accelerated  or  retarded,  and 
either  absorb  or  give  out  power — somewhere.  This  resistance  to 
a  change  in  velocity  acts  at  right  angles  to  a  radial  line  drawn 
through  the  centre  of  gravity  of  the  weight,  and  if  the  weight 
were  pivoted  so  as  to  move  radially,  as  in  Fig.  222,  the  only  result 
would  be  to  put  a  pressure  on  the  pivot.  If  the  fly- weight  is 
so  pivoted  as  to  move  at  an  angle  to  a  radial  line,  as  in  Fig.  223,  so 
that  in  its  outward  movement  it  goes  toward  the  way  the  wheel 


Fio.  233. 


Fio.  228. 


Fig.  234. 

rotates,  then  the  outward  movement  of  the  fly-weight  will  be 
opposed,  to  some  extent,  by  this  resistance  to  acceleration,  de- 
pending on  the  angle  which  the  line  of  movement  forms  to  a 
radial  line— or,  to  put  it  another  way — upon  the  length  of  the 
lever  arm  od,  ca  being  the  line  of  resistance,  and  h  the  fly-weight 
pivot  When  the  weight  moves  toward  the  shaft,  the  action  is 
the  same.  It  has  to  part  with  some  of  its  momentum,  and  so 
hangs  back,  as  in  its  outward  movement,  thus  making,  similarly 
to  a  dash-pot,  a  resistance  to  movement  in  both  directions,  which 
can  only  be  overcome  quickly  by  a  great  force,  or  by  a  small  one 
6S 
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slowly;  this  resistance  increases  as  the  Telocity  of  the  weight, 
which  is  all  which  is  accomplished  by  the  ordinary  dash-pot 
Fig.  221  shows  a  fly- weight  pivoted  so  as  to  move  at  an  angle 
to  a  radial  line,  bat  in  the  opposite  direction  to  Fig.  223.  A 
number  of  governors  have  been  constructed  on  this  plan,  with 
the  idea  that  any  sudden  jumping  ahead  would  tend  to  leave  the 
fly-weight  behind,  throwing  it  outwardly  and  shutting  off  steam, 
or  vice  versa^  in  case  of  a  sudden  retardation  of  the  engine ;  the 
whole  scheme  being  to  make  the  governor  very  sensitive  to 
changes  in  speed.  In  the  variable  velocity  of  the  fly-weight  we 
may  find  the  reason  why  these  attempts  have  not  proved  more  suc- 
cessful. As  the  fly-weight  starts  to  go  "  out "  it  has  the  velocity 
due  to  its  distance  from  the  shaft ;  being  pivoted  so  as  to  swing  back 
freely,  there  is  nothing  to  give  it  the  greater  velocity  due  to  its 
increasing  distance  from  the  shaft  until  it  gets  it  all  at  once  at 
the  end  of  its  movement,  with  a  slam  not  at  all  reassuring  to  the 
designer.  Then,  when  it  starts  to  go  toward  the  shaft  it  has  a 
high  velocity,  and  does  not  part  with  it  until  it  strikes  bottom. 
Of  course  a  dash-pot  will  cure  it ;  but  is  it  good  engineering  to 
build  governors  that  way?  At  the  beginning  of  this  paper,  men- 
tion was  made  of  the  absence  of  friction  as  an  unfavorable  condi- 
tion. Of  course  any  considerable  friction  in  a  governor  becomes 
a  serious  fault,  but  a  small  amount,  such  as  is  present  in  nearly  all 
governors  under  the  most  favorable  circumstances,  would  seem  to 
be  rather  of  advantage ;  the  friction  and  inertia  of  the  valve  and  its 
connections  are  usually  sufficient  to  keep  up  a  slight  vibratory 
movement  in  the  governor,  and  when  this  is  the  case  the  fly- 
weight will  move  very  easily  if  it  only  moves  slowly,  the  friction 
coming  into  full  effect  should  the  weight  attempt  a  more  rapid 
change  of  base.  This  of  course  does  not  apply  in  the  same  degree 
to  those  governors  having  a  locking  or  wedging  action,  and  uninflu- 
enced by  valve  friction  or  inertia. 

DISCUSSION. 

Mf\  Frank  J7.  BaU. — I  wish  to  congratulate  the  author  of  this 
paper  on  his  clear  presentation  of  a  subject  which  I  think  has  been 
generally  overlooked  by  engine  designers.  In  the  main  I  accept 
his  theory  and  conclusions,  but  not  having  giving  us  aU  the  theory, 
some  of  his  conclusions  seem  to  me  to  be  wrong.  Referring  to  his 
illustrations.  Figs.  222,  223,  and  221,  the  effect  of  inertia  felt  along 
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the  line  AC^  or  at  right  angles  to  the  radins,  is  produced  by  one  of 
two  caases,  or  by  their  joint  action^  These  causes  we  will  analyze 
and  will  designate  them  as  Cause  First  and  Cause  Second. 

Cause  First. — When  a  change  in  the  rate  of  rotation  takes  place 
without  a  radial  movement  of  the  weight,  the  effect  of  inertia  is 
felt  on  the  line  A  C  (Fig.  223). 

Cause  Second. — When  a  radial  movement  of  the  weight  takes 
place  with  or  without  a  change  of  the  rate  of  rotation,  the  effect  of 
inertia  is  felt  on  AGyOX  b,  line  at  right  angles  to  the  radius. 

The  theory  set  forth  in  this  paper  is  quite  correct  as  to  the 
effects  of  inertia  due  to  Cause  Second,  but  let  us  see  how  it  ap- 
plies to  Cause  First. 

First  let  it  be  understood  that  inasmuch  as  centrifugal  governors 
depend  solely  on  a  slight  change  of  speed  for  their  power  to  act 
we  always  have  Cause  First  to  deal  with  first. 

To  illustrate:  suppose  the  engine  referred  to  as  running  at 
220  revolutions  per  minute  be  suddenly  relieved  of  its  load.  The 
consequent  acceleration  of  speed  will  increase  the  centrifugal  force 
of  tlie  governor  weights,  which  in  turn  will  move  outward  and 
reduce  the  steam  supply.  Let  us  suppose  at  221  revolutions  the 
increased  centrifugal  force  is  sufficient  to  overcome  frictional  re- 
sistance. But  with  the  arrangement  shown  in  Fig.  223,  the  inertia 
of  weight  due  to  accelerating  rate  of  rotation,  or  Cause  First,  acting 
toward  Cy  also  opposes  the  outward  movement  of  weight.  There- 
fore the  rate  of  revolution  must  still  further  increase  until  an  ad- 
ditional amount  of  centrifugal  force  shall  overcome  both  these 
obstacles  to  radial  movement.  Suppose  an  additional  increase  of 
speed  of  one  revolution  per  minute  will  suffice  to  overcome  the 
inertia  due  to  Cause  First  acting  toward  0.  We  then  have  the 
following : 

Normal  speed 220 

Accelerated  speed  aecessarj  to  oTercome  friction 221 

Farther  acceleration  necessary  to  overcome  the  inertia  of  accelera- 
tion produced  bjr  Cause  First 222 

Applying  the  same  reasoning  to  Fig.  224,  we  see  that  the  inertia 
of  weight  due  to  Cause  First  acts  in  the  direction  of  centrifugal 
force,  and  jointly,  they  must  produce  radial  motion  with  a  much 
smaller  change  of  speed  than  with  the  other  arrangement.  So  far, 
then,  the  better  performance  is  with  Fig.  224.  The  instant  radial 
motion  begins  the  inertia  due  to  Cause  Second  is  felt,  and  then,  as 
Mr.  Armstrong  has  clearly  shown,  the  better  performance  is  with 
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Fig.  223,  becauBe  of  the  possibility  of  an  adjustroent  more  nearly 
isochroDOus  without  instability^  The  choice  between  the  two  ar- 
rangements is  therefore  between  the  more  prompt  action  of  Fig. 
224,  and  the  more  perfect  or  isochronous  final  action  of  Fig.  223. 

The  effect  of  inertia  due  to  Cause  Second  very  closely  resembles 
the  effect  of  a  dash-pot,  but  the  initial  effect  due  to  Cause  First 
differs  greatly,  because  inertia  not  only  seeks  to  retard  the  radial 
motion,  but  it  exerts  a  positive  effort  to  move  in  the  wrong  direc- 
tion, thus  preventing  the  slightest  movement  outward  until  the 
resistance  is  wholly  oVercome  by  increased  centrifugal  force.  In 
choosiug  between  the  two  arrangements  shown  in  Fig.  223  and 
224,  the  only  point  in  favor  of  223  is  the  dash-pot  effect  described 
by  Mr.  Armstrong,  which  is  obtained  at  something  of  a  sacrifice  of 
promptness  of  action,  as  has  been  shown.  He  admits  the  desir- 
ability of  this  dash-pot  effect,  and  a  fair  inference  is  that  he 
thinks  it  worth  the  sacrifice  in  the  way  of  promptness,  and  tliat 
ho  thinks  this  sacrifice  less  objectionable  than  the  use  of  a  dash-pot. 
Let  us  examine  this  further,  first  assuming  that  the  dash-pot 
effect  is  as  satisfactorily  obtained  with  a  dash-pot  as  with  the 
arrangement  shown  in  Fig.  223.  Suppose  the  dash-pot  be  at- 
tached to  the  weight  or  weight-arm  in  Fig.  224.  Here,  then, 
we  have  the  dash-pot  effect  adjustable  as  to  quantity  or  intensity, 
and,  combined  with  it,  the  most  favorable  conditions  for  prompt 
action,  as  against  the  arbitrary  and  nnadjustable  dash-pot  effect  in 
Fig.  223,  combined  with  more  unfavorable  conditions  for  prompt- 
ness of  action.  Stopping  right  here,  the  choice  must  certainly  be 
with  the  dash-pot.  As  against  the  dash-pot,  however,  is  the  ad- 
ditional cost,  complication,  and  care.  If  the  dash-pot  be  attached 
rigidly  to  the  moving  parts  of  the  governor,  as  is  commonly  the 
case,  other  questions  arise.  For  instance,  to  what  extent  is  this 
force  beneficial,  or  what  are  its  useful  limitations !  The  function 
of  a  dash-pot  is  to  offer  resistance  to  rapid  motion  in  either  direc- 
tion. Disregarding  friction,  this  resistance  is  controlled  by  the 
size  of  orifice  in  piston,  through  which  the  fluid  is  made  to  pass, 
and  with  openings  of  all  sizes  the  resistance  is  nnappreciable  at 
very  slow  rate  of  motion.  The  nearer  approach  to  isochronism 
in  the  adjustment  of  the  governor,  the  more  the  dash-pot  is  de- 
pended on  for  stability,  and  the  smaller  must  be  the  piston  orifice. 
A  difficult]?  is  here  encountered,  for  in  reducing  the  piston  orifice, 
the  slower  motion  of  piston,  if  attached  directly  to  the  weight  or 
weight-arm,  produces  a  sluggish  motion  of  the  weight,  and  practi- 


Digitized  by 


Google 


A  USE  rOR  INERTIA  IK  SHAFT  GOVERNORS. 


1073 


cally  prevents  wide  and  sudden  radial  motion,  which  is  necessary 
under  sudden  changes  of  load.  It  is  probable,  however,  that  a 
dash-pot  effect  equal  to  that  obtained  in  Fig.  223  could  be  satis- 
factorily used,  although  a  much  nearer  approach  to  isoehronisra 
may  not,  in  practice,  give  satisfactory  results. 

Fig.  247  shows  another  application  of  the  dash-pot  which  com- 
bines other  features. 

In  this  case  the  pivot  of  weight  is  relatively  the  same  as  in  Fig. 
224  in  respect  to  the  effect  of  inertia,  except  that  the  outward  move- 
ment of  weight  decreases  the  inertia  effect  by  bringing  the  pivot 
more  nearly  at  right  angles  to  the  radius,  which  would  seem  to  be 
better  tliau  the  opposite  condition  of  Fig.  224,  because  the  o»tward 


PiO.  247. 

movement  o.'  the  weight  is  more  likely  to  be  too  rapid  than  the  in- 
ward movement,  for  reasons  which  need  not  here  be  mentioned. 
The  dash-pot  here  shown  is  connected  with  the  weight-arm  by  means 
of  a  spring,  arranged  for  either  extension  or  compression,  and  hav- 
ing a  range  of  deflection  sufficient  to  allow  the  extreme  motion  of 
goveriiing  mechanism  without  any  motion  of  the  piston  whatever. 
The  piston  orifice  is  supposed  to  be  sufficiently  small  to  insure  a 
very  moderate  rate  of  piston  movement.  The  dash-pot  spring  is 
supposed  to  offer  only  sufficient  resistance  to  radial  motion  of  the 
weights  to  insure  stability  when  the  governor  is  adjusted  to  perfect 
isochronism.  With  this  arrangement  the  effect  produced  when 
radial  motion  occurs  is  not  strictly  a  dash-pot  effect,  as  the  dash- 
pot  need  not  necessarily  act.     Until  piston  movement  occurs  the 
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effect  is  only  that  produced  by  deflecting  the  dash-pot  spring,  which, 
having  no  initial  tension,  compels  stability  by  making  the  governor 
for  the  moment  "  non  isochronous."  The  piston  movement,  which 
should  occur  almost  simultaneously,  relieves  the  da8h-}>ot  spring  of 
its  tension,  and  leaves  the  governor  in  its  isochronous  condition, 
simply  having  prevented  instability  and  still  standing  guard  over 
radial  movements  for  that  purpose  only,  leaving  the*  speed  to  be 
determined  by  the  balanced  centrifugal  and  centripetal  forces  ad- 
justed to  isochronism. 

Mr.  Ezra  FawceiU — In  my  experiments  with  shaft  governors, 


Fio.  287. 

and  facing  the  usual  trials  incident  to  such  work,  some  time  since  I 
set  about  designing  a  governor  which  would  obviate  some  of  the 
difficulties.  My  plan  was  to  project  the  fly- weights  at  a  point  similar 
to  that  shown  in  Fig.  223,  such  that  they  would  travel  at  the  speed 
and  velocity  which  should  vary  the  least  (Fig  237).  The  arm,  ec- 
centric, and  weight  were  in  one  casting,  and  the  attachment  of  the 
springs  was  at  the  extreme  points  of  the  weights.  My  troubles  from 
this  cause  ceased,  and  a  variation  of  less  than  one  per  cent,  could  be 
secured,  and  no  perceptible  variation  of  speed  with  variable  boiler 
pressure. 
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One  peculiar  point  observed  was  that  the  speed  could  not  be  re- 
duced much  less  than  the  normal  rate  of  400  revohitions  per  minute, 
with  a  governor-case  of  17  inches  diameter,  path  of  fly-weights  12 
and  14  inches  in  diameter,  by  adding  to  or  reducing  the  weight  and 
strength  of  springs,  provided  only  they  were  sufficient  properly  to 
work  the  eccentric  and  valve. 

Mr.  Jesse  M.  Smith. — ^I  was  very  much  interested  in  Mr.  Arm- 
strong's paper,  and  looked  into  it  quite  carefully.  In  Figs.  288,239, 
and  240  are  shown  the  three  cases  given  in  Figs.  222,  223,  224  by 
Mr.  Armstrong.  In  all  cases  the  fly-weight  has  two  distinct  motions, 
one  of  rotation  about  the  centre  of  the  shaft,  and  one  of  rotation  about 
the  centre  of  suspension  b.  Either  or  both  motions  may  be  constant 
or  variable,  and  they  may  occur  at  the  same  time  ordiflferent  times. 

Suppose,  first. — No  motion  about  h  and  a  constant  motion  about 
shaft  0  ;  there  is  evidently  no  force  of  inertia  developed. 

Second. — No  motion  about  h  and  a  variably  increasing  motion 
about  O ;  the  force  of  inertia  will  then  act  in  the  opposite  direc- 
tion to  the  rotation,  and  at  right  angles  to  a  radius  passing  through 
the  centre  of  gravity  of  the  weight  and  the  centre  O. 

Third. — No  motion  about  h  and  a  decreasing  motion  about  O  ;  the 
inertia  will  then  act  at  right  angles  to  the  radius,  but  in  the  same 
direction  as  the  rotation  about  O. 

In  these  two  last  cases  the  inertia  acts  jnst  as  stated  by  Mr. 
Armstrong. 

Fourth. — Motion  about  ft  outward,  and  increasing  motion  about 
O. 

Suppose  in  Fig.  238  that  while  the  weight  moves  from  c  to  c'  about 
ft  it  also  revolves  about  0  through  45** ;  the 
weight  will  then  travel  on  a  curve,  C(?", whose 
form  will  depend  on  the  kinds  of  motion 
about  ft  and  O. 

Now,  a  weight  travelling  with  a  variable 
motion  on  a  curved  path  develops  a  force 
of  inertia  which  is  tangent  to  the  curve,  and 
a  centrifugal  force  which  is  normal  to  the 
curve  at  the  point  occupied  by  the  weight. 

Suppose,  to  simplify  the  question,  the  Fio"288^ 

curve  cd'  is  a  circle  having  its  centre  at  0\ 

and  that  the  motion  is  increasing ;  the  force  of  inertia  will  be  in 
the  direction  of  line  ac,  and  will  act  backward  on  the  lover  arm 
aft,  and  not  directly  on   the  pivot,  as  stated  by  Mr.  Armstrong. 
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The  force  of  inertia  will  tend  to  bold  the  weight  back  and  make 
it  move  more  slowly.  In  the  case  shown  in  Fig.  239,  under  this 
same  enpposition  of  an  increasing  motion  on  the  curve  cc'\  the  iner- 
tia acts  in  the  same  way,  but  has  a  longer  lever  arm,  ah.  In  the  case 
shown  in  Fig.  240,  under  the  same  supposition,  the  force  of  inertia 
passes  nearly  throngh  the  centre  },  and  acts  on  a  short  lever  ah  to 
move  the  weight  in  the  same  direction  in  which  it  is  travelling,  but 
it  acts  with  much  less  effect  than  would  seem  to  be  indicated  by  Mr« 
Armstrong's  statement.  It  will  be  seen  what  a  complicated  ques- 
tion this  gets  to  be  if  an  attempt  is  made  to  consider  the  conditions 
of  practice  and  how  very  different  the  results  will  be  under  differ- 
ent conditions. 
The  rate  of  rotation  about  the  shaft  depends  on  the  weight  of  fly- 


Fig.  289.  Fio.  240. 

wheel,  the  rate  and  amount  of  change  of  load,  and  the  prompt  action 
of  the  governor. 

The  rate  of  motion  about  the  pivot  6  depends  principally  on  the 
friction  of  the  governor  joints  and  the  adjustment  of  the  springs. 

Each  one  of  these  causes  has  its  effect,  and  few  of  them  arc  con- 
stant or  controllable.  If,  however,  friction  be  reduced  to  a  mini- 
mum and  heavy  fly-wheels  are  used,  the  forces  which  cause  the 
governor  parts  to  change  position  act  slowly,  and  the  parts  take  their 
new  positions  promptly,  but  slowly,  so  that  the  forces  of  inertia 
are  not  developed  to  an  objectionable  extent. 

Mr.  C.  M.  W.  Smith.— Kt.  Armstrong  has  represented  three 
cases  in  his  paper.  But  I  believe  the  most  important  case  is 
omitted,  and  with  your  permission  I  will  make  a  drawing  on  the 
board  to  represent  it.  Now,  you  will  notice  in  Fig.  223  that  as  the 
weight  moves  outward  the  arm  ah  increases  in  length,  and  not 
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odIj  this,  but  the  inertia  of  the  weight  alec  increases,  and  so  we 
have  two  increasing  elements,  which  tend  to  resist  the  weight  as  it 
moves  outward.  Now,  in  Fig.  241,  as 
the  weight  moves  outward  the  inertia 
increases,  but  the  arm  ah  decreases. 
Now,  what  I  am  getting  at  is  this,  and 
I  wish  to  make  this  point,  that  the  arm 
ah  should  be  of  such  a  length — that  is, 
the  forces  should  be  in  such  a  relation — 
that  the  inertia  will  overcome  the  fric- 
tion of  the  governor,  thus  having  a 
governor  practically  without  friction. 

He  mentions  the  fact  in  his  paper,  Fio.  241. 

that  a  little  friction  is  a  good  thing,  but 

we  cannot  control  this  amount  of  friction,  as  in  practice  sometimes 
the  governor  does  what  is  called  sticking,  caused  by  bad  lubrica- 
tion and  neglect,  and  the  engine  must  increase  many  revolutions 
in  order  to  overcome  this  sticking,  and  when  the  weight  does  start 
it  goes  to  its  outer  position  with  a  slam.  Now,  by  arranging  the 
arms  in  this  relation  (Fig.  241)  the  friction  can  be  overcome, 
because  the  inertia  can  be  so  proportioned  that  it  overcomes  the 
diminishing  in  length  of  the  lever  arm  ab. 

There  is  a  governor  in  existence  where  the  centrifugal  force  of 
the  weight  is  exactly  opposed  by  the  pull  of  the  spring.  A  dash- 
pot  and  a  secondary  spring  are  attached  to  resist  the  motion,  so 
that  isochronism  can  exist  What  I  have  said  is  what  I  have 
learned  from  experience  with  different  classes  of  governors. 

Mr.  Jesse  M.  Smith. — I  would  ask  Mr.  0.  M.  W.  Smith  in  what 
direction — taking  his  figure  on  the  board-^in  what  direction  the 
force  of  inertia  acts,  or  in  what  direction  he  considers  that  it 
acts? 

Mr.  C.  M.  W.  Smith — As  the  arrow  indicates,  the  wheel  is 
moving  in  that  direction.  The  inertia  holds  the  weight  back — that 
is,  it  must  overcome  the  increase  in  speed. 

It  takes  power  to  increase  the  speed  of  the  weight  as  it  flies  oif 
from  the  centre,  and  this  pulls  back  on  the  weight. 

Mr.  Jesse  M.  Smiths — ^I  do  not  think  that  Mr.  Smith  quite  gets 
my  idea.  I  would  like  to  know  in  what  direction  the  force  of 
inertia  acts,  whether  it  acts  at  right  angles  to  a  line  drawn  through 
the  centre  of  the  weight  and  centre  of  rotation,  or  in  a  different 
line? 


Digitized  by 


Google 


1078 


A   USE  FOR  INEBTIA  IN  SHAFT  GOVERNORS. 


Fig.  281. 


J/r.  C.  W.  Bamahy, — As  I  see  it  now,  I  tliink  there  would  be 
two  tendencies  to  take  into  consideration  in  considering  the  action 

of  the  weiglit  arm  under  the 
conditions  Mr.  Smith  refers  to. 
In  the  iirst  place,  if  the 'rota- 
tion of  the  governor-wheel  is  re- 
tarded, the  governor-ball,  revolv- 
ing  within  the  pivot  a  (Fig.  231), 
might,  as  Mr.  Smith  has  stated, 
have  a  tendency  to  move  ahead 
toward  &,  acting  on  the  leverage 
ah  to  rotate  the  weighted  arm  on 
its  pivot  a;  but  there  is  another 
effect  to  be  taken  into  considera- 
tion, I  think,  and  that  is  the  ro- 
tation of  the  weighted  arm  abont 
its  own  centre  of  gravity.  Of 
course  this  arm  in  making  one  revolution  around  the  centre  of 
rotation  of  the  wheel  makes  one  revolution  upon  its  own  centre  of 
gravity.  If  the  rotation  of  the  wheel  is  checked,  the  weighted  arm 
itself  would  have  a  tendency  to  continue  revolving  in  the  same 
direction  with  unchanged  velocity,  upon  its  centre  of  gravity,  which 
would  tend  to  move  the  weight  from  J,  or  in  the  opposite  direction 
to  the  first  tendency  considered. 

The  actual  effect  upon  the  weighted  arm  would  be  the  resultant 
force  due  to  these  two  effects.  There  is,  I  think,  a  certain  circle 
within  the  pivot  a  at  which  these  two  effects  upon  the  weighted 
arm  would  just  balance  each  other,  but  when  the  weight  was 
revolving  inside  of  that  circle,  the  result  of  any  check  in  the  speed 
of  the  governor-wheel  would  be  to  throw  the  weighted  arm  still 
further  in,  and  when  revolving  outside  of  that  circle  the  weighted 
arm  would  be  thrown  further  out,  although  the  leverage  oJ,  as 
indicated  by  Mr.  Smith,  might  show  the  opposite  result  at  this 
point. 

Prof.  J.  B.  Webb. — Are  we  to  understand  that  the  previous 
speaker  said  that  the  increase  of  speed  would  prevent  the  ball 
going  out — that  is,  that  the  effect  of  inertia  and  the  increase  of 
speed  would  be  to  hold  the  ball  in  ? 

Mr.  C.  M,  W,  Smith. — I  did  not  mean  to  say  that,  because  it  acts 
on  the  arm  ah  and  would  tend  to  throw  the  ball  out  and  overcome 
the  friction  of  the  governor. 
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Mr.  Jesse  M,  Smith. — The  question  is,  Does  it  act  on  the  arm 

Mr.  C.  S.  DuUon. — I  would  like  to  ask  the  speaker  if  we  under- 
stand him  to  say  that  a  governor  is  in  existence  which  does  main- 
tain an  absolute  speed?  I  understood  him  to  say  something  to 
that  effect.  I  am  reminded  a  good  deal  of  what  a  friend  of  mine, 
a  member  of  this  Society,  said  in  regard  to  a  telephone.  He  was 
building  a  little  telephone  for  use  in  his  own  house  and  experi- 
menting with  it,  and  dnring  that  time — it  was  several  years  ago, 
in  the  early  history  of  the  telephone — being  in  Cleveland,  he  went 
into  the  Electrical  Supply  Co.'s  place  to  get  some  supplies  of  wire 
and  one  thing  and  another,  and  meeting  Mr.  Brush  had  some  talk 
with  him  on  various  matters,  and  among  other  things  mentioned 
to  him  that  he  had  made  a  little  telephone  in  his  house,  and  that 
to  his  surprise  it  worked  very  nicely.  Mr.  Brush  said :  *'  Well, 
now,  if  you  told  me  that  you  had  made  a  telephone  and  it  did 
not  work  I  would  have  been  very  much  surprised." 

Mr.  Jesse  M.  Smith. — I  did  not  wish  to  have  Mr.  Button  or  any 
of  the  gentlemen  here  present  think  that  there  was  a  governor  in 
existence  which  would  prevent  some  change  in  speed.  I  am  pain- 
fully aware  of  the  fact  myself,  and  I  think  that  any  one  who  has 
designed  a  shaft^ovemor  and  brought  it  out,  so  that  it  is  commer- 
cially satisfactory,  has  been  painfully  aware  of  the  many  misfor- 
tunes which  a  governor  must  meet  before  it  arrives  at  that  point. 

Mr.E.  J.  Armstrong. — The  point  raised  by  Mr.  Ball  is  rather  hard 
to  reply  to  from  a  purely  theoretical  standpoint ;  the  effect  is,  as  he 
has  pointed  out,  to  make  the  governor  tardy,  but  it  is,  I  believe,  always 
found  best  to  have  a  much  flower  movement  of  the  fly-weight  than 
theory,  as  usually  elaborated,  would  indicate;  and  as  the  governor 
under  discussion  attends  to  its  business  about  as  closely  as  any,  pos- 
sibly the  tardiness  referred  to  is  quite  within  the  limits  of  good  gov- 
erning. If  a  governor  will,  as  this  one  does,  move  from  one  extreme 
to  the  other  in  less  than  a  second,  when  the  whole  load  is  instantly 
thrown  off  or  on,  it  is  probably  about  as  quick  as  it  can  be  and 
retain  its  stability.  In  those  examples  of  the  dash*pot  governor 
described  by  Mr.  Ball  which  I  have  had  the  pleasure  of  examin- 
ing, the  auxiliary  spring  connecting  the  fly-weight  and  dash-pot 
has  been  so  large  and  stiff  that  it  is  hard  to  see  any  essential  dif- 
ference between  it  and  a  rigid  connection,  which  goes  to  show 
that  some  tardiness  is  not  objected  to  in  that  governor,  for  it  must 
take  some  force  to  bend  that  stiff  spring.    With  regard  to  Mr. 
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JeBBo  M.  Smith's  statement  that  the  inertia  acts  tangent  to  the 
curve  described  by  the  fly-weight  in  its  outward  or  inward  move* 
ment,  and  not  at  right  angles  to  its  radius,  this  curved  path  is 
the  result  of  two  motions — one  around  the  wheel,  and  the  other  in 
or  out  from  its  centre.  This  inertia  effect  is  caused  by  the  changing 
velocity  of  the  weight  caused  by  a  radial  movement.  The  ve- 
locity changes  in  a  direction  not  tangent  to  the  curve  the  weight 
may  be  describing,  but  at  right  angles  to  its  radius ;  consequently 
inertia  will  act  on  this  line,  and  not  tangent  to  the  curve.  The 
point  may  be  clearer  if  we  conceive  the  radial  velocity  to  be  very 
high,  so  that  the  curve  becomes  almost  a  radial  line.  Surely  no  one 
would  contend  that  the  inertia  effect  would  be  tangent  to  such  a  Hue. 
Mr.  0.  M.  W.  Smith  has  shown  (Fig.  241)  an  arrangement  of 
parts  similar  to  Fig.  224.  The  direction  in  which  the  leverage  in- 
creases is  of  little  moment,,  for  the  fly-weight  has  to  go  in  as  well 
as  out ;  and,  under  the  same  conditions,  I  must  disagree  with  his 
statement  that  ^^  the  forces  should  be  in  such  a  relation  that  the 
inertia  will  overcome  the  friction  of  the  governor,  thus  having  a 
governor  practically  without  friction."  It  is  impossible  to  balance 
friction,  a  presumably  constant  quantity,  by  the  inertia  of  the  fly- 
weight, which  changes  with  its  velocity.  Th^n,  too,  this  inertia 
force  does  not  exist  until  the  weight  has  moved,  and  the  force  he 
would  have  overcome  friction  is  not  generated  until  after  the  fric- 
tion has  been  overcome.  I  would  suggest  that  a  governor  built  on 
that  plan  would  require  an  exceedingly  business-like  dash-pot  to 
control  it.  Mr.  Smith  has  also  made  the  evident  error  of  preBura- 
ing  this  inertia  force  to  be  greater  as  the  fly-weight  goes  further 
from  the  centre  of  the  diaf t ;  a  little  consideration  will  show  that 
radial  distance  has  no  effect.  The  radial  velocity  and  the  rate  of 
rotation  are  the  only  factors ;  these  being  constant,  the  acceleration 
of  the  fly- weight  will  be  the  same  whether  its  radius  be  an  inch  ol* 
ten  feet.  After  all,  fly-wheel  governors  are  hard  things  to  theorize 
about — ^there  are  so  many  unknown  quantities  among  the  factors. 
That  the  governor  with  the  fewest  parts  and  most  severe  mechani* 
cal  simplicity  should  do  what  others  require  so  much  complication 
to  perform,  would  seem  to  be  evidence  of  its  correct  design. 

[NoTB. — ^This  paper  received  disbussion  Jointly  witb  a  paper  on  the  effect  of  aa 
unbalanced  eccentric,  bj  Prof.  J.  E.  Sweet  (No.  407),  and  another  by  Mr.  Jeeee 
M.  Smith,  entitled  "A  aovernor  for  Steam-EDgines "  (No.  409).  There  are, 
therefore,  references  in  the  debate  printed  with  each  paper  to  some  of  the  points 
brought  ont  by  the  oihtTB.Seeretarjf.] 
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CCCCIX. 
A  GOVERN  OB  FOB  STEAM-ENOINES. 

BT  JKMS  M.  0MITB,  DBTBOXT,  MICH. 

(kember  of  the  Bodetj.) 

The  goyemor,  which  is  the  subject  of  this  paper,  was  designed 
on  the  basis  of  the  following  propositions : 

Ixrat. — A  governor  to  be  sensitive  must  be  as  free  as  possible 
of  friction. 

Second. — ^To  be  powerful  the  forces  which  are  in  eqnilibriuin 
must  be  large  compared  to  the  resistance  of  the  valve  to  be  moved* 

Third. — ^In  order  that  the  shaft  may  not  be  thrown  out  of 
balance  by  change  of  position  of  the  governor  weights,  these 
weights  must  be  symmetrical. 

Fourth. — That  the  engine  may  make  long  runs  the  joints  of  the 
governor  must  be  so  constructed  as  not  to  require  oil,  or  be  capa- 
ble of  lubrication  while  in  motion. 

The  centrifugal  governor  has  assumed  an  almost  infinite  variety 
of  forms,  from  the  fly-balls  of  Watt  to  the  shaft  governor  of  the 
modern  high-speed  engine.  In  all  forms,  however,  the<  motive 
power  is  the  centrifugal  force  of  a  weight.  The  centripetal  force, 
which  equalizes  the  centrifugal  force  of  this  weight,  has  been 
supplied  by  gravity,  by  the  pull  of  the  main  belt,  by  springs,  by 
inertia  rings,  and  by  the  centrifugal  force  of  other  weights. 

Various  devices  have  been  added  to  prevent  or  modify  the 
<' racing"  of  governors  due  to  too  sensitive  adjustment  or  friction 
in  the  joints.  Air  and  fluid  dash-pots,  connected  directly  and 
through  springs  to  the  moving  parts  of  the  governor,  have  long 
been  used  with  more  or  less  benefit. 

The  lamented  John  C.  Hoadley  was  among  the  earliest  to 
design  a  shaft  governor  in  which  the  valve  was  actuated  as  well 
as  regulated  by  the  governor.  He  has  had  many  followers  who 
have  profited  by  his  experience  and  added  their  mite,  until  we 
have  to-day  many  governors  which  give  excellent  resulta  In 
every  governor  the  forces  are  in  equilibrium,  just  as  the  weights 
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on  a  scale  beam  are  in  balance ;  and  whenever  this  eqnilibriam 
is  disturbed  bj  change  of  speed  the  parts  seek  new  positions  in 
which  they  will  be  again  in  equilibriam.  The  ease  and  therefore 
the  promptness  with  which  the  parts  move  to  a  new  position 
depends,  not  upon  the  resistance  of  the  valve,  nor  the  friction  of 
the  parts  which  are  constantly  in  motion  relative  to  each  other, 
nor  to  the  weights,  nor  springs,  but  to  the  friction  of  the  parts 
which  were  at  rest  relative  to  each  other.  That  is,  the  friction 
of  the  joints  of  the  governor  proper,  banning  at  the  eccentric 
disk  and  ending  with  the  flying  weights. 

The  friction  of  the  valve,  valve  connections  and  eccentric  strap, 
taken  as  a  whole,  is  a  variable  quantity,  passing  from  zero  to  a 
maximum  and  back  to  zero  twice  in  each  revolution.  Its  mean 
value,  however,  is,  or  may  be  made,  reasonably  constant  by  the 
modes  of  lubrication  in  general  use. 

The  friction  of  the  joints  of  the  governor  is  quite  another  force. 

With  a  constant  load  and  steam  pressure  the  parts  assume  a 
certain  position,  and  do  not  leave  that  position  until  after  a 
change  of  load  or  steam  pressure  takes  place.  The  parts  being 
in  relative  rest,  they  adhere  to  each  other  somewhat,  and  if  the 
oil  becomes  gummy  or  scarce,  as  it  may  during  a  long  run,  they 
adhere  quite  firmly.  When  the  change  comes,  the  forces  try  to 
overcome  this  friction  of  resty  but  the  instant  motion  begins  the 
friction  is  greatly  reduced,  and  the  forces  which  overcame  the 
friction  are  unbalanced,  and  the  weights  move  way  past  their 
proper  position.  In  the  e£fort  to  overcome  the  friction  the  speed 
has  changed  from  the  normal,  and  when  the  weights  do  move 
they  move  too  far  and  allow  the  speed  to  change  in  the  opposite 
direction.  We  then  have  "racing''  more  or  less  severe,  accord- 
ing as  the  joints  are  well  or  poorly  lubricated.  It  is  this  friction 
of  the  joints  of  the  governor,  and  not  the  friction  of  the  valye 
and  connections,  which  prevents  the  use  of  the  isochronous  gover- 
nor, or  an  adjustment  of  spring  closely  approaching  isochronism. 

In  a  successful  governor  for  close  regulation  it  is  not  only  nec- 
essary that  friction  of  the  joints  be  small  when  the  engine  is  first 
started,  but  that  it  will  remain  small  during  a  long  run  of,  say,  200 
or  800  hours.  It  is  therefore  very  desirable  that  the  joints  be 
made  so  as  to  require  little  oil,  or  be  capable  of  lubrication,  posi- 
tively, while  in  motion. 

The  governor,  which  is  the  subject  of  this  paper,  was  designed 
in  1883,  and  has  been  applied  to  a  number  of  engines  with  unbal* 
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anced  as  well  as  balanced  valves.    It  is  shown  in  Figs.  228  and 
229. 

A  small  shaft  B  is  joornaled  in  the  hub  of  the  fl^-wheel,  and 
is  parallel  to  the  main  shaft  The  eccentric,  whose  centre  is  at 
J9,  is  fixed  to  one  end  of  the  shaft  Bj  and  the  cross-arm  d  to  the 
other.    The  centre  of  the  eccentric  may  thus  move   about  B^ 


across  the  shaft,  and  produce  the  variable  valve  motion.  Each 
end  of  the  cross-arm  d  is  connected  by  a  link  C  to  an "  arm  c, 
pivoted  at  P.  The  flying  weight  W  fixed  to  the  arm  a,  also 
pivoted  at  P,  tends  to  move  outward  as  the  speed  increases. 
It  is  resisted  by  a  weight  E  acting  on  the  arm  5,  also  pivoted  at 
P,  which  moves  inward  when  TF  moves  outward.  The  spring  /S, 
whose  axis  is  radial,  also  acts  on  arm  5,  and  assists  the  weight 
E  to  urge  W  inward.  The  valve  resistance  V  also  assists  the 
weight  E.    The  arms  ah  c  are  all  formed  in  one  piece.    The 
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Fig.  229. 


weights  W  and  E  and  spring  4$.  move  as  nearly  as  possible  upon 
radii  from  the  centre  of  rotation.     For  the  purpose  of  reducing 

the  friction  to  a  minimum,  the 
pivot  P,  which  sustains  the  great- 
est strain,  and  the  bearings  at 
the  ends  of  arms  6,  are  made  in 
the  form  of  knife  edges  of  hard- 
ened steel.  Thej  require  little 
or  no  oil,  and  are  enclosed  so  as 
not  to  gather  dust.  The  joints 
of  the  links  (7  support  little  strain, 
and  are  usually  made  simple  pin 
connections.  The  eccentric  being 
mounted  on  the  small  shaft  B, 
which  has  a  long  bearing  in  the 
hub  of  the  fly-wheel,  requires  little 
force  to  move  it.  The  shaft  B 
may,  besides,  be  oiled  while  the 
engine  is  running,  by  means  of  a 
small  pipe  extending  from  the  centre  of  the  main  shaft  to  the 
middle  of  shaft  B^  so  that  the  friction  here  is  also  reduced  to  a 
very  small  amount.  This  governor  is  readily  adapted  to  run  in 
either  direction.  The  forces  being  in  equilibrium,  we  may  write 
the  following  equations : 

WRN^  Fa  =  ErN^  Fh^-Sh^-iVc 
WRW^Fa  =  Er'N^Fh^-Sh^k  Vc. 

In  which 

^  =  Maximum  revolutions  per  minute. 

-fl^=  Minimum  "  "        " 

B  =  Distance  from  centre  of  weight  W  to  centre  of  rotation  at 
1/  rev. 

ff'=  Same  at  H'  rev. 

r  =  Distance  from  centre  of  weight  E  to  centre  of  rotation  at 
iV^rev. 

r'  =  Same  at  iV^'  rev. 

S  =  Tension  of  spring  at  iTrev. 

I?  =       "        "       "      "  Jf^  rev. 

V  =  Besistance  of  valve  and  its  parts  as  applied  to  centre  of  ec- 
centric D. 

F  =  Centrifugal  force  of  1  lb.  1  inch  from  centre  at  1  rev. 


Equation  (1). 
Equation  (2). 
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The  first  side  of  the .  equations  represents  the  moment  of  the 
centrifugal  force  of  W  about  pivot  P.  The  second  side  repre- 
sents the  moment  of  the  centripetal  forces  about  the  same  point. 
Suppose,  now,  the  parts  to  be  so  chosen  that  the  centrifugal 
force  of  the  weight  E^  due  to  increase  of  speed,  shall  be  just  equal 
to  the  decrease  of  centrifugal  force,  due  to  the  weight  E  moviug 
nearer  to  the  centre ;  then 

EtTS^F^Et'N'^F 

Subtract  equation  (2)  from  equation  (1) : 

WRN^Fa^  WRN'^Fa  =  {S-S')h.    Equation  (3). 

The  weight  E  may  evidently  be  so  chosen  that  in  equation 
(2)  the  tension  of  the  spring  may  be  zero.  That  is,  the  initial 
tension  S'  =  0. 

From  equation  (3)  we  then  get : 

S=^{  WRN^F^WRN'^F), 

which  means  that  the  spring  has  only  to  take  up  tfhe  difference  of 
centrifugal  force  of  the  weight  fFin  its  inner  and  outer  positions, 
instead  of  the  'wlwU  of  that  force,  as  in  most  governors.  The 
spring  may  therefore  be  small  and  short,  and  still  not  be  strained 
to  such  an  extent  as  to  fatigue  the  metal.  A  common  compres- 
sion spring,  such  as  is  in  use  under  cars,  has  been  used,  and  it  is 
found  simple  and  efifective.  If  a  spring  breaks,  the  engine  stops. 
The  initial  tension  of  the  spring,  which  is  what  supplies  the 
greater  part  of  the  centiri petal  force  in  most  governors,  is  here  re- 
placed by  the  centrifugal  force  of  the  weight  E^  which  force  is 
practically  constant  within  the  range  of  speed  variation.  It  may 
be  urged  that  the  inertia  of  the  weight  w£*will  retard  the  action  of 
the  governor,  and  when  it  is  in  motion  carry  the  weight  too  far, 
and  thus  be  a  detriment.  On  the  other  band,  the  inertia  of  E 
and  W  tends  to  prevent  the  change  of  position  of  the  parts,  due 
to  the  rapid  and  great  changes  of  the  valve  resistance. 

The  mean  value  of  this  valve  resistance  is  practically  constant, 
while  the  centrifugal  forces  of  W  and  E  change  as  the  square  of 
the  revolutions ;  so  that  a  pound  or  two  increase  of  these  weights 
69 
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uioreases  enormouslj  the  strength  of  the  governor  to  overcome  the 
valve  resistance.  Heavy  weights  are  therefore  an  advantage  in- 
stead of  a  detriment,  as  they  prevent  the  valve  from  controlling 
the  governor  by  their  inertia  and  produce  a  governor  strong 
enough  to  overcome  any  valve  resistance.  Besults  of  practice 
show  some  of  the  best  regulations  with  the  initial  tension  of  the 
spring  zero,  which  corresponds  to  the  greatest  value  of  weight  K 
It  is  eyident  that  equation  (2)  may  be  satisfied  with  any  values  of 
S'  and  £ 

from  S'  =  0  and  ir=  maximum 
to  iS"  =  maximum  and  B=:  0; 

but  the  smaller  JE  becomes,  the  larger  and  longer  the  spring  must 
be  ;  and  it  has  been  found  in  practice  that  a  sensitive,  powerful 
governor  can  best  be  had  by  giving  JE  a  considerable  value. 

In  every  centrifugal  governor  a  change  of  speed  is  necessary  to 
produce  a  change  of  the  position  of  the  parts,  and  of  the  valve 
motion.  Whether  this  change  of  speed  be  momentary  or  con- 
tinued, great  or  small,  it  is  necessary ;  and  the  problem  to  be 
solved  is  how  to  reduce  the  change  of  speed  to  a  minimum  and 
still  have  a  stable  governor.  In  the  governor  under  considera- 
tion, the  regulation  is  obtained  by  heavy  weights  and  light  springs 
arranged  in  a  peculiar  manner,  with  friction  reduced  to  a  mini- 
mum, in  contradistinction  to  light  weights  and  heavy  springs  with 
artificial  friction  introduced  to  mollify  the  evils  of  real  friction. 
As  applied  to  a  9^  xl2  engine,  with  piston-valve,  some  of  the  data 
are  as  follows  : — suppose 

Mazimam  revolntioDS. iT  =  £08 

Minimum  revolutions JV'  =  800 

Variation  of  revolutions. 1^ 

Valve  resistance  varies  from  0  to  20  lbs.,  mean  value. ...  F  =    10 

Initial  tension  of  spring S  =      0 

Moment  of  centrifugal  force  of  WblI  N  revolution =  2980 

Same  at  JV'  revolution =  1850 

Increase  of  moment  of  W  for  1^  yarlation  of  speed. ...  =  1080 

Percentage  of  increase =    58^ 

Moment  of  valve  resistance =   12.5 

Ratio  of  valve  resistance  to  increase 

of  moment  W 1^=  0.0116  =  l.W 

Maximum  tension  of  spring 8  =  470  lbs. 

Compression  of  spring =1  inch 

Moment  of  centrifugal  force  otEtii^  revolution s=    1744 
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Same  tt  JT  revolution =     1881  ' 

Difference  of  momentfii  of  J7. , £=       98 

If  parts  had  been  so  chosen  as  to  make  this  difference  =  0,  the 
maximum  spring  tension  would  have  been  S  =  432  lbs.  Note 
that  the  moment  of  the  valve  resistance  is  very  small  compared 
to  the  moment  of  the  centrifugal  force  of  the  flying  weight — 
that  is,  about  0.4^,  or  1.16^  of  the  difference  of  this  moment 
of  the  flying  weight  for  a  variation  of  speed  of  IjJ.  The  valve 
motion  permits  a  variation  of  cut-off  of  from  0  to  0.7  of  the  stroke. 
A  variation  of  speed  of  less  than  1^  between  no  load  and  0.7 
cut-off  may  be  readily  obtained  in  practice,  and  this  regulation 
can  be  maintained  during  long-continued  runs.  When  this  gover- 
nor is  applied  to  centre-crank  engines  with  valve  connections  out 
side  of  the  fly-wheel,  as  is  becoming  quite  popular,  the  eccentric 
can  be  dispensed  with,  and  replaced  by  a  wrist-pin  D*  formed  on 
tlie  end  of  an  arm  extending  from  the  cross-arm  d,  as  shown  in 
dotted  lines  to  the  left  of  the  lower  figure.  This  will  do  away 
with  the  annoyance  generally  attending  the  use  of  eccentrics 

DISOUSSION. 

Prof.  John  E,  Sweet — The  author  of  the  paper,  in  his  thira 
proposition,  says :  ''  In  order  that  the  shaft  may  not  be  thrown  out 
of  balance  by  change  of  position  of  the  governor  weights,  these 
weights  must  be  symmetrical." 

It  so  happens  that  this  statement  is  not  trae.  In  a  single-ball 
governor,  if  the  weight  of  the  eccentric  and  its  attachments 
balance  the  governor-ball,  and  moves  in  the  opposite  direction  on 
a  line  through  the  centre  of  shaft,  it  will  balance  it  in  all  positions. 
Even  were  this  not  true,  in  the  single-cylinder  engine  the  un- 
balanced weight  of  the  reciprocating  parts  exceeds  the  weight  of 
the  governor  ball  as,  perhaps,  ten  to  one,  so  that  the  unbalanced 
single  ball  at  its  woi'st  would  be  unnoticeable  in  the  engine.  If 
the  weights  shown  at  A  and  B^  Fig.  243,  be  coupled  by  the  lazy 
tongs  arrangement,  it  goes  without  saying  that  they  will  balance 
in  all  positions,  and  that  the  centre  of  gravity  of  the  system  is  in 
the  centre  of  the  shaft. 

In  Fig.  244  the  same  system  is  moved  to  one  side  of  the  shaft, 
and  the  centre  of  gravity  is  at  C^  no  matter  to  what  extent  the 
balls  A  and  B  are  moved. 

Then,  if  a  counter  weight  be  placed  in  the  wheel  at  2?,  the 
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wheel  will  not  be  thrown  out  of  balance  by  any  shifting  of  the 
governing  weight  Ay  and  that  holds  good  even  if  the  weights  A 
and  B  do  not  move  on  a  radial  line,  provided  they  move  in 
opposite  directions.  As  direct  evidence,  we  run  the  single-ball 
governed  engine  at  all  speeds  while  resting  on  a  greased  iron  plate 
without  any  fastenings  whatever,  and  without  any  evidence  that 
the  single  ball  disturbs  the  balance. 

I  am  unable  to  understand,  and  hence  unable  to  refute,  Mr. 
Smith's  mathematics,  but  in  one  at  least  of  his  conclusions  I  am 
confident  be  is  in  error.  If  the  weight  shown  at  ^,  in  his  draw- 
ing, has  sufficient  centrifugal  force  to  resist  the  centrifugal  force 
of  the  weight  W  at  25  revolutionsy  it  will  do  so  at  250,  or  any 


Fig.  24a. 


Fig.  244. 


other  number  of  revolutions.  So  that  it  hardly  seems  true  that 
the  governor  can  be  made  to  work  without  more  or  less  initial 
tension  on  the  springs,  nor  does  it  seem  as  if  there  would  be  any 
great  gain  in  doing  so,  if  it  could. 

Were  all  the  balls  concentrated  into  one,  its  inertia  would  be 
equally  efficacious  in  resisting  the  disturbing  influence  due  to  fric- 
tion of  valve,  and  as  the  one  weight  would  have  a  greater  range  of 
motion  than  the  average  of  the  four,  likely  it  would  be  more  ser- 
viceable than  in  the  form  shown.  The  best  part  of  the  paper  is 
the  statement  that  ^^  the  governor  works  well,"  which  I  am  ready 
to  believe  (if  the  weight  JSis  small  enough),  as  I  am  that  there  are 
others  which  work  well  also,  with  fewer  pieces. 

Mr.  F.  E.  IdeU.—ln  August,  1888, 1  tested  three  engines  hav- 
ing  governors  such  as  described  by  Mr.  Smith.    These  engines  are 
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in  the  power  station  of  the  Sea  Shore  Electric  Railway  Co., 
Asbury  Park,  N.  J. 

The  station  is  equipped  with  fonr  10y'xl2"  engines,  each 
belted  to  a  line  shaft  in  the  centre  of  the  room,  which  conld  be 
separated  into  two  parts  by  throwing  out  a  friction-clutch  coupling. 

The  engines  were  all  set  to  run  at  300  revolutions  per  minute 
under  80  lbs.  steam  pressure.  The  ratio  of  the  pulleys  on  the 
engines  and  the  line  shaft  was  as  8  is  to  9.  The  normal  speed  of 
the  shaft  was,  therefore,  387.5  revolutions  per  minute. 

Before  commencing  the  test  the  four  engines  were  run  in  pairs 
to  see  if  they  drove  the  shaft  at  the  same  speed.  The  friction 
coupling  was  thrown  out  so  that  each  pair  of  engines  would  drive 
an  independent  shaft.  A  tachometer  was  placed  on  the  floor  at 
one  end  of  the  line  and  belted  to  the  shaft,  and  the  speed  noted. 
Then  the  tachometer  was  taken  to  the  end  of  the  second  length  of 
shafting,  belted  to  it,  and  the  speed  noted  again.  The  difference 
in  the  readings  was  one  revolution  per  minute,  or,  at  the  speed  the 
shafting  was  running — 337.5  revolutions  per  minute — the  error 
w>is  about  -^  of  Ijf. 

During  the  test,  readings  of  the  tachometer  were  taken  half 
hourly.  The  average  of  61  readings  for  the  two  days  was  335.5 
revolutions  per  minute,  or  less  than  ^^  of  1^  below  the  normal. 
The  readings  of  the  tachometer  were  taken  at  the  stated  intervals 
without  regard  as  to  whether  or  not  there  was  a  sudden  demand 
for  excessive  power  at  that  time.  The  demand  for  power  was 
fluctuating  constantly.  I  watched  the  tachometer  for  minutes  at 
a  time  and  noticed  that  the  variation  in  speed  lasted  but  a  few 
seconds,  recovering  the  normal  speed  within  15  seconds  from  the 
time  any  sudden  demand  for  power  was  made.  Two  indicator 
Cards  were  taken  from  each  engine  every  20  minute^  during  the 
day  and  half  hourly  during  the  evening.  The  speed  of  the 
engines  was  taken  for  half  a  minute"^  after  each  set  of  cards,  and 
the  record  was  so  uniformly  so  near  300  revolutions  per  minute 
that  this  figure  was  used  in  working  up  the  cards. 

Mr.  E.J.  Armstrong. — The  first  proposition  of  this  paper  is,  "A 
governor  to  be  sensitive  must  be  free  from  friction."  It  is,  per- 
haps, an  act  of  temerity  to  question  this  statement,  which  has  almost 
passed  into  an  axiom  among  engine-builders,  but  as  the  writer  has 
in  another  paper  made  mention  of  good  effects  from  a  small  amount 
of  governor  friction,  a  statement  of  reasons  for  that  belief  may  be 
in  order.    In  several  experiments  made  by  the  writer  some  time 
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ago  to  find  ont  how  much  better  governinf^  might  be  obtained  by 
the  use  of  antifriction  devices,  the  result  was  not  at  all  as  was  ex- 
pected. The  governors  became  less  steady,  and  in  order  to  work 
as  satisfactorily  as  before  had  to  have  the  initial  tension  of  spring 
reduced  so  as  to  govern  less  closely;  apparently  showing  that  the 
small  amount  of  friction  originally  present  was  an  element  of  sta- 
bility and  acted  to  prevent  too  rapid,  and  consequently  too  great, 
changes  in  the  position  of  the  fly-weights.  The  valve  resistance 
changes  in  direction  so  rapidly  that  in  a  reasonably  heavy  governor 
the  inertia  is  sufficient  to  prevent  any  serious  disturbance  of  the 
governor  system  by  it.  But,  unless  the  governor  friction  is  greater 
than  the  valve  resistance,  it  would  seem  that  there  must  be  some 
vibratory  movement  caused.  If  a  change  in  the  engine  speed  oc- 
curs, acting  to  change  the  position  of  the  fly-weights,  the  amount 
is  aided  half  the  time  by  the  valve  resistance  and  half  the  time 
opposed  by  it ;  the  sum  of  the  two  forces  will  move  the  fly^weights 
much  further  than  their  diflEerence  will,  consequently  the  fly-weight 
will  hitch  along  until  the  changed  position  of  the  valve  again  per- 
mits a  balance  of  the  centrifugal  and  centripetal  forces.  This  i« 
offered  rather  as  a  theory  than  as  a  statement,  the  experiments  re- 
ferred to  not  having  l)een  carried  far  enough  to  prove  that  this 
action  actually  takes  place,  only  to  suggest  it  as  a  probable  expla- 
nation of  the  behavior  of  the  governor  experimented  with,  and  of 
the  thousands  of  governors  successfully  running  in  which  the 
governor  friction  is  greater  than  the  difference  in  centrifugal  force 
duo  to  the  change  in  speed  when  the  load  is  varied.  In  the  paper 
under  discussion  mention  is  made  of  the  centrifugal  force  of  the 
weight  acting  in  lieu  of  the  initial  tension  of  a  spring.  Now  the 
use  of  a  spring  in  a  fly-wheel  governor  is  to  funiish  a  resistance  con- 
stant for  any.  given  position  in  its  ratio  to  the  centrifugal  force  d 
the  fly- weight,  which  varies  with  every  change  of  speed,  in  oi^er  that 
when  a  change  of  speed  comes  the  difference  between  the  constant 
and  inconstant  forces  may  act  to  change  the  position  of  the  governor 
system.  On  the  sixth  page  of  Mr.  Smith's  paper  he  says :  "  Eesnlts 
of  practice  show  some  of  the  best  regulations  with  the  initial  tension 
of  the  spring  zero,"  which  means  that  for  one  position  of  the  gov- 
ernor the  spring  has  no  strain  upon  it,  and  that  the  entire  centrif- 
ugal force  of  the  fly-weight  isi  opposed  by  the  centrifugal  force  of 
another  fly-weight.  For  that  particular  position  of  the  fly-weight 
there  can  be  no  difference  caused  by  speed  between  the  two  forces 
in  equilibrium.     If  they  will  balance  each  other  at  one  speed  they 
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will  do  80  at  any  other,  and  it  is  hard  to  understand  how  any  gov- 
erning can  be  obtained  under  the  conditions  ;  for  any  other  position 
of  the  governor  the  conditions  are  different.  The  fly- weight  TT  has 
moved  away  from  the  shaft,  and  the  weight  E  has  been  drawn 
close,  so  that  W  has  a  greater  centrifugal  value  than  J?,  the  differ- 
ence at  the  speed  desired  for  the  governor  being  supplied  by  the 
spring,  which  is  now  under  tension ;  when  a  change  of  speed  occurs 
the  force  acting  to  move  the  governor  is  the  difference  in  centrifugal 
force  which  would  be  caused  by  the  change  in  speed,  for  a  fly-weight 
having  a  centrifugal  value  equal  to  the  difference  between  TFand 
E^  an  amount  which  would  seem  rather  small  for  quick  governing, 
and  liable  to  make  sluggish  action  of  the  governor  with  a  consider- 
able less  value  for  E ;  the  force  acting  to  move  the  fly-weight  when  a 
change  of  speed  occurs  becomes  greater,  and  the  governor  becomes 
of  greater  power  and  stability,  capable,  as  it  has  proved  itself,  of 
successful  governing  under  the  most  exacting  conditions.  It  may 
put  the  whole  problem  in  a  clearer  light  to  say  that  for  any  given 
position  the  governor,  so  far  as  govei*ning  is  concerned,  is  the  same 
as  it  would  be  if  the  fly-weight  only  had  a  centrifugal  value  equal 
to  the  difference  between  W  and  E^  and  the  remainder  of  the 
weights  were  replaced  by  one  of  equal  inertia  divided  between  the 
eccentric  and  its  fly-weight.  Only  an  amount  of  fly-weight  which 
would  balance  the  spring  c^n  be  taken  as  having  anything  to  do 
with  shifting  the  eccentric,  and  this  amount  varies  with  the  position 
of  the  fly-weights ;  the  remainder  of  the  weight  is  simply  inertia 
weight. 

Prof*  R.  H,  Thurston. — I  am  much  interested  in  the  paper  and 
the  new  form  of  governor  which  it  describes,  and  would  be  glad 
to  get  more  particulars  of  its  performance,  especially  as  to  the 
manner  in  which  it  meets  those  sudden  variations  of  load  often 
met  with,  especially  in  electric  lighting — those  which  take  place  in 
an  instant  and  without  preliminary  fluctuations.  The  principles 
enunciated  in  the  introduction  to  the  paper  are  well  stated,  and  it 
is  to  meet  the  requirements  thus  formulated  that  inventors  of  gov- 
emors  have  been  seeking  new  and  more  perfect  devices  from  the 
days  of  Sickles'  and  Corliss'  inventions,  and  especially  since  the 
demands  of  the  finer  textile  manufactures  and  of  electrical  work 
have  become  so  exacting. 

I  would  add  one  more  to  the  list,  and  say : 

Fifih. — That  the  governor  may  act  not  only  promptly  and  power- 
fully, but  with  accuracy,  it  must  include  some  adjustment  or  some 
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special  mechaniem  which  shall  inacire  the  quick  movement  of  its 
parts  into  the  required  position,  to  give  equilibrinm  between  driv- 
ing power  and  load,  between  effort  and  resistance,  instant  by 
instant,  and  thus  evade  the  ill  effect  of  inertia  in  throwing  the 
governor  beyond  the  right  point  at  each  sudden  change. 

There  are,  1  think,  two  ways  in  which  this  result  may  be  at- 
tained :  The  use  of  a  dasb-pot,  offering  rapidly  augmented  resist- 
ance with  increasing  velocity  of  displacement,  while  allowing 
moderate  rates  of  movement  without  appreciable  impediment,  is  a 
familiar  method  of  meeting  this  demand,  one  which  has  been  long 
in  use  in  nearly  all  classes  of  construction.  In  some  cases  I  think 
it  may  be  found  that  the  regulation  of  the  exaggerating  action  of 
inertia  is  effected  by  the  friction  of  the  valve-motion  itself,  which 
pins* the  mechanism  fast  at  certain  points  in  each  revolution,  and 
compels  the  exact  adjustment  of  the  steam-distribution  to  but  a 
limited  extent  in  each  of  several  revolutions.  How  far  this  may 
prove  useful  or  desirable  action  it  is  impossible  at  present  to  say. 
It  would  be  an  interesting  matter  for  investigation. 

In  the  form  of  governing  which  is  here  described  I  see  what 
appears  to  me  a  very  interesting  and  probably  useful  arrangement, 
which,  whether  so  intended  or  not,  will  perhaps  prove  to  give  a 
similar  effect.  The  weight  W  is  so  suspended  that  any  quick 
movement  of  the  engine  will  jerk  the  wheel  ahead  or  back,  accord- 
ingly as  the  load  is  dropped  off  or  thrown  on,  in  such  a  manner  as 
to  produce,  in  consequence  of  the  inertia  of  the  weight,  a  relative 
motion  of  FT  and  the  other  parts  of  the  governor,  which  must  r^ 
suit  in  quick  closing  or  quick  opening,  as  the  case  may  be,  so  as  to 
meet  the  more  promptly  the  tendency  to  acceleration  by  a  respon- 
sive action  of  the  valve-motion.  The  substitution  of  knife-edges 
for  pins  and  joints  of  the  usual  sort  is  obviously  an  important 
modification  in  the  direction  of  improvement,  and  especially  as  in- 
suring a  constant  and  permanent  sensitiveness.  It  is  unquestion- 
ably very  desirable  to  dispense  with  all  lubricated  joints  in  any 
governor  of  this  class.  It  is  in  these  directions  that  Professor 
Sweet  has  been  so  long  and  so  succesfuUy  working,  and  with  this 
end  in  view,  we  have  just  attached  to  the  first  of  the  straight-line 
engines,  that  built  in  the  Sibley  College  shops  of  Cornell  Univer- 
sity, a  governor  designed  by  Mr.  E.  S.  Bowen,  of  the  University, 
which  is  without  joint,  and  absolutely  frictionless.  It  has  proved  to 
be  most  satisfactory;  the  steam  distribution  and  the  regulation 
have  been  found  all  that  could  be  desired,  and  more  than  would 


Digitized  by 


Google 


A  GOYEBNOB  FOB  8TEAM-XMQIMES.  1098 

usually  be  expected  of  any  governor  of  any  one  of  the  older  forms. 
Nevertheless,  where  provision  is  made  for  steady  and  sure  lubrica- 
tion, the  action  of  the  original  Hartwell  governor,  or  of  any  of  its 
better  class  of  successors,  can  usually  be  made  more  accurate  than 
any  of  the  Watt  governors,  I  should  expect  thoroughly  good 
work  from  the  governor  here  described. 

Mr.  FranJe  K  Ball. — The  special  feature  of  interest  in  this 
paper  is  the  peculiar  use  of  a  supplemental  centrifugal  weight,  to 
produce,  in  effect,  centripetal  force,  and  the  author's  very  ingenious 
application  of  this  force  to  take  the  place  largely  of  springs  in  a 
govenior  problem.  The  theory  is  a  very  pretty  one,  and  is  sus- 
tained by  successful  practice.  It  is  the  purpose  of  the  writer  in 
this  discussion  to  examine  the  advantages  and  disadvantages  which 
belong  to  the  peculiar  use  of  the  supplemental  weight. 

The  principal  advantage  seems  to  be  in  the  simplification  of  the 
spring  problem  and  the  possibility  of  a  governor  with  powerful 
opposing  force  in  equilibrium  without  the  use  of  heavy  and  long 
springs.  For  the  sake  of  comparison,  let  us  imagine  a  governor 
similar  to  that  shown  in  Fig.  228,  with  the  same  weight  W^  but 
without  the  supplemental  weight  E^  and  let  us  suppose  the  spring 
iS'be  increased  in  strength  and  length  until  it  shall  furnish  all  the 
centripetal  force  required  to  oppose  the  weight  W.  Let  us  imagine 
that  the  spring  has  the  same  margin  of  reserve  strength  which  the 
author  describes  as  necessary  to  prevent  fatigue  of  the  metal,  and 
also  that  the  relative  adjustment  of  centrifugal  and  centripetal 
forces  be  made  to  harmonize  exactly  with  the  forces  in  Fig.  228. 
Obviously,  then,  both  arrangements  would  seem  to  show  corre- 
sponding rates  of  speed  in  controlling  an  engine  under  similar 
conditions  of  load  or  boiler  pressure,  and  both  would  be  equally 
powerful.  The  advantage  of  cost  would  be  with  Fig.  228,  having 
small  and  light  springs,  and  the  disadvantage  must  chiefly  appear 
in  the  inertia  of  this  weight  E. 

In  the  paper  under  consideration  the  author  mentions  the 
possible  disadvautage  of  the  inertia  of  this  weight,  but  thinks  it 
more  than  overcome  by  the  stability  it  gives  against  disturbances 
due  to  varying  resistance  of  the  valve  gear ;  or,  to  use  the  author's 
words,  ^^  heavy  weights  are  therefore  an  advantage  instead  of  a 
detriment,  as  they  prevent  the  valve  from  controlling  the  governor 
by  their  inertia  and  produce  a  governor  strong  enough  to  over- 
come any  valve  resistance.*'  This  stability,  the  author  states,  is 
due  to  the  inertia  of  the  weights,  and  therefore  a  governor  having 
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the  weight  J?  would  actuate  a  valve  gear  having  greater  resistance 
than  could  be  overcome  by  the  hypothetical  governor  used  for 
comparison,  although  both  are  supposed  to  have  corresponding 
and  equal  governing  forces.  The  inertia  of  this  weight  prevents 
its  orbit  of  rotation  from  being  disturbed  by  intermittent  and 
varying  impulses  of  resistance  from  the  valve  gear,  but  it  also  pre- 
vents prompt  changes  of  orbit  when  the  conditions  require  them, 
and  when  radial  motion  takes  place  it  over-reaches  the  mark. 
Aside  from  the  necessities  of  overcoming  valve  resistance,  it  would 
seem  that  the  less  inertia  in  the  moving  parts  of  a  governor  the 
better  its  performance,  just  as  with  a  steam-engine  indicator.  In 
both  cases  the  inertia  of  moving  parts  is  unfavorable  to  perfect 
action.  It  is  manifestly  impossible  to  prevent  an  appreciable 
amount  of  inertia  in  centrifugal  governors,  because  centrifugal 
force  implies  a  mass  of  some  magnitude  moving  in  a  path  around 
a  centre.  The  addition  of  further  weight  used  as  centripetal  force 
instead  of  springs  would  seem  to  be  objectionable  because  of  the 
inertia,  unless  the  requirements  .of  valve  resistance  prevent  the 
use  of  the  more  desirable  spring  force. 

Other  methods  of  overcoming  valve  resistance  are  found  in  the 
various  interlocking  devices  interposed  between  the  flying  weights 
and  the  eccentric.  These  are  often  open  to  the  objection  of  in- 
creased friction,  or  the  "  friction  of  rest,"  as  the  author  describes 
it.  It  is  perhaps  possible  to  annihilate  this  friction,  however,  by 
the  valve  resistance,  and  hence  obtain  a  frictionless  governor,  with 
inertia  reduced  to  a  minimum.  The  conditions  most  favorable  to 
this  would  be  with  a  valve  whose  minimum  resistance  was  a  con- 
siderable amount,  and  with  a  simple  interlocking  device  barely  suflS- 
cient  to  prevent  the  maximum  valve  resistance  troni  disturbing 
the  orbit  of  weights.  The  valve  resistance  being  periodically  in 
opposite  directions  changes  the  contact  of  surfaces  in  interlocking 
device  from  one  side  to  the  other  twice  in  each  revolution,  thus 
keeping  the  mechanism  alive,  and  destroying  the  **  friction  of 
rest."  At  the  same  time  a  slight  impulse  is  conveyed  to  the. 
weights  favorable  to  radial  motion  twice  in  both  directions  each 
revolution.  The  weights,  taking  advantage  of  these  favorable 
impulses,  respond  quickly  to  any  unbalanced  condition  of  the 
opposing  governing  forces,  and  the  device  becomes,  in  effect,  en- 
tirely free  from  friction,  and  at  the  same  time  free  from  unneces- 
sary inertia  in  its  moving  parts. 

In   theory  this  arrangement  seems  to  promise  more  perfect 
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results  than  the  nse  of  the  weight  E^  but  whether  this  is  realized 
hi  practice  or  not  depends  on  the  possibility  of  fulfilling  the  con- 
ditions. 

Prof.  D.  S.  Jacobus. — The  problem  of  the  shaft  goyernor  has 
not  been  discussed  by  mathematicians  thoroughly,  because  to  do 
this  in  an  exact  way  involves  complications  which  make  it  a  very 
diflScult  one.  Mr.  Smith  has  solved  the  problem  in  an  approxi- 
mate way  and  has  made  a  number  of  governors,  and  found  that 
by  adjusting  the  same  he  is  able  to  obtain  the  degree  of  regula- 
tion which  is  indicated  by  his  theory.  1  consider  this  to  be  a  very 
good  feature.  There  might  be  a  criticism  raised  that  other  gov- 
ernors which  do  not  involve  so  many  scientific  points  can  also 
be  regulated  within  1^.  In  the  valve  gear  of  a  Buckeye  engine 
there  is  a  great  deal  of  friction  caused  by  revolving  the  sleeve  on 
which  the  cut-off  eccentric  is  placed,  and  nevertheless,  in  the  case 
of  our  shop  engine,  this  governor  has  been  made  to  regulate  with- 
in 1^.  If  this  problem  is  taken  up  exactly  the  action  of  the 
centrifugal  force  on  the  springs  has  to  be  included,  together 
with  its  action  on  the  other  masses.  •  This  is  a  very  complicated 
problem,  provided  the  spring  is  set  at  an  angle  to  the  radius ;  the 
spring  then  forms  a  sort  of  centrifugal  catenary,  a  mathematical 
discussion  of  which  was  given  by  Prof.  Webb  at  the  Toronto  Meet- 
ing of  the  American  Association  for  the  Advancement  of  Science. 
I  think  we  might  hear  from  Prof.  Webb  on  this  point. 

jMr.  D.  W.  Rdbb. — ^I  have  been  very  much  interested  in  the 
papers  and  discussion  on  shaft  governors,  having  recently  had  some 
experience  in  that  line.  Although  I  did  not  have  time  to  examine 
the  papers  as  carefully  as  I  would  like,  or  to  bring  any  data,  I  have 
hurriedly  made  some  memoranda  on  the  subject  which  possibly 
may  throw  a  little  moi*e  light  on  the  question  involved  in  Mr. 
Smith's  governor,  although  perhaps  nothing  more  than  is  conveyed 
in  the  paper. 

I  was  very  well  pleased  also  with  the  points  brought  out  in  the 
papers  by  Prof.  Sweet  and  Mr.  Armstrong.  I  think  Mr.  Smith's 
governor  contains  a  valuable  feature  not  found  in  many  governors, 
although  I  cannot  see  that  a  governor  having  a  portion  of  the  cen- 
tripetal force  supplied  by  the  centrifugal  force  of  weights,  instead  of 
getting  the  whole  of  it  from  springs,  would  be  more  stable  than 
one  having  the  whole  centripetal  force  from  springs  alone.  But  I 
do  think  there  is  a  decided  advantage  in  being  able  to  relieve  the 
springs  of  part  of  their  work  and  to  bring  their  tendon  or  compres- 
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sion  as  far  as  possible  within  the  safe  working  limit.  I  believe  it  is 
not  the  first  time  that  the  principle  in  Mr.  Smith's  governor  has 
been  made  use  of  in  shaft  governors.  For  instance,  the  latest  form 
of  governor  of  the  straight-line  engine,  if  I  understand  it  right,  has 
this  principle  applied  in  a  different  way.  hut  like  many  other  points 
involved  in  a  sliaft  governor,  one  or  two  of  which  have  been  very 
happily  made  clear  by  the  papers  before  this  meeting,  this  principle 
is  perhaps  not  generally  understood.  A.  short  time  ago  I  designed  a 
governor  of  the  ordinary  type,  but  with  a  flat-leaved  spring,  such  as 
is  used  in  the  straight-line  engine.  The  spring  was  curved  to  the 
shape  of  the  wheel  and  bolted  to  it,  the  other  end  being  attached 
directly  to  the  weight,  arranged  so  that  the  Centrifugal  force  of  the 
fly-wheel  pushed  the  spring  away  from  the  centre  of  the  wheel.  In 
this  case  it  will  be  seen  that  the  centrifugal  force  of  the  spring 
itself,  which  was  considerable,  was  acting  in  opposition  to  the  force 
of  the  spring  and  in  unison  With  the  fly- weights,  which  rendered  it 
necessary  to  have  a  spring  with  an  initial  tension  corresponding  to 
the  centrifugal  force  of  the  fly-weights  plus  the  centrifugal  force  of 
the  spring,  of  course  neglecting  leverages  and  other  constructive 
considerations,  thus  causing' the  spring  to  come  very  near  its  safe 
working  limit.  If  I  increased  the  strength  of  the  spring  by  mak- 
ing it  longer  and  stouter,  I  also  increased  its  weight,  and,  conse- 
quently, its  centrifugal  force.  If  I  decreased  the  fly-weights  so  as 
to  require  less  spring,  I  required  a  proportionately  weaker  spring. 
After  experimenting  with  this  governor  I  designed  another  with 
theleaf-springs  arranged  to  pull  toward  the  centre,  when  the  weights 
would  fly  out.  Tims  the  centrifugal  force  of  the  springs  was 
brought  in  unison  with  the  tension  of  the  springs,  and  I  found  it 
possible  to  have  much  less  initial  tension  on  the  springs  than  in 
the  other  design.  Neglecting  the  difference  in  centrifugal  force 
due  to  the  movement  of  the  spring,  which  involves  a  principle 
in  itself  which  I  have  not  time  to  explain  just  now,  but  which  I 
hope  to  do  at  some  future  time,  the  general  principle  is  that  the 
spring  must  be  designed  to  have  a  deflection  of  so  many  inches  to 
the  ton  to  correspond  with  the  variation  of  the  centrifugal  force  of 
the  fly-weights  due  to  their  movement ;  and  the  advantage  of  hav. 
ing  a  counter-centrifugal  force  in  the  springs  or  in  separate 
weights  is  that  yon  may  have  your  springs  working,  sa>y,  for  illu?* 
tration,  from  0  to  600  lbs.,  while  in  the  other  case  you  would 
have  the  same  character  of  spring  working,  say,  from  500  to  1,000 
lbs.  tension,  which  will  obviously  carry  the  spring  nearer  the 
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safe  working  limit.  In  nsing  spiral  springs  the  springs  may  be 
kept  witliin  the  safe  working  limit  by  making  them  longer  and 
stonter,  but  in  shaft  governors,  as  ordinarily  designed,  it  is  difficult 
to  get  room  for  a  long  spring. 

Mr.  Jesse  M,  Smith. — ^Prof.  Sweet  states  that  proposition  three 
is  not  true,  and  then  goes  on  to  describe  how  he  takes  one  half  of  the 
don ble  governor  away  and  puts  something  else  in  its  place  to  main- 
tain the  balance,  so  that  the  force  of  the  proposition  still  remains. 
The  professor  does  not  state  what  part  of  my  mathematics  he  does 
not  understand,  so  that  I  am  at  a  loss  where  to  look  for  the  error. 
It  is  evident  that  if  the  weight  ^has  sufficient  centrifugal  force  to 
resist  TTunaidedby  the  spring  at  any  given  number  of  revolutions, 
it  will  do  so  at  any  other  number ;  but  it  so  happens  that  even  if  E 
and  IT  are  in  equilibrium  they  are  in  unstable  equilibrium,  and  the 
weight  of  W^  if  it  starts  to  go  out,  will  go  to  its  extreme  distance 
from  the  centre  of  rotation.  Now  the  valve  resistance  is  not  a  con- 
stant quantity,  but  changes  from  zero  to  a  maximum  and  back  to 
zero  twice  every  revolution,  so  that  the  weight  W  has  an  opportunity 
twice  in  each  revolution  to  be  started  outward  by  the  valve  resist- 
ance. Suppose  the  weight  ^in  its  inner  position  and  the  tension 
of  the  spring  equal  to  zero,  and  the  weights  TTand  jE*  calculated  to 
be  in  equilibrium  with  the  mean  valve  resistance ;  now,  as  the  eccen- 
tric passes  its  dead  centres  the  valve  resistance  has  no  effect,  and 
FT,  being  overbalanced,  starts  outward  ;  but  the  instant  it  starts  its 
centrifugal  force  increases,  because  the  weight  is  farther  from  the 
centre,  and  at  the  same  time  E\%  forced  inward  and  its  centrifugal 
force  is  decreased,  because  it  is  nearer  the  centre.  The  spring  now 
.  begins  to  act  to  restore  the  disturbed  equilibrium,  and  as  soon  as 
W  has  left  its  inner  position  (which  corresponds  to  the  latest  cut- 
off) the  weights,  valve  resistance,  and  all  are  under  the  control  of 
the  spring.  , 

If  the  four  weights  were  concentrated  in  one,  as  suggested  by 
Prof.  Sweet,  their  inertia  might  be  equally  or  more  effective  in 
resisting  tlie  disturbing  influences  of  the  valve ;  but  what  of  the 
spring  to  resist  the  centrifugal  force  of  this  consolidated  weight  ? 
There  would  be  difficulty  in  finding  a  fly-wheel  large  enough  to 
contain  it.  A  forcible  reason  for  using  a  double  instead  of  a.  single 
governor  is  that  in  the  double  governor  gravity  has  no  effect,  be- 
cause the  weights  are  always  in  balance  about  the  shaft.  The 
effect  of  gravity  in  disturbing  a  governor  increases  as  the  speed 
decreases,  and  so  long  as  Prof.  Sweet  applies  his  single  governor 
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to  high-speed  engines  he  will  have  less  of  the  effect  described  in 
his  paper,  No.  CCCCVII.,  and  more  as  speed  decreases,  bnt  if  he 
uses  the  doable  governor  and  counterbalances  the  eccentric,  gravity 
will  have  no  effect  at  any  speed. 

Mr.  E.  J.  Armstrong  thinks  that  a  small  amount  of  friction  is  a 
good  thing.  May  it  not  be  possible  that  in  his  experiments  with 
governors  having  anti-friction  devices  there  still  remaiuea  con- 
siderable friction  i  If  there  were  no  friction  in  any  of  the  joints  of 
the  governor,  a  very  small  force  would  tend  to  move  the  weights, 
and  would  move  them  if  it  had  time.  When  the  governor  is  revolv- 
ing at  constant  speed  the  only  variable  force  is  the  valve  resist- 
ance, and  It  acts  always  in  the  same  direction  relative  to  the  gov- 
ernor, but  with  a  variable  quantity.  If  the  number  of.  revolutions 
is  small  this  valve  resistance  will  have  time  to  act  and  will  move  the 
weights,  but  if  the  speed  is  increased  the  valve  resistance  will  act  to 
^^  jerk  "  tlie  weights  in  or  out ;  but  the  weights  will  resist  this  action 
by  their  inertia,  and  will  resist  the  harder  the  quicker  the  "jerk" 
and  the  greater  the  weight.  Hence  I  say  that  heavy  weights  are  an 
advantage  and  an  element  of  stability.  On  the  other  hand,  if  there 
be  no  friction  in  the  joints  of  the  governor  the  slightest  change  in 
speed  will  suffice  to  cause  the  governor  weights  to  take  a  new  po- 
sition. In  other  words,  the  weights  are  ready  to  move  under  the 
slightest  force  if  this  force  be  applied  slowly,  but  they  will  resist  a 
large  force  if  applied  quickly.  But  a  small  force  applied  slowly 
produces  slow  motion,  and  slow  motion  means  small  force  of  inertia 
even  with  heavy  weights.  It  therefore  appears  to  me  that  a  gov- 
ernor having  tlie  least  friction  in  its  joints  is  in  better  condition  to 
respond  quickly  and  accurately,  and  with  a  small  change  of  speed, 
than  one  having  more  friction,  particularly  if  the  amount  of  fric- 
tion is  not  under  control,  as  it  is  not  in  most  cases. 

Mr.  Armstrong  sums  up  as  follows :  "  Only  an  amount  of  fly- 
weight which  would  balance  the  spring  can  be  taken  as  having  any- 
thing to  do  with  shifting  the  eccentric,  and  this  amount  varies  with 
the  position  of  the  fly-weights ;  the  remainder  of  the  weight  is 
simply  inertia  weight."  The  weights.^ and -fi" are  tied  together 
so  that  one  cannot  move  without  the  otlier,  and  they  both  have  an 
effect.  Suppose  the  fly-weight  W  in  its  inner  position,  and  by 
some  means  during  an  increase  of  speed  of  1^  the  weight  ar- 
rives in  its  outer  position.  By  reference  to  the  figures  given 
near  the  end  of  the  paper  it  will  be  seen  that  the  moment  of  W  in 
its  inner  position  is  1,850  inch  pounds,  while  in  its  outer  position 
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the  moment  is  2,980.  The  difference  is  1,080.  The  moment  of  E 
corresponding  to  the  inner  position  of  W\&  1,744,  and  that  for  the 
outer  position  of  W  is  1,831,  the  difference  is  98.  W  in  its  inner 
position  is  nearly  balanced  bj  E^  there  being  a  difference  between 
the  moments  of  the  two  of  only  19  inch  pounds  ;  whereas  for  the 
outer  position  of  JFthe  difference  in  moments  is  2,930  —  1,744  = 
1,186,  and  this  last  figure  just  about  represents  the  moment  of  the 
spring,  which  for  the  inner  position  of  fThad  no  moment. 

Now  suppose  WvcL  its  outer  position,  and  that  JE*  be  removed 
entirely,  and  ^be  decreased  until  it  is  just  balanced  by  the  spring, 
the  moment  of  which  is  1,186.  If  now  the  weight  ^returns  to  its 
inner  position,  the  spring  has  lost  all  its  tension.  What  will  balance 
the  moment  of  W  in  this  position  ?  It  is  evident  there  is  nothing 
to  balance  it  unless  the  spring  has  an  initial  tension,  and  it  is  just 
this  initial  tension  which  is  supplied  by  the  weight  E.  In  other 
words,  the  use  of  the  two  weights  TVand  JE*  permits  the  realization 
of  an  ideal  governor  in  which  there  is  a  single  weight  travelling 
from  the  centre  of  the  shaft  to  a  point  outside  of  the  centre,  and 
whicli  is  balanced  by  a  spring  having  no  initial  tension. .  In  actual 
practice  the  weight  TTdoes  move  out,  and  it  moves  out  with  an 
increase  of  speed.  If  TThas  a  moment  of  1^50  in  its  inner  posi- 
tion, and  2,930  in  its  outer  position,  why  is  the  difference  of  these 
two  figures  not  the  measure  of  the  strength  of  the  governor,  with- 
out regard  to  whether  the  centripetal  force  is  supplied  partly  by  E 
or  wholly  by  a  spring  ?  The  fact  seems  to  have  been  lost  sight  of, 
that  whenever  W  gains  centrifugal  force,  E  loses,  so  that  W  - 
becomes  relatively  stronger  as  it  moves  outward. 

Prof.  Thurston  asks  for  particulars  of  performance. 

Mr.  F.  E.  Idell  gives  some  figures  on  three  engines  driving  elec- 
tric street-cars.  No  service  is  more  severe  on  an  engine  and  its 
governor  than  that  required  by  electric  cars.  The  load  is  never 
twice  alike,  the  changes  are  sudden,  from  one  extreme  to  the  other, 
and  these  changes  may  all  take  place  in  a  single  minute.  To  meet 
these  conditions  and  give  a  service  which  shall  be  satisfactory,  and 
continue  to  satisfy  during  a  long  run,  a  governor  must  meet  the  fonr 
propositions  stated  at  the  beginning  of  the  paper,  and  also  meet  the 
fifth,  which  Prof.  Thurston  has  kindly  added  to  the  list,  and  which 
is :  That  the  governor  may  act  not  only  promptly  and  powerfully, 
but  with  dccuract/j  it  must  include  an  adjustment  or  special  mechan- 
ism which  shall  insure  quick  movement  of  its  parts  into  the  required 
position,  instant  by  instant.     A  governor  free  from  friction  will 
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meet  tliis  last  proposition,  for  the  reason  that  there  being  no  fric- 
tion to  resist  a  change  of  position,  the  parts  will  tend  to  move  with 
the  slightest  change  in  speed  and  will  move  promptly,  but  slowly, 
so  that  there  will  be  no  excessive  forces  of  inertia  developed,  and 
the  parts  will  take  their  new  positions  accurately  and  will  hold  them  , 
firmly  if  there  be  sufficient  mass  in  the  governor- weights.  I  believe, 
therefore,  that  if  a  governor  has  weights  of  sufficient  mass,  and 
friction  is  reduced  to  minimum,  it  will  be  powerful  to  overcome 
valve  resistance,  and  it  will  act  promptly,  accurately,  and  firmly 
without  a  dash-pot  or  other  similar  mechanism. 

As  regards  my  own  practical  results  with  this  governor,  I  will 
state  that  the  first  engine  I  built  was  12  x  14,  which  ran  at  about 
200  revolutions  per  minute,  with  90  lbs.  steam  pressure,  and  drove 
an  old-style  40-light  Brush  arc-light  dynamo,  where  every  light 
meant  a  horse-power.  There  was  a  main  valve  driven  by  a  fixed 
eccentric  with  a  "  gridiron  "  cut-off  valve  on  its  back,  both  unbal- 
anced. The  cut-off  valve  was  driven  directly  from  the  eccentric, 
which  was  controlled  by  the  governor,  substantially  as  shown  in 
Figs.  228,  229.  It  was  with  this  engine,  after  trying  several  springs 
and  with  a  large  number  of  different  tensions  on  the  spring,  that 
I  found  that  the  initial  tension  could  be  reduced  to  zero ;  and  in 
order  to  get  both  springs  adjusted  alike,  I  screwed  the  washera  back 
till  they  just  touched  the  springs  and  so  that  I  could  compress  them 
out  of  contact  with  the  washers  by  my  fingers.  The  engine  drove 
this  dynamo  and  nothing  else  for  several  months  with  entire  satis- 
faction, and  I  saw  the  electric  circuit  broken  and  remade  a  number 
of  times  in  quick  succession,  thus  throwing  on  and  off  instantly 
40  horse-power  without  a  change  in  speed  appreciable  to  the  eye  or 
ear. 

Another  engine,  10  x  12,  of  similar  design,  drove  a  factory.  It 
ran  at  160  revolutions  per  minute.  With  a  constant  load,  the  steam 
pressure  being  at  about  90  lbs.  the  fire  was  banked  and  the  pressure 
ran  down  to  about  3  J  lbs.  with  a  loss  of  speed  of  less  than  two 
revolutions. 

Mr.  Ball  thinks  it  may  be  possible  to  annihilate  the  friction  of 
the  governor  by  the  valve  resistance.  If  the  valve  resistance  be 
large  enough  to  keep  the  parts  in  constant  motion,  or  '^  alive,"  it 
would  seem  that  it  would  enter  as  one  of  the  important  forces 
among  the  several  which  go  to  make  up  the  equilibrium  in  the 
governor.  This  valve  resistance,  I  think,  acts,  relatively  to  the 
parts  of  the  governor,  always  in   the  i^me  direction  and  not  in 
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opposite  direction,  as  stated  by  Mr.  Ball.  It  is  very  irregular  and 
uncontrollable,  being  dependent  on  the  amount  and  quality  of 
cylinder  oil  used,  condition  of  valve  seats,  amount  of  water  en- 
trained by  the  steam,  and  many  other  things.  It  seems  to  me  this 
is  introducing  one  bad  and  uncertain  element  to  take  care  of  another 
just  as  bad. 

Prof.  Jacobus  speaks  of  an  engine  in  which  the  eccentric  is 
mounted  on  a  sleeve,  and  says  the  engine  has  been  made  to 
regulate  within  1^^,  although  there  is  a  great  deal  of  friction. 
This  is  very  possible  so  long  as  the  friction  remains  constant,  but 
what  happens  when  the  sleeve  begins  to  get  dry  during  a  long  run  ? 

In  regard  to  the  centrifugal  force  of  the  spring  itself  and  its  effect 
to  distort  the  spring,  as  referred  to  by  Prof.  Jacobus  and  Prof. 
"Webb,  I  have  simplified  this  part  of  the  question  by  placing  the 
centre  line  of  the  spring  on  a  radius  so  that  its  weight  goes  to  form 
part  of  the  weight  Ey  and  there  is  no  effect  of  lateral  distortion. 

[NOTK. — HhSa  paper  received  discossion  Jointl j  with  papers  oo  the  effect  of  an 
nnbalanccd  eccentric,  by  Prof.  J.  E.  Sweet  (No.  407),  and  on  a  use  for  inertia  in 
shaft  governors,  bjMr.  £.  J.  Armstrong  (No.  408).  There  are,  therefore,  refer- 
ences in  the  debate  printed  with  each  paper  to  some  of  the  points  brought  out  hj 
the  others.— fiwretofy.] 
70 
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OCCCX. 

TOPICAL  DISCUSSIONS  AND  INTERCHANGE  OF 

DATA. 

\  XXI8T.  MbkTIKO,  CiNCINlffATI,  Mat,  1890. 

No.   410-79. 

Does  a  boiler  steam  more  freeljr  if  the  tubes  are  arranged  bo  as  to  be  farther 
apart,  horizootaUj,  in  the  upper  rows  tban  in  tbe  lower  rows  t 

Mr.  John  M,  Sweeney. — It  is  probable  that  I  am  to  a  certain 
extent  responsible  for  the  questions  being  in  this  place.  Some  few 
months  ago  it  occurred  to  me  to  place  the  flues  in  a  tubular  boiler 
with  an  increasing  cross-sectional  area  between  them,  and  before 
working  on  the  idea  I  suggested  the  propriety  of  bringing  tbe 
question  before  the  Society.    In  the  meantime  a  boiler  on  this 

principle      has^    been     con- 


structed, though  I  have  not 
been  able  to  make  any  ex- 
haustive test  of  it.  The  flues 
as  usually  placed  in  the  boiler 
now  are,  perhaps,  one  inch 
apart,  and  in  some  cases  with 
an  increased  space  between 
them  at  the  centre  of  the 
boiler.  The  idea  of  the  de- 
sign presented  is  to  increase 
the  space  between  the  flues 
as  the  flues  rise.  A  point  is 
taken  outside  the  shell  of  the 
boiler,  from  which  lines  are 
dniwn  radiating  from  that 
point  as  a  centre,  and  diverging,  of  course,  as  they  proceed,  and  on 
these  as  centre  lines  the  flues  are  placed  (Fig.  245).  The  reason 
for  this  construction  is  that  in  a  boiler  externally  flred  the  cross- 
sectional  area  which  is  found  between  the  lower  row  of  tubes  has 


Fig.  245. 
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a  doty  to  perform  which  consists  in  allowing  the  steam  which  is 
generated  by  the  part  of  the  shell  below  them  and  by  the  bottoms 
of  the  flues — to  allow  that  amonnt  of  steam  to  ascend,  and  the 
water  to  replace  it  to  descend.  Now,  if  that  inch  of  space 
between  flues  in  this  lower  row  is  of  a  proper  area  for  the  duty 
which  is  to  be  performed  by  that  row  of  tubes,  certainly  it  is  an 
improper  area  for  the  cross-section  which  is  to  be  performed  by  the 
top  row  of  flues,  for  they  have  not  only  the  same  duty  to  perform, 
but  in  addition  to  allow  the  passage  of  the  steam  which  is  gener- 
ated in  the  part  of  the  shell  between  the  lower  and  the  upper  row 
and  by  the  intermediate  tubes.  So  that  it  seems  to  be  reasonable 
that  the  cross- sectional  area  between  the  flues  should  be  propor* 
tioued  to  the  work  to  be  done.  The  idea  was  not  original  with  me 
at  all,  but  came  into  my  mind  from  some  suggestions  which  were 
made  in  a  book  of  C.  Y.  Williams  on  Heat,  in  which  the  axiom  is 
laid  down  that  it  is  more  necessary  to  have  the  plates  of  the  boiler 
swept  by  the  water  in  circulation,  in  order  to  absorb  the  heat  which 
is  applied  to  the  surface,  than  it  is  to  apply  the  heat  to  the  outside 
of  the  boiler.  Without  having  made  any  tests  whatever  I  would 
say  that  the  working  of  that  boiler  so  far  has  been  notoriously 
free  from  any  fluctuation  in  the  water-line.  It  is  very  steady  in 
its  operation  and  seems  to  steam  very  freely. 

Mr.  J.  Wendell  Cole. — Would  it  not  be  better  than  to  have  all 
the  tubes  in  the  boiler  of  the  same  diameter  and  on  radial  lines, 
to  have  the  tubes  in  the  boiler  on  vertical  lines  parallel,  but  allow 
the  lower  lines  of  tubes  to  be  of  larger  diameters  and  the  upper 
lines  of  tubes  of  smaller  diameters  than  the  mean,  thus  giving 
equal  centre  spacing  and  yet  not  interfering  with  the  rising  of  the 
steam  generated  between  the  vertical  lines  ? 

JUr.  H.  H.  Suplee, — I  understand  that  some  boilers  have  been 
made  according  to  the  plan  suggested  by  Mr.  Cole,  not  only  to 
give  more  space  for  circulation,  but  to  equalize  the  draught  through 
the  tubes.  The  heated  gases  tend  to  rise  and  pass  more  freely 
through  the  upper  rows,  but  by  making  the  lower  tubes  larger,  a 
greater  volume  of  heated  gases  passes  through  this  part  of  the  boiler, 
while  doubtless  circulation  is  also  helped  in  the  way  Suggested  by 
Mr.  Sweeney.  Two  such  boilers  were  built  in  Philadelphia,  and, 
while  I  cannot  submit  data  of  test,  I  know  they  have  given  excel- 
lent and  satisfactory  results. 

Mr.  C.  S.  Dutton. — The  armngement  of  tubes  as  described  by 
Mr.   Sweeney  has  been   used  for  quite  a  number  of  years  by 
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Mr.  T.  K.  Batman  in  boilers  which  he  has  built ;  and  if  I  am  not 
mistaken  several  years  ago  he  obtained  a  patent  for  that  arrange- 
ment. 

Mr.  A.  F.  Nagle. — The  illustration  represents  the  tubes  radia- 
ting from  a  centre  somewhat  below  the  outside  of  the  shell  in  a 
horizontal  boiler,  to  facilitate  the  escape  of  steam  from  the  tube 
surfaces. 

It  resembles  a  vertical  boiler  made  by  Mr.  Edwin  Beynolds, 
member  of  this  Society,  where  the  tubes  are  arranged  in  the  same 
manner  to  facilitate  cleaning  of  the  tubes  through  a  manhole  in 
the  shell. 

Mr.  D.  L.  Barnes. — In  a  boiler  designed  to  procure  the  freest 
circulation  of  water,  the  point  of  the  application  of  feed-water 
should  be  considered.  Supposing  that  to  be  a  stationary  boiler  fed 
in  the  centre ;  in  that  case  the  feed-water  passes  downward  between 
the  tubes,  and  the  stdam  would  probably  rise  around  the  shell  at 
that  end  of  the  boiler  where  it  is  fed. 

Prof.  J.  B.  Webb. — I  do  not  know  exactly  that  I  understand 
what  is  meant  by  steamins:  freely.  There  are  three  points  to  con- 
sider; in  the  first  place,  the  amount  of  steam  made;  in  the  second 
place,  the  dryness  of  the  steam  ;  and  in  the  third,  the  circulation, 
to  prevent  there  being  any  place  in  the  boiler  where  dirt  might  settle, 
due  to  any  eddy  or  quiet  place  in  the  boiler.  As  to  the  amount  of 
steam  made,  it  seems  to  me  that  as  long  as  the  flues  are  kept  wet 
the  same  amount  of  steam  must  be  made,  so  that  the  whole  matter 
of  the  arrangement  of  the  tubes  would  seem  to  be  governed  by 
other  considerations.  A  poor  circulation  may  induce  priming,  by 
making  the  water-level  too  high,  and  it  should  be  remembered 
that  the  water-level  shown  in  the  tube  is  not  that  in  the  boiler. 
By  steaming  freely  I  do  not  know  what  is  meant,  unless  it  be  to 
make  more  steam. 

Mr.  Sweeney. — ^I  have  taken  it  for  granted  that  the  top  feed  in 
the  boiler  is  the  accepted  feed,  but  it  strikes  me  that  no  matter 
where  it  be  fed  the  water  is  circulated  up  through  the  tubes  and 
has  to  come  down  again.  The  advantage,  as  I  understand,  of  free 
circulation  in  a  boiler  is  that  water  agitated  over  the  heating 
surface  will  take  up  heat  more  rapidly  than  if  it  is  not  kept  mov. 
ing.  I  know  that  in  a  coil  boiler,  that  known  as  the  Ward  boiler, 
very  similar  to  the  Herreshoff,  it  is  claimed  that  water  passes  in 
circulation  through  a  tube,  and  being  carried  past  an  opening 
above,  will  give  its  steam  off,  and  that  very  little  steam  room  is 
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required  in  order  to  secure  that  all  the  steam  is  eliminated  from 
the  water. 

No.  410-80. 

What  advantages  as  to  coDStroctioD  and  operation  are  offered  by  vertical  bend- 
ing rolls  over  borisontal  rolls  for  plate? 

Mr.  Job.  TT.  See. — While  probably  not  exactly  pertinent  to  the 
question)  I  want  to  call  attention  to  a  point  of  advantage  which 
one  user  has  found  in  horizontal  rolls,  and  would  like  to  ask  if  it 
is  thought  to  be  legitimate.  A.  party  has  a  set  of  bending  rolls  for 
bending  tank  iron  or  tank  steel  half  an  inch  thick;  and  the  rolls 
were  built  for  that  purpose  and  were  intended  to  bend  to  12  or  14 
inch  radius.  The  parties  had  in  their  shop  an  overhead  crane,  a 
very  convenient  thing  for  handling  those  plates,  and  the  way  they 
bend  the  corners  of  their  tanks  is  to  run  those  plates  in  their  rolls 
and  come  down  with  the  top  roll  and  hitch  on  the  travelling  crane 
and  just  snake  that  plate  straight  up.  It  breaks  the  rolls  all  to 
pieces,  but  the  maker  of  the  rolls  has  to  stand  it.  I  want  to  know 
if  that  roll  thus  used  is  a  bending  roll  or  a  mere  bittke  f 

J/r.  Oherlin  Smith. — I  was  quite  interested  while  in  Liverpool 
last  year  in  looking  at  some  vertical  bendingrollB  at  the  shops  of 
the  Messrs.  Laird,  whei^e  they  were  bending  plates  one  and  a  half 
inches  thick  and  perhaps  ten  feet  square.  The  rolls  seemed  to  be 
capable  of  even  heavier  work.  The  plate  rested  upon  its  edge, 
and  one  advantage  of  this  system  would  seem  to  be  the  saving  of 
floor  room.  I  suppose  it  is  just  as  easy  to  hoist  the  plates  up  by 
one  edge  as  to  handle  them  flatwise.  Another  advantage  is  that 
the  plate,  by  gravity,  tends  to  remain  true  in  the  rolls.  With  the 
horizontal  system,  on  the  contrary,  there  is  some  tendency  to  creep 
laterally  one  way  or  the  other,  which  has  to  be  controlled  by  flanges 
on  the  rolls,  or  other  guides. 

Mr.  Jno.  B.  Crocker. — ^I  would  like  to  ask  if  there  is  any  diffi- 
culty in  making  conical  sheets  with  that  system  ? 

Mr.  Oberlin  Smith. — With  the  vertical  system  that  I  speak  of  I 
do  not  think  conical  sheets  could  so  well  be  bent.  It  seemed  to 
be  best  calculated  for  cylindrical  work. 

No.  410-81. 

I    Wbat  is  the  best  form  of  bydraalic  valves  for  water  at  high  pressures  ? 

Mr.  Q.  C.  Henning. — I  should  like  to  say  that  in  experience 
with  high  pressure  of  water  I  have  found  one  valve  which  acts 
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equally  well  on  a  swivel  joint  or  a  fixed  joint.  It  never  leaks 
under  different  temperatures,  under  varying  pressures  up  to  4,500 
pounds  to  the  square  inch,  and,  of  course,  acts  equally  well  on  low 
pressures.  All  other  valves  which  I  have  thus  far  seen  invariably 
leak.  This  valve  is  the  A.  H.  Emery  valve,  such  as  is  used  on  the 
Emery  testing  machines  (Fig.  246).  It  is  equally  applicable  to 
other  work.  It  is  made  of  a  special  bronze  called  the  Emery 
bronze,  which  has  a  tenacity  of  about  80,000  pounds  to  the  square 

inch.  The  valve  seats  are 
prepared  by  hammering  the 
metal,  then  turning  them 
down  generally  by  dies ;  the 
valve  is  formed  by  a  little 
plug,  generally  a  high-steel 
plug,  which  is  carefully 
turned  and  ground  to  fit  the 
valve  seat.  The  shape  of 
this  valve  seat  is  conical  for 
a  very  small  part  of  the 
opening,  and  then  it  curves 
back  so  as  to  give  plenty  of 
clearance,  that  any  dirt,  eta, 
can  get  into  the  valve  without  sticking  under  the  seats  readily. 
I  have  used  these  valves  for  some  time  and  know  they  are  very 
good.  Some  have  been  used  up  to  10,000  pounds  per  square 
inch  without  leaking. 

Mr,  J,  H.  Samuels. — ^I  would  like  to  ask  the  gentleman  who  just 
spoke  how  fast  these  valves  can  be  worked. 

Mr.  Henning. — These  valves  can  be  worked  as  fast  as  you  can 
put  mechanism  to  the  upper  end  to  raise  or  lower,  though,  of 
course,  a  valve  under  high  pressure  should  never  be  opened 
suddenly.  You  always  must  have  some  device  for  holding  the 
valve  down  and  some  means  of  opening  it — generally  a  hand- 
wheel  and  screw,  never  a  lever.  As  fast  as  you  can  operate  such 
mechanism  the  valve  can  be  opened. 

Mr.  Louis  8.  Wright. — ^This  discussion  about  hydraulic  valves 
has  brought  to  my  mind  a  valve  on  a  east-iron  main  from  an  accu- 
mulator, the  valve  being  located  where  the  water  is  drawn  off 
from  the  main,  for  tools,  etc.  The  working  of  this  valve  having 
been  satisfactory,  I  thought  it  might  be  of  interest  here,  and,  if  I 
am  allowed  to  make  a  sketch,  I  will  detail  its  particular  features. 


Fio.  246. 
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'The  Bhell  of  the  valVe  is  of  cast  iron,  and  is  cast  fast  to  a  short 
section  of  the  main  from  the  accamnlator.  The  valve  stem  is  brass. 
The  essential  features  of  this  valve  are :  First,  it  can  be  packed 
withont  shutting  down  the  water  pressure  in  the  main  and  thus 
throwing  out  of  service  all  other  machines  getting  pressure  water 
from  the  same  main.  Second,  the  construction  is  cheap,  there 
being  but  a  small  amount  of  machine  work  on  it.  Third,  ther  is 
no  seat  which  needs  grinding  to  keep  it  in  working  order,  and  no 
flat  surfaces  to  the  seat  between  which  small  particles  in  the  water 
can  lodge  and  prevent  the  valve  from  closing. 


Fio.  240. 

Beferring  to  the  sketch  (Fig.  249),  the  cast-iron  shell  is  shown 
here  as  marked  as  C.  *  The  stem  S^  of  brass,  has  a  square  end  to  take 
a  lever  or  hand-wheel.  The  inside  end  of  the  stem  carries  a  small 
bfass  washer  TT,  which  is  fitted  loosely  to  the  main  valve  stem  S. 
Back  of  the  valve,  as  here  shown,  is  sketched  a  flange  F^  which  is  on 
a  wronght-iron  pipe  leading  from  the  valve  to  the  machine  to  which 
the  pressure  water  is  to  be  led.  This  flange  is  bolted  fast  to  the 
valve  shell,  making  the  joint  between  the  valve  and  the  wrought- 
iron  pipe  to  the  machine.  The  sharp  corner  left  oil  the  cast-iron 
shell,  where  the  washer  TT  is  shown  as  touching  that  part  of  the 
shell,  cuts  into  the  brass  washer  when  it  is  forced  to  its  seat  when  the 
valve  stem  is  screwed  up,  thus  making  a  tight  joint.  Any  matter 
lodging  at  the  seat  is  forced  to  one  side  or  the  other  of  the  sharp  cor- 
ner. This  valve  as  sketched  was  used  at  750  lbs.  pressure,  and  was 
quite  satisfactory.  There  is  no  method  here  to  prevent  the  stem 
from  blowing  out  if  carelessly  unscrewed  too  far,  which  in  one  in- 
stance did  happen,  and  narrowly  escaped  injuring  a  man.  To  pre- 
vent this  an  encircling  stop  can  be  fastened  to  the  shell|  which  will 
limit  the  throw  of  the  valve  stem. 

I  should  like  to  ask  if  the  Emery  valves  have  any  valve 'stems 
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which  have  to  be  packed,  and  if  so,  what  means  he  takes  to  pack 
these  valve  stemSi  as  that  frequently  causes  trouble. 

Mr.Henning. — Yes,  sir;  they  require  packing,  of  course.  The 
packing  is  simply  a  leather  ring.  The  valve  seat  is  shown  at  d 
(Fig.  246).  The  stem  risea.  and  the  liquid,  of  course,  oomes  out 
through  A;  there  is  a  space  all  around  the  stem.  This  valve  stem  h 
must  be  packed.  To  pack  it  there  is  a  recess  with  a  leather  packing 
ring  e.  The  packing  ring  is  held  in  place  by  the  gland  f.  It  bas 
a  screw  thread  to  hold  it  in  place.  These  packing  rings  have  the 
thickness  of  one  piece' of  leather,  sometimes  two.  If  there  is  the 
slightest  leakage  under  e^  a  little  pressure  applied  by  screwing  down 
the  gland  will  make  it  perfectly  tight.  These  valves  are  generally 
too  small  to  use  cupped-leather  packing.  In  the  cylinder  of  the 
testing  machine  there  are  cup-leather  collars,  and  they  are  tight  for 
a  certain  length  of  time.  They  do  keep  tight,  when  frequently 
using  the  testing  machine,  for  six  months  or  more.  But  after  that 
there  is  no  telling  how  long  they  will  keep  tight 

Mr.  Nason. — What  is  the  diameter  of  the  inlet  ? 

Mr.  Henning. — ^The  largest  that  I  know  of  are  an  inch  and  a  half 
valve.     They  are  just  about  an  inch  opening. 

Mr.  Ndson. — ^What  was  the  thickness  of  the  metal  ? 

Mr.  Henning. — ^About  three-quarters  of  an  inch  in  the  thinnest 
part. 

Mr.  A.  H.  Raynal. — In  trying  some  of  our  hydraulic  machinery, 
recently  purchased  abroad,  I  frequently  found  the  valves  leaky.  In 
correcting  some  of  them  I  had  to  make  both  new  casings  and  new 
scats,  and  in  ignorance  of  Mr.  Emery's  successful  special  metal,  I 
used  Prof.  Thurston's  alloy.  I  was  much  pleased  with  the  success 
of  it  It  was  very  dense  and  strong,  and  I  have  had  no  trouble  with 
the  valves  since. 

Mr.  H.  D.  Hibhard. — I  might  say  that  the  steel  works  of  this 
country  use  hydraulic  machinery  very  largely,  and  the  valve  which 
is  in  general  use  in  them  is  the  Critchlow  valve,  which  answers 
most  purposes  very  well  indeed,  and  as  the  patent  on  it  qnite  re- 
cently ran  out,  it  seems  to  be  a  very  good  valve  to  use  for  hyc*raulic 
purposes. 

Mr.  C.  M.  W.  Smith. — ^I  would  like  to  ask  if  the  seat  in  the 
Emery  valve  is  independent  of  the  body,  or  is  it  a  piece  cast  with 
the  body  ? 

Mr.  Henning. — The  lower  end  of  the  valve  comes  down  onto  the 
bearing.    It  is  not  screwed  into  the  stem  of  the  valve  at  all,  but  the 
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lower  end  of  the  stem  is  simply  finished  off.  The  main  point  is 
that  the  seat  and  valve  be  so  corractly  made  that  the  shank  will  he 
accurately  in  line  with  the  bearing  and  that  there  is  no  possibility 
of  variation.  Jnst  as  soon  as  yon  attach  an  end  to  that  shank  there 
it  will  be  extremely  difScnIt  to  get  it  exactly  concentric  with  the 
bearing  and  with  the  seat  So  long  as  that  is  not  absolntely  true 
yon  cannot  have  a  tight  valve. 

Mr.  C.  i€   W.  Smith. — The  qnestion  is  in  regard  to  the  seat. 

Mr.  Hennmg. — The  seat  is  a  solid  seat.  It  is  one  solid  piece  of 
metal.  If  it  does  begin  to  leak  all  that  is  necessary  is  to  ream  it 
oat  a  little. 

I  have  just  been  asked  another  qnestion  about  the  valves,  and 
that  iSy  why  they  should  be  tighter  when  the  pressure  runs  higher. 
It  is  simply  that  the  pressure  under  the  valve  in  the  tube  forces 
the  valve  seat  against  the  valve^  and  the  higher  the  pressure  is  when 
you  once  have  closed  the  valve,  the  tighter  the  valve  will  close. 

No.  410-82. 

Is  it  better  or  not  to  have  the  lead  increase  with  the  load  in  high-epeed  . 
aatomatic  engines,  and  if  so,  wh  j  t 

Mr.  W.  0.  Web}>ei\ — As  I  offered  that  topical  qnestion  for  dis- 
cussion, I  would  say  that  I  asked  the  question  very  largely  for 
information,  and  I  should  like  very  much  to  hear  what  the  other 
members  who  have  had  more  experience  than  I  have  to  say  about 
it.  What  led  me  to  propose  this  topic  was  this,  that  in  testing 
very  many  high-speed  engines  for  close  regulation,  with  the  shaft 
governor  set  so  that  the  path  of  the  eccentric  or  eccentric  pin  was 
sqnarely  across  the  shaft,  so  that  the  lead  did  not  increase,  I 
found  a  greater  variation  in  the  revolutions  between  extreme  high 
load  and  the  engine  running  light  than  I  did  with  an  increased 
lead.  I  found  it  out  by  accident  in  testing  an  engine  without  the 
key  inserted  in  the  governor.  This  was  a  governor  separate  from 
the  pulley.  In  making  some  adjustments  the  governor  plate  got 
moved  ahead  about  one-eighth  of  an  inch,  and  it  showed  immedi- 
ately a  much  closer  regulation,  and  we  then  attempted  to  find  out 
whether  that  was  due  to  the  increased  angular  movement  ahead  or 
otherwise,  and  not  fully  convincing  myself,  I  therefore  asked  the 
question. 
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No/410-83- 

Have  you  had  anj  experienoe  with  sjatema  for  purification  of  bad  f^ed-water 
before  it  geta  into  a  ateam -boiler,  either  bj  chemical  precipitation  or  otherwiaet 

Mr.  Ezra  FatoceU. — We  liave  been  nsing  a  feed- water  for  the 
boiler  at  our  works  from  an  artesian  well,  which  deposited  a  white 
Bubstance  in  the  boiler,  but  little  hard  scale.  In  order  to  purify 
and  heat  the  feed-water  as  mnch  as  possible  we  constructed  an 
open  heater,  which  could  be  easily  cleaned  and  attended,  about 
two  feet  diameter  by  six  feet  high,  with  a  perforated  plate  two  feet 
from  the  bottom,  with  a  suitable  door  above  the  plate  to  get  inside 
and  fill  the  space  above  the  plate  with  foundry  coke.  We  let  the 
ediaust  steam  enter  below  the  plate,  pass  through  the  coke,  and  the 
feed-water  come  in  at  top  and  pass  down  through  the  coke  and 
exhaust  steam.  By  this  plan  we  precipitate  much  of  the  impurities 
of  the  feed-water,  heating  the  feed  to  near  the  boiling  point  and 
with  results  which  were  very  favorable  to  the  coal  pile. 

Mr.  John  A.  Laird. — We  have  had  some  experience  in  the  St 
Louis  Water  Works  with  the  live-steam  feed-water  heater  and 
purifier  manufactured  by  Mr.  Hoppes,  of  Springfield,  O. 

It  has  been  in  use  for  two  years  now,  and  has  given  very  good 
satisfaction,  though  considerable  more  water  is  evaporated  in  the 
battery  of  four  boilers  to  which  it  is  attached  than  was  originally 
intended.  The  water  used  is  Missouri  River  water,  which  is 
very  muddy  and  forms  a  hard  scale  which  must  be  removed  with 
the  scaling  tool. 

The  boilers  which  have  the  purifier  on  show  a  very  small 
amount  of  scale  near  the  point  where  the  feed- water  enters,  and 
there  is  no  doubt  but  that  the  purifier  would  catch  all  the  scale  in 
the  water  if  it  was  not  working  above  its  rated  capacity. 

Mr,  H.  H.  Suplee. — ^In  some  experiments  which  I  made  a  few 
years  ago,  I  found  that  the  purifying  capacity  of  a  heater  depends 
very  much  on  its  cubical  contents,  or,  in  other  words,  upon  the 
length  of  time  which  it  takes  a  given  volume  of  water  to  pass 
through  it.  While  the  heating  capacity  of  several  heaters  may 
be  the  same,  yet  in  that  through  which  the  ^ater  passes  rapidly 
much  less  of  impurities  will  be  deposited  than  in  another,  where  the 
water  can  remain  nearly  stagnant  or  as  in  a  tank.  In  this  latter 
the  carbonates  and  most  of  the  clay  and  earths  would  settle  and 
remain.  The  defect  of  most  heaters  results  from  the  attempt  to 
crowd  too  much  heating  surface  into  too  small  a  volume,  or  within 
too  restricted  a  shell. 
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No.  410-84. 

What  experience  bare  you  bad  witb  power-moulding  machines  in  the 
foundry?    What  difference  do  they  make  in  the  output? 

Mr,  Edga/r  Penney. — I  will  give  an  experience  of  my  own  with 
a  simple  power-moulding  machine.  Previoas  to  its  use  a  man  and 
boy  put  up  but  88  snap-flasks  a  day. 

The  machine  was  made  something  after  the  style  of  an  upright 
drill  (Fig.  248),  with  a  counterbalanced  ram  having  a  platen  about 


Fio.  248. 

18  inchA  square  on  the  lower  portion  of  the  same.  This  ram-bar 
was  actuated  by  a  pair  of  grooved  friction-wheels  applied  very 
similarly  to  the  lifting  or  upper  works  of  a  Merrill  drop-hammer, 
by  forcing  a  pair  of  revolving  rolls  against  the  grooved  upper  part 
of  the  ram-bar. 

The  flasks  were  provided  with  trunnions,  the  patterns  upon 
plates. 

A  man  and  two  boys  have  put  up  with  this  machine  166  12-inch 
snap  flasks  per  day. 

This  increase  in  output  was  gained  by  the  time  saved  by  mechan- 
ical ramming  and  the  facility  with  which  the  flask  was  turned  and 
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manipulated,  and  by  having  a  nnmber  of  snap  flasks  and  duplicate 
pattern  plates. 

The  work  as  it  came  from  the  machine  was  passed  along  the 
bench  to  the  moulder,  who  did  the  drawing  of  the  patterns  and  the 
dressing,  a  boy  carrying  to  the  floor. 

The  flask  nsed  was  about  a  12-inch  cast-iron  open  or  snap  style, 
and  the  work  done,  shield  plates  and  small  gears,  in  fact  anything 
which  coald  be  put  on  the  12-inch  platee,  was  successfully  handled. 
The  sand  was  simply  shovelled  or  piled  up  on  to  the  flask  to  any 
convenient  height,  no  attention  being  paid  to  this  feature  so  long 
as  sand  enough  was  provided. 

The  platen  was  then  forced  down  on  this  conical  heap  of  sand 
piled  upon  the  pattern  plate  and  flask,  the  result  being  much  more 
even  ramming  than  could  .  possibly  be  done  by  hand  bench 
moulding. 

With  two  hand  rammers  moulders  are  apt  sometimes  to  ram 
unevenly,  and  this  is  clearly  shown  in  flat  work;  by  exposing  the 
casting  to  light  at  an  angle,  you  can  detect  each  blow  of  the  hand- 
rammer. 

With  the  machine  the  pressure  of  the  platen  on  the  cone  of  sand 
seemed  to  permeate  the  whole  mass  of  sand  and  produced  even 
pressures  upon  the  face  of  the  pattern. 

After  pressing,  the  surplus  sand  was  struck  off.  I  might  add 
that  the  pressure  upon  the  sand  was  regulated  as  near  as  may  be, 
according  to  the  area  of  the  flask  operated  upon,  by  two  methods. 
The  first  was  to  nse  the  momentum  of  the  driving  fly-wheel  and 
exhaust  that'  The  next  method  and  most  successful  one  was  to 
put  an  adjustable  weighted  idler  on  the  belt,  allowing  the  belt  to 
slip  at  the  moment  the  proper  pressure  to  suit  the  area  of  the  work 
was  exerted  upon  the  flask. 

Mr.  Nason. — Do  we  understand  that  the  patterns  were  in  halves 
and  the  two  halves  put  on  the  opposite  sides  of  the  plate  ? 

Mr.  Penney. — The  patterns  were  made  in  halves  and  mounted 
upon  a  plate.  We  will  take,  for  instance,  a  pattern  of  a  small 
truck-wheel,  where  the  web  of  the  wheel  is  in  the  centre. 

This  pattern  was  parted  right  through  the  middle,  half  of  it  put 
on  each  side  of  the  plate. 

The  flasks  at  the  joints  were  accurately  planed,  the  plate  fitting 
between  the  same,  gdided  by  dowels. 

The  manner  of  operating  was  to  put  the  drag  flask  upon  the 
fixed  platen  of  the  machine.     The  plate  was  then  laid  upon  the 
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flask,  fitting  the  dowel  pi,n8.  Upon  that  was  put  the  "  cope  "  or 
upper  half  of  the  fla«k.  A  boy  then  filled  the  "  cope ''  with  sand, 
heaping  it  up.  In  fine  casting  the  workman  shook  a  handfnl  of 
pre|)ared  dressing  from  a  sieve  over  the  pattern,  sometimes  tamp- 
ing it  to  the  surfaces  with  his  fingers,  then  threw  in  the  rough 
sand,  applying  the  pressure,  struck  off  the  surplus  sand,  threw  up  a 
pair  of  hooks  which  locked  the  two  flasks  together  and  released 
a  catch  which  allowed  a  pair  of  counter-weighted  forked  rods  or 
bearers  to  move  upwards,  which  caught  under  and  carried  the 
trunnion  provided  upon  the  plate  or  flask. 

The  flask  was  raised  clear  of  the  table;  the  ^^cope"  being  filled 
with  sand,  by  its  own  gravity  turned  over.  The  workman  pressed 
the  lifting-rods  back  by  applying  his  foot  to  a  treadle.  The  filling 
and  ramming  being  repeated  and  flask  shoved  along  the  bench  to 
the  moulder,  the  machine  being  kept  continually  at  work,  enough 
flasks  and  patterns  being  provided  for  this  purpose. 

The  principal  feature  in  this  machine,  aside  from  the  appli* 
cation  of  power,  was  its  convenient  arrangement  and  its  being 
adapted  to  suit  all  sizes  of  flask  within  its  scope  without  special 
adjustment,  and  that  no  particular  care  need  be  exercised  in  the 
amount  of  sand  which  was  piled  upon  the  flask. 

This  machine  would  take  anything  from  a  flask  an  inch  deep 
up  to  24  inches  high  to  18  inches  square. 

Mr.  Carleton  W.  Nason. — Do  you  use  a  pattern  dropped  through 
a  plate,  ad  is  commonly  done  now } 

JTa  Penney, — Some  moulding  was  done  in  that  way. 

Mr.  Naaon. — I  don't  think  you  quite  understand  the  method  I 
mean.  With  the  machine  I  have  in  mind  one-half  of  a  pattern 
was  used.  This  was  laid  upon  an  iron  plate,  and  after  being 
marked  out  a  hole  was  cut  through  the  plate,  through  which  the 
pattern  could  be  dropped.  The  fit  was  necessarily  a  nice  one,  so 
that  no  sand  could  follow. 

The  pattern  is  then  fastened  to  a  stiff  frame  beneath  the  plate, 
which  is  capable  of  having  a  drop  motion  of  from  |^  to  f  inch 
which  is  given  by  any  mechanical  device,  say  either  lever  or  cam. 

Snap-flasks  were  used,  as  in  the  case  which  Mr.  Penney  cites.  In 
starting  to  mould,  a  flask  was  placed  on  the  plate,  filled  with  sand, 
the  latter  being  rammed  up  with  a  foot-motion  and  lever  to  any 
desired  degree  of  firmness.  The  pattern  was  then  dropped  down 
through  the  plate,  as  stated,  leaving  the  sand  behind  it,  and  the 
flask  removed  with  the  sand  from  the  plate. 
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The  cope  was  similarly  made,  and  the  second  half  being  thus 
placed  on  the  first,  the  mould  was  complete. 

It  is  obvious  that  this  form  of  machine  was  only  adapted  to 
classes  of  work  where  both  sides  of  the  pattern  were  alike ;  and 
there  were  adjnsting-screws  in  each  end  of  the  plate  in  the  machine 
for  the  purpose  of  adjusting  the  position  of  the  flasks  and  the  pat- 
terns, by  means  of  the  pins  on  it  coming  at  the  fixed  places  indi- 
cated by  the  screws. 

After  the  mould  was  finished  the  flasks  were  both  removed  to- 
gether and  the  process  recommenced. 

Gkites  were  on  the  plate  by  the  pattern,  so  that  no  time  was  lost 
in  cutting  them  ont  of  the  sand  afterward,  and  the  mould  was 
complete  without  "doctoring"  after  being  removed  from  tlie 
machine. 

The  capacity  of  these  machines  with  flasks  abotit  10  x  14  was 
from  150  to  175  per  day  for  each  man,  including  the  labor  of 
pouring. 

Mr.  Penney, — Do  you  mean  the  use  of  what  is  called  the  "  strip- 
per"? 

Mr.  Nason. — ^I  do  not  know  it  by  that  name. 

Mr.  Penney. — The  method  which  you  describe  is  what  I  would 
call  using  a  stripper.  This  machine  was  sometimes  used  in  that 
way.  It  is  not  every  kind  of  pattern  which  can  be  moulded  by 
using  a  stripper-plate. 

I  simply  speak  of  this  experience  of  mine,  and  am  not  interested 
in  any  moulding  machines,  to  show  the  difference  in  the  amount 
of  work  accomplished  by  power-moulding  compared  with  hand, 
and  account  for  it  by  attributing  the  saving  to  the  time  gained  in 
ramming  up  and  handling  the  sand,  which  was  done  by  one  opera- 
tion— the  fall  of  the  power-platen  did  the  ramming ;  also  to  the 
handling  of  the  flask,  which  was  much  facilitated,  and  to  the  use 
of  plate-moulding  and  division  of  labor,  as  it  were. 

I  have  knowledge  of  power-moulding  machines  in  use  in  which 
effort  is  made  to  distribute  the  ramming  pressure  over  the  pattern, 
if  it  be  of  an  irregular  shape,  by  use  of  multiple  rammers  or  yield- 
ing surfaces,  the  object  of  which  is  to  "keep  ah  equal  pressure  on 
the  sand  to  suit  the  varying  depth  of  the  sand  or  the  irregularity 
of  the  patterns. 

This  reflnement  did  not  prove  to  be  necessary  oh  ordinary  work 
in  the  flask  of  the  size  used. 

Pile  upon  the  flask  sufficient  sand,  cone-shaped,  let  the  pressure 
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come  down  firmly  and  gradnallj,  and  jon  will  find  with  the  ordi- 
nary pattern  (there  may  be  some  very  irregular  patterns  which 
could  not  be  reached  by  this  flat  platen  process)  that  the  ramming 
is  very  even  indeed. 

There  appeared  to  us  no  necessity  for  irregular,  yielding,  or  mul- 
tiple rammers  to  be  used  for  flasks  up  to  18  inches  square. 
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COCCXl. 

APPENDIX  n. 

GENERAL  SOLUTION  OF  THE  TRANSMISSION  OF 
FORCE  IN  A  STEAM-ENQINE  AS  INFLUENCED  BY 
THE  ACTION  OF  FRICTION,  ACCELERATION,  AND 
GRAVITY* 

D.  S.  JAOOBUttt  HOBOKXX,  N.  J, 

This  problem  has  been  discussed  by  many,  bat  the  author  has 
met  with  no  perfectly  general  solution.  Various  approximate 
ones  are  employed  in  general  engineering  work  involving  errors 
of  unknown  magnitude.  The  author  has,  therefore,  endeavored 
in  this  paper  to  present  a  general  set  of  equations  by  means  of 
which  the  errors  of  the  more  approximate  ones  may  be  ascer- 
tained. 

The  following  general  conditions  have  been  assumed : 

(a)  That  the  centre  of  the  crank  shaft  is  not  necessarily  on  the 
line  of  travel  of  the  wrist-pin  ;  % 

(b)  that  the  centre  of  gravity  of  the  connecting-rod  is  not  neces- 
sarily in  its  line  of  centres  ; 

(c)  that  the  crank  revolves  at  a  uniform  speed ; 

{d)  that  the  mass  of  the  moving  parts  is  distributed  in  any 
manner ; 

(e)  that  the  line  of  travel  of  the  wrist-pin  is  not  necessarily  hor- 
izontal or  vertical ; 

(jD  that  there  is  friction  between  the  parts. 

*  This  Appendix  is  added  in  response  to  tUe  request  made  at  the  New  York 
meeting,  where  the  original  paper  wasi  presented.  See  page  492  of  this  (Xlth) 
Tolame.  It  is  reprinted  from  the  Annals  of  Mathematies,  Febmarj,  1890,  and 
was  forced  out  of  its  place  in  tiie  First  Part  by  reason  of  the  delay  referred  to 
on  page  526. 

f  I  am  greatly  indebted  to  Prof.  J.  Burkitt  Webb  for  valuable  aasistanoe  io 
preparing  this  article,  many  of  the  equations  having  been  worlted  out  indepen- 
dently by  him,  and  compared  in  order  to  check  the  final  result.  The  methods 
employed  in  the  solutions  have  also  been  in  a  great  measure  suggested  by  him. 

X  Engines  are  now  in  use  that  require  this  condition  to  enter  the  equations  ; 
for  example,  the  Westinghouse. 
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Fig.  251  represents  the  main  lines  of  an  engine  referred  to  the 
horizontal  axis  OX^  coinciding  with  the  line  of  travel  of  the  wrist- 
pin,  0  being  the  extreme  point  of  its  travel  and  0  Y  the  vertical 
axis;  the  directions  of  the  various  quantities  are  indicated  by 
arrow-heads. 


•Fig.  251. 


NOTATION. 


Let  Fi  =  the  force  to  accelerate  the  piston-rod,  and  cross-head ; 

Xi ,  Xi  and  7i ,  1^2  =  the  x  and  y  components  of  the  forces 
which  accelerate  the  connecting-rod,  applied  at  the  wiist  and 
crank-pins  respectively ; 

R  =  radius  of  the  crank  ; 

nJi  =  length  of  the  line  joining  the  wrist  and  crank-pin  cen- 
tres; 

in  =  distance  from  the  wrist-pin  to  the  foot  of  the  perpendicu- 
lar let  fall  from  the  centre  of  gravity  of  the  connecting-rod  upon 
this  line; 

cJi  =  length  of  this  perpendicular ; 

bn  =  perpendicular  from  the  centre  of  the  crank-shaft  upon  the 
line  of  motion  of  the  wrist  pin ; 

ff  =  crank  angle ; 

/3  =  connecting-rod  angle ; 

if  =  mass  of  piston,  piston-rod,  and  crosr-head ; 

m  =  mass  of  the  connecting-rod,  and 

kJi  =  its  principal  radius  of  gyration  ; 

Wi  =  weight  of  the  piston,  piston-rod,  and  cross-head  ; 

W2  =  weight  of  the  connecting-rod  ; 

r  =  angular  velocity  of  crank  ; 
71 
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8  =  length  of  stroke  V 

t  =  time  required  by  the  crank  to  torn  through  the  angle  d. 

FORCE  REQUIRED  TO  ACCELERATE  THE  PISTON,  PISTON-R0D>  AND 
CROSS-HEAD. 

The  general  value  of  x^  the  co-ordinate  of  the  wrist-pin,  is 

»  =  V{Ji  +  nJif-V^JP-  R  (cos  «  +  n  cos  P).  (1) 

From  the  iigure  we  have 

8in/?  =  ?lHl^;  (2) 

•  n  __ _ 

therefore, 

cos  /?  =  i.  V  n»  -  (sin  e  -  hj,  (3) 

which  reduces  (1)  to 


«  =  V  (/^  +  niif  -V'R'-  R  [cos  ^  -f  V^'  -  (si^  ^  -  *)*i    (^) 
Differentiating,  we  have 

and 

/^a?  /  sin  g  (sin  ^  —  6)      v?  cos'g  \ 

rf^  "  ^  (^cos  6^  -^^2  -.  (sin  ^  -  i/"^  [n^  -  (sin  6?  -  ftfj};- 

For  brevity,  let 

n^cos^ff  _     SIR  ^  (sin  0—  V)     _  y. 

K  -  (sin  ^  -  6)^jl      Vn^~(sin«-f  "     ' 


(5) 


then 

^=i?(co8<?  +  2).  (6) 

But 


<f6 

by  means  of  which  dB  may  be  eliminated  from  (6),  giving 
^=T?i?(co8«  +  Z); 

from  which  it  follows  that 


(7) 


^i  =  J!fr«i?(co8<?  +  ^.  (8) 
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FOBCES  REQUIBED  TO  ACCELERATE  THE  CONNECTTNO-ROD. 

The  general  equations  for  the  forces  to  accelerate  the  con- 
necting-rod have  been  derived  by  two  methods : 

1.  By  determining  the  forces  at  the  centre  of  gravity  required 
to  vary  the  translation  of  the  mass,  and  the  moment  necessary 
for  its  angular  acceleration. 

2.  By  assuming  the  mass  of  the  rod  to  be  symmetrically  ar- 
rangedy  say  in  two  equal  and  opposite  portions,  at  a  distance 
from  the  centre  of  gravity  equal  to  the  radius  of  gyration,  and 
determining  the  forces  and  moments  required  for  the  accelera* 
tiou  of  such  a  representative  rod. 

FIRST  METHOD. 

The  motion  of  the  connecting-rod  is  composed  of  a  trans- 
lation of  its  centre  of  gravity  and  a  rotation  of  the  rod  about  it, 
this  translation  and  rotation  being  so  related  as  to  cause  the 
wrist-pin  to  follow  a  right  line,  and  the  crank-pin  a  circle.  This 
motion  might  be  considered  as  a  rectilinear  translation  of  the 
wrist-pin  and  a  rotation  about  it,  but  is  not  so  taken,  because  the 
centrifugal  forces  of  the  parts  of  the  rod  are  not  balanced  about 
that  point,  and  complicate  the  problem. 

To  determine  the  forces  at  the  wrist-  and  crank-pins  required 
to  accelerate  the  centre  of  gravity,  we  determine  the  force  neces- 
sary when  applied  at  that  point,  and  resolve  it  into  two  equiva- 
lent forces  applied  at  the  wrist- and  crank-pins,  which  latter  forces 
will  be  inversely  proportional  to  their  lever  arms  about  the 
centre  of  gravity.  We  thus  obtain  forces  at  the  pins  that  will 
produce  translation  only. 

To  determine  the  rotative  forces  we  find  the  moment  neces- 
sary to  produce  the  rotation,  and  then  place  such  equal  and 
opposite  forces  at  the  pins  as  will  produce  it. 

The  sum  of  the  translative  and  rotative  forces  at  the  pins  will 
be  the  total  forces  required  to  produce  the  complete  acceleration 
of  the  rod. 

Let  X  and  y  be  the  co-ordinates  of  the  centre  of  gravity  (see 
Fig.  251) ;  then  we  have 

X  =  /(/?  +  nlif  -V  B?  -  ^  [cos  ^  +  (/I  -  f)  cos  /9  +  csin  fi\ 

Digitized  by  VjOOQIC 


1120       SOLUTION  OF  THE  TBANSMI8SI0N  OF  FORCE. 

Substituting  the  values  of  sin  ft  and  cos  ft  from  (2)  and  (3),  we 
obtain 


/'  n  --1    ,-^ — — ^j  .  c  (sin  ^—  /?)\ 

-5f  cos  e  +  — ^  a/^^=7»M-^  +  -^^ — -^ — —) 

from  which 

dx^r^f  '    n      ( »—  0  (sip  0  "  b)  cos  ff      c  cos  9\ 

and 

— -72r        ^(^-Q (sing -6) sing        (n -  Z) n cos  g 

d^-      l^  nVn»-(sing-6/   ^  [n*  -  (sin  ^  -  6)»]« 

c  sin  g 


+   « 

Introducing  the  values  of  Z  and  ^  from  (6)  and  (7),  we  have 


]• 


-  =  r*B\  cos  g  +  Z  +  -sin  g    . 


Let  J'x  be  the  x  component  of  the  translative  force  at  the  centre 
of  gravity ;  then 

F^  =  mr^B  f  cos  g  +  ^^  Z  +~  sin  gl  .  (9) 

From  Fig.  2dl  we  have  for  the  ordinate  of  the  centre  of  gravity 

IB,  .    ^     ,.  .  cB 


y  =  IB  Qia/3  +  cB  cos /3=:  —  (sin  g  -  6)  +  —  ^n'  -  (sin  g  -  6)* 


Differentiating,  we  have 

r>  /  /         ^         c  (sin  0  —h)  cos  0  \ 
'-.Kn'^"  *  -  nV«^  -  (sin  «»  -  6)»> 


dg 


and 

,d*3/^       n/l    '    a       c (sin  g  —  t)  sin  g  en  cos'g         \ 

d^==-^(^-««^g-^^^,^(^i^^^j^+[^2-.(sing-6/]i;' 

from  which 

d^'  —  — \n  n    / 

Let  Fy  be  the  F  component  of  the  translative  force  at  the  centre 
of  gravity ;  then 

F.^-^m  T^B  ("-  sin  g  +  -Z).  (10) 
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In  order  to  determine  the  rotative  forces,  we  proceed  as  follows : 
From  (2)  we  have 

dp  _  cos  6 
dff  "  ncoB/3* 
dPp _  sing  cos^g (sin  6  -V) 

dg»  ^  ""  V7i»-(8ing-6)^       y  -  (sin  0  -  hf]\   ' 

from  which  it  follows  that  the  moment  required  to  produce  the 
rotation  will  be 

-  mr'^P  (  ^^^ co8^6/(8in  0-h)  \        .^.. 

^    ^^W-(8ing-^)^        -[n^^sii^e--^bf]i)'      ^^^^ 

Let  Du,y  He  <^nd  E^,  E^  be  the  horizontal  and  vertical  forces 
acting  at  the  wrist-  and  crank-pins,  respectively,  into  which  the 
forces  F^  and  Fy  are  divided ;  then  we  have 

D^nlt  sm/S=  F^Kn-l)  a  Bin /3-^cJR  cos /3], 
and 

DenJR  sin  /3  =  F^QJi  sin  /S  +  cJi  cos  /3) ; 
from  which 

jr  (^~-^  _  cVn»  -  (sin  6  -  ft)*\      q 
'\    «  n  sin  <?  -  6        /' 

and 

D,^  fJL^'^  coi  ft)  ^  fJ^-^'^^IE^I^.    (13) 
'U      n         "^J         '\n  n(8ing-A)       ^^ 

Dividing  the  vertical  force  Fy  between  the  wrist-  and  crank 
pins  in  the  same  way,  we  have 

Fy  [(n  -  V)R  cos  ft  -{-cR  sin  /?]  =  E^nR  cos  A 

and 

FJiJ^R  cos  /?  -  0^  sin  /?)  =  l^e^i?  cos  >^ ; 

from  which 

fn  —  I  c  (sin  g  —  J 


''\    n  n>y/»^  —  (sin  g  —  i)  / 

T,n       IT.  /Z  (^(sin  g  —  J       \ 
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The  value  of  M^  given  in  (11)  may  be  written 

Mr  =  TtiT^J?—-.  Zn  sin  /3  —  mr^IP^  sin  ^  .  w  cos  /? ; 
rr  rr 

therefore  the  rotation  may  be  produced  by  two  equal  and  op- 
posite forces  in  the  X  direction  at  the  wrist-  and  crank-pins  equal 

to  ±  mr^Ji  -—Z,  together  with  a  second  set  applied  in  the  y  direc- 

tion  at  the  same  points  equal  to  ±  m^rji     ,  sin  0.* 

Adding  these  forces  to  those  required  to  produce  the  transla- 
tion, we  have  the  total  accelerating  forces, 

r,  ==£„-{-  mr^H^  sin  6  (16) 

f* 

r,  =  JS;  -  mr^H^sm  0,  (17) 

Xi  =  i>^+fWr»J?^/,  ,  .         (18) 

X,  =  A-^r»J?^Z.  (19) 

Substituting  the  values  of  Ey,,  E^,  D^  and  D^  as  given  in  equa- 
tions (12) -(15),  in  equations  (16) -(19)  the  accelerating  forces 
become 

L\    «         n^w' -  (siu  <?  -  4)V 

(-[«i»<'  +  ^-2)-^«in*].  (20) 

r,  =  -  mr^E  [(L  _         c{^^e-b)       N 
l\  »       n^n"  -{sine-  hf  / 

L\    n  n  (sin  0  -  b)       ' 

(^  cos  6»  +  !?^  Z  + -^  sin  <?  )  +  ^Z  1,  (22) 

•  This  division  of  Mr  reduces  the  valoes  of  the  acceleratiDg  forces  to  a  form 
in  which  tbe  value  of  Z  may  be  employed,  and  namerlcal  computations  thus 
facilitated. 
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L\  n  n  (sin  0  —  bf      J 


^C08«  +  ^^^Z  +— 8in« 


n 


n 


)-^Z.  (23) 


SECOND  METHOD. 

Fig.  252  represents  the  main  lines  of  an  engine  in  accordance 
with  the  second  supposition ;  hR^  kR  are  two  radii  of  gyration 
drawn  from  the  centre  of  gravity  parallel  to  the  line  AB  joining 
the  centres  of  the  crank-  and  wrist-pins,  and  the  mass  is  supposed 
to  be  concentrated  in  two  equal  portions  at  their  extremities  D 
and  E.  This  reduces  the  consideration  of  the  motion  of  the  rod 
to  the  more  simple  discussion  of  that  of  the  two  concentrated 
masses. 

55 


Fig.  263. 


Let  the  co-ordinates  of  the  masses D and Eh%Xi,yi  ^i^d  a?) , r^ , 
respectively ;  then  we  have 

ari  =  Ci  —  5  [cos  tf  +  (n  -  Z  +  i)  cos  /5  +  <?  sin  /5], 

in  which  Ci  is  the  distance  from  the  centre  0  to  the  ordinate  of  D 
when  the  crank  is  on  the  inner  dead  centre. 
Diflferentiating  the  above  value  of  aj^,  we  have 


cPa?i 


=  i?[cos(?  +  (n-Z  +  i)(cos/J^+sin     ^) 


+  c 


cos  /? 


dff 


)].  (24) 


It  also  follows  from  Fig.  252  that 

sin  6^  —  6  =  n  sin  >^, 
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from  which 

dp  cos  0 


dO      Vn'-7(8in  6^-6)«' 
and 

d}fi        co8'g(8iD  g-6)    _  sin  6 


dd'      [n«  -  (sin  ^  -  6)»]«       Vn»  -  (sin  ^  -  6/ 

Substituting  the  values  of  —  and  — —  in  (24)  we  have 

dO         d6" 


(25) 
(26) 


d<>'-^L^"^-'-~^~l[n»-(8m<>-ft)«]i 

_    Bin  g  (sin  B-b)  ^      c  an  f] 
Vn» -(sine- by)  ■•"  ~r~ J' 

and  on  introducing  the  value  of  Z,  giyen  in  (5),  this  becomes    • 

^x,      „f        ,,     n  —  I  +  k  „     c  sin  6 1 
^  =  5[co86'  +  — u— Z+-^      J. 

Let  -fix  be  the  force  required  to  produce  this  acceleration,  and 
we  have- 

F^  =  lmr^B[cos6  +  '^-^Z  +  '-^].         (27) 

'Dividing  this  between  the  crank-  and  wrist-pins  gives  for  the 
portions  acting  at  the  crank-pin  A 

FaxA  =  s  niT^B cos  ^  +  ^ 

2  L  n  L  n 

+  «-^]}    (28) 

The  force  required  to  produce  the  X  acceleration  of  the  mass  E^ 
obtained  in  a  similar  way  to  Faa„  is 

f'„  =  l«r»ii[co8<?  +  !Lzlll*Z+^*).         (29) 

and  its  component  acting  at  the  crank-pin  will  be 

F„A  =  ^mr*B  [ [cos  <?  +  — ;j— -^ 

+'-^]}    (30) 
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Adding  tiiese  two  components  as  given  in  equations  (28)  and  (30), 
we  have  the  total  accelerating  force  X^  at  the  crank-pin,  or 

F^  +  F^^X^; 
from  which 


X, 


L\n  n(8me'  — 6)      / 

(cos.-.'^^Z  +  i^y^z}     (31) 

The  accelerating  force  Xi  acting  at  the  wrist-pin  may  be  found 
by  obtaining  the  sum  of  the  forces  in  the  X  direction  at  the 
masses  D  and  E  and  subtracting  X^  or 

Xi     Fax  T  Fex  —  Xi ; 
from  which 

Xt  =  mr^B  fcos  d  +  ^^  Z+^Bm0)-X, 
\  n  n         J 

=  mMi^tZLi  _  oV»'  -  (Bin  B  -  fe)«\ 
L\    n  n(8in«-6)      / 

(^e  +  '^^z^'-^^^^-z]-    (32) 

\  n  n     /     V?    J 

To  determine  the  accelerating  forces  in  the  direction  of  the 
axis  of  Y  we  have,  for  the  mass  at  i?, 

yi  =  ^  [(?  -  i)  sin  /J  +  c  cos'/?] ; 
from  which 

Similarly,  for  the  mass  at  E 

If  Fay  and  ^^  be  the  7  accelerating  forces  for  the  masses  D  and 
E  respectively,  we  have  from  equations  (33)  and  (34) 


and 


F^=-  lmT*B(^-^Bm  0  +  ^z).  (86) 

Fe,=  -  |"»'*^(^  sin  <?  +  ^ i)-  (36) 
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The  component  of  F^y  acting  at  the  crank -pin  will  be 


-,     .      l  —  k  —  c  tan  /3  ^ 


=  -  ^r*Bl (—  Bu.  <?  +  - Z) J.       (37) 


and  of  Fty 


?  +  t-ctaii/? 
1     ^T»n  +  ^-ctan /?/?  +  <;   .     .      c  AT         ,... 

The  T  component  of  the  accelerating  force  acting  at  the  crank- 
pin  will  be  equal  to 

Fay  A  +  F^A 
or 

r»  =  FayA  +  F^A 

(^8in6'  +  £z)+|8in<?}        (39) 

The  accelerating  force  Yi  acting  a^  the  wrist-pin  may  be  found 
by  taking  the  sum  of  the  forces  in  the  Y  direction  that  accelerate 
the  masses  D  and  E  as  given  in  (35)  and  (36)  and  ^subtracting 
r2,or 

^\  =  Fay  +  F^y  —  Fa 

=  -  mT^R(-  sin  *  +  -  zV  7, 
\n  n    J        ^ 

L\    n        nVn"- {Bine -by/ 

(lsin^..^z)^^,sin^}       (40) 

Equations  (40),  (39),  (32),  and*  (31)  are  the  same  as  (20),  (21),  (22), 
and  (23) ;  the  first  and  second  methods  therefore  give  the  same 
results. 

RATIO  BETWEEN  THE  LENGTH  OF  STROKE  OF  THE  PISTON  AND  THE 
RADIUS  OF  THE  CRANK. 

The  length  of  stroke  a  will  be  the  distance  travelled  by  the 
wrist-pin  between  the  two  positions  at  which  0  =  —  /?, 

or  8  =  BV{n  +  If  -  V-  BV{n  -  1)*  -  V.  (41) 
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DETERMINATION  OF  THE  NET  FORCES   ACTING  AT  VARIOUS  POINTS. 

The  forces  concerned  in  the  action  of  an  engine  are  the  force 
of  the  steam  on  the  piston,  the  forces  required  to  accelerate  the 
parts,  and  their  weight  and  friction.  We  will  first  determine  the 
effect  of  the  pressure  of  the  steam  combined  with  the  accelerat- 
ing forces,  omitting  the  weight  and  friction  of  the  parts. 


Fig.  258. 

Let  Pa  =  effort  of  the  steam  on  the  piston ; 
O  =  reaction  of  cross-head  guides ; 
P^=  force  exerted  by  the  connecting-rod  upon  the  wrist- 
pin; 
Pe  =  force  exerted  by  the  connecting-rod  upon  the  crank- 
pin; 
jffi  =  resultant  in  direction  of  the  centre  line  of  the  rod ;  * 
T  —  tangential  component  of  Pc ; 
N  =  radial  component  of  Pc ; 
He  =  force  exerted  by  the  bed  on  the  crank-shafi 
The  force  exerted  by  the  steam  on  the  piston  is  equal  to  the 
difference  of  the  forces  exerted  on  the  two  cylinder  heads,  or  to 
the  force  acting  on  the  cylinder  as  a  whole ;  its  equilibrium  may, 
therefore,  be  represented  by  two  lines  representing  the  pressure 
in  magnitude  and  direction  and  directly  opposed  to  each  other, 
as  shown  in  Fig.  254,  the  resultant  of  which  will  be  zero. 

*  In  oar  analysis  we  have  determined  the  forces  at  the  wrist  and  crank-pins 
that  will  be  equivalent  in  accelerating  effect  to  the  summation  of  the  elementary 
accelerating  forcef  acting  at  all  portions  of  the  mass  of  the  rod,  but  these  com- 
ponents cannot  be  osed  to  obtain  the  internal  strains  at  each  portion  of  the  rod, 
unless  the  law  of  the  forces  acting  at  the  separate  elements  of  its  mass  is  in- 
cluded in  the  problem.  Ri  does  not,  therefore,  represent  the  actual  force  along 
the  line  of  centres  of  the  rod,  but  simply  the  resultant  in  that  direction  that 
must  be  common  to  the  \  olvgons  of  equilibrium  at  each  of  the  pins.  Bi  wiU 
have  a  variety  of  values,  according  to  the  choice  of  the  forces  to  give  the  accel- 
erating moment ;  but  it  is  a  principle  in  mechanics  that  the  external  forces  can- 
not be  altered  by  this  meann. 
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The  equilibrium  of  the  piston,  piston-rod,  and  cross-head  (itee 
P,  Fig.  253)  is  represented  in  Fig.  265, 


Fig.  254. 


From  the  pressure  of  the  steam  on  the  piston  there  must  be 
subtracted  the  force  Fi  required  to  accelerate  the  mass  of  the 
piston,  piston-rod,  and  cross-head,  in  order  to  determine  the  force 


Fig.  256. 

in  the  direction  of  the  motion  of  the  piston  that  acts  on  the 
wrist-pin ;  let  this  force  be  Fy  and  it  follows  that 

F=Pa-Ft.  (42) 

The  equilibrium  of  the  wrist-pin  (see  Q,  Fig.  253)  is  repre- 
sented in  Fig.  256.  The  forces  transmitted  from  the  cross-head 
to  the  wrist-pin  are  the  horizontal  force  F  and  the  reaction  of 
the  guides  G,  and  these  are  in  equilibrium  with  the  force  P^. 


Fig.  256. 


From  Fig.  256  it  follows  that 


(43) 


Let  the  angle  made  by  Py,  with  the  axis  oi  Xhe  y;  then 

P^  =  F&eor=^  {Pa  -  F,)  sec  y.  (44) 

The  equilibrium  of  the  wrist-pin  box  (see  q,  Fig.  253)  is  repre- 
sented in  Fig.  257.  The  force  P^o  is  in  equilibrium  with  the 
force  lii,  in  the  direction  of  the  line  of  centres  of  the  connecting 
rod  and  the  accelerating  force  at  the  wrist-pin.  The  accelerating 
force  at  the  wrist-pin  is  the  resultant  of  its  two  components  Xi 
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and  Yi,  and  these  components,  and  not  the  force  itself,  are  repre- 
sented in  the  figure. 


^t^ 


Fig.  257. 


Prom  Fig.  257  we  have 

-Bi  =  {Pw  cos  y  —  Xi)  sec  /3. 


(45) 


The  equilibrium  of  the  crank-pin  box  (see  «,  Fig.  253)  is  repre- 
sented in  Fig.  268.  -Xi  and  Y^  together  with  -B,,  are  in  equilib- 
rium with  the  pressure  P<.    From  the  figure  we  have 


Fio.  268. 
Pe=  V[(Acos/?--X;)«  +  (i?isin/?-  r,)*]  (46) 

=  vi(^a-i^i-x,-j;/  +  [(P«-/;-x,)tan^«rj}. 

Let  the  angle  made  by  P^  with  the  axis  of  X  be  co;  then 

Pc  cos  a?  =  Pi  cos  /J  -  Xi.  (47) 

The  equilibrium  of  the  crank  pin  {see  S,  Fig.  253)  is  repre- 
sented in  Fig.  259. 


FXG.  269. 

From  Fig.  259  we  have 

r  =  Pc  cos  (90  -  #  +  GJ) 
=  Pe  (sin  ^  cos  a?  +  cos  ^  sin  07). 

From  Fig.  258 

Po  sin  «  =  Pi  sin  /5  —  r,. 


(48) 
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On  introducing  the  values  given  in  (47),  (48),  (45),  and  (44),  in 
the  above  equation  for  T,  we  have 

r  =  (Pa  -  i^i  -  Xx  -  Xs)  sin  (?  -  r,  cos  <9 

from  which 

T=  (Pa-Fi-X,)  see /? sin (19  +  /?)  -  F,  cos  <9-  Xjsin  ft  (49) 
We  may  obtain,  in  a  similar  manner, 

N^iPa-F--  Xi)  sec  /J  cos  (<?  +  /?)  +  r,  sin  <9  -  X,  cos  0.  (50^ 
It  also  follows  from  Fig.  259  that 


P,=  VT'  +  J^\  (51) 

The  equilibrium  of  the  crank  shaft  is  represented  in  Fig.  260. 
The  force  Pc  acting  on  the  crank-pin  will  be  transmitted  to  the 
crank-shaft,  and  this  force  will  be  in  equilibrium  with  the  press- 
ure on  the  crank-shaft  bearings  -H^  and  the  weight  of  the  fly- 
wheel, and  the  force  exerted  on  the  shaft  by  the  mechanism  that 
transmits  the  power  developed  by  the  engine,  the  sum  of  which 
we  will  call  Hi. 


Fig.  260. 

Let  9  be  the  angle  made  by  Hi  with  the  axis  of  X,  and  fu  that 
made  by  He ;  then  from  Fig.  260 

He  cos  fx^  Pc  cos  CO  -^  ITi  cos  9>. 

Introducing  values  given  in  (48)  and  (45),  this  becomes 

JI,  =  {P,-  F,-  X,-  X,)B^Cfi  =  ff,^/^'  (52) 

The  equilibrium  of  the  bed  of  the  engine  (see  5,  Fig.  253)  is 
represented  in  Fig.  261. 

The  forces  acting  on  the  bed  are  the  force  Pa  at  the  cylinder 
head,  the  reaction  of  the  guides  O,  the  force  ffc  &t  ^^^  crank- 
shaft journals,  and  the  weight  of  the  bed,  which  we  will  call  B^ 
acting  at  the  angle  6  with  the  axis  of  Y.  These  will  be  in  equi- 
librium with  the  force  between  the  foundation  and  the  bed  of  the 
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Fig.  261. 

engine.    Let  this  force  be  ^5,  and  the  angle  it  makes  with  the 
axis  of  X  be  c ;  then  it  follows  from  Fig.  261  that 

JSi  cos  Z  =  Pa  —  He  cos  /i  —  J5«,  sin  6] 
from  which 

fft,  =  {Pa  -  JIc  COS  ^-B^  sin  6)  sec  C.  (53) 

The  following  value  of  fff,  may  also  be  obtained : 

^ft=  V[(^i  +  Xi  4-  X3  -  ZTiCos  ^  -  5„,  sin<5)^ 

+  (fiu,  cos  (J +  G'+cJ7 sin  ;/)«].    (54) 
From  Fig.  260  we  have 

He  sin  11  =  17^  sin  q)  —  Pc  sin  a?, 

which  substituted  in  equation  (54)  gives 

ZT;  =  VC^i  +;-^i  +  Xj  -  ^1  cos  9>  -  5„  sin  (5)' 

+  (5,^  cos  <y  +  flf  +  iTi  sin  (p-Pe  sin  o?)^] 

From  Figs.  255,  257,  and  258  we  obtain 

Pc  sin(»=  G-Ti^Tf, 

which  reduces  the  above  value  oi  ffj^to  * 

^b  =  VK^t  +  Xi  +  X2  -  ^,  cos  9  -  Bu,&m6)^ 

+  (Z/i  sin  (p  +  £u,cos6  +  Fi  +  Ta)'].     (55) 

The  X  component  of  \9i,  which  we  will  call  ff^^  is 

S'fcx  =  Hb  cos  C. 
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Substituting  the  value  of  H^  as  given  in  (53),  this  becomes 
Hf^  =  ^1  +  Xi  4-  -Xi  —  J?l cos  q>—  Byo  sin<J, 

It  follows  from  (65)  that  the  T^  component  will  be 

^fty  =  1^1  +  Ft  +  ifi  sin  ^  +  5«,co8  S. 

If  Xx,  and  Yi  are  the  components  of  the  translative  force  tend- 
ing to  shake  the  bed,  they  will  act  in  an  opposite  direction  to  the 
forces  that  act  from  the  foundation  to  the  bed.  As  a  constant 
force  does  not  tend  to  produce  a  shake,  X|  and  Jj  will  only  con- 
tain that  portion  of  i^t  ftiid  H},^  that  is  variable.  The  weight 
of  the  foundation  B^o  will  be  constant,  and,  provided  the  method 
of  transmitting  power  from  the  engine  does  not  alter  the  value 
of  H^ ,  which  is  ordinarily  very  nearly  so,  its  value  may  also  be 
considered  as  constant,  and  we  will  have    . 

X,=  -/\-Xi-X2,  (56) 

and 

Y,^^Y,^Y^  (67) 

These  forces,  as  has  already  been  stated,  tend  to  translate  the 
bed  of  the  engine,  and  do  not  indicate  the  value  of  the  moment 
that  may  be  produced  by  forces  opposite  in  direction  and  not 
having  the  same  line  of  action. 

Figs.  254-261  may  be  combined,  and  a  [polygon  formed  that 
represents  the  equilibrium  of  the  entire  engine,  as  shown  in 
Fig.  262. 


Pio.  263. 


All  the  equations  already  given  for  the  values  of  the  forces 
may  be  derived  from  Fig.  262. 
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Equation  (49)  may  be  written 

L  sec  p  sm((^  -h  p)      J  ^        ^ 

The  expression 


i^i  +  Xi  + 


Fa  cos  6  +  Xasin  0 

sec  y^  sin  (6/  +  /^)  ' 


which  we  will  call  Pj»,  therefore  represents  a  pressure  which, 
on  being  subtracted  from  Pa,  will  give  a  force  thafr  may  be 
resolved  as  if  no  motion  were  present  in  order  to  obtain  T,  or 

T={Pa-  P,)  sec  /?  sin  (^  4-  p).  (58) 

Pi,  may  be  laid  oflf  on  the  indicator  diagram,  and  its  value  thus 
subtracted  directly  from  the  steam  pressure. 

FRICTION  AND  GRAVITY  INCLUDED. 

It  has  been  demonstrated,  in  a  paper  prepared  by  Professor 
Webb  and  the  writer,*  that  the  eflfect  of  the  friction  at  the  con- 
necting-rod bearings  may  be  determined  by  introducing  into  the 
equilibrium  polygons  two  forces,  A  and  B,  at  right  angles  to  the 
centre  line  of  the  rod,  the  sum  of  A  and  B  being  applied  at  each 
of  the  pins  in  opposite  directions.     The  values  of  A  and  B  are 

A  =  i^"-f?-^--.  and  B  =  lsf!l^'^ 
nil  nit 

in  which  r^,  and  r^  are  equal,  respectively,  to  the  radii  of  the 
wrist  and  crank,  and  sin  q)^  and  sin  (Pc  to  the  sines  of  the  angles 
of  friction.  The  effect  of  the  weight  was  also  included,  and 
equilibrium  polygons  given  showing  the  relation  of  the  forces 
at  the  wrist-  and  crank-pins,  together  with  equations  deduced 
from  the  same. 

*  Annals  of  Mathematics,  December,  1888. 
72 
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EFFECT  OF  FRICTION  AT  CONNECTING-IIOD  BEAE- 
INGS  ON  THE  FORCES  TRANSMITTED.* 

BT  FROn.  J.  BUBKITT  WBBB  t  AND  D.  8.  JACOBU0,  HOBOKCN,  N.   J. 

Fig.  263  represents  the  equilibrium  of  the  forces  acting  on  a 
connecting  rod,  with  a  centre-line  WC,  and  wrist-  and  crank-pins 
indicated  by  circles  about  W  and  C  whose  radii  are  respectively 
r^  and  r^. 

Figs.  264  and  265  represent  the  equilibrium  of  the  forces 
acting  at  the  wrist-  and  crank-pins. 

The  forces  shown  in  these  figures  are  as  follows : 

Pa—  Fi  =  pressure  of  steam  less  the  accelerating  force  for 
piston,  piston-rod,  and  cross-head ; 

O'  =  the  pressure  of  the  cross-head  guides  against  the  cross- 
head  for  frictionless  pins,  acting  at  the  centre  of  the  wrist-pin  at 
the  angle  90"  4-  ^'.  This  angle  is  the  same  for  frictionless  or 
rough  pins ;  X 

G'f  =  the  pressure  when  there  is  friction. 

P<,  and  P^  =  pressures*  of  the  pins  C  and  W  against  the  rod 
for  frictionless  pins ; 

P^  and  P„^  =  the  same  when  there  is  friction ; 
1^  KG  =  PIT=  the  single   force  which,  if  applied  in  the  line 
NG,  will  support  the  weight  and  correctly  accelerate  the  rod ; 

/and  J=  pressures  of  the  ends  of  the  rod  at  the  pin-centres 
W  and  C  due  to  its  acceleration  and  weight  and  for  frictionless 
pins; 

/'  and  tT  =  the  same  pressures  for  rough  pins  acting  at  the 
points  F  and  E  of  the  pins,  F  being  the  foot  of  a  perpendicular 
from  W  on  P^  and  E  the  foot  of  a  perpendicular  from  C  on  P^ 

The  moments  of  /  and  /'  about  N  must  evidently  be  equal 
and  opposite  to  those  of  J  and  J'  about  the  same  point ;  from 
which  it  follows  that 

I :  J^CN  :  NW  : 

and  I  :  J'  =  EN"  :  N"F. 

*  Reprinted  from  tbe  Annals  of  Mathematics,  December*  1888. 

f  Proft)rst>or  Jacobas  insists  upon  my  name  appearing  first  in  this  article.  I 
fully  appreciate  tlie  courtesy,  but  it  is  hardly  fair  to  hlme>elf ,  as  he  has  done  most 
of  the  work.  J.  B.  W. 

X<p'=^  angle  of  friction  at  cross-head  guides. 


Digitized  by 


Google 


Digitized  by 


Google 


Digitized  by 


Google 


SOLUTION  OF  THE  TRAK8MISSI0N  OF  FOBOE.  1135 

In  addition  to  the  above,  the  following  lines  will  be  needed 
for  the  purpose  of  demonstration : 

Ee  and  Ff  friction  circles  about  C  and  W,  the  radii  of  which 
are  respectively  equal  to  Vc  sinq)  and  r«,  sin^<^ ; 

FE  Bud  FG  connecting  F  with  E  and  C; 

MD  from  M^  parallel  and  equal  to  PK  or  OH; 

DO  connecting  D  with  O. 

Fig.  266  is  composed  of  various  equilibrium  polygons  repre- 
senting the  equilibrium  of  the  forces  acting  on  various  parts, 
each  polygon  being  drawn  with  and  without  friction;  these 
forces  are,  of  course,  equal  and  parallel  to  those  in  Fig.  263,  nm 
being  the  force  due  to  the  weight  and  acceleration,  and  therefore 
the  same  as  KO  and  PH.  Fig.  267  is  an  enlargement,  for  the 
sake  of  clearness,  of  a  portion  of  Fig.  266. 

8mo  is  the  equilibrium  triangle  of  the  forces  acting  on  the 
wrist-pin  when  there  is  no  friction  on  wrist-  or  crank-pin. 

mno  is  the  equilibrium  triangle  of  the  forces  acting  on  the 
rod,  as  a  whole,  for  frictionless  pins,  and  mnh  the  same  when 
there  is  friction.  The  introduction  of  the  force  oq  transmitted 
by  the  rod  from  wrist-  to  crank-pin  divides  mn  into  mq  and  qn, 
forces  applied  at  the  wrist-  and  crank-pins,  thereby  cutting  mno 
into  two  polygons,  mqo  representing  the  equilibrium  of  the 
forces  acting  on  the  crank-pin  and  oqn  representing  forces  on 
the  wrist-pin.  In  the  same  way,  hp  divides  the  polygon  mnh 
into  mph  and  hpn. 

mjo  and  njo,  and  mhiq  and  qthn^  are  also  polygons  for  wrist- 
and  crank-pins.* 

In  addition  to  the  above,  the  following  lines^will  be  needed 
for  the  purpose  of  demonstration  : 

m>a  perpendicular  to  Pv^f; 

af  parallel  to  OF  in  Fig.  26a 

A/*  perpendicular  to  P^; 

ne  perpendicular  to  P^^f; 

*m^  and  qn  are  the  simplest  set  of  forces  that  will  support  the  weight  and 
produce  the  required  acceleration,  inasmucli  as  they  cause  no  unnecessary  ten5ion 
in  the  rod.  Any  pair  of  forces  having  mn  for  a  resultant  will  give  the  support 
and  acceleration  ;  consequently  we  may  make  various  convenient  suppositions  in 
regard  to  these  forces,  as,  for  instance,  we  may  suppose  that  the  crank-pin  force 
remains  normal  to  the  crank-circle,  which  gives  us  m}  andjn.  The  intersection 
of  any  such  pair  of  forces  will  fall  on  the  line  L'S,  and  any  pair  may  be  changed 
to  another  by  introducing  two  equal  and  opposite  forces  at  the  ends  of  the  reel ; 
thus,  qj  combined  with  mq  produces  i?y,  and  jq  combined  with  qn  produces^';;. 
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eh  parallel  to  EF  (Fig.  263)  through  e,  the  intersection  of  ne 
and  af,  and  passing  therefore  through  7<,  as  will  be  shown ; 

mxz  perpendicular  to  Pr/  through  m  ; 

zci  parallel  to  mn  through  2,  the  intersection  of  mx  with  rf ; 

nwv  perpendicular  to  P^f  through  n  ; 

vf  parallel  to  mn  through  v,  the  intersection  of  nw  with  tf; 

hd  perpendicidar  to  P^^f  ; 

hi  perpendicular  from  h  on  L'S\  which  is  parallel  to  the  cen- 
tre-line i/S  (Fig.  263). 

be  perpendicular  on  L  S  from  6,  the  intersection  of  Ad  with  af; 
,    kg  perpendicular  from  h  one/; 

bk  perpendicular  from  b  on  hi  ; 

bkgh  a  semicircle  containing  the  right  angles  bkh  and  bgh; 

kg  a  line  completing  the  triangle  ghk,  which  is  similar  to  doi, 
similar  to  WCF  {Fig.  263),  as  will  be  proved ; 

nq'  through  n  parallel  to  the  crank  radius  ; 

mj  connecting  m  withj,  the  intersection  of  nq  with  ac  ; 

or  perpendicular  from  o  on  nq  ; 

hq  perpendicular  from  h  on  nq; 

Fig.  266  contains  the  following  forces  : 

sm^Pa-F^; 

om  and  hm  =  P^  and  P^f, 

on  and  hn  =  P^  and  P^^; 

08  and  hs  =  &  and  G  /,  the  guide  reactions  ; 

mn  —  the  resultant  of  the  weight  of  the  rod  at  its  centre  of 
gravity  and  the  forces  due  to  the  acceleration  of  the  different 
parts  of  the  rod.  nm  is  therefore  that  single  force  which,  if  ap- 
plied at  the  proper  point,  would  support  and  correctly  accelerate 
the  rod ;  nm  is  also  the  resultant  of  such  parts  of  the  wrist-  and 
crank-pin  pressures  as  give  the  support  and  acceleration ; 

mp  and  mq  and  jm  and  qn  =  the  parts  of  the  wrist-  and  crank- 
pin  pressures  which  actually  give  the  support  and  acceleration ; 

hp  and  oq  =  the  force  transmitted  from  wrist-  to  crank-pin  by 
the  rod,  with  and  without  friction,  hp  obliquely  from  F  to  E^oq 
axially ; 

oh  =  change  in  guide  reaction  due  to  pin  friction ; 

he  and  Aifc  =  4  and  5  =  '^" |™^and  is^p^  and 

nR  nn 

hi  =  bc  +  hk  =A  +  B,  two  forces  which  will  be  explained  in 
t lie  proper  place  ; 
jo  =[that  portion  of  the  force  transmitted  from  the  wrist-  to 
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the  crank-pin  that  performs  work  upon  the  fly-wheel,  for  friction- 
less  pins ; 

qi  =  the  force  transmitted  axially  if  P^  and  P^  be  supposed 
to  act  at  the  centres  of  the  pins,  and  moments  be  introduced  to 
counterbalance  the  eflfect  of  altering  their  points  of  application ; 

or'  =  force  acting  on  crank-pin  in  tangential  direction  for 
frictionless  pins ; 

hq'  =  the  same  when  there  is  friction. 
.  We  will  suppose  the  force  Pa  —  Fi  applied  at  the  wrist-pin 
TTto  be  known,  and  proceed  to  determine  the  force  that  reaches 
the  crank-pin  C. 

For  frictionless  pins  we  proceed  as  follows : 

Construct  the  polygon  smqo  by  making  am  and  mq  equal  and 
parallel,  respectively,  to  P^  —  -^i  and  7,  and  drawing  from  q  and  8 
lines  parallel  to  CW  And  G\  marking  their  intersection  o;  then 
will  08  be  the  guide  reaction  and  oq  the  force  transmitted  from 
Wto  C ;  om  will  be  Pu,  the  resultant  of  the  forces  0'  and  P^  — 
Fi.  Next  lay  off  qn  equal  and  parallel  to  J  and  complete  the 
triangle  mno  ;  then  will  no  =  P^  the  pressure  of  the  crank-pin 
upon  the  connecting-rod.  This  pressure  P^  is  pressure  available 
for  doing  work  upon  the  crank  and  fly-wheeL 

If  there  is  friction  the  construction  of  the  diagrams  is  more 
complicated,  for  the  introduction  of  friction  not  only  changes 
the  direction  and  magnitude  of  the  forces,  but  also  alters  their 
points  of  application. 

There  are  three  conditions  that  govern  the  construction  of  a 
diagram  including  the  effect  of  friction ;  these  are : 

(a)  The  resultant  of  P^  and  P,^  must  equal  in  magnitude  and 
direction,  and  have  the  same  line  of  action,  NGy  as  the  resultant 
of  Pe  and  Pu,  ; 

(6)  The  projections  of  P„^  and  P^  on  a  line  perpendicular  to 
the  guide  reaction  must  be  equal  to  each  other  and  to  that  of 
Pa-F,;     • 

(c)  The  presence  of  friction  changes  the  forces  Pc  and  P«,  into 
P^  and  Pt^  which  no  longer  pass  through  the  centres  of  the 
pins,  but  are  tangent  to  circles  Ee  and  Ffy  whose  radii  are  con- 
stant and  respectively  equal  to  r^  sin  <p  and  r^  sin  <p. 

The  last  of  these  conditions  is  generally  given  by  authorities, 
such  as  Eankine  and  Weisbach,  and  requires  therefore  no  dem- 
onstration.* 


♦  See  Kankiue's  Machinery  aiul  MiU  Work,  p.  428. 
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That  the  re&ultant  of  P^  and  P^^r  should  be  the  same  as  that 
of  Pc  and  P^f  arises  from  the  fact  that  either  is  the  single  force 
PU  or  KO  which  would  support  the  weight  and  produce  the 
required  acceleration  of  the  rod,  if  applied  at  the  proper  point, 
and  must  therefore  be  independent  of  the  friction  of  the  pins. 

The  second  of  these  conditions  is  evident  from  Fig.  266,  where 
mo8  is  the  triangle  of  forces  acting  on  a  frictionless  wrist-pin,, 
and  mha  the  triangle  with  friction  considered :  obviously  P^  and 
P^  have  the  same  component  perpendicular  to  o»  as  P^  —  ^i  has. 

K  we  attempt  to  apply  these  principles  directly  to  Fig.  264, 
they  lead,  respectively,  to  the  following  geometrical  conditions : 

(a)  HP  must  be  equal  in  length  and  direction  to  GK^  and  must 
lie  in  the  same  line  GN; 

(b)  DO  is  parallel  to  G'; 

(c)  PF  is  perpendicular  to  FW=  r^  sin  <p,  and  PB  is  per- 
pendicular to  EC  =  rc  sin  q:. 

The  construction  of  the  diagram  under  these  conditions  can 
only  be  accomplished  by  approximate  methods  more  difficult  of 
application  than  those  which  we  will  explain  in  the  construction 
of  Fig.  266. 

The  geometrical  conditions  for  the  construction  of  Fig.  266 
are  as  follows : 

(a)  mn  is  common  to  both  the  polygons  mnoa  and  mnhs  ; 

(6)  oti8  is  a  right  line  ; 

(c)  In  applying  the  third  principle  we  meet  with  the  only 
difficulty  in  the  construction  of  Fig.  266 ;  a  fundamental  princi- 
ple in  mechanics,  however,  furnishes  us  with  a  simple  means  of 
solving  the  problem  with  all  the  accuracy  desirable. 

Inasmuch  as  the  effect  of  friction  is  to  displace  the  forces 
which  the  pins  exert  upon  the  rod,  so  that  they  become  tangent 
to  the  friction  circles  previously  mentioned,  these  forces  will 
exert  moments  upon  the  rod  tending  to  rotate  it,  and  therefore 
affecting  the  other  forces  of  the  system,  so  that  the  forces  Pc  and 
Pu,  become  P^/  and  P^  besides  becoming  displaced  from  C  to 
E  and  W  to  F.  By  a  principle  in  mechanics  a  force  applied  at 
any  point,  as  P,  is  equivalent  to  an  equal  force,  in  magnitude 
and  direction,  at  any  other  point,  as  W^  plus  a  moment  equal  to 
the  force  multiplied  by  the  perpendicular  distance  through 
which  it  has  been  displaced.  We  may,  therefore,  suppose  the 
forces  P^  and  P,^  to  be  applied  at  the  centres  of  the  pins  if, 
at  the  same  time,  we  introduce  the  moments 
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P^r^  sin  q>  and  Pt^r^  sin  qK 

For  convenience  we  will  suppose  each  moment  to  be  produced 
bj  a  pair  of  equal  and  opposite  forces  acting  perpendicular  to 
tbe  rod  at  W  and  C  Calling  these  forces  A  and  J3,  and  letting 
the  distance  WC  =  nR  =  n  x  crank  radius,  we  shall  have 

AnR  =  PmfT^  sin  <ri 
and  BnR  =  P^r^  sin  ^, 

so  that  the  moment  to  be  introduced  will  be 

AnB -h  BnB  =  (A^  B)nB. 

According  to  this,  instead  of  supposing  P^  and  P^  to  act  on 
the  rod  at  F'  and  E,  no  error  will  be  iuTolved  if  we  suppose 
them  to  act  at  W  and  C  and  introduce  two  additional  forces, 
A  -h  B  acting  at  TF  perpendicular  to  WC,  and  —  {A  -^  B)  acting 
at  (7.  A  and  B  appear  also  in  the  equilibrium  polygons,  Figs. 
268  and  269 .♦ 

The  important  adva^ntage  of  this  change  is  that  it  allows  the 
use  of  the  known  accelerating  forces  /  and  J  in  place  of  the 
unknowns  /'  and  J'. 

The  construction  of  Fig.  266  by  the  aid  of  ^  +  ^  is  as  fol- 
lows : 

Having  laid  off  Pa  —  Fx  and  mq  as  before,  and  drawn  through 
q  and  8  lines  qo  and  «o,  respectively  parallel  to  the  rod'  and  the 
guide  reaction,  cut  «o  by  a  line  parallel  to  qo  and  at  a  distance 
from  ii  =  A  -h  B.  This  will  give  the  point  A,  from  which  the 
perpendicular  hi  =A  +  B  maybe  let  fall  upon  qo.  The  polygon 
smqih  will  now  represent  the  equilibrium  of  the  forces  acting 
on  the  wrist-pin,  and  hs  will  be  the  new  value  of  the  guide  reac- 
tion.    Connecting  h  with  m  and  n  we  obtain  P^  and  P^ 

The  value  ol  A  -{-  B  can  be  obtained  with  an  exactness  amply 
sufficient  by  using  the  values  of  P^  and  P^  in  place  of  those  of 
P^  and  P^,  as  will  be  shown  in  the  case  of  a  horizontal  high- 
speed engine,  to  which  formulae  derived  by  this  method  have 
been  applied.  This  form  of  the  result  has  the  advantage  that 
it  enables  the  same  to  be  easily  applied. 

As  the  above  reasoning  may  seem  to  involve  a  departure  from 

♦  When  the  angle  fi  is  increasing  ^  is  f .  J9  is  -h  or  —  according  to  whether 
9  is  supposed  to  increase  or  diminish. 
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the  exact  conditions  of  the  problem,  in  which  the  forces  are 
really  applied  at  F  and  E^  we  will  proceed  to  prove  that  the 
introduction  of  A  and  B  into  the  solution  for  frictionless  pins 
will  give  the  correct  result  when  friction  is  considered,  that  is : 

To  prove  that  hi  =  A  -h  B. 

This  proof  divides  itself  into  three  parts,  as  follows  : 

(a)  To  prove  that  cb  =  A; 

(b) To  prove  that  kh=  B ; 

(c)  To  prove  that  ih  ^kli  +  cb  ; 

(a)  From  the  similar  triangles  CFW  and  abd  we  have 

WF     db 


CW  =  ad; 

Ptcf 


but  aci  = 


cos  yu' 


because  am  and  dh  are  perpendicular  to  mA,  and  ad  makes  with 
mh  the  angle  //,  also 

CW=nB, 

and  WF^  rlo  sin  q) ; 

substituting  these  values,  we  have 

^  _  Pu>fru>  sin  cp  . 
nB  ooQ  M      '^ 

but  cb  =  db  cos  pi ; 

.^^Pu^r^sin^^^^ 
nli 

{b)  To  prove  that  kh  =  B. 

To  prove  this  we  must  first  show  the  following : 

I.  That  a  line  through  e  parallel  to  £7^  divides  mn  at  jo  into 
the  two  forces  mp  =  /',  and  pri  =  J'  acting  at  F  and  E. 

n.  That  the  line  ep  produced  will  pass  through  h. 

III.  That  hgk  is  similar  to  CWF. 

I.  To  show  that  mn  is  correctly  divided  at  p  ;  that  is,  to  show 
that 

mp  =  /',  and  pn=:  tT. 

The  relations  previously  given  between  /,  /',  «/,  and  J'  are 

1+  J=  T  +  J'  =  mn^ 
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/:  J=CN  :  NW, 
and  I:J'=^  EN''  :  N"F. 

By  construction,  therefore,  mn  =  /'  4-  J\  and  we  have  only  to 
prove  that 

mp  :  pa  =  r  \  J\ 

First,  to  prove  that 

mr  :  nr  =z  CN  :  NF' : 

q  being  the  point  of  division  for  frictionless  pins,  we  know  that 

mq  '  qn-CN  I  NW, 

and  also,  from  the  similar  triangles  amq  and  wnq,  we  have 

mq  :  qn  =  aq  :  qw; 

consequently  aq  :  qw  =  CN  :  NW. 

This,  in  addition  to  the  similarity  of  the  triangles  Ci^TFwith 
avw,  CFF'  with  avf,  and  CN'N  with  arq^  gives  us  two  similar 
figures  contained  in  Figs.  263  and  266;  viz., 

CN'FF'  WNC 

similar  to  arvfwqa, 

from  which  it  follows  that 

CN  :  NF  =  a2  :  qf. 

Bat  aq  :  qf  =  ar  :  rr, 

because  arq  and  avf  are  similar,  and  by  the  similar  triangles 
mra  and  nrv  we  have 

ar  :  rv  -=  mr  :  nr ; 

.-.  CN  :  NF'  =  mr  :  nr, 

which  was  to  be  proved. 
Second,  to  prove  that 

mp  :  pi=^  EN"  :  N"F : 

From  the  similar  triangles  net  and  mzr  we  have 

mr  :  rn  =  zr  :  re; 

but  ^  mr  :  m=  CN  :  NF' 

=  CN'':  N'F; 

.\  zr  :  re=:CN'  :  N'F. 
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This,  in  addition  to  the  similarity  of  the  triangles  i^'i^'C' with 
ec,z^  FEC  with  ea»i,  and  GEE*  with  «xc,  gives  us  two  similar 
figures  contained  in  Figs.  263  and  266 ;  viz., 

FN'CE'EN'^F 

similar  to  erzciiypey 

from  which  it  follows  that 

7^  \  pe  =  EN"  :  N"F ; 
From  the  similar  triangles  mxp  and  nep  we  have 
mp  :  pn  =  xp  :  pe; 

Wmp  :  pn  =  EN"  :  N'F; 
but  EN"  :  N'F  =  /'       J' ; 

.*.  wp  :  pn  =1  I'  :  J\ 

which  was  to  be  proved. 

II.  To  show  that  ep  passes  through  h. 

At  F  the  force  P^f  of  the  pin  against  the  rod  is  divided  into 
I'  and  the  force  transmitted  from  FtoE^  or,  in  other  words 
P„f  is  the  resultant  of  the  latter  forces,  and  when  reversed  will 
form  with  them  a  triangle  of  forces.  This  triangle  mhp  appears 
in  Fig.  266,  in  which  pm  =  7'  and  mh=  --  P^u^  and  the  third 
side,  having  been  drawn  through  p  and  parallel  to  FE^  must 
pass  through  A,  so  as  to  make  hp  the  force  transmitted  from  F 
to  E. 

IIL  To  show  that  hgk  is  similar  to  CWF. 

The  angle  kgh  is  equal  to  /tgb  +  hglc  =  90"*  -h  /i,  because  hgh  is 
inscribed  in  the  semicircle  Igh,  and  hgk  =  hhk  =-  yw  ;  also,  khg  is 
equal  to  fao  =  ^',  because  gh  and  kh  are  perpendicular  to  fa  and 
ocL ;  therefore  the  triangle  hkg  had  two  of  its  angles  the  same  as 
the  angles  of  GWF,  in  which  FCW^  i^  and  CWF^  90°  +  /i, 
it  being  the  exterior  angle  of  the  right-angle  triangle  WF8. 

We  are  now  prepared  to  prove  that  kh  =  B.  From  the  simi- 
lar triangles  FEC  and  ehf  we  have 

hf  ^CE 
ef     *CF ' 

but  CE  —  Vc  sin  (f, 
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and  ef=:  — —  ; 

•'      cos  a 

••"-''   C/f  COS  a    ' 

but  gh  =  hf  cos  a ; 

.  P^^siny 

••?"  C/'      • 

From  the  similar  triangles  hgk  and  CWI'w&  have 

^  _  CW^  nS 

kh  '~   CF       CF* 

1.1.         A  (^^ 

Sabstituting  the  value  of  gh  and  reducing,  we  have 

^^^P^,sina>^ 
nit 

as  was  ta  be  proved. 

(f^)  To  prove  that  ih  =zkh  +  cb. 

This  follows  because  bk  is  perpendicular  to  Af,  and  therefore 
be  =  ki  ;  consequently,  as 

cb  =  A  and  kh  =  B, 

ih^A-\-  B, 

as  was  to  be  proved. 

ANALYTICAL  EXPRESSION  OF  THE    FOHEGOINa  FBINOIPLES. 

Let  R  =  radius  of  crank  circle ; 

nB  =  length  of  connecting-rod ; 

IB  =  distance  from  the  wrist-pin  to  the  foot  of  the  perpendic- 
ular let  fall  from  the  centre  of  gravity  of  the  rod  upon  its  cen- 
tre-line ; 


Digitized  by 


Google 


1144  SOLUTION  OF  THE  TRANSMISSION   OF  FORCE. 

cB  =  distance  of  the  centre  of  gravity  from  the  centre-line  of 
the  rod ; 

(^  and  /3  =  angles  of  crank  and  connecting-rod  with  the  path 
of  the  wrist-pin ; 

6  =  angle  made  by  tipping  the  engine  up  about  the  crank- 
shaft; 

tan  <p  =  coefficient  of  friction  at  wrist-  and  crank-pins ; 

tan  (p'  =  coefficient  of  friction  at  cross-head  guides ; 

r  =  angular  velocity  of  crank ; 

Wi  and  if  =  weight  and  mass  of  the  piston,  piston-rod,  and 
cross-head ; 

TTj  and  m  =  weight  and  mass  of  the  connecting-^rod  ; 

C  =  component  of  the  weight  of  the  piston,  piston-rod,  and 
cross-head  that  acts  in  the  direction  of  the  centre-line  of  the 
cylinder. 

D  and  F  =  portions  of  the  weight  of  the  connecting-rod  borne 
respectively  by  the  wrist-  and  crank-pins ; 

If=  friction  of  the  piston  and  piston-rod ; 

Xi  and  A,  =  components,  in  the  direction  of  the  line  of  travel 
of  the  wrist-pin,  of  the  accelerating  forces  at  the  wrist-  and  crank- 
pins; 

Yi  and  Y^  =  components  of  the  accelerating  forces  at  the  wrist- 
and  crank-pins  at  right  angles  to  Xi  and  X9 ; 

Pa  =  force  produced  by  the  pressure  of  the  steam  on  the  pis- 
ton; 

i^i  =  force  required  to  produce  the  acceleration  of  the  mass  of 
the  piston,  piston-rod,  and  cross-head ; 

O  and  Of  =  normal  component  of  the  reaction  of  the  cross- 
head  guides  for  frictionless  and  rough  pins ; 

JVy  and  Tf  =  components  of  P^  parallel  and  perpendicular  to 
the  crank ; 

Tf  =  the  latter  reduced  to  the  centre  of  the  crank-pin. 

We  now  have  C  =  TTj  sin  6. 

The  parts  of  the  weight  of  the  connecting-rod  supported  at 
wrist-  and  crank-pins  are 

J)  -  ^  -  ^  +  c  tan  (/?  ~  t^)  ^ 
n  '* 

and  ^^^-ctap(/?-rf)^^,^ 
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CombiDing  these  forces  with  Pay  the  accelerating  forces,  and 
those  due  to  friction,  we  obtain  the  equilibrium  polygons,  repre- 
sented in  Figs.  268  and  269,  for  the  forces  acting  on  the  wrist- 
and  crank-pins. 

Fig.  268. 


Fig.  269. 

From  these  polygons  we  obtain  the  following  values  of  the 
several  forces : 


Gy  = 


-  //Pa  +  C-  Ft-H+D  sin  A  \ 

l  +  **^'^**"^\+T.  +  i)co8<y-(J-f-5)coB/J      / 
P^=  V[(^-  +C-F^-H-Grtan  vj  +  G/], 

^^-\+  D  sin  d-{A  +  B)&Lft-  XJ  ^'^  ^  8»"  (^  +  ^) 
-  r,  cos  ^  -  X,  sin  (?  -  (J  +  B)  cos  ((?  +  /?)-  ^cos  ((?+<5), 

+  Yt  sine  -  X*  cos  (?  +  (^  +  ^)  sin  (^  +  A)  +  ^sin  (<?+«), 
^^  =  V  (^>  +  N}), 
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APPLIOATION  OF  THE  FOREGOING  FORMULJE. 

We  will  apply  these  formube  to  the  case  of  a  horizontal  high- 
speed engine,  assuming  an  excessive  coefficient  of  friction  at  the 
wrist-  and  crank-pins,  and  show  that  the  values  of  A  and  B  are 
determined  by  one  approximation  to  as  great  a  degree  of  accu- 
racy as  is  desirable. 

The  dimensions  of  the  engine  are : 
,    Length  of  stroke,  12"; 

Diameter  of  cylinder,  10"; 

Length  of  connecting-rod,  36 '; 

Distance  from  the  wrist-pin  to  the  centre  of  gravity  of  the 
rod,   20  .15; 

Principal  radius  of  gyration,  15".00 ; 

Diameter  of  crank-pin,  3 '; 

Diameter  of  wrist-pin,  2g''; 

Weight  of  piston,  piston-rod,  and  cross-head,  90  lbs.; 

Weight  of  connecting-rod,  70  lbs.; 

Sin  (p,  .24. 

Neglecting  friction,  the  forces  contained  in  Table  L  are  ob- 
tained. 

Table   I. 

FORCES  IN  POUNDS  PEE  SQUARE  INCH  OP  PISTON  AREA. 


K 

Pa 

Fy 

Y^     r, 

-ST, 

X, 

G 

T 

i 

N 

P^ 

Pc 

0 

+  8:} 

+  20.50 

0    1    0 

+6.85 

+  7.82 

0 

0 

+47.8 

+  62.5 

+  47.8- 

80 

+  81 

+  16.6!) 

-.50 

-3.88 

+  5.68 

+  6.71 

+4.43 

+88.1 

+  41.0 

+64.4 

4  62.6 

50 

+  76 

+  10.81-.76 

-5.10 

+  3.72 

+  4.8.)  +7.17 

+  51.7 

+  26.4 

+  65.6 

+  58.1 

70 

+  64 

+  8.74 

-.98 

-6.26 

+  1.41 

+  2.491+6.84 

+  48.4 

+  2.7 

+  60.7 

+  48.4 

90 

+  83 

-  2.97 

-.99 

-6.68 

-   .85 

-   .17  +5.20 

+  37.0 

-12. w 

+86.4 

+  89.2 

110 

+  20 

-  8  28 

-,93|-6.26:-2.70 

-2.74 

+  4.00 

+  27  9 

-22.1 

+  28.6 

+  85.5 

180 

+   1 

-11.79 

-  76'-5.10!-4.00 

-4.95 

+  1.41 

+  12.0 

-19.5 

+  1V.9 

+  22.9 

150 

-25 

-13.74 

-.50 

-8.83 

-4.78 

-6.54 

-1.04 

-  2.4 

-  1.4 

-11.8 

-  2.7 

180 

-80 

-14.64 

0 

0 

-5.17 

-7.4S 

0 

0 

+  52.7 

-65.4 

-52.7 

As  a  first  approximation :  i.e.,  letting 

.        P,^r^sin<p                    PcTe  sin  <p 
^i  = and  £  — , 

nR  ^  nR 

we  obtain  the  values  of  A  and  B  given  in  Table  11. 
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(TABLE  II. 

FORCES  IN  rOUKDe  PER  SQUARE  INCH  OF  PISTON  AREA. 


B 

At 

Bt 

At+Bi 

e 

At 

Si 

Ai+Bi 

0 

+  .521 

+  .478 

+    .999 

110 

-  .288 

+  .855 

+  .117 

80 

+  .537 

+  .526 

+  1.068 

180 

-.108 

+  .229 

+  .121 

50 

+  .5i7 

+  .581 

+  1.12S 

150 

-  .094 

+  .027 

-  .067 

70 

+  .423 

+  .484 

+    .906 

180 

-  .545 

+  .527 

-  .018 

90 

0 

+  .892 

+    .392 

Making  use  of  the  yalues  of  A  and  B  given  in  Table  II.,  we  ob- 
tain the  forces  when  friction  is  included  as  given  in  Table  m. 

TABLE  IIL* 

FORCES  IN  POUNDS  FEB  B<^UARE  INCH  OF  PISTON  AREA. 


$ 

Of 

Q-Gf 

Nf 

N-Nj 

Tj' 

T-Tj' 

Py 

A-ZV 

P'f 

Pm-Pntf 

0 

-1.0 

+  1.00 

+  47.8 

0 

-    8.9 

+  8.88J+47.8 

-  .01 

+  62.5 

+  .01 

80 

+  8.4 

+  1.06 

+  41.5 

-.53 

+  2U.0 

+  4.08;+ 52.5 

+  .18 

+  64.4 

+  .oa 

50 

+  6.0 

+  1.13 

1  2T.3 

-.87 

+  47.0 

+  4.22 

+  57.9 

+  .18 

+  6,5.5 

+  .11 

70 

+  5.9 

+     .92 

+    3.6 

-.86 

+  45.2 

+  8.21 

+  48.2 

+  .24 

+  50.6 

+  .11 

9() 

+  4.8 

+     .40 

-12.5 

-.40 

+  84.0 

+  2  35 

+  89.1 

+  .13 

+  36.4 

+  .05 

110 

+  3.8 

+     .12 

-22.0 

-.11 

+  25.8 

+  2.06 

+  85.5 

+  .07 

+  28.0 

+  .05  j 

180 

+  1.8 

+     .11 

-19.4 

-.09 

+  10.7 

+  1.2fc 

+  22.9 

+  .04 

+  12.9 

+  .01 

150 

-    .9 

-    .t)9 

-    1.4 

+  .03 

-    2.5 

+    .21 

-    2.7 

.00 

-11.8 

.00 

180 

.0 

+    .02 

+  52.7 

0 

-    8.0 

+  8.18 

-52.7 

.00 

-65.4 

.00 

Let  the  values  of  ^A  and  B  as  determined  by  a  second  approxi- 
mation be  A-i  and  B^ ;  then  will 

Ji  -  ^a  =  {P^  -  iV)r«,  sin  y, 
uR 


and 


T>       z>  ^{Pc  —  Pcr)rc  sin  (p. 
Br^B, -^^ 


Table  IV.  contains  values  of  Ax  —  A^  and  B^  — j5j. 

*  Tbe  computation  of  this  table  is  fncilitiited  by  employing  the  following  equal 
tions : 

0^0/  =  {A'{'  B)  fee  P, 

N-Nf  =  (^  +  /?)tan/^co3(0  +  /J)  -  (^  +  B)sin  (6  +  /?), 

r-  Tf'  ^{A  +  jB)tan/?hin(G  +  /O  +  (^  +  i?)co8(G  +  /5^)  +  bn. 


P.  -P«/=-, 


P^'  -  P.. 


P.-P^^ 


P^  +  P^f  , 

Pc^  -  Pcr\ 
P<  +  P  '/j 
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Table  IV. 

FORCES  m  POUNDS  PER  SQUARE  INCH  OP  PISTON  AREA. 


6 

A.-A, 

B,^B, 

0 

70 

A^-A^ 

B,--B, 

e 

4,-4, 

0 

.0001 

.0001 

.0009 

.0024 

130 

.0001 

80 

.0)05 

.0013 

90 

.0004 

.0013 

150 

.0000 

50 

.0009 

.0018 

110 

.0004 

.0007 

180 

.0000 

By^Bi 

.0004 
.0000 
.0000 


The  greatest  difference  between  the  values  of  A  and  By  as 
obtained  by  a  first  and  second  approximation,  is  for  ff  =  70°, 
at  which  position  {Ji  +  -^)— (-4,  +  B^)  =  0033  lbs.  per  square 
inch  of  piston  area,  or  .0036  {A  -h  B). 

The  effect  of  such  an  error  in  A-\-B  upon  the  result  may  be 
found  as  follows : 

The  introduction  of  the  forces  {A-\-B)  =  .905  for  6  =  70^  alters 
the  value  of  Pc  by  the  amount  of  .24  lbs.  per  square  inch  of  piston 
area ;  a  variation  ot  A  +  B  equal  to  .0036  {A-\-B)  will,  therefore, 
cause  this  difference  in  Pc  to  vary  about  .u036  times  itself,  or 
.0009  lbs.  per  square  inch  of  piston  area.  This  is  equivalent  to  a 
variation  in  P^^  of  .000019  P^,  t.e.,  the  value  of  P^  as  obtained  by 
(me  and  ttoo  approxtTnations  differs  by  about  .00002  tirrves  itself.  The 
variation  in  /^  for  6  =  70°,  obtained  by  a  similar  method  of 
reasoning,  is  about  .000007  times  itself.  It  is  evident,  therefore, 
that  the  value  of  -4  +  ^  as  determined  by  the  first  approxima- 
tion is  sufficiently  accurate. 
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CCCCXII. 

MEMORIAL  NOTICES  OF  MEMBERS  DECEASED- 
DURING   THE  TEAR 

HORATIO  ALLEN. 

[Note. — The  unique  relatioB  borne  io  the  American  Society  of  Mechanical  Ed- 
gineers  and  to  the  profession  of  mechanical  engineering  in  America  by  Mr.  Hora- 
tio Allen,  made  some  more  extended  notica  seem  fitting  and  desirable,  than  the 
brief  memorials  nsually  prepared  for  the  Society's  volume.  In  this  view,  the 
masterly  and  appreciative  sketch  prepared  by  Mr.  M.  N.  Forney,  member  of  the 
Si)c1ety,  for  tlie  Railway  and  Engineering  Journal,  is  by  his  kind  consent  here 
reproduced,  as  a  paper,  No.  418,  entire,  except  only  the  cuts  and  some  details  re- 
lating to  the  controversy  as  to  the  invention  of  the  car  truck  principle,  for  which 
those  interested  are  referred  to  the  original  document.  Thanks  are  hereby  re- 
turned to  Mr.  Forney  for  his  courtesy. — Secretary.]    . 

GUSTAV  ADOLPH   HIRN. 

M.  HiRN,  honorary  member  of  this  Society,  was  bom  August 
21,  1815,  at  Logelbach,  near  Colmar,  in  Alsace.  His  father 
was  connected  with  an  important  cotton  factory  and  allowed  his 
son,  when  quite  young,  to  work  in  the  laboratory  in  which  the 
colors  were  prepared  for  the  dyeing  and  printing  department 
His  health,  when  a  boy,  precluded  his  receiving  much  school 
education.  When,  some  years  later,  this  laboratory  was  closed, 
M.  Him  took  charge  of  the  mechanical  department  of  the  mill, 
a  post  which  he  retained  until  1880. 

The  labors  of  M.  Hirn  in  scientific  life  were  manifold,  both  in 
physics  and  in  metaphysics.  Perhaps  those  for  which  he  is 
most  famous  among  engineers  were  his  experiments  on  the 
steam-engine,  about  1850,  which  were  only  terminated  by  the 
break-down  of  the  historic  engine  in  1878. 

His  first  publications  were  an  "  Essay  on  the  Mathematical 
Theory  of  Fan-Blowers  "  (1845),  "A  Notice  on  the  Gauging  of 
Streams  "  (1846).  Later,  he  began  his  experiments  on  friction, 
and  completed  them  in  1847,  but  they  were  not  published  until 
1854  These  experiments  were  particularly  on  lubricated  or 
"  mediate  "  friction,  and  indicated  that  the  coefficient  varies 
18 
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approximately  as  the  square  root  of  the  pressure  and  as  the  ex- 
posed surface,  and  the  first  power  of  the  speed;  it  decreases 
within  limits,  with  the  increased  fluidity  of  the  lubricant  The 
extent  of  this  investigation  has  been  lost  to  sight  in  later  days 
from  the  fact  that  it  was  only  recorded  in  periodical  literature 
of  the  time,  and  has  never  been  given  a  place  in  treatises  on  the 
subject,  until  now  much  more  extended  and  complete  investiga- 
tions have  thrown  it  into  the  background.  Him  also  repeated 
the  Meyer  and  Joule  experiments,  working  independently  of 
those  physicists.  It  was  by  these  investigations  that  his  atten- 
tion was  especially  directed  to  the  subject  of  heai  A  long  list 
of  scientific  publications  was  the  result  of  this  determination 
of  the  direction  of  his  scientific  thought,  many  of  which  publi- 
cations secured  prises  to  their  adihor  from  various  scientific 
bodies.  In  1854  and  1855  Him  brought  out  his  papers  on  the 
**  Interpretation  of  the  Phenomena  caused  in  a  Steam-Engine  by 
the  Presence  of  the  Jacket"  He  pointed  out  the  fact,  essential 
to  Camot's  theory,  and  as  developed  by  Clapeyron,  as  to  the 
disappearance  of  heat  in  the  engine,  in  consequenoe  of  its  con^ 
version  into  the  dynamic  form  of  energy.  He  also  showed  that 
the  animal  system,  as  a  heat-engine,  is  a  machine  of  high  effi- 
ciency as  compared  with  those  constructed  by  man.  His  study 
of  the  steam-engine  was  conducted,  for  the  first  time,  in  so  sys- 
tematic and  thorough  a  manner  as  to  show  precisely  how  energy 
is  therein  distributed  and  how  heat  is  disposed  of ;  and  thus, 
for  the  first  time  also,  revealed  the  method  and  extent  of  the 
wastes  of  the  modem  engine.  He  further  showed  how  those 
wastes  may  be  ameliorated  by  the  use  of  either  the  steam-jacket 
or  of  superheated  steam  ;  showed  that  the  former  is  superfluous 
if  the  latter  is  used ;  and  exhibited  the  true  action  of  the  jacket, 
then  entirely  misunderstood  by  the  majority  both  of  men  of 
science  and  of  engineers. 

It  is  a  fact  not  without  interest  that  the  experimental  engine  at 
Logelbach  was  altered  so  as  to  have  four  valves,  as  long  ago  as 
1856,  before  the  Corliss  construction  had  been  introduced  into 
Europe.  The  result  of  these  investigations  was  to  induce  M. 
Hirn  to  employ  superheated  steam  first  on  a  considerable  scale 
in  1856.  His  results  were  confirmed  in  a  "  Report "  in  1869,  by 
Dwelshauvers-Dery,  Hallauer  and  Grosstete,  before  the  Soci^t^ 
Industrielle  de  Mulhouse. 

In  addition  to  the  products  of  M.  Him's  industry  in  the  field 
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of  thermodymui^cs  and  stdam-eDgineeriog,  he  also  gave  con- 
siderable attention  to  meteorology  and  astronomy.  His  mind 
was  of  an  inventive  turn  as  well  as  abstractly  scientific,  and  he 
devised  or  modified  a  number  of  jueces  of  apparatus  for  ex- 
perimental use  ;  among  them  was  a  form  of  typewriter,  as  early 
as  1855,  and  a  power-measuring  device,  which  he  called  a  Pan- 
dynamometer,  ^d  others.  His  brother  Ferdinand  was  the  pro- 
poser of  the  scheme  for  transmitting  power  to  a  distance  by 
rope. 

A  very  full  account  of  the  scientific  work  of  M.  Hirn  by  M. 
Dwelshauvers-Dery,  honorary  member  of  this  society,  may  be 
found  in  London  Engineering y  March  12,  1890.  His  principal 
papers  may  be  read  in  the  "  Bulletin  de  la  Soci^te  Industrielle 
de  Mulhouse  "  and  in  his  published  works. 

M.  Him^  mind  remained  active  almost  to  the  day  of  his 
death,  his  *'  Constitution  de  TEspace  Celeste  "  being  published 
as  recently  as  1888.  His  health  had  been  failing  for  some 
months  previous  to  his  decease,  which  took  place  January  14, 
J890,  at  the  age  of  seventy-four.  He  was  made  an  honorary 
member  of  this  Society  at  the  New  York  [Vlth]  Meeting,  No- 
vember, 1882. 

JOHN  COFFIN. 

Was  bom  Saptember  18,  1856,  at  Chatham,  N.  Y.  His  ap- 
prenticeship was  served  with  Henry  Clark  of-  that  place,  on 
repair  work,  mostly  on  paper-mills.  Thence  he  was  called  to 
the  charge  of  a  saw-mill  in  the  Indian  Territory,  and  his  me- 
chanical expedients  were  severely  taxed  where  pipe-joints  had 
to  be  made  without  dies,  and  where  injector  nozzles  were  made 
from  cartridge-shells.  He  went  one  year  to  Cornell  University. 
He  worked  as  machinist  in  Ithaca  and  Syracuse,  in  the  latter 
{dace  becoming  foreman  for  the  Straight  Line  Engine  Company, 
and  acting  as  tool-maker  for  the  Victor  Sewing  Machine  Company. 
In  1881  he  went  to  the  Cambria  Iron  Company  as  draughtsman, 
foreman,  and  engineer.  His  work  with  this  company  was  of  par- 
ticular interest  and  importance  in  the  Una  of  mechanical  treat- 
me;nt  of  steels.  He  worked  at  this  problem,  and  finally  devised  a 
method  of  treating  forged  axles  which  made  certain  the  production 
of  reliable  work.  He  discovered  in  his  investigations  two  tdngu- 
lar  properties  of  steel :  the  welding  of  surfaces  at  a  temperature 
lower  than  carbon  changes  can  occur,  and  the  yielding  of  steel  by 
its  own  weight,  at  that  temperature.     His  latest  important  work 
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was  upon  the  ansealing  and  galvanizing  of  wire,  for  which  be 
designed  special  machinery,  which  had  just  been  put  in  opera- 
tion last  May,  before  the  Johnstown  disaster.  Upon  the  death 
of  Alexander  Hamilton,  Jr.,  he  became  chief  draughtsman  and 
designer  at  the  Cambria  Iron  Works. 

His  death,  September  3,  1889,  from  typhoid  fever,  was  di- 
rectly traceable  to  the  effect  of  the  calamity  on  his  city.  He 
joined  the  Society  at  the  XVth  or  Washington  Meeting  of  1887, 
and  had  presented  two  papers  to  the  Society,  one  handed  in  by 
Professor  Sweet,  descriptive  of  his  averaging  instrument,  and 
the  other  giving  the  results  of  some  of  his  investigations  on 
steel. 

HOWELL  GUEEN. 

Mr.  Green  was  bom  in  Phillipsburg,  N.  J.,  November  17, 
1830.  At  the  age  of  seventeen  he  was  apprenticed  to  the  firm 
of  W.  &  A.  Dehaven,  of  Minersville,  Pa.,  in  whose  shop  he  be- 
came foreman  and  afterward  superintendent.  For  a  number  of 
years  he  was  shop-foreman  of  the  shops  of  the  Dickson  Manu- 
facturing Company  of  Scranton,  and  since  1875  was  superinten- 
dent of  the  Jeanesville  Iron  Works,  with  which  he  was  con- 
nected at  the  time  of  his  death.  He  became  a  member  of  the 
Society  in  1881.  His  death,  on  October  25,  1889,  was  due  to 
Bright's  disease. 

FREDERICK  B.  RICE. 

Was  bom  March  11,  1851,  at  Cincinnati,  Ohio.  At  the  age 
of  sixteen  he  entered  the  machinist's  trade,  at  the  Shepard 
Iron  Works,  Buffalo,  N.  Y.  In  1873  he  was  draughtsman  and 
salesman  for  Brown  &  Struthers'  Iron  Works,  and  was  for  a 
time  their  master^mechanic.  In  1878  he  became  superinten- 
dent of  the  Dunkirk  Iron  Works,  and  of  the  firm  of  Bice  &  Fell 
of  that  city.  In  1885  he  entered  the  employ  of  J.  T.  Noye,  of 
Buffalo,  as  superintendent  of  the  steam-engine  department, 
where  he  remained  until  the  failure  of  his  health. 

He  invented  an  oil  engine,  which  was  manufactured  and  put 
on  the  market,  and  also  designed  the  Bice  Automatic  Compound 
Engine^  built  by  the  firms  with  which  he  was  connected.  "Hia 
death  was  due  to  consumption,  and  took  place  December  6^ 
1889,  at  Dunkirk,  N.  Y.  He  became  a  member  of  the  Society  at 
the  Erie  [XlXth]  Meeting,  May,  1889. 
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HECTOR  C.  HAVEMEYER. 

Was  bom  in  New  York  City  in  1840.  He  was  educated  at 
Union  College,  which  he  left  in  1861,  before  graduating.  Soon 
after  this  time  he  went  to  Germany  and  studied  the  principles 
of  the  sugar  business,  returning  in  1865  to  associate  himself 
with  the  sugar  house  of  Harris  &  Dayton.  Afterward,  with 
Mr.  Albert  Havemeyer,  his  uncle,  a  model  house  was  erected  in 
North  Second  Street,  Williamsburg,  which  later  became  one  of 
the  houses  controlled  by  Havemeyer  &  Elder. 

He  started,  in  1871,  another  house  in  Jersey  City,  under  the 
names  of  Havemeyer,  Eastwick  &  Co.,  the  two  latter  being  after- 
ward united  under  The  Havemeyer  Sugar  Refining  Company,  of 
which  Mr.  Havemeyer  was  president. 

He  connected  himself  with  the  Society  only  at  the  Erie 
[XIX th]  Meeting,  and  constituted  himself  at  once  a  life  mem* 
ber.  He  died  in  Paris,  December  14,  1889,  as  the  indirect 
result  of  overwork  in  connection  with  his  business. 


CHARLES  A.  ASHBURNER. 

Mr.  Ashburner  graduated  at  the  head  of  his  class,  in  1874,  in 
the  Towne  Scientific  School  of  the  University  of  Pennsylvania. 

His  first  work  was  as  "  transit-man,"  locating  range-lights  for 
the  United  States  Light-House  Board,  along  the  Delaware 
River,  below  Philadelphia.  From  1875  to  18S5  he  was  engaged 
in  geological  work  in  the  State  of  Pennsylvania,  first  in  Hunt- 
ingdon County  and  later  in  charge  of  four  other  counties.  In 
1880  he  was  in  charge  of  the  survey  of  the  entire  anthracite  coal 
field,  and  in  1885  in  charge  of  the  sunrey  of  the  entire  State. 
During  this  time  he  was  also  frequently  employed  as  expert 
in  the  location  of  mining  fields,  gave  advice  on  the  subject 
of  mine-working  and  exploration  for  oil.  In  1886  he  became  En- 
gineer and  Geologist  of  The  Fuel,  Gas  and  Electrical  Engineer- 
ing Company  of  Pittsburg,  with  which  he  remained  connected 
up  to  the  time  of  his  death. 

He  contributed  over  twenty  memoirs  on  engineering  subjects 
to  the  technical  societies,  and  was  author,  either  in  whole  or  in 
part,  of  eighteen  of  the  "  Beporbs  "  connected  with  the  survey  of 
Pennsylvania.  He  died  December  2-t,  1889,  having  connected 
himself  with  the  Society  at  the  XVth  or  Washington  Meeting  of 
1887. 
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CHARLES  D.  SMITH. 

'  Was  bom  ill  Plantsville,  Conn.,  Febrtiafy  19,  1865.  He 
graduated  in  the  Class  of  77  at  the  Sheffield  Scieiitifio  School 
of  Tale  College,  in  the  conrse  of  Dynamical  Engineering. 

His  business  and  professional  connection  was  principally  with 
the  firm  of  H.  D.  Smith  &  Co.,  Manufacturers  of  CiEirriage  Hard- 
ware, his  work  being  the  designing  and  arrangement  of  ma- 
chinery and  shops,  and  general  supervision  over  the  company's 
affairs.  At  the  time  of  his  death  he  was  also  manager  of  The 
Connecticut  Electric  Motor  Company,  treasurer  of  the  South- 
ington  Board  of  Ttade,  and  a  directojr  of  its  National  Bank.  Hiii 
death  occurred  very  suddenly,  January  23,  1890,  from  the  effects 
of  a  fall.  His  life  was  vei^  iliteresting  as  to  example  of  the 
conquest  of  will  and  determination  over  the  limitations  imposed 
by  phyjsical  disability. 

EDWAKD  H.   OWEN.  Jr. 

Was  a  graduate  in  1879  of  the  Massachusetts  Institute  of  Tech- 
nology. After  graduation  he  had  some  practice  in  experimental 
testing  of  stationary  steam  and  pumping  engines,  and  in  setting 
U)p  such  engines,  and  was  also  employed  in  testing  at  Holyoke 
on  turbines.  He  entered  the  Society  as  a  junior  in  1880  when 
he  was  acting  as  assistant  to  E.  W.  Thomas,  with  the  Williman- 
tic  Linen  Company,  upon  their  buildings  and  other  work.  He  was 
for  some  five  or  six  years  with  the  Lowell  Machine  Shop,  and  in 
1886  w^s  appointed  superintendent  of  the  Atlantic  Mills  in  tiaw- 
rence.  H^  was  able  to  retain  this  post  but  a  few  months,  when 
on  account  of  his  liealth  he  was  compelled  to  go  to  Colorado. 
H6  died  at  Colorado  Springs,  July  3, 1890. 

HENRT  J.    DAVISOX. 

Mr.  Davison  was  bom  in  New  York  City,  December  22, 1835. 
After  leaving  school  he  entered  an  insurance  office^  but  remained 
there  only  a  year,  to  become  an  apprentice  at  the  Chelsea  Iroli 
Works,  at  the  foot  of  West  Twenty-sixtii  Street^  then  owned  by 
Messrs.  Meade  and  Ayero^  and  building  gas-works  «nd  lights 
draught  steamers.  He  remained  here  for  seven  years^  three 
years  until  the  old  works  were  sold  out  (to  the  Novelty  Lron  Work* 
mostly),  and  the  rest  of  the  time  at  the  reorganized  works  in  the 
shops  at  Fifty-ninth  Street.     He  passed  through  the  machine  and 
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pattern  eliopf  the  drawing-room  and  sliip-buildlDg  departments, 
in  course,  and  was  for  some  time  superintendent, 

Mr.  Davison  took  the  contract  for  the  taking  down  of  the 
dome  of  the  New  York  Crystal  Palace,  after  its  destruction  by 
fire,  and  carried  the  work  through  successfally.  He  became 
thus  specially  oonveraant  with  iron  struetural  work,  and  was  for 
many  years  connected  with  contractors'  work  in  South  America^ 
making  a  specialty  of  light  steamers  and  iron  structures  which 
were  built  here  and  shipped  for  assembly  on  the  ground.  He 
was  contractor  for  the  telegraph  inatallations  for  the  United 
States  of  Colombia- 

For  the  last  fifteen  years  he  made  a  specialty  of  ga8H?iigineer- 
ing  and  contracts.  He  took  much  interest  in  the  water-gas 
methods  of  manufacture,  and  was  concerned  in  the  erection  of 
some  of  the  largest  works  in  New  York,  Brooklyn,  Baltimore, 
Chicago,  Albany,  and  Syracuse,  and  was  part-owner  in  many 
successful  companies. 

He  died  of  heart  failure,  on  the  steamer  which  was  bringing 
him  home  from  Europe,  July  22,  1890.  He  became  a  member 
of  the  Society  at  the  Cleveland  Meeting  in  June,  1883, 
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CCCCXIII, 
A    MEMORIAL    OF  HORATIO    ALLEN. 

pf  ember  of  the  8c<ldi4 

At  the  close  of  tlie  last  day  of  the  year  1889,  Horatio  Alleii, 
oae  of  the  oldest  engineers  in  tlie  world,  passed  away  from 
earth*  His  life  began  with  the  opening  of  the  century,  and  wa« 
identified  with  many  of  its  earlier  engineeriug  euterimses,  and 
he  took  a  leading  part  in  the  introduction  of  railroads  and  looo- 
motivea  in  this  country- 

He  was  born  in  Schenectady,  N,  T.,  in  1802,  and  was  conse^ 
qnently  eighty-seven  years  old  last  year.  He  was  the  soa  of 
Dr,  Benjamin  Allen  and  Mary  Benedict  Allen.  His  father  was 
professor  of  mathematics  at  Union  College,  at  Schenectafly, 
and  afterward  established  a  large  school  at  Hyde  Park,  N-  T. 
The  son  therefore  had  excellent  educational  advantages  in  early 
life,  and  was  sent  to  Cohimbia  College  in  New  York  City*  from 
which  he  graduated  about  1823,  taking  high  rank  in  mathem&t^ 
ies.  He  atadied  law  for  about  a  year,  but  after  a  short  time 
decided  to  make  engineering  his  work,  and  entered  the  em- 
ployment of  the  Chesapeake  &  Delaware  Canal  Company  under 
Judge  Wright,  then  Constructing  Engineer  of  that  wort  H© 
was  sent  to  8t.  George's,  Del.,  and  within  two  weeks  was  placed 
in  full  charge  of  a  party.  In  the  autumn  of  1824  he  was  maiie 
Resident  Engineer  of  that  work.  A  year  later  he  was  appjinted 
Kesideiit  Engineer  of  the  summit  level  of  the  Delaware  k  Hud- 
son Canal,  under  John  B.  Jervis,  then  Chief  Engineer  of  tlie 
company.  While  Mr,  Allen  was  engaged  in  this  position  hin 
attention,  and  that  of  other  engineers  in  America,  was  attracted 
to  the  perfornmnce  of  locomotives  in  England.  His  early  rela- 
tion to  these  events  may  best  be  told  in  his  own  words,  qnotod 
from  a  ]>ampblet  with  the  title  '* The  Kailroad  Era"  which  he 
published  a  few  years  af^o.     lu  this  he  Raid  : 

"Durinf^  the  years  1S2G  and  18*27  the  use  of  the  locomotive 
nil  tlie  Stockton  <fe  Darlington  Road,  Englandj  liad  became 
knuwn  to  manj,  and  especially  to  civil  engineers  in  this  country » 
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and  among  others  to  myself,  then  a  Resident  Engineer  on  the 
line  of  the  Delaware  &  Hudson  Canal,  the  great  engineering 
enterprise  of  the  time,  the  first  of  the  great  works,  canal  and 
railroad,  that  were  to  bring  the  anthracite  coal  of  the  valley  of 
the  Susquehanna  into  the  valleys  of  the  Delaware  and  of  the 
Hudson  and  to  the  ocean. 

"  Such  consideration  as  wba  within  mj  power  led  me  to  a 
decided  conviction  as  to  the  fiitiire  of  the  locomotive  as  the 
tractive  motive  power  on  railroads  for  general  freight  and 
paHsenger  transportation^  as  it  ha^l  begun  to  be  for  mine  trans- 
portation,     .     .     * 

''  Early  in  the  year  1827  I  had  given  all  the  attention  that  it 
was  in  my  power  to  give,  and  having  come  to  conclusions  as  to 
the  locomotive,  that  all  sul>sequeut  experience  has  confirmed, 
and  believing  that  the  future  of  the  civil  engineer  lay  in  a  great 
and  most  attractive  degree  in  the  direction  of  the  coming  rail- 
road era,  1  decided  to  go  to  the  only  place  w^here  a  locomotive 
was  in  daily  operation  and  could  be  studied  in  all  its  practical 
details. 

'*  Closing  my  service  on  the  Delaware  &  Hudson  Canal,  some 
two  months  were  appropriated  to  certain  objects  and  interests, 
after  which  I  was  again  in  New  York,  preparatory  to  going  to 
England. 

"  On  my  return  to  New  York  from  these  visits  I  found  that 
it  had  been  decided  by  the  Delaware  &  Hudson  Canal  Company 
to  intrust  to  me,  first,  the  ha^-ing  made  in  England  for  that  com- 
pany the  railroad  iron  required  for  their  railroad  .  ,  .  and 
having  built  in  England,  for  the  company,  three  locomotives,  on 
plans  to  be  decided  on  by  me  when  in  England, 

"  This  action  of  the  Delaware  &  Hudson  Canal  Company  was 
on  the  report  of  their  Chief  Engineer,  John  B.  Jervis,  and  thus 
it  occurred  that  the  first  order  for  a  locomotive  engine,  after  the 
locomotives  on  the  Stockton  &  Darlington  Koad  were  at  work, 
came  from  an  American  compjiny,  on  the  report  of  an  American 
civil  engineer/' 

The  following  are  copies  of  some  old  papers,  whioh  were  pre- 
served by  Mr.  Allen,  relating  to  this  commission*  One  of  them 
is  indorsed ; 

*'182S,— EXTBArrS  from  the  REPOUT  of  THK  COUMrTTCE  BAirCTTONKD  BY 
Tlitt    BOARD   EErmiOlEP   TO   l?r    SfV    l.ETTtn   TO    MB*  ALLEN. 

\t.  BoLTOK,  President.*^ 
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The  following  is  a  copy  of  the  paper^  which  evidently  em- 
bodies the  iitstructjoD8  of  a  committee  to  Mr.  Allen  for  the 
executioti  of  his  commifigion  in  England : 

KrrRACTi    ETC. 

TtiHi  HoTftilfi  AVlen,  E&q.,  H^il  EiiglnM^r,  Ijaa  &gn^^  ttf^t^  Kng^mnd  ma  ihe 
agent  cil  the  c(>iiip«k]ir^  ta  procure  the  rallrviud  }i1&t«ii  and  pfrfonn  such  otlirr 
eervices  tn  relaiinn  lUereto  us  may  b«^  required  of  him.  The  company  to  j>pj  bU 
paissuf^  out  &nd  homi^  and  bis  expenses  diirinf^  his  Atay«  allowing  hlro  U>  remnln 
Ihpet*  motitliB.  for  ibe  pnrp*>Be  of  attending  to  iLe  com psnj'B  bust ne£<!  and  acqttir- 
ing  informal  ion.  Ub  expends  on  the  whole  not  to  exceed  $QO(K  B&fi  tm  bl* 
re  mm  be  will  communicate  to  the  cmnpany  all  tb^  infonnation  be  may  ai^ntrr 
that  uiny  be  useful  to  ibf?  work  in  whicb  tbey  are  cngagfHJ. 

ThiU  they  deem  it  adviaahle  lo  author ize  Mr.  Allen  to  procure  one  locomotiTe 
engine  complete,  bk  a  puttern^  and  tliat  the  Chief  Engineer  U  making  Inqnlrien 
to  aeepfiaiu  whmlier  It  may  not  be  eKpedivut  to  authoriae  ibe  eanatru^iiuQ  of  all 
tbq  locrt motive  ^ngim^a  in  Kngland. 

That  it  i.^  deemed  advisuble  to  saspen4  the  makini^  of  the  wbeelti  and  axlea  of 
tbe  coal  tvft^on^  unsil  informat5<tn  lie  re^^ived  from  Mr  AUfn  of  the  erx^^tof  xhtmrn 
anlcli^fl  lu  England,  aud  of  the  la r eat  improvementH  Ihat  have  lieeii  adopted  in 
the  mariner  of  connecting  the  wheel*  and  a^lca*  The  engineer  in  hla  rvpon 
reoot  Jim  ends  wbet^li^  of  3^  feet  diameter  ;  but  bia  mind  iw  not  definiiiely  made  n|i 
on  tliia  point.     lie  wiJl  iDVt-ritit^jit*!  the  maiter  further  atid  rejwrt  tht*  reanlt. 

That  Mr.  Alien  be  iustiucted  to  proctire  the  milfoad  platen  of  ih«  lengtb 
recommended  in  the  report  of  tbft  Chief  Knginear  ;  tbe  enda  to  be  cut  and  Gtt«d 
Into  each  other  and  the  hole*  made  for  the  faaioninpi,  aa  recommended  in  the 
aame  report ;  I  bat  the  rounding  of  tbe  edgei  of  the  plates  will  be  advuiiiageoos, 
but  is  not  no  indiapeuFjibli^  fia  to  iuduce  the  committee  to  r«f^nnm^iitl  thai  1U4* 
plates  be  thua  formed  without  limttatiou  aa  to  the  iacrrase  of  exptniie  and  tiniif 
tliflt  may  be  retjuired  tbert^for,  < 

That  there  \a  mncb  force  in  the  rennoning  of  the  Ch^ef  Euptorer  In  fa*^rrr  of 
diipen^ing  with  &ny  tliowanee  for  expane^ton  and  onntmction  of  tl^  plaids,  in 
forming  the  bol&a  for  tbe  lastPhingF^  yirt  the  comnnttee  are  of  opiiioii  thai  it 
wouM  be  aafeat  to  mak*^  ftuch  allowance,  and  tbe  C%ief  Engineer  Uas  deviled 
a  plan  for  effecting  it  which  tbe  committeii  believe  will  be  ^uccej-afnl.  Tbts  plfto 
will  be  commuDicated  to  Mr-  Allen»  and  he  may  then  be  allowed  i^ery  i^ety  u> 
adopt  that  or  aoy  other  plan  which  may  i>e  found  more  eooDomic^J* 

Tiie  committee  1)eing  now  HatiMfied  tijat  an  economical  plan  wi!l  be  devisvd  for 
forming  tbe  boles-t  hi  the  pialea  so  ae  to  allow  for  contraction  and  expansion,  tbey 
unite  in  opinion  with  the  Cbief  Engineer  that  tbe  faateninga  of  the  platea  mill 
be  bernt  effin^ted  witli  ficreW3, 

That  tbe  Cbief  Engineer  is  of  opinion  t bat  on  two  of  t)»e  le'Pela  west  of  tbe 
summit  and  ooe  ea^t  of  ibe  sammU,  machinery  worked  by  engines  iiiay  lie  adTa»- 
tagei:pus)y  substituted  for  the  horse-power  (irHt  proposed,  but  that  ib#  form  ol  tkm 
coiiniry  will  not  admit  of  such  fsubHtitution  on  tbe  other  levuhi  w*«t  t*f  tb« 
sutnmit. 

S*  Fleweli.ing, 
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feXTttACT  FBOM  THB  MOSUTBS  Or  JAKUAKY   10»    IBZB. 

Tlie  rounding  of  tUe  edga«i  or  omittiQif  it  Is  left  to  Mr.  Allen,  Tbfl  last  pmm- 
grapli  h  Iniroduopd  to  iuggest  tn  Mr.  Allen  tli&t  iiiformation  is  waut«*d.  lu  Ihe 
letter  to  Me!«nra,  Bpawn  1  say  -  *'Mr.  Allen  is  nutlionKed  to  procure  fiuch  draw- 
jngfl  of  matbiLtery  and  d^i^ns  connficted  with  milro&d^f  eaual^^  aud  th«  rabing 
and  iraQAportln^  of  con]  as  lie  majr  deem  pro|»er.'^ 

A  letter  from  Mr.  Jems,  the  Chief  Engineer,  which  appar- 
ently accompanied  the  preceding  '*  Extracts  from  the  Report  of 

the  Committeej"  is  indorsed  ; 

'*1828, — MR.  JERVls'fi  LETTKK  TO  MR.  ALLE2S  REFEtiRED  TO  IN  Mr  I^TTEB 
TO  MR.    ALLKIT, 

The  letter  is  as  follows ; 
Ttf  HGToiio  Aiien,  F.$^^: 

Dear  Sir  :  The  Board  of  MRtiag^rs  for  the  Delaware  &  iTadifOn  Canal  Com 
pany,  bavitig  msAe  an  engagement  with  you  to  pri>ceed  to  Ectglaod  es  tUelr  agent 
to  procure  certain  artU'le^  for  the  propoaed  Carbondale  Railroad^  and  also  such 
Inforniation  as  may  be  uii^ful  in  the  coni*truction  and  management  of  aatd  rall- 
rc>ad  J  I  am  tljer*;fore  directed  by  the  ?ftid  Board  of  Managers  to  furniah  jroa 
euch  information  and  ifiiti ruction  aa  will  furtber  their  objeet 

The  Board  of  Manai^ers  Imve  determined  oa  prr>ciiriiig  their  Iron  platea  for  the 
railway  track  a  ai^  one  Uem. 

Thtt  length  of  plates  to  be  from  12  to  14  feet,  an  yon  njay  find  most  conTenient 
for  roltln£r  thetn  through  on  the  ed^ej^;  to  t»e  2[  mches  wideoti  the  hoitomandS 
inchea  on  the  upper  isurfare  and  ^  inch  thick ^  with  the  upper  ed^ea  rouoded  and  the 
end  fiul^ihed  as  represented  on  the  plan.  Holes  to  bo  drilled  for  the  screwf  with 
^Qui}teraunk  head^at  eac^h  end  of  er^^ry  barand  at  iutermodiate  points  18  inches 
Apart*  Aftisr  thi^  holes  and  c^nnterBink  have  been  drilled  in  a  clrcnlar  form, 
then  a  Hmmer  of  the  proper  form  to  fit  the  comitt^r^ink  and  hole  for  the  ne^'k  of 
the  t^crew  to  be  |>ut  in  to  dut  the  aperture  IntigitudrnaUy*  To  effect  thia  the  rimmer 
muflt  lio  put  in  ttad  then  firmly  fixed  to  it<i  poeition  and  tlie  bar  made, to  moTe 
lownrd  Si  in  the  direction  of  its  length,  about  |  or  \  nf  an  inch.  This  may  be 
r(?dndfd  as  yon  recede  from  its  end  lo  the  eentre  ;  but  aa  it  'm  likely  to  create  con- 
fusion in  attempt  any  econonty  in  iraryiisg'  the  length  to  be  rimmed^  it  will  be 
better  to  have  ail  the  holes  rimmed  alike. 

IX3C0M0TITE   8TEAV   EHIOINES. 

It  i«  desirable,  in  order  to  dinpenae  with  the  tender  carrla^'es,  to  have  a  wa!or- 
titnk  fixHl  to  the  engrne-carriaK'p  that  will  contaht  about  100  gnllona.  If  made 
In  two  pnrtH,  of  alieet  iron,  it  will  w*'igh^  with  its  bringing  or  supporting  ir^s, 
ibout  2iiO  lbs,,  and  the  wnter  al>oaT  1,000  lbs.,  makiog  together  about  1,2fiO  lbs. 
To  increase  the  rapncity  of  the  tflnk  to  120  or  150  gnllotjs  wtrald  add  bat  little  to 
ItR  weiglit.  1  (fee  no  dilBcnlty  in  nttnehiiig  such  a  tank  to  the  engine- carriage, 
and  you  wtll  dett^rminc  whether  it  wil!  be  most  convt^nlent  to  snpport  it  over  the 
a^lea  or  su»'pt^nd  it  under  th^m  ;  being  derided  into  two  equal  parta  it  may  be 
placed  on  each  «ide  of  the  nfTolTitrgchalnip  with  a  pipe  to  posa  the  water  fro^ 
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one  Id  the  otber.  If  tbo  weight  oS  ibe  engine  BbonM  fldmit  of  it^  It  will  be  pi^l- 
enable  tr J  make  the  tank  tuSicicnt  to  c<intaiu  1'20  to  150  gallouSp  The  f>iimp  tif 
the  eugiDt*  to  supply  ttie  boiler  with  w&ivT  from  the  umk  should  he  caJctilAted  to 
work  one-quarter  faster  than  necessary  for  a  re^uUr  fin^plj  in  order  tn  prorid* 
for  a  wiiKt**  of  steam  when  the  etigliicr  Btf»ps,  and  to  be  con&Tructfd  ao  asi  to  wcifk 
by  haiKl,  which  will  be  necessary  at  eertaJn  (ime».  The  hoUer  will  not  r^equirt  a 
capacity  for  any  considerabU?  q  nan  tit y  of  wflt**r  beyond  what  L*  necepsary  for  tli* 
work,  as  the  pump  will  reguliirly  supply^  except  when  th*^  carriage  jitaps  *t  tbc 
end  of  the  road,  at  which  tune  it  iHSup^iosed  to  have  supplied  a  surplus  adeqnml^ 
to  \lw  wnste  tUttt  will  lake  place  during  delay »  The  stoppnges  may  he  estimated 
at  one-quarter  the  whfde  tiiue  ;  on  tlieshnrtest  sectian  10  ntlnutes^  on  the  longest 
30  mtuateif.  The  weight  of  oogiue,  enrringie,  and  water,  Sf  placed  on  f*\%  wheels* 
tfi  be  from  6  to  7  tons,  bitt  G^  tons  preferreJ.  If  it  should  be  found  that  a  ais^ 
wheel  carnage  h-t?  any  important  difCculty  iu  working  well  on  curved  roads,  th«t 
lu  yonr  jud^int-nt  wonld  counterbalance  the  advanifige  of  a  heavipr  eogiae  &nd 
givb  the  preference  to  the  four-wheel  cdrrlttge,  then  the  weight  mn^t  not  eice«*d 
5^  tens  ;  but  the  bi^- wheel  carringe  will  be  preferred  if  it  can  be  mnde  to  work. 
If  a  ftlx-tvheel  carrifl|re  the  axle  need  not  exceed  23  or  3  inches  ftt  Ihe  beaxing. 
The  dimneter  of  ihe  wheels  3  to  4  feet,  aa  you  find  moj^t  approved  ftom  ex  perl* 
menis  in  Eo^j^Ttind  for  siudlar  purposes  and  mtf^  oi  trHvelling^,  «^ay  3^  to  5  miles  p#r 
lioun  The  power  rtf  the  engine  such  as  will  carry  600  Ibii,  ^  at  the  rule  of  4  inllifS 
the  hour,  or  whftt  in  nearly  tlie  samethinjr,  640  Iba.,  at  the  rate  of  5  mile^  ill* 
Lour.  I  thlnU  abfiut  4  mi  lea  the  hour  a  g'ood  velocity  for  the  work  contemplated, 
bnt  the  range  aboce  given  will  allow  you  to  vary  this  as  you  may  find  most  ex- 
pedient, in  relation  to  NOTeral  poinia  that  you  will  perceivti  to  have  a  hearing  OG 
this  question.  The  diameter  of  the  wheels  of  the  en  glue -carriage  will  affe^i  the 
velfjcity,  or  distance  travplted  at  a  given  number  of  etrohesof  the  enji^iiie,  but 
I  would  tAke3  ft^et  in^  the  mininmui  diameter  and  make  them  as  much  lorger  ai 
the  arrAngenient  of  the  working  parts  will  admit,  without  giTlntr  to«  great  a 
Telocity.  The  length  of  tlie  ^tioke  mu^t  depend  fiomelbin^  on  Ihe  facUitles  of 
&ectiring  firmnefrs  to  the  cylinder,  and  this  may  lead  yuu  to  prefer  a  larg^T  or 
smaller  dijimeter  for  the  cylinder  ;  the  pres:*ure  of  tbo  steam  haa  alBO  a  bearini; 
on  the  que^iou;  on  a<^eoant  of  the  weight  I  think  the  cylinder  should  uot  exce^^d 
8  inches. 

To  elucidate  mj  views  more  fully,  t  will  state  wbat  a^ipean^  to  me  a  suitable 
arrung^ement.  Lenirth  of  stroke  27  inches  and  40  strokes  per  minute;  two  S^torh 
cylinders,  presFiure  of  sieam  60  lbs.  per^^quare  luch.  This  will  give  2,400  revolfl- 
tiona  per  hour,  Ara^  of  cylinder  8*  x  .7854  x  2  ==  100,5  square  incbiea.  A 
double  stmke  eijual  4-5  feet;  then  100.5  x  4.5  x  60  x  2,400  =  65,124.000  Iha, 
raiiied  1  fof>t.  But  by  the  eipt-rijuenta  of  Wood  we  may  only  lake  80  per  Ci*ol, 
and  65.124.000  x  ,30  =  19,5a7,2fK)  raned  1  f,>ot,  which  is  equivalent  lo  8«*0  Iba 
carried  or  raided  24.4lil  feel,  equal  tn  4.62  mile*  per  hour  Kow  S4.421  -e  2^400 
=  10. !7  feet,  the  hpace  moved  over  by  the  carriage  at  each  revolution  of  the  ^n^ 
gine,  aod  of  course  the  diameter  of  the  wheel  must  be  3.^  fert^  If  tliete  should 
nppeiir  a  difflculty  in  sectmng  a  cylinder  with  proper  stability  for  the  abovij 
length  of  27  inches,  it  may  bo  u<ivi^able  to  make  the  stroke  25  inches.  Tlien.  all 
other  pointH  remaining  the  sume,  the  power  of  the  engine  will  only  be  equal  to 
cjiriy  the  same  load  of  fcOO  Ibj*,  4J^  milea^  and  the  wheels  of  the  curriagn  mnat  b» 
reduced  to  3  feet  diameter.  It  may  be  found  (!:£pedient  to  have  larger  wheel*  arid 
travel  at  the  rate  of  5  mi  tea  per  hour  with  a  prrtporiional  load.  Suppose  cjrliiider7| 
inches  diAmeLer,  27  inches  stroke,  pressure  60  lbs,,  40  double  strokes  p^f  mlnatr. 
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or  2,400  per  hnar,  Tbpn  7.6' x . 7BH x  2  =  88.84,  say  area  of  two  ojlindera 88  x  tJO 

ss  4.5  X  S,400  =  57.2:24,000  lbs.  TMaed  1  fo^H  j  aO  p+^pcenu  Is  17J07,200  lb«,  raist^d 
1  foot,  «nd  ta  equl Talent  to  54^  Jbp.  orrled  5  niileii,  will  re(]air»  the  c^rjlttg^ 
whee]  to  be  S^  feet  diameter.  The  povver  of  ibe  eugiue  wUl  be  fi  triilo  l&am  than 
the  last  calculation  before  It*  But  If  you  fiod  U  nec«ssftf  j  In  reduce  tite  leDgth 
of  stroke  to  25  JncliO!*  it  will  tint  givp  the  power  wt. prefer  wilh  le»p  than  8- inch 
cylimtepa*  If,  as  before  observed,  you  find  difftrulties  tliat  bftve  not  been  fliitiel' 
pated  in  working  a  sljc-wbe^l  currlaj^e;  tbat  compeJ*t  the  ose  of  u  four-wlieel  car* 
rlage^  ihe  power  of  the  engine  njuet  bo  reduced  in  order  to  reduce  th<^  weight  of 
tlie  engine  and  the  CArrlage.  IF  yon  can  avoid  ir,  I  tblitk  it  better  not  tu  calculate 
far  more  tlian  40  doubly  if  rokes  per  tninut^n  1  b^lii^vti  the  abuve  will  j^ive  you  a 
sufflcient  view  of  what  will  answer  our  object,  and  jou  mu£t  vary  a^  you  Ghd  the 
experlenee  of  England  and  your  own  judgment  may  direct.  I  itm  of  opinion  tbat 
the  furnace  bad  better  be  of  tUe  ovai  fortu  laid  (laJ,  atherwiae  the  furnace  niiy 
ha  tbe  ELHme  as  for  biiumiaoua  coaU  It  is  supposed  nntliracite  eoal  does  not  ro* 
quin^  so  higb  a  chimney  a^  other  fuel,  but  I  am  not  po.^;«ea»ed  of  any  particuljir 
facts  on  thin  subject ;  I  presume  yon  cau  biive  the  eliiuiney  m  {.'oust rue: ted  tbat 
nu  additional  piece  may  be  attached  if  it  is  found  ou  trSal  to  require  it.  On  thia 
presumption  I  would  not  bave  it  more  than  10  feet  high.  As  tbe  height  of  chim- 
ney will  affect  tbtf<  calculation  of  bridges,  it  la  advisiibie  to  nuderatand  this  ques' 
tlon  as  enrly  as  possible. 

Tbe  widtb  in  the  clear  between  the  railei  is  4  feet  3  inches.  The  gr^^atest  cur- 
vature of  ^that  part  of  the  road  on  wbScb  locomotive  endues  are  to  be  u:^e4  i^  tbat 
wbicb  gives  a  versed  »iae  of  1  foot  on  a  chord  of  59  feei  ;  but  there  h  on'y  a 
9ln>rle  iuatance  of  this  cuivature,  are  of  1^  chains,  Tbe  curvature  which  occurs 
in  several  iufjtancesi  is  n  versed  eiue  of  1  foot  on  &  chord  of  66  feet.  A  10- foot 
chord  gives  etaetly  J  incb. 

It  la  determined  by  the  Board  that  you  will  procure  from  England  one  loeomo> 
tive  engine  w*ith  carriage  complete  for  work.  The  three  othef^  that  will  be 
wanted  to  dep^^ttd  on  the  C0st  at  which  they  can  be  obtained  and  delivered  at  New 
York«  It  lit  supposed  that  they  cau  be  r>btajned  of  Americtin  manufacturers  for 
$lj800j  and  I  presume  it  will  not  be  ecooojny  to  procure  tbero  fmm  Eu^land  at  a 
greater  c^st,  uuleae  you  perceive  a  auperioriiy  in  the  workmanship  of  English 
engines  that  So  your  opinion  will  justify  liie  addiiiounl  cfsst* 

Asa  preliminary  ^:ep  I  sbonld  advifte^  previfum  to  the  pur^'hase  of  tbe  locomo-. 
tive  sieiim  engine,  thai  you  vihit  the  K ill inisr worth  I^ailrond,  near  Cuventry,  the 
Heltou  Railroad,  and  L^arlinglon  &  Stockton  Hond  ;  the  two  latter  are  neer  3uo- 
derhiud.  At  Klllingworth  the  ]ocomt>tive  engine  Is*  Biild  to  Iiat'e  been  in  regular 
use  fwnrking  by  the  adbea'on  of  the  w^beela)  aiiice  the  year  1^14  ;  but  tbe  HettuU 
Road  13  more  io  the  characier  of  the  proposed  work, 

Ahbnugh  1  am  strongly  of  opinion  ihat  thi»  will  he  the  moi^t  convenient  and  ecu- 
nonuciil  powfr  fi>r  the  conteui plated  railroad,  still  you  will  perceive  ihe propriety 
of  availing  ^^nrsplree;  of  toe  experience  of  olherf;  h\  reference  to  lis  ai^tua]  uUlity. 
If  on  examination  you  should  flnd  essential  dlflieulttei^  tbdt  we  have  noi  Appre- 
hended in  tlie  ti?o  of  Thi^i  meuns  of  tranaportfttlon^  and  such  as  in  your  judgment 
woufd  counierbalaiice  iheir  advantrtgei^,  tlien  h  will  he  advi^'-ahle  not  to  mnke 
un  engn^i^ment^  but  to  comuiuulcaia  the  result  of  your  obserTarinne  as  early  as 
pOHsible. 

R^nPOAD  CAHRIAGKS.         * 

Infjuire  respecting  the  rein  live  ndvanta^^^es  of  the  fixed  and  revolving  itxle  of 
common  railway  carriages ;  their  operation  ou  curbed   roads;  the  methods  and 
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facility  qI  Kjypijlng  the  brake  ;  the  manner  of  constrtiQliQif  «iui  siep.uilng  th# 
tt^le  iti  iLe  wbet?)  in  botU  ctust^a;  faeiliiied  for  oiling;  ibo  width  of  rim  or  tr^k 
ot  wlieeli  hm  coni(3«red  v?  the  widtU  of  lu^];  thtckttef&,  difpib  at  projeclmD  s&d 
form  of  Annge;  breadth  And  Ihickueaa  of  spoke^^  of  e«0t  Md  wrought  irnio;  iqajk-' 
ner  of  ImndliDg  and  fajitenin^  the  door  in  the  bottom  of  the  cariift|^  to  facUit«t« 
onloading  coal. 

It  IB  deemed  BdcisabU  to  ascertain  the  e^Ht  of  iron  axle-tre^s  for  thf^  coii1.i::&r- 
Hagen,  made  of  Iron  oqyal  in  qnalitj  to  Swfde^  or  Hu^)&  iron,  iUb  bar  2|  inchee 
equ  a  re  And  the  bearing  2^  inches  diameter  turned  mnuolh.  SIaP^  th»  coiit  distmct 
for  rerolvLng  ftnJ  6l(;d  nxlea  ;  a^  joo  will  pereeiFe,  the  ti^cd  axl^  will,  on  acu»ont 
of  its  louder  beuriug  in  the  nave  of  the  wheels,  requiri?  more  expenst?  in  tarnlti^. 
Ex&nane  whether  fix«Kl  ttileB  tkt^  tapered  from  clie  shoulder  tc  the  otiier  beaiio^ 
in  the  nav«,  or  whether  the  aile  ts,  of  aiilforiu  djiimeter  through  the  nttve  of  i|i« 
wheel,  and  in  what  manner  the  wbeel  is  secured  to  the  «.xle,  aad  box  of  carrta^ 
through  t[i*i  axie, 

ViiTf  respect  f  nil ^,  jom  friend  ftnd  obedir^nt  s«^rvatit, 

JoitH  0.  J^ttYia. 

Nsw  ToRK,  Janaarj  16,  1828. 

The  dijti*4i,  »ay  37 1  per  cent,  ^xchangf^,  interest,  «rid  other  chtrgw,  w!1l 
together  amount  to  about  411  per  cent,  on  the  cout  of  the  englue. 

"  It  was  UD tier  these  favorable  circumstances,"  Mr.  AUati  sajs, 
"that  I  left  Kew  Tork  in  Jaouarj,  18^8,  and  within  two  days 
after  my  arrival  at  Liverpool  I  matle  the  acquaintanoe  of  George 
Stephenson,  in  the  most  agreeable  relfktiong,  aad  from  that  time, 
during  my  stay  in  Eugland,  I  received  from  liim  every  kindness  in 
his  power,  and  all  the  aid  to  what  I  had  come  so  far  to  seek  that 
was  at  bis  command  at  Liverpool^  on  the  Stocktou  A:  Darliugton 
Haih'oad,  and  at  Newcastle,  at  that  time  the  centre  of  all  that 
was  in  progress  in  railroad  aud  locomotive  matters/' 

To  get  aa  idea  of  **  the  state  of  the  art "  of  locomotive  ooa- 
struct  ion  at  the  time  Mr.  Allen  arrived  in  England^  in  1828,  it 
must  be  remembered  that  it  wAs  before  the  celebrated  trial  of 
the  Jtovkel  on  the  Liverpool  A:  Manchester  Bail  way,  which  did 
not  occur  until  October  14,  lSi9,  The  form  of  locomotive  ea* 
gine  which  is  described  in  Wood*s  "  Treatise  on  Railroads,'*  and 
which  that  author  says,  '*  with  triftiuj;  modifications/'  was  used 
oil  the  Stockton  &  Darlington,  the  Killiugworth,  and  otlier  rail- 
roads in  England,  had  cylindrical  boilers,  with  bemispherical 
ends  and  a  single  cylindrical  tube  of  about  2  feet  diameter*  which 
passed  throngb  the  boiler  and  was  placed  within  *2  inches  of  the 
bottom.  In  one  end  of  this  tube  the  fire  was  placed  and  the 
other  end  was  terminati^d  by  a  chimney*  In  some  engines  thia 
tube,  instead  of  passing  through  the  boiler,  was  made  to  return 
and  pags  out  at  the  same  end  as  the  fire-grate*     The  engines  had 
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four  wheels  and  two  cyliBders,  which  were  placed  vertically  and 
attached  to  the  top  and  partly  within  the  boiler,  aod  were  located 
on  the  lon^tudinal  centre  line  of  the  engine,  one  of  tiiem  direct- 
ly over  each  axle,  the  piston-rods  working  through  the  top  cyl- 
inder heads  with  a  long  cross-head,  which  extended  transversely 
far  enough  so  that  the  connecting  roda  could  be  coupled  directly 
to  crank-pins  to  the  outside  of  the  wheels.  The  cranks  on  the 
two  pairs  of  wheels  were  at  first  maintained  at  right  angles  to 
each  other  by  an  endless  chain  passing  over  cog-wheels  fixed 
upon  the  axles  of  the  engine.  That  Mn  Jervis  contempUited 
some  such  arrangement  as  this  is  indicated  by  the  fact  that  he 
Bpeaks  of  "  revolving  chains  "  in  his  letter.  Of  these  chains  Mr. 
Wood  says  ; 

"  However  good  in  other  respects,  this  chain  had  its  defects, 
and  it  has  been  superseded  by  cranks  and  connecting-rod.  By 
eontinued  working  the  chain  was  apt  to  stretch,  and  a  eontriv- 
ance  was  resorted  to,  of  the  removal  of  the  chairs  (?)  from  each 
other,  to  tighten  the  chain ;  but  as  this  could  only  be  done  at 
certain  periods,  the  chain  was  frequently  getting  slack.  When 
this  took  place,  and  when  the  full  power  of  one  of  fhe  cylinders 
was  applied  upon  one  pair  of  wheels,  while  the  other  connecting- 
rod  was  upon  the  centre,  and  therefore  not  capable  of  acting 
at  all  upon  the  other  wheels,  the  rotation  of  the  latter  depended 
upon  the  action  of  the  chains  ;  if  the  chain  was,  therefore,  slack, 
it  occasioned  a  slipping  of  the  wheel  until  the  links  of  the  chain 
laid  hold  on  the  projection  of  this  wheel  in  the  direction  in  which 
the  chain  was  mo^^ng  round,  and  this  slipping  alternately  oc» 
cur  red  by  each  of  the  wheels  in  succession,  as  they  became  a 
predominant  moving  power.  The  chain  was  therefore  laid 
aside.'' 

To  maintain  the  cranks  of  the  two  pairs  of  wheels  at  right 
angles  to  each  other,  "  returned  cranks "  were  attached  to  the 
outer  ends  of  the  crank-pins  of  one  pair  of  wheels.  These  re- 
turned cranks  had  what  may  be  called  secondary  pins  on  their 
outer  ends,  which  were  placed  at  right  angles  to  the  main  pin* 
These  secondary  pins  were  connected  by  coupling-rods  to  the 
main  pins  on  the  other  j^air  of  wheels,  and  thus  the  two  sets 
main  piuti  on  the  two  pairs  of  wheels  were  kept  at  right  angles 
^  to  each  other. 

It  should  be  observed  that  when  Mr.  Allen  arrived  in  England 
the  use  of  the  multitubular  boiler  io  locomotive  engines  was  un- 
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known,  or  was  only  talked  aboui  In  the  engraving  of  tbe  Kil-^ 
lingworth  engine  in  Wood's  "  Treatise,"  he  shows  and  describes 
an  exhanstpipe  which  "is  opened  into  the  chimney,  and  turns 
up  within  it ;  '*  but  the  value  of  the  steam  blast  was  then  not 
recognized.  The  locomotives  which  were  known  in  America  at 
that  date  were  those  which  have  been  described.  It  is  therefore 
not  remarkable  that  Mr.  Allen,  then  only  twenty-seven  years 
of  age,  and  feeling  the  responsibility  of  his  position,  should  be 
governed  by  the  instructions  which  he  received  when  he  left 
home.  He  therefore  ordered  of  Messrs.  Foster,  Eastrick  &  Co.,  of 
Stourbridge,  three  locomotives  of  the  Stockton  &  Darlington 
type.*  One  of  these  was  the  engine  that  afterward  had  the  dis- 
tinction of  being  the  first  one  that  was  ever  run  in  America.  It 
bad  four  coupled  wheels,  all  drivers,  driven  by  two  vertical  cyl- 
inders, with  {j6-inch  stroke,  placed  at  the  back  end  and  on  each 
side  of  the  boiler.  The  motion  of  the  piston  was  transferred 
through  two  grasshopper  beams  above  the  cylinders,  and  from 
those  beams  by  connecting-rods  to  the  crank-pins  on  the  wheels. 
The  front  end  of  the  beam  was  supported  by  a  pair  of  radius 
rods  which  formed  a  parallel  motion.  The  spokes  of  the  wheels 
were  heavy  oak  timbers,  strengthened  by  an  iron  ring  bolted  to 
the  spokes  midway  between  the  hub  and  felloes,  and  the  latter 
was  made  of  strong  timber  capped  by  a  wrought-iron  tire.  From 
the  illustrations  of  this  engine  which  have  survived,  the  cranks 
on  each  pair  of  wheels  were  apparently  at  right  angles  to  each 
other,  otherwise  it  is  not  clear  how  the  engine  could  start  when 
they  were  on  one  of  the  dead  points.  The  boiler  was  cylindrical 
and  had  several  large  flues  inside. 

After  Mr.  Allen  arrived  in  England,  as  already  stated,  he 
made  the  acquaintance  of  George  Stephenson,  and  from  him  re- 
ceived much  valuable  aid  and  advice.  He  visited  Liverpool,  the 
Stockton  &  Darlington  Bailway,  and  Newcastle.     Locomotive 

*  In  the  latter  part  of  bis  life,  Mr.  Allen  was  of  tbe  impression  that  one  loco- 
motive was  ordered  of  this  firm  and  two  of  Messrs.  Stephenson  &  Co.,  of  New. 
eaptl^,  bat  an  examination,  since  his  death,  of  some  correspondence  on  file  In  tbe 
office  of  the  Delaware  &  Hudson  Canal  Company  \^bb  shown  conclnsively  that 
three  engines  were  built  by  the  first-mentioned  firm  and  one  by  the  Messrs. 
Stephenson.  This  correspondence  shows  that  the  locomotive  built  by  the  Ste- 
phensons  arrived  in  New  York  on  board  the  ship  Columbia  about  the  middle 
of  January,  1821).  The  first  one  of  those  built  by  Foster,  Rastrick  &  Co. 
arrived  on  board  the  John  Jay,  May  13  of  the  same  year;  the  second  one  on 
the  ship  Splendid,  about  the  middle  of  August,  and  the  last  one  on  September 
17,  on  the  John  Jay, 
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engines  had  then  been  in  successful  use  since  1814,  and  the  sub- 
ject of  railroads  was  attracting  great  attention,  not  only  in  that 
country,  but  in  America  and  the  whole  civilized  world  as  welL 

The  following  extract  from  a  report  of  the  Second  General 
Meeting  of  the  Liverpool  &  Manchester  Bailway,  dated  March 
27,  1829,  will  show  how  the  subject  was  then  regarded.  In  this 
report  it  is  said : 

The  nature  of  the  power  to  be  used  for  the  convejnnce  of  goods  and  pasFengers 
becomes  now  a  qaestion  of  great  moment,  on  whatever  principle  the  carrying 
department  maj  he  conducted.  After  due  consideration  the  engineer  has  been 
authorized  to  prepare  a  locomotive  engine,  which  from  the  nature  of  its  con- 
struction, and  from  the  experiments  already  made,  he  is  of  opinion  will  be 
effective  for  the  purposes  of  the  company,  without  proving  an  annoyance  to  the 
public  In  the  course  of  the  ensuing  summer  it  is  intended  to  make  trials  on  a 
large  scale,  so  as  to  ascertain  the  sufficiency,  in  all  respects,  of  this  important 
machine.  On  this  subject,  as  on  every  other  connected  with  the  execution  of  the 
important  task  committed  to  his  charge,  the  directors  have  every  confidence  in 
Mr.  Stephenson,  their  principal  engineer,  wliose  ability  and  uuwearied  activity 
they  are  glad  of  this  opportunity  to  acknowledge. 

On  his  arrival  in  England  Mr.  Allen  found,  as  Mr.  Wood  in 
the  preface  to  his  "  Treatise  "  says,  that  "  The  eyes  of  the  whole 
scientific  world  were  upon  the  great  work  of  the  Liverpool  & 
Manchester  Bailway ;  '*  and  as  another  writer  of  that  period  re- 
ported, "  discoveries  were  daily  made  of  new  principles  applica- 
ble to  locomotives,  and,  extraordinary  as  they  now  are  in  their 
power  and  velocity,  great  improvements  may  yet  be  reasonably 
anticipated.*'  In  England  Mr.  Allen  spent  considerable  time  in 
visiting  the  different  roads  then  in  operation,  and  in  studying 
the  performance  of  the  locomotives  in  use.  The  kind  of  power 
to  be  used  on  the  Liverpool  &  Manchester  Bailway  was  regarded 
as  a  question  of  great  moment.  In  the  spring  of  the  year  1829 
the  directors  of  that  company  sent  a  deputation  of  their  body  to 
visit  the  lines  where  different  varieties  of  motive  power  were 
employed.  The  only  conclusion  which  they  came  to  appeared 
to  have  been,  that,  from  the  great  amount  of  traffic  anticipated 
tipon  the  line,  horses  were  inapplicable.  The  contest  then  be- 
ing between  locomotive  and  fixed  engines,  in  order  to  determine 
which  of  the  two  was  the  most  suitable  for  the  purpose,  the 
directors  resolved  to  employ  two  practical  engineers,  Mr.  James 
Walker  and  Mr.  John  W.  Bastrick,  to  report  which,  under  all 
circumstances,  was  the  best  description  of  moving  power  to  be 
used.  They  reported  against  locomotive  and  in  favor  of  station- 
ary engines.  Notwithstanding  this  report,  the  directors  did  not 
74 
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feel  themselves  able  to  come  to  a  decision  on  the  subject — ^a 
leaning  in  favor  of  locomotive  engines  existing,  it  was  said,  in  a 
majority  of  tbe  directors, 

Mr.  Allen  made  a  contract  with  Messrs.  Stephenson  &  Co., 
of  Newcastle,  for  one  more  locomotive.  This  engine,  he  said, 
was  ordered  to  be  identical  in  boiler,  engine  plan,  and  appurte- 
nances to  the  celebrated  Rocket. 

When  completed  the  four  engines  were  shipped  to  New  York 
and  arrived  there  during  the  year  1829.  The  Stourbridge  Lion, 
it  is  said,  was  sent  from  the  foot  of  Beach  Street,  in  New  York, 
to  Rondout,  and  thence  reshipped  by  canal  to  the  track  at 
Honesdale,  where  it  made  its  celebrated  first  trip.  Some  of  the 
other  engines  were  for  a  time  stored  in  the  warehouse  of  Messrs. 
Abeel  <fe  Dunscom  on  the  east  side  of  New  York.  One  of  them 
was  there  raised  up  so  that  its  wheels  were  not  in  contact  with 
the  ground  and  was  exhibited  in  motion  with  steam  on  as  a 
curiosity  to  the  public.  The  singular  part  of  this  is  that  it  is 
not  now  known  what  ever  became  of  these  engines.  All  trace 
of  them  has  been  lost  as  completely  as  though  they  had  been 
cast  into  the  sea.   . 

Why  the  Stourbridge  lAon  was  sent  to  Honesdale  and  not  the 
Stephenson  engine,  which  arrived  in  New  York  first,  is  not 
known.  If  this  one,  which  has  since  passed  into  oblivion,  had 
been  selected  for  the  first  run,  we  would  have  had  the  remark- 
^.ble  circumstance  that  a  trial  of  an  engine  which  Mr.  Allen 
Baid  was  built  on  substantially  the  plan  of  the  famous  Rocket^ 
would  have  occurred  in  this  country  before  that  celebrated  event 
took  place  in  England. 

"It  is  to  be  regretted,"  said  Mr.  Allen,  "that  one  of  the 
Stephenson  locomotives  was  not  sent,  and  for  the  reason  that 
they  were  the  prototypes  of  the  locomotive  Rocket,  whose  per- 
formance in  October  of  the  same  year  so  astonished  the  world. 
If  one  of  the  two  engines  in  hand  ready  to  be  sent  had  been  the 
one  used  on  August  9,  the  performance  of  the  Rocket  in  Eng- 
land would  have  been  anticipated  in  this  country." 

The  story  of  this  first  trial  of  the  Stourbridge  Lion  has  often 
been  told.  The  engine  received  its  name,  Mr.  Allen  said,  "  from 
the  fancy  of  the  painter,  who,  finding  on  the  boiler  end  a  circular 
surface,  slightly  convex,  of  nearly  four  feet  diameter,  painted  on 
it  the  head  of  a  lion  in  bright  colors,  filling  the  entire  area." 

The  river  and  canal  being  closed  by  ice,  it  was  not  until  the 
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opening  of  navigation  in  1829  tliat  access  was  had  to  the  rail- 
road at  Honesdcale,  Pa.,  which  was  tlien  at  the  head  of  the  canal 

ami  at  the  beginning  of  the  railroad. 

Being  at  liberty  duriug  July  and  August,  Mr,  Allen  volun- 
teered to  go  to  Honesdale  and  take  charge  of  the  transfer  of  the 
loco  motive  from  the  canal-boat  to  the  railroad  track.  Of  the 
place  where  the  trial  was  mmle  he  wrote : 

"The  line  of  road  was  straight  for  aba  lit  600  feet,  being 
parallel  with  the  canal,  then  crossing  the  Lack  a  wait  en  Creek  by 
a  curve  nearly  a  quarter  of  a  circle  long,  of  a  radius  of  750  feetj 
on  trestle  work  about  30  feet  above  the  creek,  and  from  the 
curve  extending  in  a  line  nearly  straight  into  the  woods  of 
Pennsylvania. 

"The  road  was  formed  of  rails  of  hemlock  timber  in  section 
6  X  12  inches,  supported  by  caps  of  timber  10  feet  from  centre 
to  centre,  Ou  the  surface  of  the  rail  of  wood  was  spiked  the 
railroad  iron — a  bar  of  rolled  iron  2}  inches  wide  and  J  inch 
thick.  The  road  having  been  built  of  timber  in  long  lengths? 
and  not  well  Sf?a,^oued,  some  of  the  rails  were  not  exactly  in 
their  true  position.  Under  the.'^e  eircura stances  the  feeling  of 
the  lookers-on  became  general  that  either  the  road  would  break 
down  under  the  weight  of  the  locomotive,  or,  if  the  curve  was 
reached,  that  the  locomotive  would  not  keep  the  track,  and 
would  dash  into  the  creek  with  a  fall  of  some  thirty  feet 

**  When  the  steara  was  of  right  pressure,  and  all  was  ready,  I 
took  my  position  on  the  platform  of  the  locomotive  alone,  and 
with  my  hand  on  the  throttle- valve  handle,  said :  *  If  there  is 
any  danger  in  this  ride,  it  is  not  necessary  that  the  life  and 
limbs  of  more  than  one  should  be  subjected  to  danger/  and  felt 
that  the  time  would  come  wheu  I  should  look  back  with  great 
interest  to  the  ride  then  before  me. 

"The  locomotive  having  no  train  behind  it  answered  at  once 
to  the  movement  of  the  valve ;  soon  the  straight  line  was  run 
over,  the  curve  was  reached  and  passed  before  there  was  time  to 
think  as  to  its  being  passed  safely^  and  soon  I  was  out  of  sight 
in  the  three  miles'  ride  alone  in  the  wowls  of  Pennsylvania* 

**  I  had  never  run  a  locomotive  nor  any  other  engine  before, 
I  have  never  run  one  since ;  but  on  August  9,  1829, 1  ran  that 
locomotive  three  miles  and  back  to  the  place  of  starting,  and 
being  without  experience  and  without  a  brake  man,  I  stopped 
the  locomotive  on  its  return  at  the  place  of  starting.    Aft^T 
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iDaing  the  cheers  of  the  lookers -on^  the  only  soudcI,  in  additicm 
to  that  of  the  exhaust  steam,  was  that  of  the  creaking  of  the 
timber  structure. 

"  Over  halt  a  c^nturj^  paiaaed  before  I  again  reriaited  the  track 

of  this  first  ride  on  this  continent.  Tlien  I  took  care  to  walk 
over  it  in  the  very  early'  moming,  that  nothing  should  interfere 
with  the  thoughts  and  the  feelings  that,  left  to  theniselTes, 
would  rifle  to  the  surface  and  bring  before  me  the  recollections 
of  the  incidents  and  anticipatious  of  the  past,  the  realization  of 
the  present,  and  again  the  anticipations  of  the  future. 

*'  It  was  a  morning  of  wonderful  beauty,  and  that  walk  alone 
will,  iu  time  to  come,  hold  its  place  beside  the  memory  of  that 
ride  alone  over  the  same  line  more  than  fifty  years  before/' 

Mr,  i\llen  always  took  a  delight  in  telling  of  tliis  early  event 
in  railroad  history.  When  the  enormous  extent  of  the  railroad 
system  ol  this  country  is  considered,  it  seems  very  wonderful 
that  it  was  created  within  the  lifetime  of  a  single  individual, 
who  was  an  active,  and,  it  may  be  said,  the  chief  participant  in 
the  very  beginning  of  steam  locomotion  in  this  country,  Letis 
than  a  year  ago  the  venerable  Captain  John  Ericsson  ended  his 
eventful  life.  He  was  a  participant  in  the  celebrated  Bainhill 
trial  of  locomotives  on  the  Liverpool  &  Manchester  Railway 
in  1829.  His  life  and  that  of  Mr.  Allen  formed  links  whieli 
aljttost  united  the  eight eeuth  and  the  twentieth  centuries. 

In  September  of  18::!9  Mr,  Allen  became  the  Chief  Engineer 
of  the  Houth  Carolina  Kailroad,  the  constrnction  of  which  had 
then  been  determined  upon.  On  his  recommendation  the  gang© 
of  the  road  was  made  5  feet.  This  road  was  completed,  and  its 
cost  was  within  his  original  estimates,  and  when  finished  it  was 
the  longest  railroad  in  the  world*  Later,  the  question  of  the 
gauge  of  the  Erie  Road  was  referred  to  him  as  Consulting 
Engineer  of  that  line.  He  ail  vised  that  it  also  be  made  5  feet. 
It  was  a  great  misfortune  that  his  advice  was  not  followed  in 
both  caBes,  and  tbat  the  gauge  for  all  American  railroads  was 
not  made  5  feet,  The  extra  width  of  3}  inches  would  now  be 
an  immense  advantage  iu  the  construction  of  both  cars  and  loco- 
motives. As  the  weight,  size,  and  capacity  of  these  have  grown, 
the  value  of  this  3 A  inches  of  space  between  the  rails  haa 
increased  in  about  the  same  ratio. 

At  that  early  date  the  South  Carolina  Railroad  Company  had 
to    decide  whether  the  motive  power  of  the  road  Bhould  be 
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iioTEes  or  locomotiYes,  In  a  report  mad©  to  the  company  in 
November,  1829,  Mr.  Allen  presented  an  estimate  of  the  cost  of 
trsinsportation  by  horse- power  and  by  locomotive  power.  The 
estimate  of  coat  of  locomotive  power  was  based  on  facti^  ob- 
tained on  the  Stockton  &  Darlington  BailroacL  In  his  pam- 
phletj  "  The  Eailroad  Era/*  Mr.  Allen  aaid : 

Tlie  Te^lll^  of  that  cfiiripsrisou  was  in  favoj  of  locomotife  power,  and  tlie 
report  coottiiiied  a  decided  reccmimeiKlaiioQ  timt  IrjcomotiTs  powet  should  be 
thf*  power  to  he  asod  oq  tb**  South  CttroUnft  ftttUroad.  But  tbe  baeia  of  tliat 
officiid  act  was  not  tlio  simple  pBtiraate  reflting  on  th«  fucUi  us  tht^y  existed  oq 
the  Sbocktun  &  Darli^gtoii  liailroad,  but,  ts  waa  slated  in  tlie  report^  Wi^B  on 
thtb  brottd  ground  tlmt  in  the  future  there  wa^  no  reiison  to  expect  auv  cjHtt'rial 
Ifuprovetnt-nt  iix  the  breed  ot  bor^es,  wbile  in  mr  judg^metit  the  mati  wns  not 
living  who  tcew  what  the  bre^d  of  lo<;t>motives  wne  to  place  at  com  maud. 

This  report  was  submitted  to  a  full  meeting  of  the  board,  and 
the  decision  was  unanimous  to  adopt  locomotives  as  the  tractive 
power  on  the  road,  and  Mr.  Allen  added,  **It  was  the  firat  action 
of  this  kind  by  any  corporate  body  in  the  world*" 

The  South  Carolina  Railroad  when  first  constructed  consisted 
of  timber  rails  or  stringers  6  x  12  inches,  on  which  iron  bars 
2|  X  J  inches  were  spiked.  When  the  question  of  motive  power 
came  up  for  consideration  it  was  essential  that  the  weight  per 
wheel  shouhl  not  be  greater  than  the  structure  described  could 
safely  bear.  The  load  per  wheel,  therefore,  had  to  be  liuiited, 
and  it  also  seemed  to  be  highly  important  to  place  as  great  a 
quantity  of  power  within  one  machine  as  possible.  In  another 
communication,  made  May  16,  1831,  to  the  president  and  di- 
rectors of  the  road,  Mn  Allen  discussed  the  general  subject 
of  steam  transportation,  and  especially  the  subject  of  boiler 
capacity  of  locomotives,  and  then  said : 

Whf^n  we  come  to  consider  the  appbeatjon  of  locomotives  to  wooden  roods 
there  are  circumptnnees  which  call  for  flttent^on^  aod  a  particular  adaptation  of 
arrangement  to  tbetn.  A®  the  same  auionnt  of  attendance  and  reffflirfl  attend  en- 
gln«i$  of  the  various  pouern  within  thc^  ninge  that  chq  be  employed  on  rftilroadfi, 
it  heconit^s  a  highly  jDiportant  object  to  place  oa  greiit  a  quantity  of  power  with- 
in one  machine  as  p^s-jible.  Anil  thia  ib  more  peculiarly  the  case  on  a  road 
where  the  greiit  and  must  difflcult  sources  of  expe^nse  are  the  at  tendance  and  re- 
pairs, while  the  fuel  is  comparatively  of  little  coDigequetice.  As  on  e\ery  road 
there  eiciais  a  limit  of  wei^j-lit  to  be  placed  ou  earh  pair  of  wheelft,  and  as  on 
wooden  roads  this  limit  iy  much  lei^s  than  on  an  Iron  one,  it  becomes  a  still  more 
Interfiutin^  inquiry  toaj^cprtnin  by  what  mean^  we  may  increase  the  quantity  of 
power  without  eitceediug  the  limit.  On  the  Liverpiiol  &  Manchester  road  they 
appear  [^racticdly  to  b*.  limitttd  to  three  tma  on  each  pair  of  wheels,  though 
some  accounts  at  at  ^  this  to  be  too  bij^h,  with  their  ve  loci  ly,  for  the  permatLant 
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beneBt  of  the  toaJ.     On  a  wnoden  roAd,  where  odIj  l^mcb  unu  m  tDvdv  iu«  of« 

1  would  put  the  limit  at  1|  toD«  p^r  p&ir  of  wb^els. 

If,  therefore,  there  cftn  be  ni  arran^enietitH  wUeri^bf  tbi»  diswlrAiitfe^voo* 
relation  m&y  be  prortded  for^  it  is  (fvidutit  that  to  coDvej  tbt;i  pAine  qnuxtiiif  ol 
goods  or  transport  the  samp  nambeir  of  pa^sen^rR,  we  miiftt  Incur  twire  tbe  «lt- 
peuse  of  atEencl*.oc*»,  twic^  the amrmuiof  r^pnir, and t wic« thfl  JiabUitv  to aecidc^itt^ 
In  fuct,  mortj  (him  t%f  ic^,  niuca  in  doublmg  the  weight  of  the  engine  w^  arv  tbt« 
to  appropriate  a  greater  proporiioix  of  Ihe  increased  weigbt  to  ii^moi'geni? rating 
purposes^ 

The  arranifetiietit  which  I  would  propose  to  <>ft4^ct  ao  dmlrahle  an  object  wcmid 
bOi  aa  ihe  limit  exbts  io  tbe  quanliTj  on  each  point  of  ftnpport.  to  iucresse  iImi 
Dumber  of  in(pi>ort©,  and  thus  distribute  the  weig^ljt  oirer  a  greater  mirface.  1 
would  there  Tore  p\ut^  the  engine  on  six  or  eight  wheels,  and  Hmit  the  wt'ight  fo 
1^  tons  to  each  pair. 

There  arise  two  objpetioiis  to  this  nrraogement,  from  the  Inequo^lUiefi  in  tb« 
line  of  sup|>ort ;  the  one  reetii-al,  the  other  horizontal. 

If  three  or  four  whe^rls  were  united  on  a  ^^ide  to  the  same  Hgid  straight  line, 
and  the  road  hud  irrvgularitiea  ia  its  sttrface,  there  would  asiw  gictit  and  mjuri* 
Oils  atraioa  Ui  the  Rtruuture^  from  the  wheels  not  helng  able  to  adapt  tbeuu^lrfla 
to  the  irregularities. 

This  diffi'iihjF  iti?if  b«  completely  obviated  bj  girittg  the  weight  to  be  supported 
but  two  piyiuta  of  AiipfHitt  on  each  aide,  nud  makr&g  theie  points  the  c^utres  of 
motion  of  the  paira  of  "wheelfi, 

Thi^  Hrrati|^uient  will  evideutly  adapt  itself  with  as  much  ease  and  aimpHcitj 
to  all  Tenical  irr*^guhtntieii  an  is  the  ciise  with  two  wagons  <^JMQected  together, 

Aa  10  tho  change  of  direction  harizoniailj^j  as  iu  the  entrance  of  tunioui^  i*n«l 
Ibe  passage  of  curveia,  a  verj  j^imple  adjustmeiu  will  relieve  the  urrangeitieiit 
fr**m  all  difRcuUy.  If  we  connect  the  frame  with  tbe  *^ros5-pjece  only  at  Q$m 
centre,  and  by  a  horizoiilnl  point,  the  two  t^ets  of  wheels  will  thereby  bf  enablMl 
to  pass  all  corf  ai urea  writh  the  facility  of  two  simple  wagoni?  conuected  in  tU* 
ordinary  manuer 

No  Httumpt  has  yet  been  made  to  accommodate  ihe  locouotiTe  earmge  to  lb« 
pasit^ftge  vf  curvjitures.  b>  pinviding  tlie  means  of  chanpiwg  tbt^  pftralleliani  of  th/o 
axles,  at  id  f^ivlng  them  the  relative  iucliuj^tion  that  the  r.LdiuB  ef  currattiir 
requires. 

An  a  rpsiilt  of  this  co no  ran ni  cation  the  companr  authorised 
the  constnictiou  of  several  '*  steam  carriages"  on  this  phm, 
Mr.  Allen  acconlinfrly  left  Charleston  early  in  the  summer  of 
1831  for  the  North,  antl  c^ontracteil  with  the  West  Point  Foundry 
for  the  couHhructtoD  of  the  engines.  The  first  one  bfiilt  and  put 
in  operation  was  thfe  South  Cardina^  She  was  receired  al 
Charleston  in  Jannarvt  1832,  and  was  put  in  operation  in  Feb- 
ruary, 1832.  Three  othen^  were  also  con^jtructed  and  put  iu 
operation  before  the  end  of  1832, 

Ou  Oc tuber  1,  1834,  a  patent  w^'is  granted  to  Boss  Winans,  of 
Baltituort%  fr>r  eit^ht-wlieeleJ  cars  with  two  trucks.  In  hiB  speci- 
fication he?  described  his  invention  as  follows  : 

I  com^trutH  two  bearing  curriage^p  each  with  fcrar  wheflli^,  wWch  itt«  to  austala 
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tbe  body  of  the  paei^ng^ctr  or  other  cat.  bj  placing^  one  of  ibem  nt  nr  jiear  enob 
euil  ijf  h,  in  a  way  t'>  be  presently  described.  The  lU'o  wbe**la  on  eitbtir  bkI**  of 
tlipse  rnrrUg^st  nre  io  be  placed  very  near  to  each  oiher  ;  tht»  uptiet'S  beiwppjj 
their  rtimtfea  need  be  no  greuter  thatj  to  nt'ceewiTj  to  prrrtut  tbeiT  contiict  with 
«ach  othtT. 

The  body  of  the  pas^^eng^-r  or  otber  rar  I  make?  of  double  the  ordluary  k-ngtli 
of  ihi>sB  which  T»n  on  four  whe(?1t»,  and  cflpabln  of  rarryir^g  double  their  load* 

Thif<  body  I  place  so  as  to  rest  iJst  whole  weight  upon  two  upper  boJsiert*  of 
the  two  berore-uient'iotipd  bearhij^  carrinf^pB  or  runtijag'  gBat. 

The  Newcastle  A  Frenehtown  Turnpike  &  Bailroad  Com- 
pany built  or  used  cars  cootiiining  WinaDs^s  improvements,  but 
deiued  the  validity  of  his  patent  Hence,  in  1838,  Wiuans 
brought  his  first  suit  at  law  against  that  company*  This  was 
the  beginning  of  twenty  years  of  litigation  with  the  railroads  of 
the  counti^^  a  brief  history  of  which  was  written  by  Mn  William 
Whiting,  of  Boston,  counsel  for  some  of  the  defendants,  and 
publii!thed  in  1860  with  the  title  '"Twenty  Years'  War  against 
the  Railroads."     Of  this  litigation  Mr,  Whiting  said  : 

It  was  at  one  lime  a  qiie^^tioii  of  millions,  to  bfl  assured  by  a  vefdk't  of  a  j^iry 
-•—not  indot'd  in  a  single  &uii,  but  a/t  the  nmtilt  of  enforcing  the  plaintlfl's  claim 
whHferer  nulroads  were  in  tise  and  the  conrtit  of  the  United  SittLea  had  jui-lbdk- 
tion,  A  single  verdict,  »uHtaitifd  by  ihir  couit»  would  enailjle  tliat  ffsult  to  be 
easily  reached.  Stiaiulated  l>y  such  hoperi  tund  feura,  tbt*  litigation  Unu  bt^eti  con- 
ducted with  a  oonespondmg  pertieveriitiL-e.  Liibor^  and  tak^it.  From  Mainir  to 
Mary  laud  ^  through  a  peri<xi  of  ei^hteeo  years  in  various  couri&of  law  imd  equity, 
a^u(^££  a  ^reat  iiuiiilwr  fif  raiJroiid  coukjianlet  and  agaiiiftt  othurdifendaut^:,  before 
juries  of  tlie  country  and  jaries  of  the  city,  before  not  less  than  ^iI  different 
jud^f'fA  of  the  courts  of  the  rnili-'d  Stnte&n  and  with  all  the  talent  and  learning 
timt  abundant  means  nnd  a  iibertti  hand  could  supply^  with  a  pe;'tlnatfliy  of  j  nr* 
pOj^e  raielr  eqnalled^  the  pluiniiff  haj^  |>reE3aed  Lis  clainiE** 

The  case  was  finally  carried  to  the  Supreme  Court  in  Wash- 
ington and  was  heard  in  1 858^  and  a  final  decision  was  given  in 
favor  of  the  railroads  and  against  Winans*  In  closing  his  ac- 
count of  this  remarkable  trial  Mr,  Whiting  said : 

Thus,  nfter  ii^ni^ ^cnrs  of  coutTOversy — the  c<:)nin)encement  nf  n  hirge  number 
of  actiooft  lU  low  nnd  in  equity  ax^aiti^^t  the  railroads,  the  aetual  trlul  of  eight 
caiieh — I  he  rt«t^overy,  by  Mr»  W  iinana,  of  iwo  venhcls  Hu^isifjini^  bis  patent  ^  the 
di^ugreemeiit  vt  the  Jury  in  thrice  trials,  the  Ihidmg  i^f  one  verdict  at  Canaudaigua 
against  him,  the  expend  tari%  on  both  si'les.  of  not  le  s  than  $2OU,€00,  and  the 
auilioriEatWti  i^eitleinent  ttt  the  eujt  ar  Ua-hiiigron  in  favor  of  the  mtroad^^ 
+*nd'!i  this  renin rkabln  chapter  in  the  hisiSory  of  litl^atloti. 

In  these  trials  the  testimony  of  Mr.  Allen,  and  the  eight- 
wheeled  engines  which  he  built  in  1831,  became  very  important 
evidence,  and  in  au  opinion  given  by  Judge  Nelson  he  aaid: 
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"The  decided  preponderance  of  the  evidence  is,  that  this  steam 
cairiatge  eoi braces  all  the  elementB^  arrangements,  and  organiza^ 
tion  to  be  found  in  the  cara  maoufactured  by  the  defendant/*  * 


The  drawings  of  these  engines  were  obviously  imperfect  in 
many  respects,  bnt  tfiey  are  aU  that  is  left  as  a  record  of  the 

construction  of  these  remarkable  machines.  They  show  how» 
at  that  early  date,  Mr.  Alien  anticipated  what  have  since  been 
recognized  as  essential  principles  in  the  construction  of  loeomo* 
tives  and  the  operation  of  railroads.  These  principles  are,  firsts 
vertical  I  and  second,  lateral  flexibility  of  wheel-basej  and  thirclp 
the  distribution  of  weight  of  the  locomotive  on  more  points  and 
over  a  greater  surface  of  the  road  than  was  possible  with  the 
engines  in  ix^e  previous  to  163D.  These  results,  it  will  bo 
observed,  are  a  consequence  of  the  adoption  of  the  swivelling- 
truck  in  locomotive  const ructinn,  which  was  devised  by  Mr, 
Allen  in  1830^  and  which  he  constructed  in  1831  and  put  in 
practice  in  1832. 

Furthermore,  as  Judge  Nelson  remarked  in  giving  an  opinioiL 
in  the  Winans  case,  these  engines  "  embraced  all  the  elemeotfl, 
arrangements,  and  organization  to  be  found  in  ears  with  two 
four-wheel  trucks."  It  was  the  early  adoption  of  swivelling- 
trucks  for  both  locomotives  and  cars  in  this  country  which  has 
so  materially  '*  differentiated  '*  American  railroad  practice  from 
that  in  other  countries,  and  to  Mr,  Allen  belongs  the  credit  of 
haying  had  the  prescience  to  see,  and  the  courage  to  piit  in  prac- 
tice, what  are  now  recognized  as  essential  principles  in  railroad 
constructitvn.  With  the  light  and  experience  of  sixty  years  to 
guide  us,  it  is  now  easy  to  see  how  very  close  these  early  engines 
of  Mi\  Allen  came  to  being  a  most  brilliant  success.  If  the  driv- 
ing-axles hatl  been  attached  to  frames  fastened  to  the  firi^-box, 
and  if  the  two  pairs  of  small  wheels  alone  had  been  connected 
to  the  truck-frames,  and  the  cranks  had  then  been  placed  at  right 
angles  to  each  other,  and  the  driving-wheels  coupled  together, 
the  en;4ineK  would  have  achieved  immortality. 

In  IH'^i,  after  the  South  Carolina  Bailroad  was  finished,  Mr. 
Allen  married  Miss  Mary  Moncrief  Simons,  daughter  of  this 

•  St'V^eral  pa^^a  rvf  Mr,  Fornpy^a  nrip^loul  paper  are  omitted  at  this  poJai,  bckr* 
iiig-  oil  the  qui-i^tiijij  <^f  fl<?sible  wheel-bflst\^^^rre(flT^. 


Digitized  by 


Google 


A   MEMORIAL  OF  HOBATIO  ALLEt^-  1173 

Rev.  James  Dewar  Simons,  Eector  of  St.  Philip's  Church  iu 
Charleston.  He  remained  in  Charleston  until  1835,  and  in  the 
spring  of  that  year  he  went  abroad,  accompanied  by  Mrs.  Allen 
and  her  mother,  ami  devoted  nearly  three  years  to  forei^  travel, 
returning  to  America  near  the  close  of  1837-  After  a  snmmef 
m  En«^land  and  Scotland  and  a  winter  in  Paris,  he  visited  the 
principal  cities  of  the  continent,  and  made  th6  entire  passfige  of 
the  Danube  to  the  Black  Sea  and  Con^tiintinople^  went  thence 
to  Smyrna,  the  Asiatio  coast*  to  Athens,  and  across  the  Levant 
to  Alexandria,  and  sjient  the  winter  on  the  Nile.  In  the  spring 
of  1837  ho  went  to  Naples  antl  Rome,  and  returned  to  Paris, 
and  from  there  to  England,  from  which  he  sailed  for  New  York 
late  in  ie^37. 

In  1838  he  received  the  appointment  of  principal  Assistant 
Engineer  of  the  Croton  Aqueduct,  John  B.  Jervis  being  the 
Chief  Eoginpcr*  Before  the  High  Bridge  over  the  Harlem 
River  was  built,  Sir.  Allen  recommended  that  the  Croton  Aque- 
duct l:>e  carried  in  a  tunnel  below  the  river*  Since  then  this 
plan  has  been  adopted  for  the  new  aqueduct,  which  now  passes 
under  the  river.  On  the  completinn  of  the  Croton  Aqueduct, 
in  1842,  he  first  turned  the  water  on  to  supply  the  city  of  New 
York.  Afterward  he  was  appointed  one  of  the  five  commis- 
sioners who  were  intrusted  with  the  supervision  of  the  distribu- 
tion of  the  water  through  the  city. 

About  1842  Mr*  Allen  became  one  of  the  proprietors  of  the 
celebrated  Novelty  Works  in  New  York  This  establishment 
originated  in  a  somewhat  curious  way.  Previous  to  the  date 
when  this  firm  was  organized,  Dr.  Nott,  tlien  President  of  Union 
College,  invented  a  stove  and  a  steam  boiler  for  burning  anthra- 
cite coaL  To  show  the  entire  practicability  of  his  invention 
he  had  a  small  steamboat  built,  called  the  NoveUi/y  which  ran 
from  New  York  to  Harlem.  At  night  this  boat  was  laid  up  at  a 
lauding  at  the  foot  of  Twelfth  Street.  A  small  shed  was  then 
erected  tliere,  with  a  few  tools  for  doing  repairs  on  the  boat. 
This  ^hop  was  extended,  and  it  came  to  be  known  as  "  The 
Novelty's  Works,"  and  afterward  passed  into  the  hands  of  Mr. 
Still  man,  who  extended  it  and  did  varioits  kinds  of  machine 
work  there.  Afti^r  Mr*  Allen  entered  the  firm  the  business 
grew  very  rapidly  in  various  directions,  and  included  mill- work 
of  various  kinds,  stationary  and  marine  engines,  pumps,  sugar 
machinery-,  steam  fire-engines,  hydraulic  presses,  etc 
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The  firm  ol  StiUman,  Allen  &  Co.  was  formed  U  1847,  aad 
€on^i&ted  of  Thomas  B.  Still  man,  Horatio  Allen,  Bobert  il, 
Stratton^  George  F.  Allen,  and  William  B*  Browa  The  Novelty 
Works  finally  became  the  largest  establishment  in  the  eon n try 
for  buildiag  marine  engines.  Tlie  macliinery  for  many  of  tbe 
old  Collins  line  of  steamers  and  the  Pacific  Mail  Bt4?ii  ni»bip 
Company  was  Imrlt  there,  including  the  engines  of  such  shipv 
as  the  Pa  ifc^  AllaiiiiCy  Adriatic,  Arctic^  and  Baltic.  All  these 
had  side-lever  engines  excepting  the  Adriatir^  which  had  oscil* 
lating  engines,  with  two  cylinders  9  or  10  feet  diameter  and  13 
feet  stroke* 

Mr  Alien  was  always  a  great  advocate  of  oscillating  cylinder 
engines  for  side- wheel  steamships,  and  in  1867  he  wrote  what  he 
ealled  *'a  statement  of  facts  and  considerations  in  reference  to 
beam  and  oscillating  engines  for  marine  si  da- wheel  steamships^*' 
which  was  addressed  to  Allan  McLane,  President  of  the  Pacific 
Mail  Steamship  Company,  and  was  afterward  published  in  A 
pamphlet.  In  this  Mr,  Allen  compared  engines  with  85-inch  ejrl- 
inders  and  8  feet  stroke,  and  claimed  that  the  room  occupied  hj 
the  oscillating  engine  compared  with  the  beam  engine  is  8*500 
cubic  feet  for  the  one  and  14,750  for  the  other ;  the  weight  138 
and  152  tons  respectively ;  the  nnralier  of  parts  through  which 
the  power  is  transmitted  from  the  piston  to  the  crank  is  tliree  for 
the  oscillating  engine  and  nine  for  the  beam  engine  \  the  number 
of  parts  which  mnst  be  conatrueted  in  true  line  and  relation  to 
each  other  is  three  for  the  oscillating  and  six  for  the  beam  eu- 
gine  ;  the  number  of  bearings  and  their  brasses  to  be  kept  in 
proper  adjustment  and  lubrication  is  five  for  the  oscillating  and 
thirteen  for  the  beam  engine.  He  also  explained  that  the  structure 
through  which  the  power  was  trsmsmitted  from  the  cylinder  to 
the  crank-[>in  would  be  much  stronger  and  more  substantiaL  ami 
the  strain  on  the  bottom  of  the  vessel  less,  with  the  oscillating 
than  with  the  beam  engine  ;  the  weight  which  comes  to  a  sta^ 
of  re^t  in  passing  the  centres  is  H^  tons  in  the  one  engine  and 
80  in  the  other  ;  the  valve-^ear  of  the  oscillating  engine,  it  was 
admitted,  has  more  parts  than  that  of  the  beam  engine.  It  was 
also  claimed  that  aU  the  journals  of  the  oscillator  are  as  acces* 
sible  as  those  of  the  beam  engine ;  that  the  first  could  be  bal- 
anced by  cast-iron  Ivuckets  on  the  wheel  as  perfectly  as  the 
latter  is  liy  the  weights  at  each  end  of  the  beam. 

The  Adriahf  had  oscillating  engines,  and  Mr-  Allen  applied 
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his  two-motioD  cone  yalve-gear  to  thenif  which  consisted  of  large 
conical  plug-valves.  They  were  moved  by  a  mechaDism  which 
first  lifted  the  valves  and  then  turned  them,  which  it  was  snp- 
poBed  would  prevent  them  from  jamming.  There  was  consider- 
able difficulty  in  getting  them  to  work  satisfsrctorily,  whiqh 
caused  much  delay  and  expense.  Some  part  of  the  gear  broke 
dowTi  on  a  trial  trip,  and  the  valves  were  finally  taken  out  and 
others  were  substituted  for  them.  As  there  was  great  rivalry  at 
that  time  between  the  Cunard  line  which  was  owned  by  Eng- 
lishinen,  and  the  Collins  steamers  w^bich  w^ere  owned  by  Amer- 
icans, this  experimental  valve-gear  attracted  a  great  deal  of 
attention,  and  was  the  subject  of  much  criticism, 

The  engines  for  the  Cotwtituiion^  MtMcs  2'aylor^  Anon^  Mariposa^ 
Oreaf  RepffhliCj  Idaho^  Montana^  Arizona,  Goiden  Age^  and  Golden 
6We  for  the  Pacific  Mail  Steamship  Company,  and  for  the  Re 
tF  Italia  and  Re  Oalanfnoma^  two  war-ships  for  the  Italian  gov* 
ernment,  were  all  built  at  the  Novelty  Works.  The  Golden  Gcde 
also  had  oscillating  enginea 

During  the  war,  engines  were  built  for  three  gun-boats  and 
also  for  the  sloops  Adirondack  and  Wampiinoag,  and  the  double- 
turreted  monitor  Miantmmmah,  and  the  frigate  Roanoke  was  con- 
verted into  a  monitor  wdth  two  turrets*  The  old  engines  were 
used  in  the  vessel  when  it  was  altered. 

At  one  time  there  were  over  1,500  men  employed  in  the  Kovelty 
Works,  but  so  great  was  the  difficulty  of  getting  men  at  that  time, 
ow4ng  to  the  demands  of  the  army  and  navy,  that  Mr.  Allen  went 
to  Europe  and  employed  a  large  numl>er  there,  who  were  brought 
over 

It  was  during  the  war  that  the  somewhat  acrimonious  dispute 
wuth  reference  to  the  economy  of  using  steam  expansively  arose. 
On  the  one  side  were  those,  including  Mr*  Isherwood,  the  Chief 
of  the  Bureau  of  Steam  Engineering,  who  advocated  the  use  of 
moderate  degrees  of  expansion  and  comparatively  low  pressure 
with  the  engines  then  in  use  ;  and  on  the  other  side  was  the  late 
Mr.  E.  N.  Dicker  sou  and  others,  who  claimed  that  greater  press^ 
ures  and  excessively  high  degrees  of  expansion  were  the  moat 
economicaL  The  subject  was  discussed  on  both  sides  with  g^eat 
fierceness  and  attracted  the  attention  of  Congress,  and  finally  the 
Naval  Committee  requested  the  Naval  Department  to  have  a 
series  of  experiments  made  ''  to  assist  in  determining  the  limita- 
tion  of  the  economical  expansion  of  steam  under  practical  con- 


Digitized  by 


Google 


1176  k   MEMOBIAL  OF  HOEATIO  ALLEK. 

ditions  and  other  collateral  questions  relating  to  the  general 
subject."  ^ 

In  1863  Mn  Welles,  then  the  Secretary  of  the  Navy,  appointed 

Mr»  Allen  and  Mr.  laherwood,  who  at  that  time  was  the  Chief  of 
the  Bureau  of  Steam  Enf^ineeriug,  "  a  commission  to  devise  and 
conduct  a  set  of  experiments  to  ascertain,  hj  means  of  practical 
results,  the  relative  economy  of  using  steam  with  different  meas- 
ures of  expansion-"  t  The  commission  was  also  authorized  **  to 
associate  such  other  persona  as  it  may  deem  advisable  for  the 
object  in  view/* 

The  experiments  were  to  be  made  under  the  supervisinn  of  a 
committee  of  the  Franklin  Institute  of  Philadelphia  and  the 
Smithsonian  Institute  of  Washington,  and  three  civilian  engi- 
neers, of  whom  Mr*  Allen,  who  believed  in  high  rate  of  e^pan-^^ 
sion,  was  one.  If  committees  w^ere  appointed  by  the  institutions 
named,  they  did  not  take  an  active  part  in  conducting  the  ex- 
periments. These  were  made  duriug  the  years  1864  to  186S  at  the 
Novelty  Works,  under  the  general  direction  of  Mr*  Allen,  who 
was  then  the  president  of  the  company,  and  Chief  Engineer 
Isherwood,  at  that  time  the  Chief  of  the  Bureau  of  Steam  Engi- 
neering, U*  S.  N.,  who  detailed  a  corps  of  assistants  to  do  the 
work» 

The  experiments  were  commenced  at  the  Novelty  Works  on  a 
large  scale.  Engines  with  various-sized  cylinders  wer«  con- 
a  true  ted.  These  were  connected  with  a  large  air- fan,  the  re  vol  a* 
tiona  of  which  represented  the  work  done.  Much  time  and 
money  was  consumed  in  getting  this  machinery  to  work  satis^ 
factorily,  and  in  making  the  experiments,  and  apparently  they 
did  not  prove  exactly  what  either  side  anticipated.  While  they 
were  insufficient  to  settle  all  the  points  at  issue,  they  showed 
what  is  well  known  now,  that  the  point  of  cut-off  which  is  most 
economical  becomes  shorter  as  the  pressure  is  increased;  bat 
that  with  any  pressure,  the  most  economical  degree  of  expansion 
is  soon  reached,  and  the  cost  rises  rapidly  after  this  point  is 
paHsed. 

So  much  time  was  consumed  in  making  experiments  that  some 
of  those  who  formed  the  commission  lost  inteiest  and  practicaUy 

*  Pup*^  OQ  the  Cost  of  power  in  Non  Condensing  Steom-Enffiiiei^^  R^ad  bv 
rimrk?^  E.  Emerj  before  the  A  Die  ri  can  ^oci«ty  of  Mechnoienl  Etiglneer*,  18SB> 

I  Thti  above  laog-tia^i?  m  quoteil  frnqi  the  origliml  nppointmpnt  of  thti  coiu^ 
in  vision . 
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abandoned  tliem*  possibly  because  the  results  did  not  proTia  what 
it  was  expected  they  would.  The  work  was  then  carried  on 
by  Chief  Engineer  Isherwood  and  his  as^istauts  in  cojaanltation 
with  Mr*  Allen*  The  coat  of  the  experiments  went  up  to  over 
lIOOjOOOj  and  as  the  time  consumed  was  so  great  and  the  results 
were  apparently  inconclusive,  the  Na\y  Department  finally  or- 
dered them  discontiiiued*  The  commission  in  charge  of  them 
never  made  a  report  nor  were  the  results  published  under 
government  authority,  although  a  general  table  was  furnished 
by  Mr*  Isherwood  to  Mr,  B.  H.  Buel,  who  had  it  published 
in  the  articles  on  steam  engineering  which  he  prepared  for 
Apple  tons'  "Cyelopeedia  of  Mechanics''  and  in  the  American 
edition  of  **  Wiesbach's  Mechanics/' 

It  is  not  easy  now  to  leam  what  was  the  precise  significance, 
or  rather  what  was  proved  by  these  experiments*  Apparently 
they  did  not  show  as  great  an  economy  from  the  use  of  high- 
pressure  steam  and  high  rates  of  expansion  as  the  advocates  of 
that  side  of  the  question  expected,  though  the  results  with  high* 
pressure  steam  showed  greater  economy  than  those  with  low- 
pressure,  and  it  was  also  found  that  it  was  economical  to  cut  off 
shorter  with  high  than  with  low  pressure  steam.  The  eicperi- 
mentB  were,  of  course,  made  with  engines  of  the  kind  then  in 
most  general  use,  and  did  not  include  compound  or  triple- 
expansion  engines,  with  the  very  high  pressures  which  have  been 
made  practicable  by  their  use*  It  is  evident  now  that  those 
who  then  advocated  the  use  of  high -pressure  steam  and  exces- 
sively high  degrees  of  expansion  did  not  understand  fully  how 
steam  used  under  these  conditions  is  aflfected  by  various  cir- 
cumstances, especially  those  existing  when  steam  is  expanded 
in  a  single-cylinder  engine* 

Afterward,  a  competitive  trial  was  made  by  Commodore  Ish- 
erwood  and  Mr.  Dickers  on  with  two  United  States  ves^^els,  the 
fVinofyskl  and  the  Al^onqftin.  They  were  first  tied  up  in  a  dock, 
and  their  wheels  were  turned  at  a  regular  rate  and  a  careful 
record  was  kept  of  the  fuel  consumed.  In  these  trials  the 
lVinoosh\  Commodore  Isher wood's  vessel^  had  an  engine  with 
double  poppet-valves  and  Stevens  cut-off*  The  Algonquin  had 
a  Sickles  cut-off  with  single  poppet-valves. 

Trials  of  speed  were  afterward  made  at  sea.  The  WtnoosJci 
then  used  steam  of  25  lbs.  pressure  cut  off  at  i*^,)  of  the  stroke, 
and  the  Algonquin  carried  90  lbs,  of  gteam  and  cut  off  at  j^. 
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The  failare  of  the  Ai^onqtmi  m  these  triftls  is  aow  a  matictr 
of  hUtoiy, 

Alter  the  experiments  at  the  Xovelty  Works  were  end^d,  Mr, 
Charles  E.  Emerj,  irfao  was  an  asBistant  engineer  in  mating 
them^  Baggested  a  supple m en tarr  series  w^ith  a  small  engine 
baTing  8x8  inch  cylintlers.  The  officers  of  the  Novelty  Works 
agreed  to  bear  the  expense  of  these,  which  amounted  to  aboat 
$5,(KW,  The  results  of  tliese  eitperiment*!  with  Don-coudenatng 
engines  were  afterward  published  by  Mr,  Emerj  iu  the  proceed- 
ings of  the  American  Society  of  Mechanical  Engiceen^  iu  1886 
and  1888, 

While  the  inyestigations  were  being  made  it  is  said  that  Mr» 
Allen  suspended  judgment  therenn,  a^  was  proper  he  shoald. 
Those  who  were  intimately  associated  with  him  at  the  time 
neyer  heard  him  express  an  opinion  with  reference  k>  the  snbji^ 
after  the  experiments  were  ended. 

In  the  light  of  our  present  knowledge  it  seems  singular  that 
experiments  on  nnch  a  scale  were  needed  to  show  what  now 
seems  so  easily  proved  Doubtless  some  of  the  experiments 
of  the  present  day  will  appear  equally  needless  twenty 'five  or 
thirty  3'ears  hence. 

During  all  of  Mr.  Allen's  career  he  was  a  prolific  inTentor.afi 
will  appear  from  the  following  list  of  some  of  the  patents  whiclt 
he  took  out : 

Sienm Cut-Off,    H.  AJlou ..., , ..1^1 

Slop  Cock.  '^         , .,„ _,,..lS*l 

Sii^am  Cot-off.         *'         _ tit3 

Determining  Tiitckaes:*  of  Metal  Pipes,     9.  Allen,  - ,  * ISlft 

Tapping  Mainj*.     IL    Allen «»*•••>,,<.  ..,1^41 

Stt^iim  Cut-Uff.  ''        _ *...1*»,..._,,.1BIT 

-• tm» 

....   ., • J8I0 

St*-iimEti|^lue  VnWe-Q^ar.      Alleo  k  Wellp. .  -  . - ...^ . , . . -  -  .1B5S 

• 1*H 

Twf>  Motion  Con^-Tul ve ,,.*.,/*,-.......  .ISIR 

Stt^nm  Eng^ine  Valve  gear.  H.  AUen, . .  ...,,.* ^ , .  .I85T 

tlfearn  14^MlerTnl>«»Juiiir.  *'        .,,..... 1818 

Tur  !!?0ttl3  and  Cmcbes,  ''       ....   .„ |90O 

l\mii*r^ctitig  Uitj  Tubes  wiib  the  Ht^ada  nf  Surfact;  C<itidfiiB«r#.     H. 

AI^D.. .1^ 

fc^Iecpiu!^  Cam.     H.  Allen , ..,»»... ,1S76 

Tii^rivtinfll  01q)j**3      ■*      ....,, ..*......,....» 'I®?© 

The  Allen  A  Wells  ciit-off,  in  its  several  different  forms,  was 
iutroJuL'eJ  to  some  extent,  and  is  still  in  use  on  different  steam* 
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boats.  The  metliod  of  connecting  oondeuaer  tubes  to  their  Iieads 
^itb  compressed  wooden  ferruleB  has  also  been  extensirelj^ 
adopted, 

Dnrinp;  the  war,  although  a  great  deal  of  work  hacl  been  done 
at  the  Novelty  Works^  the  snccesH  of  the  company  was  not  pro- 
portionate to  the  amount  uf  the  business.  They  were  ope  ni ted 
during  part  of  that  period  under  the  disadvantage  of  a  market 
in  wliicli  the  prices  of  labor  and  materials  were  constantly  rising. 
Contracts  were  taken  at  fixed  sums,  and  it  was  then  not  easy  to 
anticipate  what  the  increase  would  be  in  the  cost  of  doing  work 
before  it  was  finished. 

When  the  war  was  ended  there  was,  of  course,  a  cessation  of 
goveniment  work.  Business  at  the  Novelty  Works  had  lieen 
conducted  on  a  large  scale,  with  tixed  expenses  in  the  same  pro- 
portion. The  tools  and  machinery  were  old  and  out  of  date, 
and  it  was  soon  found  that  tlie  works  were  being  conducted 
at  a  loHH,  To  remoilel  and  reequip  them  with  new  tools  and 
machinery  to  meet  the  changed  condition  of  business  would  in- 
volve a  large  outlay  of  capital,  'The  real  estate  was  very  valua- 
ble, and  it  was  finally  determined  to  close  the  works  and  wind 
up  the  business.  This  was  done  in  1870,  and  the  Novelty  Works 
soon  cejised  to  exist  The  business  which  was  conducted  the  re  j 
like  most  great  enterprises*  was  attended  with  varying  success. 
Under  the  firm  of  Stillmau,  Allen  &  Co,  it  was  at  first  very 
profitable,  but  some  heavy  losses  embarrassed  the  firm  and 
they  had  to  seek  outside  aid,  Mr,  James  Brown  furnished  the 
firm  with  more  capital,  and  when  a  stock  company  was  organ- 
ized he  became  a  stockholder,  and  Mr*  Allen  was  president. 
During  the  war  the  business  was  very  active  and  during  part  of 
the  time  profitable,  but  Mr.  Allen  was  then  not  a  large  holder 
of  the  stock* 

During  his  connection  with  the  Novelty  Works  he  also  acted 
in  the  capacity  of  Consulting  Engineer  for  the  Erie  Bailroad, 
and  he  was  President  and  Chief  Engineer  of  that  company  for 
a  year.  He  was  also  Consulting  Engineer  to  the  Panama  Bail- 
road  Company  for  a  short  time*  and  during  that  period  also 
held  imudentally  other  important  engineering  trusts.  His  pro- 
fessional career  may  be  said  to  have  ended  as  Consulting  Engi- 
neer of  the  Brookl}Ti  Bridge. 

In  ls70  Mr,  Allen  letired  from  active  Hfe  and  built  himself  a 
bouse  at  Montrose,  near  Mountain  Station  on  the  Morris  & 
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Essex  KailiQftd,  in  New  Jersey,  where  lie  re  sided  up  to  the  end 
of  his  life.  He  left  &  Tvidow,  three  daagbters,  and  a  son.  He 
always  seemed  to  derive  bi^  chief  eiijoyraeat  in  life  from  his 
delightful  home,  but  thia  was  especially  tbe  case  during  the 
latter  y^ars  of  bis  lif©.  He  was  a  man  of  very  quiet  doiuestie 
tastes,  but  took  a  lively  interest  iai  engineering,  i^eieiitiBe,  and 
especially  educational  matters,  up  to  the  last 

He  always  took  an  active  interest  in  philanthropic  and  cbari* 
table  matters,  and  was  one  of  the  foundei^s  of  the  Union  League 
Club,  and  an  active  member  of  it  in  the  days  when  its  iniluence 
was  exerted  in  behalf  of  ^eat  national  questionSj  and  before 
narrow  partisanship  had  contracted  its  sphere  of  usefulneBau 
He  was  also  one  of  the  organizers,  and  for  a  long  time  aa  active 
member  J  of  the  Association  for  the  Iniprovement  of  the  Condi- 
tion  of  the  Poor,  the  Children's  Aiil  Society,  and  the  New  York 
Gallery  of  Art,  and  was  associated  with  a  number  of  gentlemen 
who  were  instrumental  in  preserving  what  was  known  as  the 
Abbott  Collection  of  Egyptian  Antiquities,  which  now  forms  n 
part  of  the  New  York  HistoricEll  Society's  collection.  He  wba 
a  member  of  the  American  Society  of  Civil  Engineers,  and  w^aa 
its  president  for  one  term.  He  was  also  a  member  of  the  Amei^ 
ican  Society  of  Mechanical  Etigineers,  and  was  elected  an  hour 
orary  member  of  both  societies-  ^ 

Mr,  Allen  took  an  interest  in  a  very  wide  range  of  subjects. 
During  his  later  years  he  devoted  much  time  to  the  subject  of 
eduoationp  He  earnestly  desired  to  be  of  use  to  the  rising  gen- 
eration, and  he  sympathized  very  strongly  with  the  difficulties 
of  children  and  young  people  in  acquiring  knowledge-  He 
wrote  a  little  book  on  arithmetic  and  commenced  one  on  alge- 
bra, and  was  especially  interested  in  the  methods  of  teaching 
astronomy.  He  also  wrote  a  book  on  that  subject,  and  invented 
and  constructed  a  number  of  instruments  to  facilitate  the  study 
of  ai^troaomy  in  schools. 

His  life  and  experience,  if  it  ootild  be  fully  written,  would  be 
of  exceeding  interest 

In  his  later  years  he  often  expressed  regret  that  he  did  not 
keep  a  record  of  the  events  of  his  early  life,  and  especially  his 
observations  during  the  period  that  he  first  visited  Europe^ 
He  was  then  on  intimate  terms  with  George  Stephenson  aad 

*  Mr.  Alkn  wn^  i\m  first  honorary  mcjiaNr  elected  to  th©  Utter  fiocietj"  alter  iu 
formation  — SccTittiri/* 
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the  early  fathers  of  the  railroad  system*  He  was  in  England  to 
study  that  system,  which  was  then,  if  Dot  in  it^  infancy,  at  any 
rate  in  its  early  yonth.  If  his  observations  had  been  fully  re- 
corded they  would  now  be  of  intense  interest  Beginning  his 
study  of  engineering  in  early  manhood,  when  railroads  were  an 
experiment,  it  extended  over  the  period^  so  recently  ended, 
which  covered  completely  that  wonderful  era  of  modem  devel- 
opment which  has  been  due  to  the  introduction,  application, 
and  diffusion  of  steam-power  over  the  whole  civilized  world, 

Mr.  Allen  was  an  ardent  lover  of  nature^  and  nearly  always 
devoted  the  early  riioming  hours  to  the  enjoyment  of  its  beauty 
and  took  the  keenest  delight  in  its  contemplation.  Among  the 
marked  traits  of  his  character  were  Lis  gentleness  ajid  geu- 
erosityp  which,  it  is  said,  "is  in  nothing  more  seen  than  in  a 
candid  estimation  of  other  men*s  virtues  and  good  qualities.'' 
He  was  always  ready  to  give  a  helping  hand  to  those  who  were 
down  and  trying  to  get  up.  His  words  and  acts  of  encourage- 
ment to  many  young  men  beginning  the  hazardous  voyage  of 
life  were  like  propitious  breezes  and  inspired  them  with  hope, 
which  sustained  them  until  they  reached  port*  A  paper  pub- 
lished near  his  home  said  of  him :  '*  His  integrity  was  of  the 
most  unswerviug,  unflinching  kind,  and  he  was  scrupulous  almost 
to  a  fault  over  matters  that  ordinarily  pass  current  in  the  mer- 
cantile world."  The  modem  forms  which  business  bribery  has 
assumed  excited  in  him  unbounded  indignation.  A  gentleman 
occupying  a  prominent  position  in  public  life,  and  who  was  asso- 
ciated with  Mr.  Allen  during  the  trying  period  of  the  war,  said  of 
him  he  possessed  all  the  best  qualities  of  a  true  gentleman. 

His  last  years  were  spent  quietly  with  Ms  family  in  his  home 
at  Montrose,  in  New  pjersey.  It  may  be  said  of  him,  that  his 
integrity  commanded  the  respect  of  all  honest  men  who  knew 
him,  his  generosity  made  many  persons  his  debtors,  and  the 
delight  which  he  took  in  contributing  to  the  happiness  of 
others  led  all  to  be  **  kindly  affectioned"  to  him. 
75 
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EKBATUM. 

Page  463,  Equation  18  should  read, 
A  =  .05rf>7^t ; 


(18) 
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